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EDITOR'S  PREFACE 

TO  THE  FIEST  AMERICAN  EDITION. 


In  preparing  this  edition  of  Fresenius'  Quantitative  Cliemical 
Analj'sis,  the  editor  has  sought  by  various  changes  to  adapt  it  to 
the  wants  of  the  American  student. 

The  foreign  editions  have  attained  such  encyclopedic  dimen- 
sions as  to  occasion  the  beginner  no  little  confusion  and  embarrass- 
ment. For  this  reason  the  bulk  of  the  vyork  has  been  considerably 
reduced.  A  few  processes  which  the  editor's  experience  has  con- 
vinced him  are  untrust^^•orthy,  and  many  more  that  can  well  be 
spared  because  they  are  tedious  or  unnecessary,  have  been  omitted. 
The  entire  chapter  on  Analysis  of  Mineral  Waters,  excellent  as  it 
is,  has  been  suppressed  on  account  of  its  length,  and  because  the 
few  who  have  occasion  to  make  detailed  investigations  in  that 
direction  ha\'e  access  to  the  original  sources  of  information. 

The  section  on  Organic  Analysis  has  been  reduced  from  sixty 
to  thirty  pages,  mainly  by  the  omission  of  processes  which,  from 
their  antiquity  or  inferiority,  are  more  curious  than  useful.  The 
chapters  on  Acidimetry  and  Alkalimetry  have  been  likewise  greatly 
condensed,  and  all  that  especially  relates  to  Soils  and  Ashes  of 
Plants  has  been  left  out.  The  recent  appearance  of  an  excellent 
special  treatise  on  "Agricultural  Chemical  Analysis"  by  Professor 
Caldwell,  of  Cornell  University,  justifies  the  last-mentioned  omis- 
sion. 

On  the  other  hand,  some  important  matter  has  been  added. 
Bunsen's  invaluable  new  methods  of  treating  precipitates  are 
described  in  his  own  (translatud)  words.  Various  new  methods  of 
estimation  and  separation  are  incorporated  in  their  proper  places. 

The  editor  thankfully  acknowledges  his  indebtedness  to  several 
gentlemen  for  special  contributions  to  this  work,  viz. :  To  Dr.  J. 
Lawrence  Smith,  who  has  kindly  furnished  a  manuscript  account 
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of  his  admirable  method  of  fluxing  silicates  for  the  estimation  of 
alkalies.  To  O.  D.  Allen,  Esq.,  late  chemist  to  the  Freedom  Iron 
Works,  Lewistown,  Pennsylvania,  for  copious  notes  of  his  exten- 
sive experience  in  the  analyses  of  steel,  iron,  and  iron  ores,  which 
have  been  freely  employed  in  §  229.  To  Mr.  William  G.  Mixter, 
chief  assistant  in  the  Sheffield  Laboratory,  for  the  account  of  the 
gold  and  silver  assay.  To  Professor  Brush,  of  Yale  College,  Pro- 
fessor Collier,  of  Vermont  University,  and  B.  S.  Burton,  Esq.,  of 
Philadelphia,  for  various  important  facts  and  suggestions.  Just 
before  going  to  press.  Dr.  Wolcott  Gibbs  has  communicated  an 
account  of  his  new  method  of  finding  at  once  the  total  correction 
for  temperature,  pressure,  and  moisture  in  absolute  determinations 
of  nitrogen  or  other  gases,  which,  from  its  simplicity,  convenience, 
and  accuracy,  must  prove  of  the  highest  service  in  chemistry.  It 
will  be  found  in  the  Appendix,  p.  838. 

The  additions  which  have  been  made  to  the  methods  of  exam- 
ining ores,  it  is  believed,  adapt  the  work  to  meet  all  the  ordinary 
requirements  of  the  metallurgical  and  mining  student. 

Tlie  editor's  additions  are  distinguished,  in  all  important  cases, 
by  enclosure  in  brackets,  [  ]. 

While  fully  recognizing  tlie  necessity  of  teaching  the  new 
notation  and  nomenclature  of  chemistry,  the  editor  has  in  this 
book  retained  the  old  system,  because  it  is  identified  with  the 
chemical  literature  of  the  century,  and  cannot  be  speedily  forgot- 
ten by  practical  men.  At  a  time  when  the  most  elementary  text- 
books are  framed  on  the  "  modern"  system,  it  is  important  to  keep 
the  student  exercised  in  the  language  of  the  old  masters  of  the 
science,  which  is  still,  and  must  fo;*  some  time  remain,  a  part  of 
the  vernacular  of  the  physician,  the  apothecary,  the  metallurgist, 
and  the  manufacturer. 

SAMUEL  W.  JOLINSOK 
Sheffield  Laboeatort  of  Yale  College,  Dec,  1869. 


EDITOR'S  PEEFACE 

TO  THE  SECOXD  AMERICAN  EDITION. 


In  the  preparation  of  tins  edition  of  Fresenius'  Quantitative 
Analysis,  the  general  plan  announced  by  the  editor  of  the  first 
American  edition  in  the  preceding  preface  has  been  followed. 
Although  the  original  ■work,  as  it  appears  in  the  last  foreign 
editions,  has  been  somewhat  abridged,  it  is  believed  that  little 
which  is  useful  to  the  student  has  been  omitted  from  the  present 
work.  All  processes  which  are  described  are  given  with  the  full 
details,  and,  with  few  exceptions,  as  far  as  practicable  in  the  lan- 
guage used  by  the  author. 

The  desired  reduction  of  the  bulk  of  the  original  treatise  has 
been  effected  by  the  omission  of  one  or  more  processes  when 
several  are  given  for  the  same  purpose,  or  more  rarely  by  the 
entire  omission  of  a  whole  subject. 

The  subjects  omitted,  in  addition  to  those  mentioned  in  the 
preceding  preface,  are :  "  The  Determination  of  the  Equivalent  of 
Organic  Compounds,"  "  The  Assay  of  Silver  Ores,"  and  "  The 
Assay  of  Gold  Ores."  On  the  other  hand,  many  new  processes 
and  modifications  of  old  processes  appearing  in  the  recently  pub- 
lished first  volume  of  the  sixth  German  edition  are  included,  and 
may  be  regarded  as  valuable  additions  to  the  General  Part. 

Additions  made  by  the  editors  are  usually  distinguished  by  en- 
closure in  brackets  [  ]. 

The  more  important  additions  of  this  kind  are  in  those  chap- 
ters (in  the  Special  Pai-t)  which  treat  of  the  analysis  of  products 
pertaining  to  the  Metallurgy  of  Iron  and  to  Commercial  Fertilizers. 

The  entire  chapter  on  tlie  latter  subject  has  been  prepared  by 
Professor  S.  W.  Johnson  and  Dr.  E.  H.  Jenkins,  Chemist  of  the 
Connecticut  Agricultural  Experiment   Station.      It  describes  the 
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methods  and  plans  of  analysis  adopted  in  that  institution  after 
much  experience  and  research. 

The  new  system  of  chemical  notation  and  nomenclature  is 
employed  throughout  the  book,  although  the  old  system  is  still 
retained  even  in  the  last  foreign  editions.  It  is  confidently  be- 
lieved that  this  change,  so  long  deferred  for  reasons  perhaps 
sufficiently  valid,  can  at  the  present  time  be  made  with  advantage 
to  the  student  and  instructor. 

The  editor  is  under  obligation  to  Messrs.  W.  J.  Comstock  and 
A.  B.  Howe,  Ph.D.,  instructors  in  the  Sheffield  Laboratory,  and 
to  Professor  "W.  G.  Mixter,  of  the  Sheffield  Scientific  School,  for 
information  and  advice  which  their  experience  has  eni.blod  them 
to  give  regarding  many  processes,  and  for  valuable  assistance  in 
various  other  ways. 

The  task  of  preparing  this  edition  was  undertaken  and  carried 
out  with  the  generous  co-operation  of  Professor  S.  W.  Johnson. 
To  him,  therefore,  most  especially  are  due  thanks  from  the  editor 
and  from  those  who  may  believe  that  they  find  any  advantage  in 
the  possession  of  the  book  in  its  present  form. 

0.  D.  ALLEN". 

SH!BlPFrEI.D  LabOSATOEY  OF  YaLB  COLLEGE,  Feb.,  1881. 
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INTRODUCTION". 


As  we  have  already  seen  in  the  "  Manual  of  Qualitative  Analy- 
sis,"— to  which  the  present  work  may  be  regarded  as  the  sequel, 
— Chemical  Analysis  comprises  two  branches,  viz. :  qualitative 
analysis  and  quantitative  analysis,  the  object  of  the  former  being 
to  ascertain  the  nature,  that  of  the  latter  to  determine  the  am,ount, 
of  the  several  component  parts  of  any  compound. 

By  QUALITATIVE  AJSTALYSis  wc  couvert  the  unknown  constituents 
of  a  body  into  certain  known  forms  and  combinations  ;  and  we  are 
thus  enabled  to  draw  correct  inferences  respecting  the  nature  of 
these  unknown  constituents.  Quantitative  analysis  attains  its  ob- 
ject, according  to  circumstances,  often  by  very  different  ways ;  the 
two  methods  most  widely  difEering  from  each  other,  are  analysis 
hy  weight,  or  gravimetric  analysis,  and  analysis  by  measure,  or 
volumetric  analysis. 

Geavimeteio  analysis  has  for  its  object  to  convert  the  known 
constituents  of  a  substance  into  forms  or  combinations  which  will 
admit  of  the  most  exact  determination  of  their  weight,  and  of 
which,  moreover,  the  composition  is  accurately  known.  These  new 
forms  or  combinations  may  be  either  educts  from  the  analyzed  sub- 
stance, or  they  may  be  products.  In  the  former  case  the  ascer- 
tained weight  of  the  eliminated  substance  is  the  direct  expression 
of  the  amount  in  which  it  existed  in  the  compound  under  exami- 
nation ;  whilst  in  the  latter  case,  that  is,  wlien  we  have  to  deal  with 
products,  the  quantity  in  which  the  eliminated  constituent  was  ori- 
ginally present  in  the  analyzed  compound,  has  to  be  deduced  by 
calculation  from  the  quantity  in  which  it  exists  in  its  new  com- 
bination. 

The  following  example  will  serve  to  illustrate  these  points : — ■ 
Suppose  we  wish  to  determine  the  quantity  of  mercury  contained 
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in  the  chloride  of  that  metal ;  now,  we  may  do  this,  either  by  pre- 
cipitating the  metallic  mercury  from  the  solution  of  the  chloride, 
say  by  means  of  stannous  chloride ;  or  we  may  attain  our  object  by 
precipitating  the  solution  by  sulphuretted  hydrogen,  and  weighing 
the  precipitated  mercuric  sulphide.  100  parts  of  mercuric  chloride 
consist  of  T3-82  of  mercury  and  26-18  of  chlorine ;  consequently, 
if  the  process  is  conducted  with  absolute  accuracy,  the  precipitation 
of  mercury  in  100  parts  of  mercuric  chloride  by  stannous  chloride 
will  yield  73-82  parts  of  metallic  mercury.  "With  equally  exact 
manipulation  the  other  method  yields  85-634:  parts  of  mercuric 
sulphide. 

Now,  in  the  former  case  we  find  the  number  73-82  directly ;  in 
the  latter  case  we  have  to  deduce  it  by  calculation : — (100  parts  of 
mercuric  sulphide  contain  86-207  parts  of  mercury ;  how  much 
mercury  do  85-634  parts  contain  ?) 

100  :  85-634::  86-207  :  aj  -  cc  =  73-82. 

As  already  hinted,  it  is  absolutely  indispensable  that  the  forms 
into  which  bodies  are  converted  for  the  purpose  of  estimation  by 
weight  should  fulfil  two  conditions  :  first,  they  must  be  capable  of 
being  weighed  exactly ;  secondly,  they  must  be  of  known  composi- 
tion,— for  it  is  quite  obvious,  on  the  one  hand,  that  accurate  quan- 
titative analysis  must  be  altogether  impossible  if  the  substance  the 
quantity  of  which  it  is  intended  to  ascertain,  does  not  admit  of 
correct  weighing;  and  on  tlie  other  hand,  it  is  equally  evident  that 
if  we  do  not  know  the  exact  composition  of  a  new  product,  we  lack 
the  necessary  basis  of  our  calculation. 

VoLTJMETEio  ANALYSIS  is  based  upon  a  very  different  principle 
from  that  of  gravimetric  analysis ;  viz.,  it  effects  the  quantitative 
determination  of  a  body,  by  converting  it  from  a  certain  definite 
state  to  another  equally  definite  state,  by  means  of  a  fluid  of  accu- 
rately known  power  of  action,  and  under  circumstances  which  per- 
mit the  analyst  to  mark  with  rigorous  precision  the  exact  point 
when  the  conversion  is  accomplished.  The  following  example  will 
serve  to  illustrate  the  principle  of  this  method  : — Potassium  per- 
manganate added  to  a  solution  of  ferrous  sulphate,  acidified  with 
sulphuric  acid,  immediately  converts  the  ferrous  sulphate  into  fer- 
ric sulphate ;  the  permanganic  acid,  which  is  characterized  by  its 
intense  color,  yielding  up  oxygen  and  forming  with  the  free  sul- 
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plinric  acid  present  colorless  manganous  sulphate.  If,  therefore, 
to  an  acidified  flnid  containing  a  ferrous  salt  we  add,  drop  by  drop, 
a  solution  of  potassium  permanganate,  its  red  color  continues  for 
some  time  to  disappear  upon  stirring ;  but  at  last  a  point  is  reached 
when  the  coloration  imparted  to  the  fluid  by  the  last  drop  added 
remains :  this  point  marks  the  termination  of  the  conversion  of  the 
ferrous  salt  into  a  ferric  salt. 

If  now  we  convert  a  known  weight  of  iron  into  a  ferrous  sul- 
phate by  dissolving  it  in  dilute  siilphuiic  acid,  and  ascertain  by 
suitable  measuring  apparatus  the  volume  of  a  solution  of  potassium 
permanganate  required  to  convert  the  ferrous  sulphate  to  ferric 
sulphate,  we  can  by  means  of  this  permanganate  solution  determine 
unknown  quantities  of  ferrous  iron  in  a  solution.  This  is  accom- 
pHsIied  by  adding  the  permanganate  solution  until  the  above  de- 
scribed reaction  is  completed,  and  noting  the  volume  used.  The 
amount  of  iron  present  can  now  be  calculated  by  comparing  the 
volume  used  with  that  used  when  a  known  qiiantity  of  iron  was 
present,  as  the  weiglit  of  iron  must  in  botli  cases  be  proportional  to 
volume  of  permanganate  used. 

To  tliis  brief  intimation  of  the  general  purport  and  object  of 
quantitative  analj'sis,  and  the  general  mode  of  proceeding  in  ana- 
lytical researches,  I  have  to  add  that  certain  qualifications  are  essen- 
tial to  tliose  who  would  devote  themselves  successfully  to  the 
pursuit  of  this  branch.  These  qualifications  are,  1,  theoretical 
knowledge ;  2,  skill  in  manipulation ;  and  3,  strict  conscientious- 
ness. 

The  preliminary  hiowledge  required  consists  in  an  acquaintance 
with  qualitative  analysis,  the  stoichiometric  laws,  and  simple  arith- 
metic. Thus  prepared,  we  shall  understand  the  method  by  which 
bodies  are  separated  and  determined,  and  we  shall  be  in  a  position 
to  perform  our  calculations,  by  which,  on  the  one  hand,  the  formu- 
Ise  of  compounds  are  deduced  from  the  analytical  results,  and,  on 
the  other  hand,  the  correctness  of  the  adopted  methods  is  tested, 
and  the  results  obtained  are  controlled.  To  this  l-nowh'dge  must 
be  joined  the  dhility  of  performing  the  necessary  practical  opera- 
tions. This  axiom  generally  holds  good  for  all  applied  sciences, 
but  if  it  is  true  of  one  more  than  another,  quantitative  analysis  is 
that  one.  The  most  extensive  and  solid  theoretical  acquirements 
will  not  enable  us,  for  instance,  to  determine  the  amount  of  com- 
mon salt  Dresent  in  a  solution,  if  we  are  without  the  requisite  dc\-- 
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terity  to  transfer  a  fl\iid  from  one  vessel  to  another  Mnthout  the 
smallest  loss  by  spirting,  running  down  the  side,  &c.  The  various 
operations  of  quantitative  analysis  demand  great  aptitude  and  man- 
ual skill,  which  can  be  acquired  only  by  practice.  But  even  the 
possession  of  the  greatest  practical  skill  in  manipulation,  joined  to 
a  thorough  theoretical  knowledge,  will  still  prove  insufficient  to 
insure  a  successful  pursuit  of  quantitative  researches,  unless  also 
combined  with  a  sincere  love  of  truth  and  a  firm  determination 
to  accept  none  hut  ihoroxtghly  confirmed  results. 

Every  one  who  has  been  engaged  in  quantitative  analysis  knows 
that  cases  will  sometimes  occur,  especially  wlien  commencing  the 
study,  in  which  doubts  may  be  entertained  as  to  whether  the  result 
will  turn  out  correct,  or  in  which  even  the  operator  is  positively 
convinced  that  it  cannot  be  quite  correct.  Tlius,  for  instance,  a 
small  portion  of  the  substance  under  investigation  may  be  spilled ; 
or  some  of  it  lost  by  decrepitation  ;  or  the  analyst  may  have  reason 
to  doubt  the  accuracy  of  his  weighing ;  or  it  may  happen  that  two 
analyses  of  the  same  substance  do  not  exactly  agree.  In  all  such 
cases  i!;  is  indispensable  tliat  the  operator  should  be  conscientious 
enough  to  repeat  the  whole  process  over  again.  He  who  is  not 
possessed  of  this  self-command — who  shirks  trouble  where  truth  is 
at  stake — who  would  be  satisfied  with  mere  assumptions  and  guess- 
work, where  the  attainment  of  positive  certainty  is  the  object,  must 
be  pronounced  jiist  as  deficient  in  the  necessary  qualifications  for 
quantitative  analytical  researches  as  he  who  is  wanting  in  knowl- 
edge or  skill.  He,  therefore,  who  cannot  fully  trust  his  work — 
who  cannot  swear  to  the  correctness  of  his  results,  may  indeed  oc- 
cupy himself  with  quantitative  analysis  by  way  of  practice,  but  he 
ought  on  no  account  to  publish  or  use  his  results  as  if  they  were 
positive,  since  such  proceeding  could  not  conduce  to  his  own  ad- 
vantage, and  would  certainly  be  mischievous  as  regards  the  science. 

The  domain  of  quantitative  analysis  may  be  said  to  extend  over 
all  matter — that  is,  in  other  words,  anything  corporeal  may  become 
the  object  of  quantitative  investigation.  The  present  work,  how- 
ever, is  intended  to  embrace  only  the  substances  used  in  pharmacy, 
arts,  trades,  and  agriculture. 

Quantitative  analysis  may  be  subdivided  into  two  branches,  viz., 
analysis  of  mixtures,  and  analysis  of  chemical  compounds.  This 
division  may  appear  at  first  sight  of  very  small  moment,  yet  it  is 
necessary  that  we  should  establish  and  maintain  it,  if  we  would 
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form  a  clear  conception  of  the  value  and  utility  of  quantitative 
research.  The  quantitative  analysis  of  mixtures,  too,  has  not  the 
same  aim  as  that  of  chemical  compounds ;  and  the  method  applied 
to  secure  the  correctness  of  the  results  in  the  former  case  is  dif- 
ferent from  that  adopted  in  the  latter.  The  quantitative  analysis 
of  chemical  compounds  also  rather  subserves  the  purposes  of  the 
science,  whilst  that  of  mixtures  belongs  to  the  pi'actical  purposes  of 
life.  If,  for  instance,  I  analyze  the  salt  of  an  acid,  the  result  of 
the  analysis  will  give  me  the  constitution  of  that  acid,  its  com- 
bining proportion,  saturating  capacity,  &c. ;  or,  in  other  words,  the 
resiilts  obtained  will  enable  me  to  answer  a  series  of  questions  of 
which  the  solution  is  important  for  the  theory  of  chemical  science : 
but  if,  on  the  other  hand,  I  analyze  gunpowder,  alloys,  medicinal 
mixtures,  ashes  of  plants,  &c.,  &c.,  I  have  a  very  different  object 
in  view ;  I  do  not  want  in  such  cases  to  apply  the  results  which  I 
may  obtain  to  the  solution  of  any  theoretical  question  in  chemistry, 
but  I  want  to  render  a  practical  service  eitlier  to  the  arts  and 
industries,  or  to  some  other  science.  If  in  the  analysis  of  a  chemi- 
cal compound  I  wish  to  control  the  results  obtained,  I  may  do  this 
in  most  cases  by  means  of  calculations  based  on  stoichiometric 
data,  but  in  the  case  of  a  mixture  a  second  analysis  is  necessary  to 
confii-m  the  correctness  of  the  results  afforded  by  the  first. 

The  preceding  remarks  clearly  show  the  immense  importance 
of  quantitative  analysis.  It  may,  indeed,  be  averred  that  chemistry 
owes  to  this  branch  its  elevation  to  the  rank  of  a  science,  since 
quantitative  researches  have  led  us  to  discover  and  determine  the 
laws  which  govern  the  combinations  and  transpositions  of  the  ele- 
ments. Stoichiometry  is  entirely  based  upon  the  results  of  quan- 
titative investigations;  all  rational  views  respecting  the  constitution 
of  compounds  rest  upon  them  as  the  only  safe  and  solid  basis. 

Quantitative  analysis,  therefore,  forms  the  strongest  and  most 
powerful  lever  for  chemistry  as  a  science,  and  not  less  so  for  chemis- 
try in  its  applications  to  the  practical  purposes  of  life,  to  trades,  arts, 
manufactures,  and  likewise  in  its  application  to  other  sciences.  It 
teaches  the  mineralogist  the  true  nature  of  minerals,  and  suggests 
to  him  principles  and  rules  for  their  recognition  and  classitication. 
It  is  an  indispensable  auxiliary  to  the  physiologist ;  and  agriculture 
has  already  derived  much  benefit  from  it ;  but  far  greater  benefits 
may  be  predicted.  We  need  not  expatiate  here  upon  the  advan- 
tages w'hich  medicine,  ])harmacy,   and   every  branch  of  industry 
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derive,  either  directly  or  indirectly,  from  the  practical  application 
of  its  results.  On  the  other  hand,  the  benefit  thus  bestowed  by 
quantitative  analysis  upon  the  various  sciences,  arts,  etc.,  has  been 
in  a  measure  reciprocated  by  some  of  them.  Thus  whilst  stoichio- 
metry  owes  its  establishment  to  quantitative  analysis,  the  stoichio- 
metric laws  afford  us  the  means  of  controlling  the  results  of  our 
analyses  so  accurately  as  to  justify  the  reliance  which  we  now  gen- 
erally place  on  them.  Again,  whilst  quantitative  analysis  has 
advanced  the  progress  of  arts  and  industry,  our  manufacturers  in 
return  supply  us  with  the  most  perfect  platinum,  glass,  and  por- 
celain vessels,  and  with  articles  of  india-rubber,  without  which  it 
would  be  next  to  impossible  to  conduct  our  analytical  operations 
with  the  minuteness  and  accuracy  which  we  have  now  attained. 

Although  the  aid  which  quantitative  analysis  thus  derives 
from  stoichiometry,  and  the  arts  and  manufactures,  greatly 
facilitates  its  practice,  and  although  many  determinations  are  con- 
siderably abbreviated  by  volumetric  analysis,  it  must  be  admitted, 
notwithstanding,  that  the  pursuit  of  this  branch  of  chemistry 
requires  considerable  expenditure  of  time.  This  remark  applies 
especially  to  those  who  are  commencing  the  study,  for  they  must 
not  allow  their  attention  to  be  divided  upon  many  things  at  one 
time,  otherwise  the  accuracy  of  their  results  will  be  more  or  less 
injured.  I  would  therefore  advise  every  one  desirous  of  becoming 
an  analytical  chemist  to  arm  himself  with  a  considerable  share  of 
patience,  reminding  him  that  it  is  not  at  one  bound,  but  gradually, 
and  step  by  step,  that  the  student  may  hope  to  attain  the  neces- 
sary certainty  in  his  work,  the  indispensable  self-reliance  which 
can  alone  be  founded  on  one's  own  results.  However  mechanical, 
protracted,  and  tedious  the  operations  of  quantitative  analysis  may 
appear  to  be,  the  attainment  of  accuracy  will  amply  compensate 
for  the  time  and  labor  bestowed  upon  them  ;  whilst,  on  the  other 
hand,  nothing  can  be  more  disagreeable  than  to  find,  after  a  long 
and  laborious  process,  that  our  results  are  incorrect  or  uncertain. 
Let  him,  therefore,  who  would  render  the  study  of  quantitative 
analysis  agreeable  to  himself,  from  the  very  Outset  endeavor,  by 
strict,  nay,  scrupulous  adherence  to  the  conditions  laid  down,  to 
attain  correct  results,  at  any  sacrifice  of  time.  1  scarcely  know  a 
better  and  more  immediate  reward  of  labor  than  that  which  springs 
from  the  attainment  of  accurate  results  and  perfectly  correspond- 
ing analyses.     The  satisfaction  enjoyed  at  the  success  of  our  efforts 
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is  surely  in  itself  a  sufficient  motive  for  the  necessary  expenditure 
of  time  and  labor,  even  without  looking  to  the  practical  benefits 
which  we  may  derive  from  our  operations. 

The  foUowina'  are  the  substances  treated  of  in  this  work : — 


't> 


I.  Metalloids,  or  Non-Metallic  Elements. 

Oxygen^  Hydrogen,  Sulphur,  \_Selenium,]  Phosphorus,  Chlo- 
rine, Iodine,  Bromine,  Fluorine,  Nitrogen,  Boron,  Silicon,  Car- 
ion. 

II.  Metals. 

Potassium,  Sodium,  [Lithium,]  Barium,  Strontium,  Calcium, 
Magnesium,  Aluminium,  Chromium,  [Titanium,,]  Zinc,  Manga- 
nese, Niclcel,  Cobalt,  Iron,  [  Uranium.^  Silver,  Mercury,  Lead, 
Copper,  Bismuth,  Cadmium,  [Palladium,]  Oold,  Platinum,  Tin, 
Antimony,  A?'senic,  [Molybdenum]. 

(The  elements  enclosed  within  brackets  are  considered  in  sup- 
plementary paragraphs,  and  more  briefly  than  the  rest.) 


I  have  divided  my  subject  into  three  parts.  In  the  first,  I  treat 
of  quantitative  analysis  generally ;  describing  the  execution  of  anal- 
ysis. In  the  second,  I  give  a  detailed  description  of  several  special 
analytical  processes.  And  in  the  third,  a  number  of  carefully  se- 
lected examples,  which  may  serve  as  exercises  for  the  groundwork 
of  the  study  of  quantitative  analysis. 

The  following  table  will  afford  the  reader  a  clear  and  definite 
notion  of  the  contents  of  the  whole  work : — 

I.  GENERAL  PART. 

1.  Operations. 

2.  Reagents. 

3.  Forms  and  combinations  in  which  bodies  are  separated  from 
others,  or  in  which  their  weight  is  determined. 

4.  Determination  of  bodies  in  simple  compounds. 

5.  Separation  of  bodies. 

6.  Organic  elementary  analysis. 
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n.  SPECIAL  PAET. 

1.  Analysis  of  waters. 

2.  Analysis  of  such  minerals  and  tecLnical  products  as  are  most 
frequently  brought  under  the  notice  of  the  chemist ;  including 
methods  for  ascertaining  their  commercial  value. 

3.  Analysis  of  atmospheric  air. 

III.  EXEECISES  FOE  PEAOTICE. 

APPENDIX. 

1.  Analytical  experiments. 

2.  Calculation  of  analyses. 

3.  Tables  for  calculation. 
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GENERAL    PART. 


THE    EXECUTION   OF   ANALYSIS. 


SEOTIOIT  I. 
OPEEATIONS. 


§1- 

Most  of  the  operations  performed  in  qnantitative  research  are  the 
Bame  as  in  qualitative  analysis,  and  have  been  accordingly  described 
in  my  work  on  that  branch  of  analytical  science.  With  respect  to 
such  operations  I  shall,  therefore,  confine  myself  here  to  pointing 
out  any  modifications  they  may  require  to  adapt  them  for  applica- 
tion in  the  quantitative  branch  ;  but  I  shall,  of  course,  give  a  full 
description  of  such  as  are  resorted  to  exclusively  in  quantitative 
investigations.  Operations  forming  merely  part  of  certain  speci- 
fic processes  will  be  found  described  in  the  proper  place,  under  the 
head  of  such  processes. 

I.  Deteemination  of  Quah^titt. 

§2. 
The  quantity  of  solids  is  usually  determined  by  weight ;  the 
quantity  of  gases  and  fluids,  in  many  cases  hj  measure  ;  upon  the 
care  and  accuracy  with  which  these  operations  are  perfoi-med,  de- 
pends the  value  of  all  our  results  ;  I  shall  therefore  dwell  minutely 
upon  them. 

§3. 

1.  "Weighing. 
To  enable  us  to  determine  with  precision  the  correct  weight  of 
a  substance,  it  is  indispensable  that  we  should  possess,  1st,  a  good 
BALANCE,  and  2d,  accurate  weights. 
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a.  The  Balaijce. 

Fig.  1  represents  a  form  of  balance  well  adapted  for  analytical 
purposes.  There  are  several  points  respecting  the  construction 
and  properties  of  a  good  balance,  which  it  is  absolutely  necessary  for 
every  chemist  to  undei-stand.  The  usefulness  of  this  instrument 
depends  upon  two  points :  1st,  its  accuracy,  and  2d,  its  sefisibility 
or  delicacy. 

§  4:. 

The  AccuKACT  of  a  balance  depends  upon  the  following  condi- 
tions : — 

a.  The  fulcrum  or  the  'point  on  which  the  heam  rests  must  lie 
above  the  centre  of  gravity  of  tJie  ialance. 


Fig.  1. 

This  is  in  fact  a  condition  essential  to  every  balance.  If  the 
fulcrum  were  placed  in  the  centre  of  gravity  of  the  balance,  tlie 
beam  would  not  oscillate,  but  remain  in  any  position  in  which  it  is 
placed,  assuming  the  scales  to  be  equally  loaded.  If  the  fulcrum 
be  placed  helow  the  centre  of  gravity,  the  balance  will  be  overset 
by  the  slightest  impulse. 

When  the  fulcrum  is  above  the  centre  of  gravity  the  balance 
represents  a  pendulum,  the  length  of  which  is  equal  to  that  of  the 
line  uniting  the  fulcrum  with  the  centre  of  gravity,  and  this  line 
forms  right  angles  with  the  beam,  in  whatever  position  the  latter 
may  be  placed.  Now  if  we  impart  an  impetus  to  a  ball  suspended 
by  a  thread,  the  ball,  after  having  terminated  its  vibrations,  will 
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invariably  rest  in  its  original  perpendicular  position  under  the 
point  of  suspension.  It  is  the  same  with  a  properly. adiusted  bal- 
ance— impart  an  impetus  to  it,  and  it  will  oscillate  for  some  time, 
but  it  will  invariably  return  to  its  original  position  ;  in  other 
words,  its  centre  of  gravity  will  finally  fall  back  into  its  perpen- 
dicular position  under  the  fulcrum,  and  the  beam  must  consequently 
reassume  the  liorizontal  position. 

But  to  judge  correctly  of  the  force  with  which  this  is  accom- 
plished, it  must  be  borne  in  mind  that  a  balance  is  not  a  simple 
pendulum,  but  a  compound  one,  i.  «.,  a  pendulum  in  which  not 
one,  but  many  material  points  move  round  the  turning  point.  The 
inert  mass  to  be  moved  is  accordingly  equal  to  the  sum  of  these 
points,  and  the  moving  force  is  equal  to  the  excess  of  the  material 
points  below,  over  those  above  the  fulcrum. 

//.  The  2)0  ints  of  suspension  of  the  scales  miost  he  on  an  exact 
level  icith  the  fulcrum.  If  the  fulcrum  be  placed  below  the  line 
joining  the  points  of  suspension,  increased  loading  of  the  scales 
will  continually  tend  to  raise  the  centre  of  gravity  of  the  whole 
system,  so  as  to  bring  it  nearer  and  nearer  the  fulcrum  ;  the  weight 
which  presses  upon  the  scales  combining  in  the  relatively  high- 
placed  points  of  suspension ;  at  last,  when  the  scales  have  been 
loaded  to  a  certain  degree,  the  centre  of  gravity  will  shift  alto- 
gether to  the  fulcrum,  and  the  balance  will  consequently  cease  to 
vibrate — any  further  addition  of  weight  will  finally  overset  the 
beam  by  placing  the  centre  of  gravity  above  the  fulcrum.  If,  on 
the  other  hand,  the  fulcrum  be  placed  above  the  line  joining  the 
points  of  suspension,  the  centre  of  gravity  will  become  more  and 
more  depressed  in  proportion  as  the  loading  of  the  scales  is  in- 
creased ;  the  line  of  the  pendulum  will  consequently  be  length- 
ened, and  a  greater  force  will  be  required  to  produce  an  equal 
turn;  in  other  words,  the  balance  will  grow  less  sensitive  the 
greater  the  load.  But  when  the  three  edges  are  in  one  plane,  in- 
creased loading  of  the  scales  will,  indeed,  continually  tend  to  raise 
the  centre  of  gravity  towai'ds  the  fulcrum,  but  the  former  can  in 
this  case  never  entirely  reach  the  latter,  and  consequently  the  bal- 
ance will  never  altogether  cease  to  vibrate  upon  the  further  addi- 
tion of  weight,  nor  will  its  sensibility  be  lessened ;  on  the  contrary 
— speaking  theoretically — a  greater  degree  of  sensibility  is  im- 
parted to  it.  This  increase  of  sensibility  is,  however,  compensated 
for  by  other  circumstancas.     {See  §  5.) 
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y.  Th,e  team  must  he  sufficiently  rigid  to  hear  without  hending 
the  greatest  weight  that  the  construction  of  the  halance  admits  of  ; 
since  the  bending  of  the  beam  would  of  course  depress  the  points 
of  suspension  so  as  to  place  them  below  the  fulcrum,  and  this 
would,  as  we  have  just  seen,  tend  to  diminish  the  sensibility  of  the 
balance  in  proportion  to  the  increase  of  the  load.  It  is,  therefore, 
necessary  to  avoid  this  fault  by  a  proper  construction  of  the  beam. 
The  form  best  adapted  for  beams  is  that  of  an  isosceles  obtuse- 
angled  triangle,  or  of  a  rhombus. 

6.  The  arms  of  the  halance  must  he  of  equal  length,  i.  e.,  the 
points  of  suspension  must  he  equidistant  from  the  fulcrum,  for  if 
the  arms  are  of  unequal  length  the  balance  will  not  be  in  equili- 
brium, supposing  the  scales  to  be  loaded  with  equal  weights,  but 
there  will  be  preponderance  on  the  side  of  the  longer  arm. 

§5. 

The  SENSIBILITY  of  a  balance  depends  principally  upon  the  three 
following  conditions : — 

a.  The  friction  of  the  edges  upon  their  supports  must  he  as 
slight  as  possihle.  The  greater  or  less  friction  of  the  edges  upon 
their  supports  depends  upon  both  the  form  and  material  of  those 
parts  of  the  balance.  The  edges  must  be  made  of  good  steel,  the 
supports  may  be  made  of  the  same  material ;  it  is  better,  however, 
that  the  centre  edge  at  least  should  rest  upon  an  agate  plane.  To 
form  a  clear  conception  of  how  necessary  it  is  •  that  even  the  end 
edges  should  have  as  little  friction  as  possible,  we  need  simply 
reflect  upon  what  would  happen  were  we  to  fix  the  scales  immov- 
bly  to  the  beam  by  means  of  rigid  rods.  Such  a  contrivance 
would  at  once  altogether  annihilate  the  sensibility  of  a  balance,  for 
if  a  weight  were  placed  upon  one  scale,  this  certainly  would  have 
a  tendency  to  sink ;  but  at  the  same  time  the  connecting  rods  be- 
ing compelled  to  form  constantly  a  right  angle  with  the  beam,  the 
weighted  scale  would  incline  inwards,  whilst  the  other  scale  would 
turn  outwards,  and  thus  the  arms  would  become  unequal,  the 
shorter  arm  being  on  the  side  of  the  weighted  scale,  whereby  the 
tendency  of  the  latter  to  sink  would  be  immediately  compensated 
for.  The  more  considerable  the  friction  becomes  at  the  end  edges 
of  a  balance,  the  more  the  latter  approaches  the  state  just  now 
described,  and  consequently  the  more  is  its  sensibility  impaired. 
/?.  The  centre  of  gravity  must  he  as  near  as  possihle  to  theful- 
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crtim.  The  nearer  the  centre  of  gravity  approaches  the  fulcrum, 
the  shorter  becomes  the  pendulum.  If  we  take  two  balls,  the  one 
suspended  by  a  short  and  the  other  by  a  long  thread,  and  impart 
the  same  impetus  to  both,  the  former  will  naturally  swing  at  a  far 
greater  angle  from  its  perpendicular  position  than  the  latter.  The 
same  must  of  course  happen  with  a  balance  ;  the  same  weight  will 
cause  the  scale  upon  which  it  is  placed  to  turn  the  more  rapidly 
and  completely,  the  shorter  the  distance  between  the  centre  of 
gravity  and  the  fulcram.  We  have  seen  above,  that  in  a  balance 
M'here  the  three  edges  are  on  a  level  with  each  other,  increased 
loading  of  the  scales  will  continually  tend  to  raise  the  centre  of 
gravity  towards  the  fulcrum.  A  good  balance  will  therefore  be- 
come more  delicate  in  proportion  to  the  increase  of  weights  placed 
upon  its  scales ;  but,  on  the  other  hand,  its  sensibility  will  be  di- 
minished in  about  the  same  proportion  by  the  increment  of  the 
mass  to  be  moved,  and  by  the  increased  friction  attendant  upon 
the  increase  of  load  ;  in  other  words,  the  delicacy  of  a  good  balance 
will  remain  the  same,  whatever  may  be  the  load  placed  upon  it. 
The  nearer  the  centre  of  gravity  lies  to  the  fulcrum,  the  slower  are 
the  oscillations  of  the  balance.  Hence  in  regulating  the  position 
of  the  centre  of  gravity  we  must  not  go  too  far,  for  if  it  ap- 
proaches the  fulcrum  too  nearly,  the  operation  of  weighing  will 
take  too  much  time. 

y.  The  team  must  he  as  light  as  possible.  The  remarks  which 
we  have  just  now  made  will  likewise  show  how  far  the  weight  of 
the  beam  may  influence  the  sensibility  of  a  balance.  "We  have  seen 
that  if  a  balance  is  not  actually  to  become  less  delicate  on  increased 
loading,  it  must  on  the  one  hand  have  a  tendency  to  become  more 
delicate  by  the  continual  approach  of  the  centre  of  gravity  to  the 
fulcrum.  Now  it  is  evident,  that  the  more  considerable  the  weight 
of  the  beam  is,  the  less  will  an  equal  load  placed  upon  both  scales 
alter  the  centre  of  gravity  of  the  whole  system,  the  more  slowly 
will  the  centre  of  gravity  approach  the  fulcrum,  the  less  will  the 
increased  friction  be  neutralized,  and  consequently  the  less  sensi- 
bility will  the  balance  possess.  Another  point  to  be  taken  into 
account  here  is,  that  the  moving  forces  being  equal,  a  lesser  mass 
or  weight  is  more  readily  moved  than  a  greater.     (§  -i  a.) 

§6. 
We  will  now  proceed,  first,  to  give  the  student  a  few  general 
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rules  to  guide  him  in  the  purchase  of  a  balance  intended  for  the 
purposes  of  quantitative  analysis ;  and,  secondly,  to  point  out  the 
best  method  of  testing  the  accuracy  and  sensibility  of  a  balance. 

1.  A  balance  able  to  bear  70  or  80  grammes  in  each  scale,  suf- 
fices for  most  purposes. 

2.  The  balance  must  be  enclosed  in  a  glass  case  to  protect  it 
from  dust.  This  case  ought  to  be  sufficiently  large,  and,  more 
especially,  its  sides  should  not  approach  too  near  the  scales.  It 
must  be  constructed  in  a  manner  to  admit  of  its  being  opened  and 
closed  with  facility,  and  thus  to  allow  the  operation  of  weighing 
to  be  efEected  without  any  disturbing  influence  from  currents 
of  air.  Therefore,  either  the  front  part  of  the  case  should  consist 
of  three  parts,  viz.,  a  fixed  centre  part  and  two  lateral  parts,  open- 
ing like  doors ;  or,  if  the  front  part  happens  to  be  made  of  one 
piece,  and  arranged  as  a  sliding-door,  the  two  sides  of  the  case  must 
be  provided  each  with  a  door. 

3.  The  balance  must  be  provided  with  a  proper  contrivance  to 
render  it  immovable  whilst  the  weights  are  being  placed  upon  the 
scale.  This  is  most  commonly  effected  by  an  arrangement  which 
enables  the  operator  to  lift  up  the  beam  and  thus  to  remove  the 
middle  edge  from  its  support,  whilst  the  scales  remain  suspended. 

It  is  highly  advisable  to  have  the  case  of  the  balance  so  arranged 
that  the  contrivances  for  lifting  the  beam  and  fixing  the  scales  can 
be  worked  while  the  case  remains  closed,  and  consequently  from 
without. 

4.  It  is  necessary  that  the  balance  should  be  provided  with  an 
index  to  mark  its  oscillations;  this  index  is  appropriately  placed  at 
the  bottom  of  the  balance. 

5.  The  balance  must  be  provided  with  a  spirit  level,  to  enable 
the  operator  to  place  the  three  edges  on  an  exactly  horizontal  level ; 
it  is  best  also  for  this  purpose  that  the  case  should  rest  upon  three 
screws. 

6.  It  is  very  desirable  that  the  beam  should  be  graduated  into 
tenths,  so  as  to  enable  the  operator  to  weigh  the  milligramme  and 
its  fractions  with  a  centigramme  "  rider."* 

7.  The  balance  must  be  provided  with  a  screw  to  regulate  the 
centre  of  gravity,  and  likewise  with  two  screws  to  regulate  the 

*  [Becker's  later  balances  have  beams  graduated  to  twelfths,  and  a  rider 
weighing  13  mgrs.  This  enables  the  operator  to  use  nearly  the  whole  of  the 
graduation.] 
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equality  of  the  arms,  and  finally  with  screws  to  restore  the  equi- 
librium of  the  scales,  should  this  have  been  disturbed. 

§7. 

The  following  experiments  serve  to  test  the  accuracy  and  sensi- 
bility of  a  balance. 

1.  The  balance  is,  in  the  first  place,  accurately  adjusted,  if 
necessary,  either  by  the  regulating  screws,  or  by  means  of  tinfoil, 
and  a  milligramme  weight  is  then  placed  in  one  of  the  scales.  A 
good  and  practically  useful  balance  must  turn  very  distinctly  with 
this  weight ;  a  delicate  chemical  balance  should  indicate  the  jig-  of 
a  milligramme  with  perfect  distinctness. 

2.  Both  scales  are  loaded  with  the  maximum  weight  the  con- 
struction of  the  balance  will  admit  of — the  balance  is  then  accu- 
rately adjusted,  and  a  milligramme  added  to  the  weight  in  the  one 
scale.  This  ought  to  cause  the  balance  to  turn  to  the  same  extent 
as  in  1.  In  most  balances,  however,  it  shows  somewhat  less  on  the 
index.  It  follows  from  §5/3  that  the  balance  will  oscillate  more 
slowly  in  this  than  in  the  first  experiment. 

3.  The  balance  is  accurately  adjusted  (should  it  be  necessary 
to  establish  a  perfect  equilibrium  between  the  scales  by  loading  the 
one  with  a  minute  portion  of  tinfoil,  this  tinfoil  must  be  left  re- 
maining upon  the  scale  during  the  experiment) ;  both  scales  are 
then  equally  loaded,  say,  with  fifty  grammes  each,  and,  if  neces- 
sary, the  balance  is  again  adjusted  (by  the  addition  of  small 
weights).  The  load  of  the  two  scales  is  then  interchanged,  so  as  to 
transfer  that  of  the  right  scale  to  the  left,  and  vice  versa.  A  bal- 
ance with  perfectly  equal  arms  must  maintain  its  absolute  equilib- 
rium upon  this  interchange  of  the  weights  of  the  two  scales. 

4.  The  balance  is  accurately  adjusted ;  it  is  then  arrested  and 
again  set  in  motion ;  the  same  process  should  be  repeated  several 
times.  A  good  balance  must  invariably  reassume  its  original  equi- 
librium. A  balance  the  end  edges  of  which  afford  too  much  play 
to  the  hook  resting  upon  them,  so  as  to  allow  the  latter  slightly  to 
alter  its  position,  will  show  perceptible  differences  in  different 
trials.  This  fault,  however,  is  possible  only  with  balances  of  defec- 
tive construction. 

A  balance  to  be  practically  useful  for  the  purposes  of  quantita- 
tive analysis  must  stand  the  first,  second,  and  last  of  these  tests. 
A  slight  inequality  of  the  arms  is  of  no  great  consequence,  as  the 
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error  tliat  it  would  occasion  may  be  completely  prevented  by  the 
manner  of  weighing. 

As  the  sensibility  of  a  balance  will  speedily  decrease  if  the  steel 
edges  are  allowed  to  get  rusty,  delicate  balances  should  never  be 
kept  in  the  laboratory,  but  always  in  a  separate  room.  It  is  also 
advisable  to  place  within  the  case  of  the  balance  a  vessel  half  filled 
with  calcined  carbonate  of  potassa,  to  keep  the  air  dry.  I  need 
hardly  add  that  this  salt  must  be  re-calcined  as  soon  as  it  gets 
moist. 

§8. 

h.  The  Weights. 

1.  The  French  gramme  is  the  best  standard  for  calculation.  A 
set  of  weights  ranging  from  fifty  grammes  to  one  milligramme 
may  be  considered  sufiicient  for  all  practical  purposes.  With  re- 
gard to  the  set  of  weights,  it  is  generally  a  matter  of  indifference 
for  scientific  purposes  whether  the  gramme,  its  multiples  and  fi'ac- 
tions,  are  really  and  perfectly  equal  to  the  accurately  adjusted  nor- 
mal  weights  of  the  corresponding  denominations  ;  *  but  it  is  abso- 
lutely  necessary  that  they  should  Sigvee  perfectly  with  each  other, 
*'.  e.,  the  centigramme  weight  must  be  exactly  the  one  hundredth 
part  of  the  gramme  weight  of  the  set,  etc.  etc. 

2.  The  wliole  of  the  set  of  weights  should  be  kept  in  a  suitable, 
well-closing  box ;  and  it  is  desirable  likewise  that  a  distinct  com- 
partment be  appropriated  to  every  one  even  of  the  smaller  weights. 

3.  As  to  the  shape  best  adapted  for  weights,  I  think  that  of 
short  frusta  of  cones  inverted,  with  a  handle  at  the  top,  the  most 
convenient  and  practical  form  for  the  large  weights  ;  square  pieces 
of  foil,  turned  up  at  one  corner,  are  best  adapted  for  the  small 
weights.  The  foil  used  for  this  purpose  should  not  be  too  thin,  and 
the  compartments  adapted  for  the  reception  of  the  several  smaller 
weights  in  the  box,  should  be  large  enough  to  admit  of  their  con- 
tents being  taken  out  of  them  with  facility,  or  else  the  smaller 
weights  will  soon  get  cracked,  bruised,  and  indistinct.     Every  one 

*  Still  it  would  be  desirable  that  mechanicians  who  make  gramme-weights 
intended  for  the  use  of  the  chemist,  should  endeavor  to  procure  normal  weights. 
It  is  very  inconvenient,  in  many  cases,  to  tind  notable  differences  between 
weights  of  the  same  denomination,  but  coming  from  difleyent  makers;  as  I  my- 
self have  often  had  occasion  to  discover. 
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of  the  weiglits  (with  the  exception  of  the  milligramme)  should  be 
distinctly  marked. 

4.  With  respect  to  the  material  most  suitable  for  the  manufac- 
ture of  weights,  we  commonly  rest  satisfied  with  having  the  smaller 
weights  only,  from  1  or  0-5  gramme  downwards,  made  of  plati- 
num or  aluminium  foil,  using  brass  weights  for  all  the  higher  de- 
nominations. Brass  weights  must  be  carefully  shielded  from  the 
contact  of  acid  or  other  vapors,  or  their  correctness  will  be  in- 
paired  ;  nor  should  they  ever  be  touched  with  the  fingers,  but 
always  with  small  pincers.  But  it  is  an  erroneous  notion  to  sup- 
pose that  weights  slightly  tarnished  are  unfit  for  use.  It  is,  in- 
deed, hardly  possible  to  prevent  weights  for  any  very  great  length  of 
time  from  getting  slightly  tarnished.  I  have  carefully  examined 
many  weights  of  this  description,  and  have  found  them  as  exactly 
corresponding  with  one  another  in  their  relative  proportions  as 
they  were  when  iirst  used.  The  tarnishing  coat,  or  incrustation, 
is  so  extremely  thin,  that  even  a  very  delicate  balance  will  gener- 
ally fail  to  point  out  any  perceptible  difference  in  the  weiglit. 

The  following  is  the  proper  way  of  testing  the  weights: 

One  scale  of  a  delicate  balance  is  loaded  with  a  one-gramme 
weiglit,  and  the  balance  is  then  completely  equipoised  by  taring 
with  small  pieces  of  bi'ass,  and  finally  tinfoil  (not  paper,  since  this 
absorbs  moisture).  The  weight  is  then  removed,  and  replaced  suc- 
cessively by  the  other  gramme  weights,  and  afterwards  by  the 
same  amount  of  weight  in  pieces  of  lower  denominations. 

The  balance  is  carefully  scrutinized  each  time,  and  any  devi- 
ation from  the  exact  equilibrium  marked.  In  the  same  way  it  is 
seen  whether  the  two-gramme  piece  weighs  the  same  as  two  single 
grammes,  tlie  five-gramme  piece  the  same  as  three  single  grammes 
and  the  two-gramme  piece,  &c.  In  the  comparison  of  the  smaller 
weights  thus  among  themselves,  they  must  not  show  the  least  dif- 
ference on  a  balance  turning  Mith  -ji;,-  of  a  milligramme.  In  com- 
paring tlie  larger  weights  with  all  the  small  ones,  differences  of  -jiij- 
to  ^j  of  a  milligramme  may  be  passed  over.  If  you  wish  them  to 
be  more  accurate,  you  must  adjust  tliem  yourself.  In  the  purchase 
of  weights  chemists  ought  always  to  bear  in  mind  that  an  accurate 
weight  is  truly  valuable,  wliilst  an  inaccurate  one  is  absolutely 
worthless.  It  is  the  safest  way  for  the  chemist  to  test  every  weight 
he  purchases,  no  matter  how  high  the  reputation  of  the  maker. 
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§9. 
c.  The  Peocess  of  Weighing. 

We  have  two  different  methods  of  determining  the  weight  of 
substances ;  the  one  might  be  termed  direct  weighing,  the  otlier  is 
called  weighing  hy  substitution. 

In  direct  weighing,  the  substance  is  placed  upon  one  scale,  and 
the  weight  upon  the  other.  If  we  possess  a  balance,  the  arms  of 
which  are  of  equal  length,  and  the  scales  in  a  perfect  state  of 
equilibrium,  it  is  indifferent  upon  which  scale  the  substance  is 
placed  in  the  several  weighings  required  during  an  analytical  pro- 
cess ;  i.e.,  we  may  weigh  upon  the  right  or  upon  the  left  side,  and 
change  sides  at  pleasure,  without  endangering  the  accuracy  of  our 
results.  But  if,  on  the  contrary,  the  arms  of  our  balance  are  not 
perfectly  equal,  or  if  the  scales  are  not  in  a  state  of  perfect  equili- 
brium, we  are  compelled  to  weigh  invariably  upon  the  same  scale, 
otherwise  the  correctness  of  our  results  will  be  more  or  less  materi- 
ally impaired. 

Suppose  we  want  to  weigh  one  gramme  of  a  substance,  and  to 
divide  this  amount  subsequently  into  two  equal  parts.  Let  us 
assume  our  balance  to  be  in  a  state  of  perfect  equilibrium,  but 
with  unequal  arms,  the  left  being  99  millimetres,  the  right  100 
millimetres  long ;  we  place  a  gramme  weight  upon  the  left  scale, 
and  against  this,  on  the  right  scale,  as  much  of  the  substance  to  be 
weighed  as  will  restore  the  equilibrium  of  the  balance. 

According  to  the  axiom,  "masses  are  in  equilibrium  upon  a 
lever,  if  the  products  of  their  weights  into  their  distances  from  the 
fulcrum  are  equal,"  we  have  consequently  upon  the  right  scale  0-99 
grm.  of  substance,  since  99  Xl"00= 100x0-99.  If  we  now,  for  the 
pui'pose  of  weighing  one  half  the  quantity,  remove  the  whole 
weight  from  the  left  scale,  substituting  a  0-5  grm.  weight  for  it, 
and  then  take  off  part  of  the  substance  from  the  right  scale,  until 
the  balance  recovers  its  equilibrium,  there  will  remain  0-495  grm. ; 
and  this  is  exactly  the  amount  we  have  removed  from  the  scale : 
we  have  consequently  accomplished  our  object  with  respect  to  the 
relative  weight ;  and  as  we- have  already  remarked,  the  absolute 
weight  is  not  generally  of  so  much  importance  in  scientific  work. 
But  if  we  attempted  to  halve  the  substance  which  we  have  on  the 
right  scale,  by  first  removing  both  the  weight  and  the  substance 
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from  the  scales,  and  placing  subsequently  a  0'5  gi-m.  weight  upon 
the  right  scale,  and  part  of  the  substance  upon  the  left,  until  the 
balance  i-ecovers  its  equilibrium,  we  should  have  0'505  of  substance 
upon  the  left  scale,  since  100X0'500=99X0.505 ;  and  conse- 
quently, instead  of  exact  halves,  we  should  have  one  part  of  the 
substance  amounting  to  0-505,  the  other  only  to  0485. 

If  the  scales  of  our  balance  are  not  in  a  state  of  absolute  equili- 
brium, we  are  obliged  to  weigh  our  substances  in  vessels  to  insure 
accurate  results  (although  the  arms  of  the  balance  be  perfectly 
equal).  It  is  self-evident  that  the  weights  in  this  case  must  like- 
wise be  invariably  placed  upon  one  and  the  same  scale,  and  that 
the  difference  between  the  two  scales  must  not  undergo  the 
slighest  variation  during  the  whole  course  of  a  series  of  experi- 
ments. 

From  these  remarks  result  the  two  following  rules : — 

1.  It  is,  under  all  circumstances,  advisable  to  place  the  sub- 
stance invariably  upon  one  and  the  same  scale — most  conveniently 
upon  the  left. 

2.  If  the  operator  happens  to  possess  a  balance  for  his  o^vn 
private  and  exclusive  use,  there  is  no  need  that  he  should  adjust  it 
at  the  commencement  of  every  analysis ;  but  if  the  balance  be  used 
in  common  by  several  persons,  it  is  absolutely  necessary  to  ascer- 
tain, before  every  operation,  whether  the  state  of  absolute  equili- 
brium may  not  have  been  disturbed. 

Weighing  iy  substitution  yields  not  only  relatively,  but  also 
absolutely  accurate  results ;  no  matter  whether  the  arms  of  the 
balance  be  of  exactly  equal  lengths  or  not,  or  whether  the  scales  be 
in  perfect  equipoise  or  not. 

The  process  is  conducted  as  follows :  the  material  to  be 
weighed — say  a  platinum  crucible — is  placed  upon  one  scale,  and 
the  other  scale  is  accurately  counterpoised  against  it.  The  plati- 
num crucible  is  then  removed,  and  the  equilibrium  of  the  balance 
restored  by  substituting  weights  for  the  removed  cracible.  It  is 
perfectly  obvious  that  the  substituted  weights  will  invariably 
express  the  real  weight  of  the  crucible  with  absolute  accuracy. 
We  weigh  by  substitution  whenever  we  require  the  greatest  pos- 
sible accuracy;  as,  for  instance,  in  the  determination  of  atomic 
weights.  The  process  may  be  materially  shortened  by  first  placing 
a  tare  (which  must  of  course  be  heavier  than  the  substance  to  be 
weighed)  upon  one  scale,  say  the  left,  and  loading  the  otlicr  scale 
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with  weights  until  equilibrium  is  produced.  This  tare  is  always 
retained  on  the  left  scale.  The  weights  after  being  noted  are 
removed.  The  substance  is  placed  on  the  right  scale,  together 
with  the  smaller  weights  requisite  to  restore  the  equilibrium  of 
the  balance.  The  sum  of  the  weights  added  is  then  subtracted 
from  the  noted  weight  of  the  counterpoise :  the  remainder  will  at 
once  indicate  the  absolute  weight  of  the  substance.  Let  us  sup- 
pose, for  instance,  we  have  on  the  left  scale  a  tare  requiring  a 
weight  of  fifty  grammes  to  counterpoise  it.  We  place  a  platinum 
crucible  on  the  right  scale,  and  find  that  it  requires  an  addition 
of  weight  to  the  extent  of  10  grammes  to  countei-poise  the  tare 
on  the  left.  Accordingly,  the  crucible  weighs  50  minus  10=40 
grammes. 

§10. 

The  following  rules  will  be  found  useful  in  performing  the 
process  of  weighing : — 

1.  The  safest  and  most  expeditious  way  of  ascertaining  the 
exact  weight  of  a  substance,  is  to  avoid  trying  weights  at  random  ; 
instead  of  this,  a  strictly  systematic  course  ought  to  be  pursued  in 
counterpoising  substances  on  the  balance.  Suppose,  for  instance, 
we  want  to  weigh  a  crucible,  the  weight  of  which  subsequently 
turns  out  to  be  6.627  grammes ;  well,  we  place  10  grammes  on  the 
other  scale  against  it,  and  we  find  this  is  too  much ;  we  place  the 
weight  next  in  succession,  i.e.,  5  grammes,  and  find  this  too  little ; 
next  7,  too  much ;  6,  too  little ;  6'5,  too  little ;  6'7,  too  much  ;  6'6, 
too  little ;  6-65,  too  much ;  6-62,  too  little ;  6-63,  too  much ;  6-625, 
too  little  ;  6-627,  right. 

I  have  selected  here,  for  the  sake  of  illustration,  a  most  com- 
plicated case ;  but  this  systematic  way  of  laying  on  the  weights 
will  in  most  instances  lead  to  the  desired  end,  in  half  the  time 
required  when  weights  are  tried  at  random.  After  a  little  prac- 
tice a  few  minutes  will  sufiice  to  ascertain  the  weight  of  a  sub- 
stance to  within  the  -^  of  a  milligramme,  provided  tlie  balance 
does  not  oscillate  too  slowly. 

2.  The  milligrammes  and  fractions  of  milligrammes  are  deter, 
mined  by  a  centigramme  rider  (to  be  placed  on  or  between  the 
divisions  on  the  beam)  far  more  expeditiously  and  conveniently 
than  by  the  use  of  the  weights  themselves,  and  at  the  same  time 
with  equal  accuracy. 
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3.  Particular  care  and  attention  should  be  bestowed  on  enter- 
ing the  weights  in  the  book.  The  best  way  is  to  write  down  the 
weights  lirst  by  inference  from  the  blanlvs,  or  gaps  in  tlie  weight 
box,  and  to  control  the  entry  subsequently  by  removing  the 
weiglits  from  the  scale,  and  replacing  them  in  their  respective 
compartments  in  the  box.  The  student  should  from  the  com- 
mencement make  it  a  rule  to  enter  the  number  to  be  deducted  in 
the  lowe7'  line  ;  thus,  in  the  upper  hne,  the  weight  of  the  cruci- 
ble +  the  substance ;  in  the  lower  line,  the  weight  of  the  empty 
crucible. 

4.  The  balance  ought  to  be  arrested  every  time  any  change  is 
contemplated,  such  as  removing  weights,  substituting  one  weight 
for  another,  &c.  &c.,  or  it  will  soon  get  spoiled. 

5.  Substances  (except,  perhaps,  pieces  of  metal,  or  some  other 
bodies  of  the  kind)  must  never  be  placed  directly  upon  the  scales, 
but  ought  to  be  weighed  in  appropriate  vessels  of  platinum,  silver, 
glass,  porcelain,  &c.,  never  on  paper  or  card,  since  these,  being 
liable  to  attract  moisture,  are  apt  to  alter  in  weight.  The  most 
common  method  is  to  weigh  in  the  first  instance  the  vessel  by 
itself,  and  to  introduce  subsequently  the  substance  into  it;  to 
weigh  again,  and  subtract  the  former  weight  from  the  latter.  In 
many  instances,  and  more  especially  where  several  portions  of  the 
same  substance  are  to  be  weighed,  the  united  weight  of  the  vessel 
and  of  its  contents  is  first  ascertained ;  a  portion  of  the  contents 
is  then  shaken  out,  and  the  vessel  weighed  again ;  the  loss  of 
weight  expresses  the  amount  of  the  portion  taken  out  of  the  vessel. 

6.  Substances  liable  to  attract  moisture  from  the  air,  must  be 
weighed  invariably  in  closed  vessels  (in  covered  crucibles,  for 
instance,  or  between  two  watch-glasses,  or  in  a  closed  glass  tube) ; 
fluids  are  to  be  weighed  in  small  bottles  closed  with  glass  stoppers. 

7.  A  vessel  ought  never  to  be  weighed  whilst  warm,  since  it 
■will  in  that  case  invariably  weigh  lighter  than  it  really  is.  This  is 
owing  to  two  circumstances.  In  the  first  place,  every  body  con- 
denses upon  its  surface  a  certain  amount  of  air  and  moisture,  the 
quantity  of  which  depends  upon  the  temperature  and  hygroscopic 
state  of  the  air,  and  likewise  on  its  own  temperature.  Now  sup- 
pose a  crucible  has  been  weighed  cold  at  the  commencement  of 
the  operation,  and  is  subsequently  weighed  again  whilst  hot, 
together  with  the  substance  it  contains,  and  the  weight  of  which 
we  wish  to  determine.     If  we    subtract    for    this    purpose    the 
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weight  of  the  cold  crucible,  ascertained  in  the  former  instance, 
from  the  weight  found  in  the  latter,  we  shall  subtract  too  much, 
and  consequently  we  shall  set  down  less  than  the  real  weight  for 
the  substance.  In  the  second  place,  bodies  at  a  high  temperature 
are  constantly  communicating  heat  to  the  air  immediately  around 
them;  the  heated  air  expands  and  ascends,  and  the  denser  and 
colder  air,  flowing  towards  the  space  which  the  former  leaves,  pro- 
duces a  current  which  tends  to  raise  the  scale,  making  it  thus 
appear  lighter  than  it  really  is. 

8.  If  we  suspend  from  the  end  edges  of  a  correct  balance 
respectively  10  grammes  of  platinum  and  10  grammes  of  glass,  by 
wires  of  equal  weight,  the  balance  will  assume  a  state  of  equili- 
brium ;  but  if  we  subsequently  immerse  the  platinum  and  glass 
completely  in  water,  this  equilibrium  will  at  once  cease,  owing  to 
the  different  specific  gravity  of  the  two  substances ;  since,  as  is 
well  kno^vn,  substances  immersed  in  water  lose  of  their  weight 
a  quantity  equal  to  the  weight  of  their  own  bulk  of  water.  If 
this  be  borne  in  mind,  it  must  be  obvious  to  every  one  that 
weighing  in  the  air  is  likewise  defective,  inasmuch  as  the  bulk 
of  the  substance  weighed  is  not  the  same  with  that  of  the 
weight.  This  defect,  however,  is  so  very  insignificant,  owing 
to  the  trifiing  specific  gravity  of  the  air  in  proportion  to  that 
of  solid  substances,  that  we  may  generally  disregard  it  alto- 
gether in  analytical  experiments.  In  cases,  however,  where 
absolutely  accurate  results  are  required,  the  bulk  both  of 
the  substance  examined,  and  of  the  weight,  must  be  taken 
into  account,  and  the  weight  of  the  corresponding  volume 
of  air  added  respectively  to  that  of  the  substance  and  of 
the  weight,  making  thus  the  process  equivalent  to  weighing 
in  vacuo. 

§11. 

2.    MEAStmiNG. 

The  process  of  measiiring  is  confined  in  analytical  researches 
mostly  to  gases  and  liquids.  The  method  of  measuring  gases  has 
been  brought  to  such  perfection  that  it  may  be  said  to  equal  in 
accuracy  the  method  of  weighing.  However,  such  accurate  meas- 
urements demand  an  expenditure  of  time  and  care,  which  can  be 
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bestowed  only  on  the  nicest  and  most  delicate  scientific  investiga- 
tions.* 

The  measuring  of  liquids  in  analytical  investigations  was  resorted 
to  first  by  Desckoizilles  ("  Alkalimeter,"  1806).  Gay-Ltissac 
materially  improved  the  process,  and  indeed  brought  it  to  the 
highest  degree  of  perfection  (measuring  of  the  solution  of  chloride 
of  sodium  in  the  assay  of  silver  in  the  wet  way).  More  recently 
F.  MoHEf  has  bestowed  much  care  and  ingenuity  upon  the  pro- 
duction of  appropriate  and  convenient  measuring  apparatus,  and 
has  added  to  our  store  the  eminently  practical  compression  stop- 
cock hurette.  The  process  is  now  resorted  to  even  in  most  accurate 
scientific  investigations,  since  it  requires  much  less  time  than  the 
process  of  weighing. 

The  accuracy  of  all  measurings  depends  upon  the  proper  con- 
struction of  the  measuring  vessels,  and  also  upon  the  manner  in 
which  the  process  is  conducted. 

§12. 
a.  The  Meastjeing  of  Gases. 
"We  use  for  the  measuring  of  gases  graduated  tubes  of  greater 
or  less  capacity,  made  of  strong  glass,  and  closed  by  fusion  at  one 
end,  which  should  be  rounded.  The  following  tubes  will  be  found 
sufiicient  for  all  the  processes  of  gas  measuring  required  in  organic 
elementary  analyses. 

1.  A  bell-glass  capable  of  holding  from  150  to  250  c.  c,  and 
about  4  centimetres  in  diameter ;  divided  into  cubic  centimetres. 

2.  Five  or  six  glass  tubes,  about  12  to  15  millimetres  in  diam- 
eter in  the  clear,  and  capable  of  holding  from  30  to  40  c.  c.  each, 
divided  into  \  c.  c. 

The  sides  of  these  tubes  should  be  pretty  thick,  otherwise  they 
will  be  liable  to  break,  especially  when  used  to  measure  over  mer- 
cury. The  sides  of  the  bell-glass  should  be  about  3,  of  the  tubes 
about  2  millimetres  thick. 

The  most  important  point,  however,  in  connection  with  meas- 

*  [The  student  who  will  practise  the  accurate  measurement  of  gases  in  any 
but  the  simplest  cases,  must  refer  for  all  details  to  Bunsen's  "Qasometry" 
(translated  byRoscoe),  and  Russell,  Jour.  Chem.  Soc,  1838,  p.  128,  as  the  sub- 
ject is  too  extensive  for  the  limits  of  this  volume.] 

f  "Lehrbuch  der  Titrirmethode,"  by  Dr.  Fr.  Mohr.     Brunswick,  1855. 
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uring  instruments  is  that  tliey  be  correctly  graduated,  since  upon 
this  of  course  depends  the  accuracy  of  the  results.  For  the  method 
of  graduating  I  refer  to  Geevillb  Williams'  '*  Chemical  Mani- 
pulation."* 

In  testing  the  measuring  tubes  we  have  to  consider  three 
things. 

1.  Do  the  divisions  of  a  tube  correspond  with  each  other? 

2.  Do  the  divisions  of  each  tube  correspond  with  those  of  the 
other  tubes  ? 

3.  Do  the  volumes  expressed  by  the  graduation  lines  corre- 
spond with  the  weights  used  by  the  analyst  ? 

These  three  questions  are  answered  by  the  following  experi- 
ments : 

a.  The  tube  which  it  is  intended  to  examine  is  placed  in  a  per- 
pendicular position,  and  filled  gradually  with  accurately  measured 
small  quantities  of  mercury,  care  being  taken  to  ascertain  with  the 
utmost  precision  whether  the  graduation  of  the  tube  is  proportion- 
ate to  the  equal  volumes  of  mercury  poured  in.  The  measuring- 
off  of  the  mercury  is  effected  by  means  of  a  small  glass  tube,  sealed 
at  one  end,  and  ground  perfectly  even  and  smooth  at  the  other. 
This  tube  is  filled  to  overfiowing  by  immersion  under  mercury, 
care  being  taken  to  allow  no  air  bubbles  to  remain  in  it ;  the 
excess  of  mercury  is  then  removed  by  pressing  a  small  glass  plate 
down  on  the  smooth  edge  of  the  tube.f 

h.  Different  quantities  of  mercury  are  successively  measured 
off  in  one  of  the  smaller  tubes,  and  then  transferred  into  the  other 
tubes.  The  tubes  may  be  considered  in  perfect  accordance  with 
each  other,  if  the  mercury  reaches  invariably  the  same  divisional 
point  in  every  one  of  them. 

Such  tubes  as  are  intended  simply  to  determine  the  relative 
volume  of  diffei-ent  gases,  need  only  pass  these  two  experiments ; 
but  in  cases  where  we  want  to  calculate  the  weight  of  a  gas  from 
its  volum£,  it  is  necessary  also  to  obtain  an  answer  to  the  third 
question.     For  this  purpose — 

c.  One  of  the  tubes  is  accurately  weighed  and  then  filled  with 


*  [See  also  Gary  Lea,  Am.  Jour.  Sci.  and  Arts,  2rl  scr.,  vol.  43,  p.  375.] 
f  As  warming  the  metal  is  to  be  carefully  avoided  in  this  process,  It  is  advi- 
sable not  to  hold  the  tube  with  the  hand  in  immersing  it  in  the  mercury,  but  to 
fasten  it  in  a  small  wooden  holder. 
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distilled  water  of  a  temperature  of  16°  to  the  last  mark  of  the 
graduated  scale ;  the  weight  of  the  water  is  then  accurately  deter- 
mined. If  the  tube  agrees  with  the  weights,  every  100  c.  c.  of 
water  of  16°  must  weigh  99'9  grm.  But  should  it  not  agree,  no 
matter  whether  the  error  lie  in  the  graduation  of  the  tube  or  in 
the  adjustment  of  the  weights,  we  must  apply  a  correction  to  the 
volume  observed  before  calculating  the  weight  of  a  gas  therefrom. 
Let  us  sxTppose,  for  instance,  that  we  find  100  c.  c.  to  weigh  only 
99'6  grm. :  assuming  our  weights  to  be  correct,  the  c.  c.  of  our 
scale  are  accordingly  too  small ;  and  to  convert  100  of  these  c.  c. 
into  normal  c.  c.  we  say : — 

99-9  :  99-6  : :  100  :  x. 

In  the  measuring  of  gases  we  must  have  regard  to  the  follow- 
ing points : — 

1.  Correct  reading-off.  2.  The  temperature  of  the  gas.  3.  The 
degree  of  pressure  operating  upon  it.  And  4.  The  circumstance 
whether  it  is  dry  or  moist.  The  three  latter  points  will  be  readily 
understood,  if  it  be  borne  in  mind  that  any  alteration  in  the  tem- 
perature of  a  gas,  or  in  the  pressure  acting  upon  it,  or  in  the  ten- 
sion of  the  admixed  aqueous  vapor,  involves  likewise  a  consider- 
able alteration  in  its  volume. 

§13. 

1.    CoEEECT   KeADING-OFF. 

This  is  rather  difficult,  since  mercury  in  a  cylinder  has  a  con- 
vex surface  (especially  observable  with  a  narrow  tube),  owing  to 
its  own  cohesion ;  whilst  water,  on  the  other  hand,  under  the  same 
circumstances  has  a  concave  surface,  owing  to  the  attraction  which 
the  walls  of  the  tube  exercise  upon  it.  The  cylinder  should 
invariably  be  placed  in  a  perfectly  perpendicular  position,  and  the 
eye  of  the  operator  brought  to  a  level  with  the  surface  of  the 
fluid. 

In  reading-o£E  over  water,  the  middle  of  the  dark  zone  formed 
by  that  portion  of  the  liquid  that  is  drawn  iip  around  the  iimer 
walls  of  the  tube,  is  assumed  to  be  the  real  surface;  whilst  when 
operating  with  mercury,  we  have  to  place  the  real  surface  in  a 
plane  exactly  in  the  middle  between  the  highest  point  of  the  sur- 
face of  the  mercury,  and  the  points  at  which  the  latter  is  in  actual 
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contact  with  the  walls  of  the  tube.     However,  the  results  obtained 
in  this  way  are  only  approximate. 

Absolutely  accurate  results  cannot  be  arrived  at,  in  measuring 
over  water  or  any  other  iluid  that  adheres  to  glass.  But  over  mer- 
cury they  may  be  arrived  at  if  the  error  of  the  meniscus  be  deter- 
mined and  the  mercury  be  read  off  at  the  highest  point.  The 
determination  of  the  error  of  the  meniscus  is  performed  for  each 
tube,  once  for  all,  in  the  following  manner:  some  mercury  is 
poured  into  the  tube,  and  its  height  read-off  right  on  a  level  with 
the  top  of  the  convex  surface  exhibited  by  it;  a  few  drops  of  solu- 
tion of  chloride  of  mercury  are  then  poured  on  the  top  of  the 
metal ;  this  causes  the  convexity  to  disappear ;  the  height  of  the 
mercury  in  the  tube  is  now  read-off  again  and  the  difference  noted. 
In  the  process  of  graduation,  the  tube  stands  upright,  in  that  of 
measuring  gases,  it  is  placed  upside  down ;  the  difference  observed 
must  accordingly  be  doubled,  and  the  sum  added  to  each  volume 
of  gas  read  off. 

§14. 

2.  Influence  oe  Temperature. 

The  temperature  of  gases  to  be  measured  is  determined  cither 
by  making  it  correspond  M'ith  that  of  the  confining  fluid,  and 
ascertaining  the  latter,  or  by  suspending  a  delicate  thermometer 
by  the  side  of  the  gas  to  be  measured,  and  noting  the  degree  which 
it  indicates. 

If  the  construction  of  the  pneumatic  apparatus  permits  the 
total  immersion  of  the  cylinder  in  the  confining  fluid,  uniformity 
of  temperature  between  the  latter  and  the  gas  which  it  is  intended 
to  measure,  is  most  readily  and  speedily  obtained ;  but  in  the 
reverse  case,  the  operator  must  always,  after  every  manipulation, 
allow  half  an  hour  or,  in  operations  combined  with  much  heating, 
even  an  entire  hour  to  elapse,  before  proceeding  to  observe  the 
state  of  the  mercury  in  the  cylinder,  and  in  the  thermometer. 

Proper  care  must  also  be  taken,  after  the  temperature  of  the 
gas  has  been  duly  adjusted,  to  prevent  re-expansion  during  the 
reading-off ;  all  injurious  influences  in  this  respect  must  accord- 
ingly be  carefully  guarded  against,  and  the  operator  should,  more 
especially,  avoid  laying  hold  of  the  tube  with  his  hand  (in  pressing 
it  down,  for  instance,  into  the  confining  fluid) ;  making  iise, 
instead,  of  a  wooden  holder. 
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§15. 

3.  Influence  of  Peesstiee. 

With  regard  to  the  third  point,  the  gas  is  under  the  actual 
pressui'e  of  the  atmospliere  if  the  confining  fluid  stands  on  an 
exact  level  both  in  and  outside  the  cylinder;  the  degree  of  pres- 
sure exerted  upon  it  may  therefore  at  once  be  ascertained  by  con- 
sulting the  barometer.  But  if  the  confining  fluid  stands  higher  in 
the  cylinder  than  outside,  the  gas  is  under  less  pressure, — if  lower, 
it  is  under  greater  pressure  than  that  of  the  atmosphere ;  in  the 
latter  case,  the  perfect  level  of  the  fluid  inside  and  outside  the 
cylinder  may  readily  be  restored  by  raising  the  tube ;  if  the  fluid 
stands  higher  in  the  cylinder  than  outside,  the  level  may  be 
restored  by  depressing  the  tube ;  this  however  can  only  be  done 
in  cases  where  we  have  a  trough  of  sufficient  depth.  When  oper- 
ating over  water,  the  level  may  in  most  cases  be  readily  adjusted ; 
when  operating  over  mercury,  it  is,  more  especially  with  wide 
tubes,  often  impossible  to  bring  the  fluid  to  a  perfect  level  inside 
and  outside  the  cylinder. 

§16. 

4.  Influence  of  Moistutje. 

In  measuring  gases  saturated  with  aqueous  vapor,  it  must  be 
taken  into  account  that  the  vapor,  by  virtue  of  its  tension,  exerts  a 
pressure  upon  the  confining  fluid.  The  necessary  correction  is 
simple,  since  we  know  the  respective  tension  of  aqueous  vapor  for 
the  various  degrees  of  temperature.  But  before  this  correction 
can  be  applied,  it  is,  of  course,  necessary  that  the  gas  should  be 
actually  saturated  with  the  vapor.  It  is,  therefore,  indispensable 
in  measuring  gases  to  take  care  to  have  the  gas  thoroughly  satu- 
rated with  aqueous  vapor,  or  else  absolutely  dry. 


It  is  quite  obvious  from  the  preceding  remarks,  that  volumes 
of  gases  can  be  compared  only  if  measured  at  the  same  temper- 
ature, under  the  same  pressure,  and  in  the  same  hygroscopic  state. 
They  are  generally  reduced  to  0°,  0-76  met.  barometer,  and  abso- 
lute dryness.  How  this  is  effected,  as  well  as  the  manner  in  which 
we  deduce  the  weight  of  gases  from  their  volume,  will  be  found 
in  the  chapter  on  the  calculation  of  analyses. 
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§17. 
h.  The  MEAsuEma  of  Fluids. 

In  consequence  of  the  vast  development  which  volumetric 
analysis  has  of  late  acquired,  the  measuring  of  iluids  has  become  an 
operation  of  very  frequent  occurrence.  According  to  the  different 
objects  in  view,  various  kinds  of  measuring  vessels  are  employed. 
The  operator  must,  in  the  case  of  every  measuring  vessel,  carefully 
distinguish  whether  it  is  graduated  for  holding  or  for  delivering 
the  exact  number  of  c.  c.  marked  on  it.  If  you  have  made  use  of 
a  vessel  of  the  former  description  in  measuring  off  100  c.  c.  of  a 
fluid,  and  wish  to  transfer  the  latter  completely  to  another  vessel, 
you  must,  after  emptying  your  measuring  vessel,  rinse  it,  and  add 
the  rinsings  to  the  fluid  transferred ;  whereas,  if  you  have  made 
use  of  a  measuring  vessel  of  the  latter  description,  there  must  be 
no  rinsing. 

a.  Measuking  vessels  geaduated  for  holding  the  exact  meas- 

UEE   of   fluid   MAEKED   ON   THEM. 

aa.  Measuring  vessels  which  serve  to  measure  out  one  definite 
quantity  of  fluid. 

"We  use  for  this  purpose — 

§18. 
1.  Measuring  Flasks. 

Fig.  2  represents  a  measuring  flask  of  the  most  practical  and 
convenient  form. 

Measuring  flasks  of  various  sizes  are  sold  in  the  shops,  holding 
respectively  200,  250,  500,  1000,  2000,  &c.,  c.  c.  As  a  general 
rule,  they  have  no  ground-glass  stoppers ;  it  is,  however,  very 
desirable,  in  certain  cases,  to  have  measuring  flasks  with  ground 
stoppers.  The  flasks  must  be  made  of  well-annealed  glass  of  uni- 
form thickness,  so  that  fluids  may  be  heated  in  them.  The  line- 
mark  should  be  placed  within  the  lower  third,  or  at  least  within 
the  lower  half,  of  the  neck. 
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Measuring  flasks,  before  they  can  properly  be  employed  in 
analytical  operations,  must  first  be  carefully 
tested.  The  best  and  simplest  way  of 
effecting  this  is  to  proceed  thus :— Put  the 
flask,  perfectly  dry  inside  and  outside,  on 
the  one  scale  of  a  sufficiently  delicate  bal- 
ance, together  with  a  weight  of  1000  grm. 
in  the  case  of  a  litre  flask,  500  grm.  in  the 
case  of  a  half -litre  flask,  &c.,  restore  the 
equilibrium  by  placing  the  requisite  quan- 
tity of  shot  and  tinfoil  on  the  other  scale, 
then  remove  the  flask  and  the  weight  from 
the   balance,  put  the  flask   on  a   perfectly  ^^" 

level  surface,  and  pour  in  distilled  water  of  16°,*  until  the  lower 
border  of  the  dark  zone  formed  by  the  top  of  the  water  around 
the  inner  walls  corresponds  with  the  line-mark.  After  having 
thoroughly  dried  the  neck  of  the  flask  above  the  mark,  replace  it 
upon  the  scale  :  if  this  restores  the  perfect  equilibrium  of  the  bal- 
ance, the  water  in  the  flask  weighs,  in  the  case  of  a  litre  measure, 
exactly  1000  grm.  If  the  scale  bearing  the  flask  sinks,  the  water 
in  it  weighs  as  much  above  1000  grm.  as  the  additional  weights 
amount  to  which  you  have  to  put  in  the  other  scale  to  restore  the 
equilibrium ;  if  it  rises,  on  the  other  hand,  the  water  weighs  as 
much  less  as  the  weights  amount  to  which  you  have  to  put  in  the 
scale  with  the  flask  to  effect  the  same  end. 

*To  use  water  in  the  state  of  its  highest  density,  viz.,  of  4°,  1  c.  c.  of  which 
weighs  exactly  1  grm.,  and,  accordingly,  1  litre,  exactly  1000  grms.,  is  less  prac- 
tical, as  the  operations  must  in  that  caie  be  conducted  in  a  room  as  cold ;  since, 
in  a  warmer  room,  the  outside  of  the  flask  would  immediately  become  covered 
with  moisture,  in  consequence  of  the  air  cooling  below  dew-point.  Nor  can  I 
recommend  F  Mohr's  suggestion  to  make  litre-flasks,  and  measuring  vessels  m 
general,  upon  a  plan  to  make  the  litre-flask,  for  instance,  hold,  not  1000  grm. 
water  at  4°,  but  1000  grm.  at  16°,  since  in  an  arrangement  of  the  kind  proper 
regard  is  not  paid  to  the  actual  meaning  of  the  term  "litre"  in  the  scientific 
world ;  and  measuring  vessels  of  the  same  nominal  capacity,  made  by  different 
instrument-makers,  are  thus  liable  to  differ  to  a  greater  or  less  extent.  One  litre- 
flask,  according  to  Mohr,  holds  1001 '3  standard  c.  c.  I  consider  it  impractical 
to  give  to  the  c.  c.  another  signification  in  vessels  intended  for  measuring  fluids 
than  in  vessels  used  for  the  measuring  of  gases,  which  latter  demand  strict  ad- 
hesion to  the  standard  c.  c,  as  it  is  often  required  to  deduce  the  weight  of  a  gaa 
by  calculating  from  the  volume. 


32 


OPERATIONS. 


[§18. 


If  tlie  water  in  the  litre  measure  weighs  999  grm.,*  in  the  half, 
litre  measure,  499-5  grm.,  &c.,  the  measuring  flasks  are  correct. 
Differences  up  to  O'lOO  grm.,  in  the  litre  measure,  up  to  0.070  grm. 
in  the  half-litre  measure,  and  up  to  0-050  grm.  in  the  quarter-litre 
measure,  are  not  taken  into  account,  as  one  and  the  same  measur- 
ing flask  will  be  found  to  oflier  variation  to  the  extent  indicated,  in 
repeated  consecutive  weighings,  though  fllled  each  time  exactly  up 
to  the  mark  with  water  of  the  same  temperature. 
Though  a  flask  should,  upon  examination, 
turn  out  not  to  hold  the  exact  quantity  of  water 
which  it  is  stated  to  contain,  it  may  yet  possibly 
agree  with  the  other  measuring  vessels,  and  may 
accordingly  still  be  perfectly  fit  for  use  for  most 
purposes.  Two  measuring  vessels  agree  among 
themselves  if  the  marked  Nos.  of  c.  c.  bear  the 
same  proportion  to  each  other  as  the  weights 
found ;  thus,  for  instance,  supposing  your  litre- 
measure  to  hold  998  grm.  water  of  16°,  and  your 
50  c.  c.  pipette  to  deliver  49-9  grm.  water  of  the 
same  temperature,  the  two  measures  agree,  since 
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Fig.  3. 


To  prepare  or  correct  a  measuring  flask,  tare 
the  dry  litre,  half-litre,  or  quarter-litre  flask,  and 
then  weigh  into  it,  by  substitution,  (§  9)  999 
grm.,  or,  as  the  case  may  be,  the  half  or  quarter 
of  that  quantity  of  distilled  water  of  16°.  Put 
the  flask  on  a  perfectly  horizontal  support,  place 
your  eye  on  an  exact  level  with  the  surface  of 
the  water,  and  mark  the  lower  border  of  the  dark 
zone  by  two  little  dots  made  on  the  glass  with  a  point  dipped  into 
thick  asphaltum  varnish,  or  some  other  substance  of  the  kind.  Now 
pour  out  the  water,  place  the  flask  in  a  convenient  position,  and 
cut  with  a  diamond  a  fine  distinct  line  into  the  glass  from  one  dot 
to  the  other. 

hh.  Measuring  vessels  which  serve  to  measure  out  amy  quanti- 
ties of  fluid  at  will. 


*  With  absolute  accuracy ,  998'981  grm. 
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§19. 

2.  The  Graduated  Cylinder. 

This  instrument,  represented  in  fig.  3,  should  be  from  2  to 
3  cm.  wide,  of  a  capacity  of  100 — 300  c.  c,  and  divided  into 
single  c.  c.  It  must  be  ground  at  the  top,  that  it  may  be 
covered  quite  close  with  a  ground-glass  plate.  The  measuring 
with  such  cylinders  is  not  quite  so  accurate  as  with  measuring 
flasks,  as  in  the  latter  the  volume  is  read  off  in  a  narrower  part. 
The  accuracy  of  measuring  cylinders  may  be  tested  in  the  same  way 
as  in  the  case  of  measuring  flasks,  viz.,  by  weighing  into  them  water 
of  16°  ;  or,  also,  very  well,  by  letting  definite  quantities  of  fluid  flow 
into  the  cylinder  from  a  correct  pipette,  or  burette  graduated  for 
delivering,  and  observing  whether  or  not  they  are  correctly  indi- 
cated by  the  scale  of  the  cylinder. 

/J.  Measueing  vessels   geaduated  foe   deliveeing  the   exact 
MEASUEE  OF  FLUID  MAEKED  ON  THEM  (graduated  »  P Scoulement). 

aa.  Measuring  vessels  which  serve  to  measure  out  one  definite 
K^uantity  offiiuid. 

§20. 
3.  The  Graduated  Pipette. 

This  instrument  ser\-es  to  take  out  a  definite  volume  of  a  fluid 
from  one  vessel,  and  to  transfer  it  to  another ;  it  must  accordiiigly 
be  of  a  suitable  shape  to  admit  of  its  being  freely  inserted  into 
flasks  and  bottles. 

We  use  pipettes  of  1,  5,  10,  20,  50,  100,  150,  and  200  c.  c. 
capacity.  The  proper  shape  for  pipettes  up  to  20  c.  c.  capacity  is 
represented  in  fig.  4 ;  fig.  5  shows  the  most  practical  form  for  lar- 
ger ones.  To  fill  a  pipette  suction  is  applied  to  the  upper  aper- 
ture, either  directly  with  the  Ups  or  througli  a  caoutchouc  tube, 
until  the  fluid  stands  above  the  mark ;  the  upper  orifice  (which  is 
somewhat  narrowed  and  ground)  is  then  closed  with  the  first  finger 
of  the  right  hand  (the  point  of  which  should  be  a  little 
moist);  the  outside  is  then  wiped  dry,  if  required,  and,  the 
pipette  being  held  in  a  perfectly  vertical  direction,  the  fluid 
is  made  to  drop  out,   by  lifting  the    finger  a  little,  till   it  has 
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fallen  to  the  required  level;  the  loose  drop  is  carefully  wiped 
off,  and  the  contents  of  the  tube  are  then  finally  transferred  to 
the  other  yessel.  In  this  process  it  is  found  that  the  fluid  does 
not  run  out  completely,  but  that  a  small  portion  of  it  remains 
adhering  to  the  glass  in  the  point  of  the  pipette ;  after  a  time,  as 
this  becomes  increased  by  other  minute  particles  of  fluid  trickling 
down  from  the  upper  part  of  the  tube, 
a  drop  gathers  at  the  lower  orifice,  which 
may  be  allowed  to  fall  off  from  its  own 
weight,  or  may  be  made  to  drop  off  by  a 
slight  shake.  If,  after  this,  the  point  of  the 
pipette  be  laid  against  a  moist  portion  of 
the  inner  side  of  the  vessel,  another  minute 
portion  of  fluid  M'ill  trickle  out,  and,  lastly, 
another  trifling  droplet  or  so  may  be  got 
out  by  blowing  into  the  pipette.  Now, 
supposing  the  operator  follows  no  fixed  rule 
in  this  respect,  letting  the  fluid,  for  instance, 
in  one  operation  simply  run  out,  whilst  in 
another  operation  he  lets  it  drain  afterwards, 
and  in  a  third  blows  out  the  last  particles 
of  it  from  the  pipette,  it  is  evident  that  the 
respective  quantities  of  fluid  delivered  in 
the  several  operations  cannot  be  quite  equal. 
I  prefer  in  all  cases  the  second  method,  viz., 
to  lay  the  point  of  the  pipette,  whilst  drain- 
ing, finally  against  a  moist  portion  of  the 
side  of  the  vessel,  which  I  have  always  found 
to  give  the  most  accurately  corresponding 
measurements. 

The  correctness  of  a  pipette  is  tested 
by  filling  it  up  to  the  mark  with  distilled 
water  of  16°,  letting  the  water  run  out,  in 
the  manner  just  stated,  into  a  tared  vessel, 
and  weighing ;  the  pipette  may  be  pronounced  correct  if  100  c.  c. 
of  water  of  16°  weigh  99"9  grm. 

Testing  in  like  manner  the  accuracy  of  the  measurements  made 
with  a  simple  hand  pipette,  we  find  that  one  and  the  same  pipette 
will  in  repeated  conseciitive  weighings  of  the  contents,  though 


Fig.  6. 


§  20.]  MEASURING   OF   FLUIDS.  35 

filled  and  emptied  each  time  with  the  minutest  care,  show  differ- 
ences up  to  0"010  grm.  for  10  c.  c.  capacity,  up  to  O'OiO  grra.  for 
50  c.  c.  capacity. 

The  accuracy  of  the  measurements  made  with  a  pipette  may 
be  heightened  by  giving  the  instrument  the  form  and  construction 
shown  in  fig.  6,  and  fixing  it  to  a  holder. 

It  will  be  seen  from  the  drawing  that  these  pipettes  are 
emptied  only  to  a  certain  mark  in  the  lower  tube,  and  that  they 
are  provided  with  a  compression  stop-coch,  a  contrivance  which  we 
shall  have  occasion  to  describe  in  detail  when  on  the  subject  of 
burettes.  This  contrivance  reduces  the  differences  of  measure- 
ments with  one  and  the  same  50  c.  c.  pipette  to  0'005  grm. 

Pipettes  are  used  more  especially  in  cases  where  it  is  intended 
to  estimate  different  constituents  of  a  substance  in  separate  por- 
tions of  the  same :  for  instance,  10  grm.  of  the  substance  under 
examination  are  dissolved  in  a  250  c.  c.  flask,  the  solution  is  dilu- 
ted up  to  the  mark,  shaken,  and  2,  3,  or  4  several  portions  are  then 
taken  out  with  a  50  c.  c.  pipette.  Each  portion  consists  of  ^  part 
of  the  whole,  and  accordingly  contains  2  grm.  of  the  substance. 
Of  course  the  pipette  and  the  flask  must  be  in  perfect  harmony. 
Whether  they  are  may  be  ascertained  by,  for  instance,  emptying 
the  50  c.  c.  pipette  5  times  into  the  250  c.  c.  flask,  and  observing 
if  the  lower  edge  of  the  dark  zone  of  fluid  coincides  with  the 
mark.  If  it  does  not,  you  may  make  a  fresh  mark,  which,  no 
matter  whether  it  is  really  correct  or  not,  will  bring  the  two  instru- 
ments in  question  into  conformity  with  each  other. 

Cylindrical  pipettes,  graduated  throughout  their  entire  length, 
may  be  used  also  to  measure  out  any  given  quantities  of  liquid ; 
however,  these  instruments  can  properly  be  employed  only  in  pro- 
cesses where  minute  accuracy  is  not  indispensable,  as  the  limits  of 
error  in  reading  off  the  divisions  in  the  wider  part  of  the  tube  are 
not  inconsiderable.  For  smaller  quantities  of  liquid  this  inaccu- 
racy may  be  avoided  by  making  the  pipettes  of  tubes  of  uniform 
width,  having  a  small  diameter  only,  and  narrowed  at  both  ends. 
(Fk.  Mour's  measuring  pipettes.) 

When  a  fluid  runs  out  of  a  pipette,  drops  sometimes  remain 
here  and  there  adhering  to  the  tube ;  this  arises  from  a  film  of  fat 
on  the  inside  ;  it  may  be  removed  by  keeping  the  instrument  some 
time  filled  with  a  solution  of  bichromate  of  potassa  mixed  with 
sulphuric  acid. 
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55.  Measurmg  vessels  which  serve  to  measure  out  quantities  of 
fluid  at  will. 

4.  The  Burette. 

Of  the  various  forms  and  dispositions  of  this  instrument,  the 
following  appear  to  me  the  most  convenient : — 


Fig.  7. 

§21. 

I.  Mohr's  Burette,  (Compression  cock  burette). 

Tor  this  excellent  measuring  apparatus,  ■which  is  represented  in 
fig.  7,  we  are  indebted  to  Fe.  Mohe.  It  consists  of  a  cylindrical 
tube,  nan-ower  towards  the  lower  end  for  about  an  inch,  with  a 
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sliglit  widening,  however,  at  the  extreme  point,  in  order  that  the 
caoutchouc  connector  may  take  a  firm  hold.  I  only  use  burettes 
of  two  sizes,  viz.,  of  30  c.  c,  divided  into  -^  c.  c;  and  of  50  c.  c, 
divided  into  ^  c.  c.  The  former  I  employ  principally  in  scientific, 
the  latter  chiefly  in  technical  investigations.  The  usual  length  of 
my  30  c.  c.  burette  is  about  50  cm.;  the  graduated  portion  occupies 
about  49  cm.  The  diameter  of  the  tube  is  accordingly  about  10 
mm.  in  the  clear ;  the  iipper  orifice  is,  for  the  convenience  of  filling, 
widened  in  form  of  a  funnel,  measuring  20  mm.  in  diameter ;  the 
width  of  the  lower  orifice  is  5  mm.  For  very  delicate  processes, 
the  length  of  the  graduated  portion  may  be  extended  to  50  or  52 
cm.,  leaving  thus  intervals  of  nearly  2  mm.  between  the  small 
divisional  lines.  In  my  50  c.  c.  burettes  the  graduated  portion  of 
the  tube  is  generally  40  cm.  long. 

To  make  the  instrument  ready  for  use,  the  narrowed  lower  end 
of  the  tube  is  warmed  a  little,  and  greased  with  tallow ;  a  caout- 
chouc tube,  about  30  mm.  long,  and  having  a  diameter  of  3  mm. 
in  the  clear,  is  then  drawn  over  it ;  into  the  otlier  end  of  this 
is  inserted  a  tube  of  pretty  thick  glass,  about  40  mm.  long,  and 
drawn  out  to  a  tolerably  fine  point;  it  is  advisable  to  slightly 
widen  the  upper  end  of  this 
tube  also,  and  to  cover  it  with 
a  thin  coat  of  tallow  ;  and  also 
to  tie  linen-thread,  or  twine, 
round  both  ends  of  the  con- 
nector, to  insure  perfect  tight- 

°®''-  -  Fig.  8. 

The    space    between    the 

lower  orifice  of  the  burette  and  the  upper  orifice  of  the  small  de- 
livery tube  should  be  about  15  mm.  The  India  rubber  tube  is 
now  pressed  together  between  the  ends  of  the  tubes  by  the  com- 
pression-cock (or  clip).  This  latter  instrument  is  usually  made 
outof  brass  wire;   the  form  represented  in  fig.  8  was  given  by 

MoHE. 

A  good  clip  must  pinch  so  tight  that  not  a  particle  of  fluid  can 
make  its  way  through  the  connector  M-hen  compressed  by  it ;  it 
must  be  so  constructed  that  the  analyst  may  work  it  with  perfect 
facility  and  exactness,  so  as  to  regulate  the  outflow  of  the  liquid 
with  the  most  rigorous  accuracy,  by  bringing  a  higher  or  less 
degree  of  pressure  to  bear  iipon  it. 
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For  supporting  Mohe's  burettes,  I  use  the  holder  represented 
in  iig.  7 ;  this  instrument,  wliilst  securely  confining  the  tube,  per- 
mits its  being  moved  up  and  down  with  perfect  freedom,  and  also 
its  being  taken  out,  without  interfering  with  the  compression-cock. 
The  position  of  the  burette  must  be  strictly  perpendicular,  to 
insure  which,  care  must  be  taken  to  have  the  grooves  of  the  cork 
lining,  which  are  intended  to  receive  the  tube,  perfectly  vertical, 
with  the  lower  board  of  the  stand  in  a  horizontal  position. 

To  charge  the  burette  for  a  volunietrical  operation,  the  point 
of  the  instrument  is  immersed  in  the  liquid,  the  compression-cock 
opened,  and  a  little  liquid,  sufficient  at  least  to  reach  into  the 
burette  tube,  sucked  up  by  applying  the  mouth  to  the  upper  end ; 
the  cock  is  then  closed,  and  the  liquid  poured  into  the  burette 
until  it  reaches  up  to  a  little  above  the  top  mark.  The  burette 
having,  if  required,  been  duly  adjusted  in  the  proper  vertical  posi- 
tion, the  liquid  is  allowed  to  drop  out  to  the  exact  level  of  the  top 
mai'k.  The  instrument  is  now  ready  for  use.  When  as  much 
liquid  has  flowed  out  as  is  required  to  attain  the  desired  object, 
tlie  analyst,  before  proceeding  to  read  off  the  volume  used,  has  to 
wait  a  few  minutes,  to  give  the  particles  of  fluid  adhering  to  the 
sides  of  the  emptied  portion  of  the  tube  proper  time  to  run  down. 
This  is  an  indispensable  part  of  the  operation  in  accurate  measure- 
ments, since,  if  neglected,  an  experiment  in  which  the  standard 
liquid  in  the  burette  is  added  slowly  to  the  fluid  under  examina- 
tion (in  which,  accordingly,  the  minute  particles  of  fluid  adhering 
to  the  glass  have  proper  time  afforded  them  during  the  operation 
itself  to  run  down),  will,  of  course,  give  slightly  different  results 
from  those  arrived  at  in  another  experiment,  where  the  larger  por- 
tion of  the  standand  fluid  is  applied  rapidly,  and  the  last  few  drops 
alone  are  added  slowly. 

The  way  in  which  the  reading-off  is  effected,  is  a  matter  of 
great  importance  in  volumetric  analysis  ;  the  first  requisite  is  to 
bring  the  eye  to  a  level  with  the  top  of  the  fluid.  We  must  con- 
sequently  settle  the  question — What  is  to  be  considered  the  top  ? 

If  you  hold  a  burette,  partly  filled  with  water,  between  the  eye 
and  a  strongly  illumined  wall,  the  surface  of  the  fluid  presents 
the  appearance  shown  in  fig.  10 ;  if  you  hold  close  behind  the  tube 
a  sheet  of  white  paper,  with  a  strong  light  falling  on  it,  the  sur- 
face of  the  fliiid  presents  the  appearance  shown  in  fig.  9. 

In  the  one  as  well  as  in  the  other  case,  you  have  to  read  off  at 
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the  lower  border  of  the  dark  zone,  this  being  the  most  distinctly 
marked  line.  Fe.  Mohe  recommends  the  following  device  for 
reading-o£E : — Paste  on  a  sheet  of  very  white  paper  a  broad  strip  of 
black  paper,  and,  when  reading-off,  hold  this  close  beliind  the 
burette,  in  a  position  to  place  the  border  line  between  white  and 
black  from  2  to  3  mm.  below  the  lower  border  of  the  dark  zone, 
as  shown  in  fig.  11 ;  read-off  at  the  lower  border  of  the  dark 
zone. 

Great  care  must  be  taken  to  hold  the  paper  invariably  in  the 
same  position,  since,  if  it  be  held  lower  down,  the  lower  border  of 
the  black  itone  will  move  higher  up. 


Fig.  9. 


Fig.  10. 


Fig.  11. 


I  prefer  to  read-off  in  a  light  which  causes  the  appearance  rep- 
resented in  fig.  9. 

By  the  use  of  Eedmann's  float  *  all  uncertainties  in  reading-off 
may  be  avoided.  Fig.  12  represents  a  burette  tlms  provided.  In 
this  case  we  always  read  off  the  degree  of  the  burette  which  coin- 
cideswith  the  circle  in  the  middle  of  tlie  float.  The  float  must  be- 
so  fitted  to  the  width  of  the  burette  that  M-licn  placed  in  the  filled 
burette,  it  will,  on  allowing  the  fluid  to  run  out  gradually,  sink 
down  with  the  same  without  wavering,  and  wJien  it  has  been 
pressed  down  into  the  fluid  of  the  closed  burette,  it  will  slowly 
rise  again.     The  weight  of  the  float  must,  if  necessary,  be  so  regu- 


*  Journ.  f.  prakt.  Cliem.  71,  194. 
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lated  by  mercury  that  when  placed  in  the  filled  tube  it  may  cut 
the  fluid  with  its  top  uniformly  all  round.  A  further  important 
condition  of  the  float  is  that  its  axis  should  coincide  as  nearly  as  pos- 
sible with  that  of  the  burette  tube,  so  that  the  division-mark  on  the 
burette  may  be  always  parallel  with  the  circular 
Hne  on  the  float. 

The  correctness  of  the  graduation  of  a  burette 
is  tested  in  the  most  simple  way,  as  follows :  fill 
the  instrument  up  to  the  highest  division  with 
water  of  16°,  then  let  10  c.  c.  of  the  liquid 
flow  out  into  an  accurately  weighed  flask,  and 
weigh;  then  let  another  quantity  of  10  c.  c. 
flow  out,  and  weigh  again,  and  repeat  the  oper- 
ation until  the  contents  of  the  burette  are  ex- 
t      ~    I  hausted.     If  the  instrument  is  correctly  graduated. 


'^._, 
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every  10  c.  c.  of  water  of  16°  must  weigh  9'990 
grm.  Differences  up  to  O'OIO  grm.  may  be  dis- 
regarded, since  even  with  the  greatest  care  bestowed 
on  the  process  of  reading-ofE,  deviations  to  that 
extent  will  occur  in  repeated  measurements  of  the 
uppermost  10  c.  c.  of  one  and  the  same  burette. 
With  the  float-burettes  the  weighings  agree  much 
more  accurately,  and  the  differences  for  10  c.  c.  do 
not  exceed  0-002  grm. 

Mohe's  burette  is  unquestionably  the  best  and 
most  convenient  instrument  of  the  kind,  and  ought 
to  be  employed  in  the  measurement  of  all  liquids  which  are  not 
injuriously  affected  by  contact  with  caoutchouc.  Of  the  standard 
solutions  used  at  present  in  volumetric  analysis,  that  of  perman- 
ganate of  potassa  alone  cannot  bear  contact  with  caoutchouc. 

§22. 
II.    Gay-Lussao's  Burette. 

Fig.  13  represents  this  instrument  in,  as  I  believe,  its  most 
practical  form. 

I  make  use  of  two  sizes,  one  of  50  c.  c.  divided  into  ^  c.  c., 
the  other  of  30  c.  c.  divided  into  ^  c.  c.  The  former  is  about 
33  cm.  long ;  the  graduated  portion  occupies  about  25  cm.;  the 
internal    diameter  of  the  wide  tube  measures  15  mm. ;    that  of 
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the  narrow  tube  4  mm.,  which  in  the  upper  bent  .end  gradually 
decreases  to  2  mm.  The  graduated  portion  of  the  smaller 
burette  is  about  28  cm.  long,  and  has  accordingly  an  internal 
diameter  of  about  H  mm. 

The  stand  which  I  make  use  of  to  rest  my  burettes  in,  consists 
of  a  disk  of  solid  wood,  from  5  to  6  cm.  high,  and 
from  10  to  12  cm.  in  diameter,  Avith  holes  made  with 
the  auger  and  chisel,  of  proper  size  to  receive  the  bot- 
tom part  of  the  burettes. 

To  complete  the  instnmaent,  Mohe  suggests  the 
use  of  a  perforated  cork,  bearing  a  short  glass  tube 
bent  at  aright  angle.  The  cork  being  inserted  into 
the  mouth  of  the  wide  tube,  a  piece  of  caoutchouc  is 
drawn  over  the  short  glass  tube ;  by  blowing  into  this 
with  greater  or  less  force,  the  outflow  of  the  liquid 
from  the  spout  of  the  slightly  slanting  burette  may 
be  regulated  at  pleasure. 

The  reading-o£E  of  the  height  of  the  liquid  is 
effected  in  the  same  way  as  explained  in  §  21. 
I  prefer,  however,  placing  the  burette  firmly  against 
a  perpendicular  partition,  either  a  strongly  illumined 
door,  or  the  pane  of  a  window,  to  insure  the  vertical 
position  of  the  instrument.  It  is  only  when  opera- 
ting with  more  highly  concentrated,  and  accordingly 
opaque  solutions  of  permanganate  of  potassa,  that  the 
method  of  reading-ofE  requires  modification ;  in  that 
case,  the  upper  border  of  the  liquid  is  noted  ;  and  the  best  way  is 
to  place  the  burette  against  a  white  background,  and  read  ofE  by 
reflected  light. 
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Fig.  13. 


§23. 
III.  Oeiasler'a  Burette, 

In  this  instrument,  which  is  represented  in  fig.  14,  the  narrow 
tube  is  placed  inside  the  wide  tube  instead  of  outside,  as  in  Gat- 
LussAo's  burette.  The  part  of  the  inner  tube  projecting  beyond 
the  wide  tube  is  thick  in  the  glass  ;  whilst  the  part  inside,  which 
is  of  the  same  inside  width,  is  made  of  very  thin  glass. 

This  is  a  very  convenient  instrument,  and  less  liable  to  frac- 
ture than  Gay-Lussac's  burette. 
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II.  Peeliminaet  Opeeations. — Peepaeation  of  Substances  fob 

THE   PeoCESSES   OF    QUANTITATIVE    ANALYSIS. 

§24. 

1.  The  Selection  of  the  Sample. 

Before  tlie  analyst  proceeds  to  make  the  quantitative  analysis 
of  a  body,  lie  cannot  too  carefully  consider 
whether  the  desired  result  is  fully  attained  if  he 
simply  knows  the  respective  quantity  of  every 
individual  constituent  of  that  body.  This  pri- 
mary point  is  but  too  frequently  disregarded,  and 
thus  false  impressions  are  made,  even  by  the 
most  careful  analysis.  This  remark  applies  both 
to  scientific  and  to  technical  investigations. 

Therefore,  if  you  have  to  determine  the 
constitution  of  a  mineral,  take  the  greatest  pos- 
sible care  to  remove  in  the  first  place  every 
particle  of  gangue,  and  disseminated  impuri- 
ties ;  remove  any  adherent  matter  by  wiping  or 
washing,  then  wrap  the  substance  up  in  a  sheet 
of  thick  paper,  and  crush  it  to  pieces  on  a  steel 
anvil ;  and  pick  out  with  a  pair  of  small  pincers 
the  cleanest  pieces.  Crystalline  substances, 
prepared  artificially,  ought  to  be  purified  by  re- 
crystallization  ;  precipitates  by  thorough  wash- 
ing, &c.,  &c. 

In  technical  investigations, — when  called 
upon,  for  instance,  to  determine  the  amount  of 
peroxide  presentin  a  manganese  ore,  or  the 
amount  of  iron  present  in  an  iron  ore, — the  first 
point  for  consideration  ought  to  be  whether  the 
samples  selected  correspond  as  much  as  possible 
to  the  average  quality  of  the  ore.  What  would 
it  serve,  indeed,  to  the  purchaser  of  a  manganese 
mine  to  know  the  amount  of  peroxide  present 
in  a  select,  possibly  particularly  rich,  sample  ? 

These  few  observations  will  sufiice  to  show  that  no  universally 
applicable  and  valid  rules  to  guide  the  analyst  in  the  selection  of 
the  sample  can  be  laid  down ;  he  must  in  every  individual  case, 
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on  the  one  liand,  examine  the  substance  carefully,  and  more  par- 
ticularly also  under  the  microscope,  or  through  a  lens ;  and,  on  the 
other  hand,  keep  clearly  in  view  the  object  of  the  investigation, 
and  then  take  his  measures  accordingly. 

§25. 
2.  Mechanical  Division. 

In  order  to  prepare  a  substance  for  analysis,  i.e.^  to  render  it 
accessible  to  the  action  of  solvents  or  iluxes,  it  is  generally  indis- 
pensable, in  the  first  place,  to  divide  it  into  minute  parts,  since 
this  will  create  abundant  points  of  contact  for  the  solvent,  and 
will  counteract,  and,  as  far  as  practicable,  remove  the  adverse 
influences  of  the  power  of  cohesion,  thus  fulfilling  all  the  condi- 
tions necessary  to  effect  a  complete  and  speedy  solution. 

The  means  employed  to  attain  this  object  vary  according  to  the 
nature  of  the  difEerent  bodies  we  have  to  operate  upon.  In  many 
cases,  simple  crushing  or  pounding  is  sufficient ;  in  other  cases  it 
is  necessary  to  reduce  the  powder  to  the  very  highest  degree  of 
fineness,  by  sifting  or  by  elutriation. 

The  operation  of  powdering  is  conducted  in  mortars ;  the  first 
and  most  indispensable  condition  is,  that  the  material  of  the  mor- 
tar be  considerably  harder  than  the  substance  to  be  pulverized,  so 
as  to  prevent,  as  far  as  practicable,  the  latter  from  being  contami- 
nated with  any  particles  of  the  former.  Thus,  for  pounding  salts 
and  other  substances  possessing  no  very  considerable  degree  of 
hardness,  porcelain  mortars  may  be  used,  whilst  the  pounding  of 
harder  substances  (of  most  minerals,  for  instance,)  requires  vessels 
of  agate,  chalcedony,  or  flint.  In  such  cases,  the  larger  pieces  are 
first  reduced  to  a  coarse  powder ;  this  is  best  effected  by  wrapping 
them  up  in  several  sheets  of  writing-paper,  and  striking  them  with 
a  hammer  upon  a  steel  or  iron  plate ;  the  coarse  powder  tlms 
obtained  is  then  pulverized,  in  small  portions  at  a  time,  in  an  agate 
mortar,  until  it  is  reduced  to  the  state  of  an  impalpable  powder. 
If  we  have  but  a  small  portion  of  a  mineral  to  operate  upon,  and 
indeed  in  all  cases  where  we  are  desirous  of  avoiding  loss,  it  is 
advisable  to  use  a  steel  mortar  (fig.  15)  for  the  preparatory  reduc- 
tion of  the  mineral  to  coarse  powder. 

ah  and  cd  represent  the  two  parts  of  the  mortar;  these  mny  l>o 
readily  taken  asunder.     The  substance  to  be  crushed  (having,  if 
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Fig.  15. 


practicable,  first  been  broken  into  small  pieces),  is  placed  in  the 
cylindrical  chamber  ef;  the  steel  cylinder,  which  fits  somewhat 
loosely  into  the  chamlaer,  serves  as  pestle.  The  mortar  is  placed 
upon  a  solid   support,  and  perpendicular   blows   are   repeatedly 

struck  upon  the  pestle  with  a  hammer 
until  the  object  in  view  is  attained. 

Minerals  which  are  very  difficult 
to  pulverize  should  be  strongly  ignited, 
and  then  suddenly  plunged  into  cold 
water,  and  subsequently  again  ignited. 
This  process  is  of  course  applicable  only 
to  minerals  which  lose  no  essential  con- 
stituent on  ignition,  and  are  perfectly 
insoluble  in  water. 

In  the  purchase  of  agate  mortars, 
especial  care  ought  to  be  taken  that  they 
have  no  palpable  cracks  or  indentations  ; 
very  slight  cracks,  however,  that  cannot 
be  felt,  do  not  render  the  mortar  useless,  although  they  impair  its 
durability. 

Minerals  insoluble  in  acids,  and  which  consequently  require 
fusing,  must  especially  be  finely  divided,  otherwise  we  cannot  calcu- 
late upon  complete  decomposition.  This  object  may  be  obtained 
either  by  triturating  the  pounded  mineral  with  water,  or  by  elutri- 
ation,  or  by  sifting;  the  two  former  processes,  however,  can  be 
resorted  to  only  in  the  case  of  substances  which  are  not  attacked 
by  water.  It  is  quite  clear  that  analysts  must  in  future  be  much 
more  cautious  in  this  point  than  has  hitherto  been  the  case,  since 
we  know  now  that  many  substances  which  are  usually  held  to  be 
insoluble  in  water  are,  when  in  a  state  of  minute  division,  strongly 
affected  by  that  solvent;  thus,  for  instance,  water,  acting  upon 
some  sorts  of  finely  pulverized  glass,  is  found  to  rapidly  dissolve 
from  2  to  3  per  cent,  of  powder  even  in  the  cold.  (Pelouze.*) 
Thus,  again,  finely  divided  feldspar,  granite,  trachyte  and  porphyry 
give  up  to  water  both  alkali  and  silica.     (H.  LunwiG.f) 

Trituration  with  water  {levigatinn).  Add  a  little  water  to  the 
pounded  mineral  in  the  mortar,  and  triturate  the  paste  until  all 
crepitation  ceases,  or,  which  is  a  more  expeditious  process,  transfer 


*  Compt.  Rend.,  t.  xliii.  pp.  117-123.  f  Archiv  der  Pharm.  91,  147. 
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the  mineral  paste  from  the  mortar  to  an  agate  or  flint  slab,  and  tritu- 
rate it  thereon  with  a  niiiUer.  Rinse  the  paste  off,  with  the  wash- 
ing bottle,  into  a  smooth  porcelain  basin  of  hemispheric  form, 
evaporate  the  water  on  tlie  water-bath,  and  mix  the  residue  most 
carefully  with  the  pestle.  (The  paste  may  be  dried  also  in  the 
agate  mortar,  but  at  a  very  gentle  heat,  since  otherwise  the  mortar 
might  crack.) 

To  perform  the  process  of  elutrlation,  the  pasty  mass,  having 
first  been  very  finely  triturated  with  water,  is  washed  off  into  a 
beaker,  and  stirred  with  distilled  water ;  the  mixture  is  then  allowed 
to  stand  a  minute  or  so,  after  whicli  the  supernatant  turbid  fluid  is 
poured  off  into  another  beaker.  The  sediment,  which  contains  the 
coarser  parts,  is  then  again  subjected  to  the  process  of  tritui'ation, 
etc.,  and  the  same  opei'ation  repeated  until  the  whole  quantity  is 
elutriated.  The  turbid  fluid  is  allowed  to  stand  at  rest  until  the 
minute  particles  of  the  substance  held  in  suspension  have  subsided, 
which  generally  takes  many  hours.  The  water  is  then  finally 
decanted,  and  the  powder  dried  in  the  beaker. 

The  process  of  sifting  is  conducted  as  follows :  a  piece  of  fine, 
well-washed,  and  thoroughly  dry  linen  is  placed  over  the  mouth  of 
a  bottle  about  10  cm.  high,  and  pressed  down  a  little  into  the  mouth, 
so  as  to  form  a  kind  of  bag ;  a  portion  of  the  finely  triturated  sub- 
stance is  put  into  the  bag,  and  a  piece  of  soft  leather  stretched  tightly 
over  the  top  by  waj^  of  cover.  By  drumming  with  the  finger  on  the 
leather  cover,  a  shaking  motion  is  imparted  to  the  bag,  which 
makes  the  finer  particles  of  the  powder  gradually  pass  through  the 
linen.  The  portion  remaining  in  the  bag  is  subjected  again  to 
trituration  in  an  agate  mortar,  and,  together  with  a  fresh  portion 
of  the  powder,  sifted  again ;  and  the  same  process  is  continued 
until  the  entire  mass  has  ])ass  through  the  bag  into  the  glass. 

When  operating  on  substances  consisting  of  different  com- 
pounds it  would  be  a  grave  error  indeed  to  use  for  analysis  the 
powder  resulting  from  the  first  process  of  elutriation  or  sifting, 
since  this  will  contain  the  more  readily  pulverizable  constituents  in 
a  greater  proportion  to  the  more  resisting  ones  than  is  the  case 
with  the  original  substance. 

Great  care  must,  therefore,  also  be  taken  to  avoid  a  loss  of 
substance  in  the  process  of  elutriation  or  sifting,  as  this  loss  is 
likely  to  be  distributed  unequally  among  the  several  component 
parts. 
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In  cases  where  it  is  intended  to  ascertain  the  average  composi- 
tion of  a  heterogeneous  substance,  of  an  iron  ore  for  instance,  a 
large  average  sample  is  selected,  and  reduced  to  a  coarse  powder ; 
the  latter  is  thoroughly  intermixed,  a  portion  of  it  powdered  more 
finely,  and  mixed  uniformly,  and  finally  the  quantity  required  for 
analysis  is  reduced  to  tlie  finest  powder.  The  most  convenient 
instrument  for  the  crushing  and  coarse  pounding  of  large  samples 
of  ore,  &c.,  is  a  steel  anvil  and  hammer.  The  anvil  in  my  own 
laboratory  consists  of  a  wood  pillar,  85  cm.  high  and  26  cm.  in 
diameter,  into  which  a  steel  plate,  3  cm.  thick  and  20  cm.  in 
diameter,  is  let  to  the  depth  of  one-half  of  its  thickness.  A  brass 
ring,  5  cm.  liigh,  fits  round  the  upper  projecting  part  of  the  steel 
plate.  The  hammer,  which  is  well  steeled,  has  a  striking  surface 
of  5  cm.  diameter.  An  anvil  and  hammer  of  this  kind  afford, 
among  others,  this  advantage,  that  their  steel  surfaces  admit  most 
readily  of  cleaning.  To  convert  the  coarse  powder  into  a  finer,  a 
smooth-turned  steel  mortar  of  about  130  mm.  upper  diameter  and 
T4  mm.  deep  is  used — the  final  trituration  is  conducted  in  an  agate 
mortar. 

§26. 

3.  Deying. 

Bodies  which  it  is  intended  to  analyze  quantitatively  must  be, 
when  weighed,  in  a  definite  state,  in  a  condition  in  which  they  can 
be  alwaj'^s  obtained  again. 

Now,  the  essential  constituents  of  a  substance  are  usually  accom- 
panied by  an  unessential  one,  viz.,  a  greater  or  less  amount  of 
M'ater,  enclosed  either  within  its  lamellse,  or  adhering  to  it  from 
the  mode  of  its  pi-eparation,  or  absorbed  by  it  from  the  atmosphere. 
It  is  perfectly  obvious  that  to  estimate  correctly  the  quantity  of  a 
substance,  we  must,  in  the  first  place,  remove  this  variable  amount 
of  water.  Most  solid  hodies,  therefore,  require  to  he  dried  before 
they  can  he  quantitatively  analyzed. 

The  operation  of  drying  is  of  the  very  highest  importance  for 
the  correctness  of  the  results  ;  indeed  it  may  safely  be  averred  that 
many  of  the  differences  observed  in  analytical  researches  proceed 
entirely  from  the  fact  that  substances  are  analyzed  in  different 
states  of  moisture. 

Many  bodies  contain,  as  is  well  known,  water  which  is  proper 
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to  them  either  as  inherent  in  their  constitution  or  as  so-called  water 
of  crystallization.  In  contradistinction  to  this,  we  will  employ  the 
term  moisture  to  designate  that  variable  adherent  or  mechanically 
enclosed  water,  with  the  removal  of  which  the  operation  of  drying 
in  the  sense  here  in  view  is  alone  concerned. 

In  the  drying  of  substances  for  quantitative  analysis,  our  object 
is  to  remove  all  moisture,  without  interfering  in  the  slightest  degree 
with  combined  water  or  any  other  constituent  of  the  body.  To 
accomplish  this  object,  it  is  absolutely  requisite  that  we  should 
know  the  properties  which  Ihe  substance  under  examination  mani- 
fests in  the  dry  state,  and  whether  it  loses  water  or  other  constitu- 
ents at  a  red  lieat,  or  at  100°,  or  in  dried  air,  or  even  simply  in 
contact  with  the  atmosphere.  These  data  will  serve  to  guide  us  in 
the  selection  of  the  process  of  desiccation  best  suited  to  each  sub- 
stance.* 

The  following  classification  may  accordingly  be  adopted  : — 

a.  Substances  tc/iich  lose  'water  even  in  simple  contact  with  th« 
atmosphere  ;  such  as  sodium  sulphate,  crystallized  sodium  carbon- 
ate, etc.  Substances  of  this  kind  turn  dull  and  opaque  when 
exposed  to  the  air,  and  finally  crumble  wholly  or  partially  to  a  white 
powder.  They  are  more  difficult  to  dry  than  many  other  bodies. 
The  process  best  adapted  for  the  pui'pose,  is  to  press  the  pulverized 
salts  with  some  degree  of  force  between  thick  layers  of  fine  white 
blotting-paper,  repeating  the  operation  with  fresh  paper  until  the 
last  sheets  remain  absolutely  dry. 

It  is  generally  advisable  in  the  course  of  this  operation  to  repow- 
der  the  salt. 

5.  Substances  which  do  not  yield  water  to  the  atmosphere  {imless- 
it  is  perfectly  dry),  but  effloresce  in  artificially  dried  air  ;  such  as 
magnesium  sulphate,  sodium  potassium  tartrate  (Rochelle  salt),  etc. 
Salts  of  this  kind  are  reduced  to  powder,  which,  if  it  be  very 
moist,  is  pressed  between  sheets  of  blotting-paper,  as  in  a  ;  after 
this  operation,  it  must  be  allowed  to  remain  for  some  time  spread 
in  a  thin  layer  upon  a  sheet  of  blotting-paper,  effectually  protected 
against  dust,  and  shielded  from  the  direct  rays  of  the  sun. 

*  The  dried  substance  slioiild  always  at  onro  he  tnmsferred  to  a  well  closed 
vessel;  glass  tubes,  sealed  at  one  end,  and  of  sufficiently  thick  glass  to  bear  the 
firm  insertion  of  tight-fitting  smooth  corks — weighing-tubes — are  usually  employed 
for  this  purpose. 
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c.  Sulstances  which  undergo  no  alteration  in  dried  air,  hut  lose 
water  at  100° ;  calcium  tartrate,  for  instance.  These  are  finely 
pulverized  ;  the  powder  is  put  in  a  thin  layer  into  a  watch-glass  or 
shallow  dish,  and  the  latter  placed  inside  a  chamber  in  which  the 
air  is  kept  dry  by  nieans  of  sulphuric  acid.  This  process  is  usually 
conducted  in  one  of  the  following  apparatuses,  which  are  termed 
desiccators,  and  subserve  still  another  purpose  besides  that  of  dry- 
ing, viz.,  that  of  allowing  hot  crucibles,  dishes,  etc.,  to  cool  in  diy 


In  fig.  16,  a  represents  a  glass  plate  (ground-glass  plates  answer 
the  purpose  best),  h,  a  bell  jar  with  ground  rim,  which  is  greased 
with  tallow  ;  c  is  a  glass  basin  with  sulphuric  acid ;  d,  a  round  iron 
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Fig.  16. 


Pig.  17. 


plate,  supported  on  three  feet,  with  circular  holes  of  various  sizes, 
for  the  reception  of  the  watch-glasses,  crucibles,  etc.,  containing  the 
substance. 

In  fig.  lY,  a  represents  a  beaker  with  ground  and  greased  rim, 
and  filled  to  one-fourth  or  one-third  with  concentrated  sulphuric 
acid ;  5  is  a  ground-glass  plate ;  c  is  a  bent  wire  of  lead,  which 
serves  to  support  the  watch-glass  containing  the  substance. 

Fig.  18  represents  a  readily  portable  desiccator,  used  more  par- 
ticularly to  receive  crucibles  in  course  of  cooling,  and  carry  them 
to  the  balance.  The  instrument  consists  of  a  box  made  of  strong 
glass ;  the  lid  must  be  ground  to  shut  air-tight ;  the  place  on  which 
it  joins  is  greased  with  tallow.     The  outer  diameter  of  my  boxes 
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is  105  mm. ;  the  sides  are  6  mm.  tliick.  The  aperture  has  a  diam- 
eter of  80  mm. ;  the  box  up  to  the  small  part  is  65  mm.  high ;  the 
lid  has  the  same  height ;  the  small  part 
itself  is  15  mm.  high,  and  ground  to  a 
slightly  conical  shape.  A  brass  ring, 
with  rim,  fits  exactly  into  the  aperture ; 
the  rim  must  not  project  beyond  the 
glass.  The  ring  beai-s  a  tiiangle  of 
iron,  or,  better,  platinum  wire,  intended 
for  the  reception  of  crucibles,  &c. 

The  body  which  it  is  intended  to 
dry  is  kept  exposed  to  the  action  of 
the  dry  air  in  the  glass,  until  it  shows 
no  further  diminution  of  weight.  Sub- 
stances upon  which  the  oxygen  of  the 
air  exercises  a  modifying  influence  are 
dried  in  a  similar  manner,  under  the 
exhausted  receiver  of  an  air-pump. 
Substances  which,  though  losing  no 
water  in  dry  air,  yet  give  off  ammonia, 
are  dried  over  quicklime,  mixed  with  some  chloride  of  ammonium 
in  powder,  and  consequently  in  an  anhydrous  ammoniacal  atmo- 
sphere. 

§28. 

d.  Substances  which  at  100°  completely  lose  their  moisture^ 
without  suffering  any  other  alteration,  such  as  hydrogen  potas- 
sium tartrate,  sugar,  etc.  These  are  dried  in  the  water-bath ;  in 
the  case  of  slow-drying  substances,  or  where  it  is  wished  to  expe- 
dite the  operation,  with  the  aid  of  a  cur- 
rent of  dry  air. 

Fig.  19  represents  the  water-bath 
most  commonly  used.  It  is  made  of 
sheet  copper.  The  engraving  renders 
a  detailed  description  unnecessary.  The 
inner  chamber,  c,  is  surrounded  on  five 
sides  by  the  outer  case  or  jacket,  d  e, 
■without  communicating  with  it.  The 
object  of  the  apertures  g  and  h  is  to  effect 
change  of  air,  which  purpose  they  answer  sufficiently  well.     When 


Fig.  19. 
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it  is  intended  to  use  the  apparatus,  the  outer  case  is  filled  to  about 
one-half  with  rain-water,  and  the  aperture  a  is  closed  with  a  perfor- 
ated cork,  into  which  a  glass  tube  is  fitted  ;  the  aperture  h  is  entirely 
closed.  If  the  apparatus  is  intended  to  be  heated  over  charcoal,  it 
should  have  a  length  of  about  20  cm.  from  d  to  /;  but  if  over  a 
gas-,  spirit-,  or  oil-lamp,  it  should  be  only  about  13  cm.  long.  In 
the  former  case,  the  inner  chamber  is  IT  cm.  deep,  14  cm.  broad, 
and  10  cm.  high ;  in  the  latter  case,  it  is  10  cm.  deep,  9  cm.  broad, 
and  6  cm.  high.  The  temperature  in  the  inner  chamber  never 
quite  reaches  100° ;  to  bring  it  up  to  100°,  F.  Rochledeb  has  sug- 
gested to  close  1)  \^ith  a  double-limbed  tube,  the  outer  longer  limb 
of  which  dips  into  a  cylinder  filled  with  water ;  a  is  in  that  case 
closed  with  a  perforated  cork  bearing  a  sufiiciently  tall  funnel 
tube,  which  fits  air-tight  in  the  cork.  The  lower  end  of  this  tube 
reaches  down  to  one  inch  from  the  bottom. 

In  large  analytical  laboratories  water  is  usually  kept  boiling  all 
day  long,  for  the  production  of  distilled  water.  The  boilers  used 
in  my  own  laboratory  have  the  shape  of  somewhat  oblong  square 
boxes,  about  120  cm.  long,  60  cm.  broad,  and  24  cm.  high ;  the 
front  of  the  boiler  has  soldered,  into  it,  one  above  the  other,  two 
rows  of  drying  chambers,  of  the  kind  shown  in  fig.  19.  Tliis 
gives  so  many  ovens  that,  almost  every  student  may  have  one  for 
his  special  use.  Most  of  these  ovens  ai'e  from  11  to  12  cm.  deep 
and  broad,  and  8  cm.  high ;  some  of  them,  however,  are  16  cm. 
deep  and  broad,  to  enable  them  to  receive  large-sized  dishes.  The 
substances  to  be  dried  are  usually  put  on  double  watch-glasses, 
laid  one  within  the  other,  which  are  placed  in  the  oven,  and  the 
door  is  then  closed.  In  the  subsequent  process  of  weighing,  the 
upper  glass,  which  contains  the  substance,  is  covered  with  the 
lower  one.     The  glasses  must  be  quite  cold  before  they  are  placed 

on  the  scale.  In  cases 
where  we  have  to  deal  with 
hygroscopic  substances,  the 
reabsorption  of  water  upon 
cooling  is  prevented  by  the 
selection  of  close-fitting 
jij    2(j  glasses,    which    are    held 

tight  together  by  a  clasp 
(fig.  20),  and  allowed  to  cool  with  their  contents  under  a  bell- 
glass  over  sulphuric  acid  (see  fig,  16).     These  latter  instructions 
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apply  equally  to  the  process  of  drying  conducted  in  other  appa- 
ratus. 

The  clasp  used  for  keeping  the  watch-glasses  pressed  together 
— and  which  in  all  cases  wliere  it  is  intended  to  ascertain  the  loss 
of  weight  whicli  a  substance  suffers  on  desiccation,  is  to  be  looked 
upon  as  belonging  to  the  glasses,  and  must  accordingly  be  weighed 
with  thein — is  constructed  of  two  strips  of  thin  brass  plate,  about 
10  cm.  long,  and  1  cm.  wide,  which  are  laid  the  one  over  the 
other,  and  soldered  together  at  the  ends,  to  the  extent  of  5  to  6  mm. 

The  following  apparatus  (fig.  21)  serves  for  drying  substances 
in  a  current  of  air : — 


Fig-  21 


a  represents  a  flask  filled  to  one-third  with  concentrated  sul- 
phuric acid ;  c  a  glass  vessel  (commonly  called  a  Liebig's  drying- 
tube),  and  d  a  tin  vessel  provided  with  a  stop-cock  at  e,  and 
arranged  in  other  respects  as  the  cut  shows. 

h,  ?',  represents  a  small  tin  vessel,  containing  water  and  covered 
with  a  lid ;  two  apertures  are  cut  into  the  border  of  the  latter,  to 
receive  the  ascending  limbs  of  c. 

The  tube  c  is  first  weighed  with  the  substance,  then  placed  in 
the  water-bath,  /*,  i,  which  is  placed  over  a  spirit-  or  gas-lamp ; 
the  aspirator  d  is  then  filled  with  water,  and  c  connected  with  the 
flask  a  by  the  perforated  cork  g,  and  with  d  ])j  means  of  a  caout- 
chouc tube,/.  If  the  stop-cock  e  he  now  opened  so  as  to  cause  tlie 
water  to  drop  from  d,  the  air  M'ill  pass  tlirough  tlie  tube  h,  and 
after  being  deliydrated  by  tlie  sulphuiic  acid,  will  pass  over  the 
heated  substance  in  c.  After  the  operation  has  been  continued 
for  some  time,  it  is  interrupted  for  the  purpose  of  weighing  the 
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tube  c  and  its  contents,  and  then  resumed  again,  and  continued 
until  the  weight  of  c  (and  its  contents)  remains  stationary.  The 
current  of  cold  air  exercising  its  constant  cooling  action  upon  the 
substance,  the  latter  never  really  reaches  100°.  It  is,  therefore, 
sometimes  advisable  to  substitute  for  the  vcater  in  the  bath  a  satu- 
rated solution  of  common  salt. 

With  this  substitution,  the  apparatus  represented  in  fig.  21 
will  be  found  to  effect  its  purpose  the  most  expeditiously.  It  is 
not  adapted,  however,  for  drying  such  substances  as  have  a  ten- 
dency to  fuse  or  agglutinate  at  100°. 


§29. 

e.  Suhstances  wJiich  persistently  retain  moisture  at  100°,  or 
become  completely  dry  only  after  a  very  long  time  /  hut  which  are 
decomposed  hy  a  red  heat. 

The  desiccation  of  such  substances  is  effected  in  the  air-bath  or 
oil-bath,  the  temperature  being  raised  to  110-120°,  and  still  higlier, 

and,  according  to  circumstances, 
with  or  without  application  of  a 
current  of  air,  carbon  dioxide, 
or  hydrogen. 

Figs.  22  and  23  represent  two 
air-baths  of  simple  construction ; 
the  former  (fig.  22)  adapted  for 
the  desiccation  of  a  single  sub- 
stance, the  latter  suited  for  the 
simultaneous  drying  of  several 
substances. 

In  fig.  22,  ^  is  a  box  of  strong 
sheet  copper,  about  11  cm.  high, 
and  9  cm.  in  diameter.  The  box 
is  closed  with  the  loose-fitting 
cover  B,  which  is  provided  with  a 
narrow  rim,  and  has  two  aper- 
tures, C  and  E ;  C  is  intended 
J.J    22  ^'^  receive  the  thermometer  D, 

which  is  fitted  into  it  by  a  per- 
forated cork,  ^affords  an  exit  to  the  aqueous  vapors,  and  is,  ac- 
cording to  circumstances,  either  left  open,  or  loosely  closed.     In 
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the  interior  of  the  box,  about  half-way  up,  are  fixed  three  pins, 
supporting  a  triangle  of  moderately  stout  wire,  upon  which  the 
crucible  with  the  substance  is  placed  uncovered.  The  bulb  of  the 
thermometer  approaches  the  crucible  as  closely  as  possible,  but 
without  touching  the  triangle.  The  heating  is  effected  by  means 
of  a  gas-  or  spirit-lamp.  When  the  apparatus  has  cooled  sufficient- 
ly to  allow  its  being  laid  hold  of  without  inconvenience,  the  lid  is 
removed,  the  crucible,  which  is  still  warm,  taken  out,  covered,  and 
allowed  to  cool  in  a  desiccator ;  and  weighed  when  cold. 

In  fig.  23,  (Z  5  is  a  case  of  strong  sheet  copper,  with  riveted  or 
locked  joints,  of  a  width 
and  depth  of  15  to  20  cm., 
and  corresponding  height. 
The  aperture  c  is  intended 
to  receive  a  perforated 
cork,  into  which  is  fixed 
a  thermometer,  d,  which 
reaches  into  the  interior 
of  the  case ;  within  is  a 
shelf,  on  which  are  placed 
the  watch-glasses  with  the 
substances  to  be  dried. 
The  case  is  heated  by  means 
of  a  gas-,  spirit-,  or  oil-lamp. 
When  the  temperature  has 
once  reached  the  intended 
point,  it  is  easy  to  maintain 
it  pretty  constant,  by  regu- 
lating the  flame.*  In  order  to  limit  as  much  as  possible  the  cooling 
from  without,  it  is  advisable  to  put  over  the  whole  apparatus  a 
pasteboard  hood  with  a  movable  front. 

[The  air-bath,  fig.  23,  by  a  slight  alteration,  may  serve  for  de- 
siccating in  a  stream  of  dry  air.  For  this  purpose,  cut  a  circular 
orifice,  35  ram.  wide,  in  eacli  end  of  the  copper  chamber,  and  rivet 
over  each  orifice  a  copper  tube  or  ring  of  corresponding  diameter, 
and  25  mm.  long.  Fit  a  glass  tube  of  21)  mm.  diameter,  by  means 
of  perforated  corks,  into  these  openings,  so  that  it  shall  traverse 
the  chamber  and  project  40-50  mm.  beyond  the  corks  at  each  end. 

*  With  a  gas-lamp,  Kemp's  regulator  improved  by  BuQsen,  may  advaata- 
goously  be  used  to  obtain  constant  temperatures. 


Fig.  88. 
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The  copper  tubes  should  be  so  adjusted  that  the  glass  tube  shall 
stand  horizontally  in  the  chamber,  at  the  same  height  as  the  ther- 
mometer bulb  and  just  behind  it.  To  produce  the  current  of  dry 
air  one  of  the  projecting  ends  of  the  wide  tube  is  connected  by  a 
narrow  glass  tube  and  perforated  cork,  with  an  aspirator  as  in  fig. 
21,  the  Other  with  a  large  calcium  chloride  tube ;  the  water  of  the 
aspirator  is  allowed  to  run  off  somewhat  rapidly  at  first,  more 
slowly  afterwards.  The  end  of  the  tube  that  delivers  the  air  into 
the  wide  tube  is  recurved,  so  that  the  substance  within  shall  not 
be  carried  away  in  the  current. 

The  substance  to  be  dried  is  weighed  out  in  a  tray  of  platinum 
or  porcelain,  fig.  24,  which  is  pushed  within  the  wide  glass  tube 

by  help  of  a  wire.  When  the  sub- 
stance is  hygroscopic,  the  tray  is 
placed  horizontally  within  a  test- 
tube,  which  is  corked  while  the 
weight  is  being  ascertained.  The  substance  and  tray,  after  drying, 
maybe  cooled  in  the  same  test-tube;  in  that  case  just  before  put- 
ting on  the  balance,  the  cork  should  be  removed  momentarily  to 
allow  the  tube  to  fill  with  air.  J 

§30. 

The  copper  apparatus  represented  in  fig.  19,  when  made  with 
brazed  joints,  can  be  employed  also  as  a  paraffine-bath ;  when  used 
for  that  purpose,  the  outer  case  is  filled  to  two-thirds  with  par- 
atiine.  To  note  the  temperature,  a  thermometer  is  inserted,  by 
means  of  a  perforated  cork,  in  the  aperture  a ;  with  the  bulb 
reaching  nearly  to  the  bottom,  or,  at  all  events,  entirely  immersed 
in  the  paraffine. 

Many  organic  substances,  when  dried  at  a  somewhat  high  tem- 
perature, suffer  alteration  by  the  action  of  the  atmospheric  oxygen. 
In  the  desiccation  of  such  substances,  oxygen  must  accordingly  be 
excluded. 

[The  drying  of  such  bodies  is  conducted  as  just  described  in 
the  modified  air-bath,  but  in  a  stream  of  dried  and  purified  hydro- 
gen or  carbonic  acid  (see  §  29).  The  gas  is  evolved  from  a  self- 
regulating  generator  (see  fig.  50),  §  108. 
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§31. 

f.  Substances  which  svffer  no  alteration  at  a  red  heat,  sucli  as 
bnrivim  sulphate,  pearlash,  etc.,  are  very  readily  freed  from  mois- 
tui-e.  They  need  simply  be  heated  in  a  platinum  or  porcelain 
crucible  over  a  gas  or  spirit-lamp  until  the  desired  end  is  attained. 
The  crucible,  having  first  been  allowed  to  cool  a  little,  is  put,  still 
hot,  under  a  desiccator,  and  finally  weighed  %\hen  cold. 

III.  Geneeal  Peoceduee  in  Quantitative  Analyses. 

§32. 

It  is  important,  in  the  first  place,  to  observe  that  we  embrace 
in  the  following  general  analytical  method  only  the  separation  and 
determination  of  the  metals  and  their  combinations  with  the 
metalloids,  and  of  the  inorganic  acids  and  salts.  With  respect  to 
the  quantitative  analysis  of  other  compounds,  it  is  not  easy  to  lay 
down  a  universally  applicable  method,  except  that  their  constitu- 
ents usually  require  to  be  converted  first  into  acids  or  bases,  before 
their  separation  and  estimation  can  be  attempted ;  this  is  the  case, 
for  instance,  with  phosphorus  sulphide,  sulphur  chloride,  iodine 
chloride,  nitrogen  sulphide,  &c. 

The  quantitative  analysis  of  a  substance  presupposes  an  accurate 
knowledge  of  the  properties  of  the  same,  and  of  the  nature  of  its 
several  constituents.  These  data  will  enable  the  operator  at  once 
to  decide  whether  the  direct  estimation  of  each  individual  constitu- 
ent is  necessary;  whether,  he  need  operate  only  on  one  portion 
of  the  substance,  or  whether  it  would  be  advantageous  to  deter- 
mine each  constituent  in  different  portions.  Let  us  suppose,  for 
instance,  we  have  a  mixture  of  sodium  chloride  and  anhydrous 
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sodium  sulphate,  and  wish  to  ascertain  the  proportion  in  which 
these  two  substances  are  mixed.  Here  it  would  be  superfiuous  to 
determine  each  constituent  directly,  since  the  determination  either 
of  the  quantity  of  the  chlorine,  or  of  the  sulphuric  acid,  is  quite 
sufficient  to  answer  the  purpose  ;  still  the  estimation  of  both  the 
chlorine  and  the  sulphur  trioxide  will  afford  us  an  infallible  con- 
trol for  the  correctness  of  our  analysis ;  since  the  united  weights 
of  these  two  substances,  added  to  the  sodium  and  soda  respectively 
equivalent  to  them,  must  be  equal  to  the  weight  of  the  substance 
taken. 
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These  estimations  may  be  made,  either  in  one  and  the  same 
portion  of  the  mixture,  by  first  precipitating  the  suiphiiric  acid 
with  barium  nitrate,  and  subsequently  the  hydrochloric  acid  from 
the  filtrate  with  solution  of  silver  nitrate  ;  or  a  separate  portion  of 
the  mixture  may  be  appropriated  to  each  of  these  two  operations. 
Unless  there  is  some  objection  to  its  use  {e.fj.^  deficiency  or  hetero- 
geneousness  of  substance),  the  latter  method  is  more  convenient 
and  generally  yields  more  accurate  results  ;  since,  in  the  former 
method,  the  unavoidable  washing  of  the  first  precipitate  swells  the 
amount  of  liquid  so  considerably  that  the  analysis  is  thereby 
delayed,  and,  moreover,  loss  of  substance  less  easily  guarded 
against. 

Before  beginning  all  analyses,  at  least  those  of  a  more  complex 
nature,  the  student  should  write  out  an  exact  plan,  and  accurately 
note  on  paper,  during  the  entire  process,  everything  that  he  does. 
It  is  in  the  highest  degree  unwise  to  rely  on  the  memory  in  a  com- 
plicated analysis.  When  students,  who  imagine  they  can  do  so, 
come,  a  week  or  a  fortnight  after  they  have  begun  their  analysis, 
to  work  out  the  results,  they  find  generally  too  late  that  they  have 
forgotten  much,  which  now  appears  to  them  of  importance  to 
know.  The  intelligent  pursuit  of  chemical  analysis  consists  in  the 
projecting  and  accurate  testing  of  the  plan  ;  acuteness  and  the 
power  of  passing  in  review  all  the  influencing  chemical  relations 
must  here  support  each  other.  He  who  works  without  a  thor- 
oughly thought-out  plan,  has  no  right  to  say  he  is  practising  chem- 
istry ;  for  a  mere  unthinking  stringing  together  of  a  series  of  filtra- 
tions,  evaporations,  ignitions,  and  weighings,  howsoever  well  these 
several  operations  may  be  performed,  is  not  chemistry. 

"VVe  will  now  proceed  to  describe  the  various  operations  consti- 
tuting the  process  of  quantitative  analysis. 

§  33. 

1.  "Weighing  the  Substance. 

The  amount  of  matter  required  for  the  quantitative  analysis  of  a 
substance  depends  upon  the  nature  of  its  constituents ;  it  is,  there- 
fore, impossible  to  lay  down  rules  for  guidance  on  this  point. 
Half  a  gramme  of  sodium  chloride,  and  even  less,  is  sufficient  to 
efi'ect  the  estimation  of  the  chlorine.  For  the  quantitative  analy- 
sis of  a  mixture  of  common  salt  and  anhydrous  sodium  sulphate,  1 
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gramme  will  suffice  ;  whereas,  in  the  case  of  ashes  of  plants,  com- 
plex minerals,  &c.,  3  or  4  grammes,  and  even  more,  are  required. 
1  to  3  grm.  can  therefore  be  indicated  as  the  average  quantity 
suitable  in  most  cases.  For  the  estimation  of  constituents  present 
in  very  minute  proportions  only,  as,  for  instance,  sodium  and 
potassium  in  limestones,  phosphorus  or  sulphur  in  cast-iron,  &c., 
much  greater  quantities  are  often  required — 10,  20,  or  50  grammes. 

The  greater  the  amount  of  substance  taken  the  more  accurate 
will  be  the  analysis  ;  the  smaller  the  quantity,  the  sooner,  as  a  rule, 
will  the  analysis  be  finished.  We  would  advise  the  student  to 
endeavor  to  combine  accuracy  with  economy  of  time.  The  less 
substance  he  takes  to  operate  upon,  the  more  carefully  he  ought  to 
weigh ;  the  larger  the  amount  of  substance,  the  less  harm  can 
result  from  slight  inaccuracies  in  weighing.  Somewhat  large 
quantities  of  substance  are  generally  weighed  to  1  milligramme  ; 
minute  quantities,  to  ^V  ^f  a  milligramme. 

If  one  portion  of  a  substance  is  to  be  weighed  off,  we  first 
weigh  two  watch-glasses  M-hich  fit  on  each  other,  or  else  an  empty 
platinum  crucible  with  lid,  then  we  put  some  substance  in,  and 
weigh  again  ;  the  difference  between  the  two  weighings  gives  the 
weight  of  the  substance  taken. 

If  several  quantities  of  a  substance  are  to  be  operated  upon, 
the  best  way  is  to  weigh  off  the  several  portions  successively; 
which  may  be  accomplished  most  readily  by  weighing  in  a  glass 
tube,  or  other  appropriate  vessel,  the  whole  amount  of  substance, 
and  then  shaking  out  of  the  tube  the  quantities  requii-ed  one 
after  another  into  appropriate  vessels,  weighing  the  tube  after  each 
time. 

The  work  may  often  also  be  materially  lightened,  by  weighing 
off  a  larger  portion  of  the  substance,  dissolving  this  to  ^,  ^  or  1 
litre,  and  taking  out  for  the  several  estimations  aliquot  parts,  with 
the  50  or  100  c.c.  pipette.  The  first  and  most  essential  condition 
of  this  proceeding,  of  course,  is  that  the  pipettes  nmst  accurately 
correspond  with  the  measuring  flasks  (§§  18  and  20). 

§34. 

2.  Estimation  of  the  Watee. 

If  the  substance  to  be  examined — after  having  been  freed  from 
moisture  by  a  suitable  drying  process  (^§  2(»-;32) — contains  water. 
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it  is  usual  to  begin  by  determining  the  amount  of  tbis  water.  This 
operation  is  generally  simple  ;  in  some  instances,  however,  it  has 
its  difficulties.  This  depends  upon  various  circumstances,  viz., 
whether  the  compounds  intended  for  analysis  yield  their  water 
readily  or  not ;  whether  they  can  bear  a  red  heat  without  suffering 
decomposition ;  or  whether,  on  the  contrary,  they  give  off  other 
volatile  substances,  besides  water,  even  at  a  lower  temperature. 

The  correot  hnowledge  of  the  constitution  of  a  compound 
depends  frequently  upon  the  accurate  estimation  of  the  water  con- 
tained in  it ;  in  many  cases — for  instance,  in  the  analysis  of  the 
salts  of  known  acids — the  estimation  of  the  water  contained  in  the 
analyzed  compound  suffices  to  enable  us  to  deduce  the  formula. 
The  estimation  of  the  water  contained  in  a  substance  is,  thei-efore, 
one  of  the  most  important,  as  well  as  most  frequently  occurring 
operations  of  quantitative  analysis.  The  proportion  of  water  con- 
tained in  a  substance  may  be  determined  in  two  ways,  viz.,  a,  from 
the  diminution  of  weight  consequent  upon  the  expulsion  of  the 
water ;  i,  by  weighing  the  amount  of  water  expelled. 

§  35. 

a.    ESTIKATION   OF   THE    "WaTEE   FEOM   THE   LoSS    OF   WeIGHT. 

This  method,  on  account  of  its  simplicity,  is  most  frequently 
employed.  The  modus  operandi  depends  upon  the  nature  of  the 
substance  under  examination. 

a.  The  substance  hears  ignition  without  losing  other  Constituents 
besides  Water,  and  without  absorbing  Oxygen. 

The  substance  is  weighed  in  a  platinum  or  porcelain  crucible, 
and  placed  over  the  gas-  or  spirit-lamp  ;  the  heat  should  be  very 
gentle  at  first,  and  gradually  increased.  When  the  crucible  has 
been  maintained  some  time  at  a  red  heat,  it  is  allowed  to  cool  a 
little,  put  still  warm  under  the  desiccator,  and  finally  weighed  when 
cold.  The  ignition  is  then  repeated,  and  the  weight  again  ascer- 
tained. If  no  further  diminution  of  weight  has  taken  place,  the 
process  is  at  at  end,  the  desired  object  being  fully  attained.  But 
if  the  weight  is  less  than  after  the  first  heating,  the  operation  must 
be  repeated  until  the  weight  remains  constant. 

In  the  case  of  silicates,  the  heat  must  be  raised  to  a  very  high 


§   35.]  ESTIMATION   OF   WATER.  59 

degree,  since  many  of  them  {e.g.  talc,  steatite,  nephrite)  only  begin 
at  a  red  heat  to  give  off  water,  and  require  a  yellow  heat  for  i\v 
complete  expulsion  of  that  constituent.  (Th.  Scheeeee.*)  Such 
bodies  are  therefore  ignited  over  a  blast-lamp. 

In  the  case  of  substances  that  have  a  tendency  to  puff  off,  or  to 
spirt,  a  small  flask  or  retort  may  sometimes  be  advantageously  sub- 
stituted for  the  crucible.  Care  must  be  taken  to  remove  the  last 
traces  of  aqueous  vapor  from  the  vessel,  by  suction  through  a  glass 
tube. 

Decrepitating  salts  (sodium  chloride,  for  instance)  are  put — 
finely  pulverized,  if  possible — in  a  small  covered  jjlatinum  crucible, 
which  is  then  placed  in  a  large  one,  also  covered ;  the  whole  is 
weighed,  then  heated,  gently  at  first  for  some  time,  then  more 
strongly  ;  finally,  after  cooling,  weighed  again. 

/S.   The    suhstance   loses  on    ignition    other    Constituents   iesides 
Water  (Boracio  Acid,  Sulphuric  Acid,  Silicon  Fluoride,  c&c). 

Here  the  analyst  has  to  consider,  in  the  first  place,  whether  the 
water  may  not  be  expelled  at  a  lower  degree  of  heat,  which  does 
not  involve  the  loss  of  other  constituents.  If  this  may  be  done, 
the  substance  is  heated  either  in  the  water-bath,  or  where  a  higher 
temperature  is  required,  in  the  air-bath  or  oil-bath,  the  tempera- 
ture being  regulated  by  the  thermometer.  The  expulsion  of  the 
water  may  be  promoted  by  the  co-operation  of  a  current  of  air 
(compare  §§  29  and  30) ;  or  by  the  addition  of  pure  dry  sand  to 
the  substance,  to  keep  it  porous. f  The  process  must  be  continued 
under  these  circumstances  also,  until  the  weight  remains  constant. 

In  cases  where,  for  some  reason  or  other,  such  gentle  heating 
is  insuflicient,  the  analyst  has  to  consider  whether  the  desired  end 
may  not  be  attained  at  a  red  heat,  by  adding  some  substance  that 
will  retain  the  volatile  constituent  whose  loss  is  apprehended. 
Thus,  for  instance,  the  crystallized  sulphate  of  alumina  loses  at  a 
red  heat,  besides  water,  also  sulphuric  acid ;  now,  the  loss  of  the 
latter  constituent  may  be  guarded  against  by  adding  to  the  sul- 
phate an  excess  (about  six  times  the  quantity)  of  finely  pulverized, 
recently  ignited,  pure  lead  oxide.  But  the  addition  of  this  sub- 
stance will  not  prevent  the  escape  of  silicon  fluoride  from  silicates 
when  exposed  to  a  red  heat  (List:):). 

*Jahresber.  von  Liebig  u.  Kopp,  1851,  610. 

t  Ann.  d.  Cliem.  u.  Pliarm.  53,  233.        |  Ibid.  81,  189. 
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Thus  again,  the  amount  of  water  in  commercial  iodine  may  be 
determined  by  triturating  the  iodine  together  with  eight  times  the 
quantity  of  mercury,  and  drying  the  mixture  at  100°  (Bolley*). 

y.  The  substance  contains  several  differently  combined  quantities 
of  Water  which  require  different  Degrees  of  Temperature 
for  Expulsion. 

Substances  of  this  nature  are  heated  first  in  the  water-bath, 
until  their  weight  remains  constant ;  they  are  then  exposed  in  the 
oil-  or  air-bath  to  150°,  200°,  or  250°,  &c.,  and  finally,  when  prac- 
ticable, ignited  over  a  gas-  or  spirit-lamp.  [In  such  experiments, 
it  is  best  to  proceed  as  described,  §  29,  p.  53,  viz.,  to  heat  in  a  cur- 
rent of  dried  air,  hydrogen,  or  carbon  dioxide.] 

In  this  manner  differently  combined  quantities  of  water  may 
be  distinguished,  and  their  respective  amounts  correctly  estimated. 
Thus,  for  instance,  crystallized  sulphate  of  copper  contains  28'87 
per  cent,  of  Water,  which  escapes  at  a  temperature  below  140°,  and 
7'22  per  cent.,  which  escapes  only  at  a  temperature  between  220° 
and  260°. 

S.  When  the  sid)stance  has  a  tendency  to  absorb  oxygen  (from 
the  presence  of  ferrous  compounds,  for  instance)  the  water  is  bet- 
ter determined  in  the  direct  way,  than  by  the  loss.     (§  36.) 

§36. 

b.    ESTMATION   OF   "WatER   BY    DiEECT   WEIGHING. 

This  method  is  resorted  to  by  way  of  control,  or  in  the  case  of 
substances  which,  upon  ignition,  lose,  besides  water,  other  con- 
stituents, which  cannot  be  retained  even  by  the  addition  of  some 
other  substance  (e.g.,  carbon  dioxide,  oxygen),  or  in  the  case  of 
substances  containing  bodies  inclined  to  oxidation  {e.g.,  ferrous 
compounds).  The  principle  of  the  method  is  to  expel  the  water 
by  the  application  of  a  red  heat,  so  as  to  admit  of  the  condensa- 
tion of  the  aqueous  vapor,  and  the  collection  of  the  condensed 
water  in  an  appropriate  apparatus,  partly  physically,  partly  by  the 
agency  of  some  hygroscopic  substance.  The  increase  in  the  weight 
of  this  apparatus  represents 'the  quantity  of  the  water  expelled. 

The  operation  may  be  conducted  in  various  ways  ;  the  follow- 
ing is  one  of  the  most  appropriate  : — 

*DingIer's  Polyt.  Journ.,  136,  39. 
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B,  fig.  25  represents  a  gasometer  filled  with  air ;  5  a  flask  half- 
filled  with  concentrated  sulphuric  acid ;  o  and  a  o  are  calcium  chlo- 
ride tubes ;  ^  is  a  bulb-tube. 


Fig.  25. 

The  substance  intended  for  examination  is  weighed  in  the  per 
fectly  dry  tube  d,*  which  is  then  connected  Mdth  o  and  the 
weighed  calcium  chloride  tube  ao,  by  means  of  sound  and  well- 
dried  perforated  corks. 

The  operation  is  commenced  by  opening  the  stop-cock  of  the 
gasometer  a  little,  to  allow  the  air,  which  loses  all  its  moisture  in  5 
and  c,  to  pass  slowly  through  d ;  the  tube  d  is  then  heated  to  be- 
yond the  boiling-point  of  water,  by  holding  a  lamp  towards  f, 
taking  care  not  to  burn  the  cork ;  and  finally,  the  bulb  which  con- 
tains the  substance  is  exposed  to  a  low  red  heat,  the  temperature 
aty  being  maintained  all  the  while  at  the  point  indicated.  When 
the  expulsion  of  the  water  has  been  accomplished,  a  slow  current 
of  air  is  still  kept  up  till  the  bulb-tube  is  cold ;  the  apparatus  is 
then  disconnected,  and  the  calcium  chloride  tube  ao,  weighed. 
The  increase  in  the  weight  of  this  tube  represents  the  quantity  of 
water  oiiginally  present  in  the  substance  examined. 

*  [It  is  usually  better  to  -weigh  off  the  substance  into  a  tray  or  boat  of  porce- 
lain or  platinum,  and  place  this  within  a  straight  tube  of  hard  glass  and  ignit» 
by  means  of  a  tube  furnace.] 
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The  empty  bulb  a,  in  which  the  greater  portion  of  the  water 
collects,  has  not  only  for  its  object  to  prevent  the  liquefaction  of 
the  calcium  chloride,  but  enables  the  analyst  also  to  test  the  con- 
densed water  as  to  its  reaction  and  purity. 

The  apparatus  may,  of  course,  be  modified  in  various  ways ; 
thus,  the  chloride  of  calcium  tubes  may  be  U-shaped ;  a  U-tube, 
filled  with  pieces  of  pumice-stone  saturated  with  sulphuric  acid, 
may  be  substituted  for  the  flask  with  sulphuric  acid ;  and  the  gaso- 
meter may  be  replaced  by  an  aspirator  (tig.  21)  joined  to  o. 

The  expulsion  of  the  aqueous  vapor  from  the  tube  containing 
the  substance  under  examination,  into  the  calcium  chloride  tube, 
may  be  effected  also  by  other  means  than  a  current  of  air  sup- 
plied by  a  gasometer  or  aspirator ;  viz.-,  the  substance  under  ex- 
amination may  be  heated  to  redness  in  a  perfectly  dry  tube,  to- 
gether with  lead  carbonate,  since  the  carbon  dioxide  escaping 
from  the  latter  at  a  red  heat,  serves  here  the  same  purpose  as  a 
stream  of  air.  This  method  is  principally  applied  in  cases  where 
it  is  desirable  to  retain  an  acid  which  otherwise  would  volatilize 
together  with  the  water ;  thus,  it  is  applied,  for  instance,  for 
the  direct  estimation  of  the  water  contained  in  acid  potassium 
sulphate. 


Fig.  26. 

Fig.  26.  represents  the  disposition  of  the  apparatus. 

(2  5  is  a  common  combustion  furnace  ;  cf  a  tube  filled  as  fol- 
lows : — from  c  to  d  with  lead  carbonate,*  from  d  to  e  the  substance 
intimately  mixed  with  lead  carbonate,  and  from  e  to ^/ pure  lead  car- 
bonate. The  calcium  chloride  tube  g,  being  accurately  weighed, 
is  connected  with  the  tube  cf,  by  means  of  a  well-dried  perfo- 
rated cork,f. 

The  operation  is  commenced  by  surrounding  the  tube  with  red- 

*  The  lead  carbonate  must  have  been  previously  ignited  to  incipient  decom- 
position, and  cooled  in  a  closed  tube. 
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hot  charcoal,  advancing  from  f  toward  c ;  the  fore  part  of  the 
tube  wliich  protrudes  from  the  furnace  should  be  maintained  at  a 
degree  of  heat  which  barely  permits  the  operator  to  lay  hold  of  it 
witli  his  fingers.  All  further  particulars  of  this  operation  will  be 
found  in  the  chapter  on  organic  elementary  analysis.  The  mix- 
ing is  performed  best  in  the  tube  with  a  wire.  The  tube  cf  may 
be  short  and  moderately  narrow. 

The  volatilization  of  an  acid  cannot  in  all  cases  be  prevented 
by  lead  oxide ;  thns,  for  instance,  wo  could  not  determine  the 
water  in  crystallized  boracicacid  by  the  above  process.  This  could 
readily  be  done,  however,  by  igniting  the  acid  mixed  with  excess 
of  dry  sodium  carbonate  in  a  glass  tube  drawn  out  behind  in  the 
form  of  a  beak,  receiving  the  water  in  a  calcium  chloride  tube, 
and  transferring  the  final  residue  of  aqueous  vapor  into  the  Ca  C1, 
tube  by  suction,  after  tlie  point  of  the  beak  has  been  broken  off. 
(See  Organic  Analysis.) 

The  foregoing  methods  for  the  direct  estimation  of  water  do 
not,  however,  yet  embrace  all  cases  in  which  those  described 
in  §  35  are  inapplicable ;  since  they  can  be  employed  only  if  the 
substances  escaping  along  with  the  water  are  such  as  will  not 
wholly  or  partly  condense  in  the  calcium  chloride  tube  (or  in  a 
tube  containing  fused  potassa,  or  one  filled  with  pumice-stone  satu- 
rated with  sulphuric  acid,  which  might  be  used  instead).  Thus 
they  are  perfectly  well  adapted  for  determining  the  water  in  the 
basic  zinc  carbonate,  but  they  cannot  be  applied  to  determine  the 
water  in  sodium  ammonium  sulphate.  With  substances  lilie  the 
latter,  we  must  either  have  recourse  to  the  processes  of  organic 
elementary  analysis,  or  we  must  rest  satisfied  with  the  indirect 
estimation  of  the  water. 

§87. 
3.  Solution  of  Substances. 

Before  pursuing  the  analytical  process  further,  it  is  in  most 
cases  necessary  to  obtain  a  solution  of  the  substance.  This  opera- 
tion is  simple  where  the  body  may  be  dissolved  by  direct  treat- 
ment with  water,  or  acids,  or  alkalies,  &c. ;  but  it  is  more  compli- 
cated in  cases  where  the  body  requires  fluxing  as  an  indispensable 
preliminaiy  to  solution. 

When  we  have  mixed  substances  to  operate  upon,  the  compo- 
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nent  parts  of  -which  behave  differently  with  solvents,  it  is  not  by 
any  means  necessary  to  dissolve  the  whole  substance  at  first ;  on 
the  contrary,  the  separation  may,  in  snch  cases,  be  often  effected, 
in  the  most  simple  and  expeditious  manner,  by  the  solvents  them- 
selves. Thus,  for  instance,  a  mixture  of  potassium  nitrate,  calcium 
carbonate,  and  barium  sulphate  may  be  readily  and  accurately 
analyzed  by  dissolving  out,  in  the  first  place,  the  potassium  nitrate 
with  water,  and  subsequently  the  calcium  carbonate  by  hydrochloric 
acid,  leaving  the  insoluble  barium  sulphate. 

§  38. 
a.  DiEECT  Solution. 

The  direct  solution  of  substances  is  effected,  according  to  cir- 
cumstances, in  beakers,  flasks,  or  dishes,  and  may,  if  necessary,  be 
promoted  by  the  application  of  heat ;  for  which  purpose  the  water- 
bath  will  be  found  most  convenient.  In  cases  where  an  open  fire, 
or  the  sand-bath,  or  an  irdn-plate  is  resorted  to,  the  analyst  must 
take  care  to  guard  against  actual  ebullition  of  the  fluid,  since  this 
would  render  a  loss  of  substance  from  spirting  almost  unavoidable, 
especially  in  cases  where  the  process  is  conducted  in  a  dish.  Fluids 
containing  a  sediment,  either  insoluble,  or,  at  least,  not  yet  dissolved, 
will,  when  heated  over  the  lamp,  often  bump  and  spirt  even  at 
temperatures  far  short  of  the  boiling-point. 

In  cases  Avhere  the  solution  of  a  substance  is  attended  with 
evolution  of  gas,  the  process  is  conducted  in  a  flask,  placed  in  a 
sloping  position,  so  that  the  spirting  drops  may  be  thrown  against 
the  walls  of  the  vessel,  and  thus  secured  from  being  carried  off 
with  the  stream  of  the  evolved  gas  ;  or  it  may  be  conducted  in  a 
beaker,  covered  with  a  large-sized  watch-glass,  which,  after  the 
solution  is  effected,  and  the  gas  expelled  by  heating  on  the  water- 
bath,  must  be  thoroughly  rinsed  with  the  washing-bottle. 

In  cases  where  the  solution  has  to  be  effected  by  means  of  con- 
centrated volatile  acids  (hydrochloric  acid,  nitric  acid,  aqua  regia), 
the  operation  should  never  be  conducted  in  a  dish,  but  always  in  a 
flask  covered  with  a  watch-glass,  or  placed  in  a  slanting  position, 
and  the  application  of  too  high  a  temperature  must  be  avoided. 
The  operation  should  always  be  conducted  also  under  a  hood,  with 
proper  draught,  to  can-y  off  the  escaping  acid  vapors.  In  my  own 
laboratory,  I  use  for  the  latter  purpose  the  following  simple  contriv- 
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ance  :  a  leaden  pipe,  permanently  fixed  in  a  convenient  position, 
leads  from  the  working  table  through  the  wall  or  the  window- 
frame  into  the  open  air.  The  end  in  the  laboratory  is  connected 
with  one  of  the  mouths  of  a  two-necked  bottle  which  contains  a 
little  water.  The  other  mouth  of  the  bottle  is  closed  with  a  per- 
forated cork,  bearing  a  firmly-fixed  glass  tube  bent  at  a  right  angle  ; 
the  portion  of  the  tube  which  enters  the  bottle  must  not  dip  into 
the  water.  The  solution-flask  being  now  closed  with  a  perforated 
cork,  or  an  india-rubber  cap,  bearing  a  glass  tube,  connected  by 
means  of  india-rubber  with  the  bent  tube  in  the  double-necked 
bottle,  the  vapors  evolved  arc  carried  out  of  the  laboratory  without 
the  least  inconvenience  to  the  operator;  moreover,  no  receding  of 
fluid  upon  cooling  need  be  apprehended.  Instead  of  conveying 
the  vapors  away  through  a  tube  leading  into  the  open  air,  a  conical 
glass-tube  filled  with  pieces  of  broken  glass,  moistened  with  water 
or  solution  of  sodium  carbonate,  may  be  fixed  on  the  second  moiith 
of  the  double-necked  bottle.  I,  however,  prefer  the  other  method. 
In  some  cases,  it  is  advisable  also  to  conduct  the  escaping  vapors 
into  a  little  water,  and,  when  solu-tion  has  been  effected,  make  the 
water  recede  by  withdrawing  the  lamp,  since  this  will,  at  the  same 
time,  serve  to  dilute  the  solution  ;  care  must  be  taken,  however,  to 
guard  against  a  premature  receding  of  the  water  in  consequence  of 
an  accidental  cooling  of  the  solution  flask. 

It  is  often  necessary,  in  conducting  a  process  of  solution,  to 
guard  against  the  action  of  the  atmospheric  oxygen ;  in  such  cases, 
a  slow  stream  of  carbon  dioxide  is  transmitted  through  the  solu- 
tion-flask ;  in  some  cases  it  is  snflScient  to  expel  the  air,  by  simply 
first  putting  a  little  hydrogen  sodium  carbonate  into  the  flask,  con- 
taining an  excess  of  acid,  before  introducing  the  substance. 

§  39. 
b.  Solution,  peeceded  by  Fluxing. 

Substances  insoluble  in  water,  acids,  or  aqueous  alkalies,  usually 
require  decomposition  by  fluxing,  to  prepare  them  for  analysis. 
Substances  of  this  kind  are  often  met  with  in  the  mineral  kingdom  ; 
most  silicates,  the  sulphates  of  the  alkali-earth  metals,  chrome  iron- 
stone, &c.,  belong  to  this  class. 

The  object  and  general  features  of  the  process  of  fluxing  have 
already  been  treated  of  in  the  qualitative  part  of  the  present  work". 
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The  special  methods  of  conducting  this  important  operation  will 
be  described  hereafter  under  "  The  analysis  of  silicates,"  and  in 
the  proper  places  ;  as  a  satisfactory  description  of  the  process,  with 
its  various  modifications,  cannot  well  be  given  without  entering 
more  minutely  into  the  particular  circumstances  of  the  several 
siDecial  cases. 

Decomposition  by  fluxing  often  requires  a  higher  temperature 
than  is  attainable  with  a  spirit-lamp  with  double  draught,  or  with 
a  common  gas-lamp.  In  such  cases,  the  glass-blower's  lamp,  fed 
with  gas,  is  used  with  advantage. 

§  40. 

4.    CONVEESION   OP   THE    DISSOLVED    SljBSTAlICE    INTO    A  WEIGHABLE 

FoEM. 

The  conversion  of  a  substance  in  a  state  of  solution  into  a  form 
adapted  for  weighing  may  be  effected  either  by  evaporation  or  by 
precipitation.  The  former  of  these  operations  is  applicable  only 
in  cases  where  the  substance,  the  weight  of  which  we  are  desirous 
to  ascertain,  either  exists  already  in  the  solution  in  the  form  suit- 
able for  the  determination  of  its  weight,  or  may  be  converted  into 
such  form  by  evaporation  in  conjunction  with  some  reagent.  The 
solution  must,  moreover,  contain  the  substance  unmixed,  or,  at 
least,  mixed  only  with  such  bodies  as  are  expelled  by  evaporation 
or  at  a  red-heat.  Thus,  for  instance,  the  amount  of  sodium 
sulphate  present  in  an  aqueous  solution  of  that  substance  may  be 
ascertained  by  simple  evaporation ;  whilst  the  potassium  carbonate 
contained  in  a  solution  would  better  be  converted  into  potassium 
chloride,  by  evaporating  with  solution  of  ammonium  chloride. 

Precipitation  may  always  be  resorted  to,  whenever  the  substance 
in  solution  admits  of  being  converted  into  a  combination  which  is 
insoluble  in  the  menstruum  present,  provided  that  the  precipitate 
is  fit  for  determination,  which  can  never  be  the  case  unless  it  can 
be  washed  and  is  of  constant  composition. 

§41. 

a.   EVAPOEATIOIT, 

In  processes  of  evaporation  for  pharmaceutical  or  teclmico- 
chemical  purposes  the  principal  object  to  be  considered  is  saving 
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of  time  and  fuel;  but  in  evaporating  processes  in  quantitative 
analytical  researches  this  is  merely  a  subordinate  point,  and  the 
analyst  has  to  direct  his  principal  care  and  attention  to  the  means 
of  guarding  against  loss  or  contamination  of  tlie  substance  operated 
upon. 

The  simplest  ease  of  evaporation  is  when  we  have  to  concentrate 
a  clear  fluid,  without  carrying  the  process  to  dryness.  To  effect 
this  object,  the  fluid  is  poured  into  a  basin,  which  sliould  not  be 
filled  to  more  than  two-thirds.  Heat  is  then  applied  by  placing 
the  basin  either  on  a  water-bath,  sand-bath,  common  stove,  or 
heated  iron  plate,  or  over  the  flame  of  a  gas-  or  spirit-lamp,  care 
being  taken  always  to  guard  against  actual  ebullition,  as  this  in- 
variably and  xmavoidably  leads  to  loss  from  small  drops  of  fluid 
spirting  out.  Evaporation  over  a  gas-  or  spirit-lamp,  when  con- 
ducted with  proper  care,  is  an  expeditious  and  cleanly  process. 
Buksen's  gas-lamp  may  be  used  most  advantageously  in  opera- 
tions of  this  kind ;  a  little  wire-gauze  cap,  loosel}'  fitted  upon 
the  tube  of  the  lamp,  is  a  material  improvement.  By  means  of 
this  simple  arrangement  it  is  easy  to  produce  even  the  smallest 
flame,  without  the  least  apprehension  of  ignition  of  the  gas  within 
the  tube. 

If  the  evaporation  is  to  be  effected  on  the  water-bath,  and  the 
operator  happens  to  possess  a  Ceindokf,  or  other  similarly-con- 
structed steam  apparatus,  the  evaporating- 
dish  Tnay  be  placed  simply  into  an  opening 
corresponding  in  size.  Otherwise  recourse 
must  be  had  to  the  water-bath,  illustrated  by 
%  27._  ■  I-ig. 

It  is  made  of  strong  sheet  copper,  and 
when  used  is  half  filled  with  water,  which  is  kept  boiling  over  a 
gas-,  spirit-,  or  oil-lamp.  The  breadth  from  aioh  should  be  from 
12  to  18  cm.  Various  flat  rings  of  the  same  outside  diameter  as 
the  top  of  the  bath,  and  adapted  to  receive  dishes  and  crucibles  of 
different  sizes,  are  essential  adjuncts  to  the  bath.  These  rings 
when  required  are  simply  laid  on  the  bath. 

It  will  occasionally  happen  tliat  the  water  in  the  bath  com- 
pletely evaporates ;  in  such  cases,  residues  are  heated  to  a  higher 
degree  than  is  desirable,  concentrated  solutions  spirt,  &c.  To 
avoid  these  inconveniences,  water-baths  have  been  devised  with 
an  arrangement  for  maintaining  a  constant  level  of  water. 
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If  the  operator  can  conduct  his  processes  of  evaporation  in  a 
room  set  apart  for  the  purpose,  wliere  he  may  easily  guard  against 
any  occurrence  tending  to  suspend  dust  in  the  air,  he  will  find  it 
no  very  difficult  task  to  keep  the  evaporating  fluid  clean  ;  in  this 
case  it  is  best  to  leave  the  dishes  uncovered.  But  in  a  large 
laboratory,  frequented  by  many  people,  or  in  a  room  exposed  to 
draughts  of  air,  or  in  which  coal  fires  are  burning,  the  greatest 
caution  is  required  to  protect  the  evaporating  fluid  from  contami- 
nation by  dust  or  ashes. 

For  this  purpose  the  evaporating  dish  is  either  covered  with  a 

sheet  of  filtering-paper  turned  down  over  the  edges,  or  a  glass  rod 

twisted  into  a  triangular  shape  (fig.  28)  is  laid 

upon  it,  and  a  sheet  of  filtering-paper  spread 

over  it,  which  is  kept  in  position  by  a  glass  rod 

_.  laid  across,  the  latter  again  being  kept  from 

rolling  down  by  the  slightly  turned  up  ends, 

a  and  5,  of  the  triangle. 

The  best  way,  however,  is  the  following: — Take  two  small 
thin  wooden  hoops  (fig.  Si9),  one  of  which  fits  loosely  in  the  other ; 
spread  a  sheet  of  blotting-paper  over  the  smaller 
one,  and  push  the  other  over  it.  This  forms  a 
cover  admirably  adapted  to  the  purpose  ;  and 
whilst  in  no  way  interfering  with  the  operation, 
it  completely  protects  the  evaporating  fiuid 
from  dust,  and  may  be  readily  ta-ken  off ;  the  paper  cannot  dip 
into  the  fluid  ;  the  cover  lasts  a  long  time,  and  may,  moreover,  at 
any  time  be  easily  renewed. 

It  must  be  borne  in  mind,  however,  that  the  common  filtering- 
paper  contains  always  certain  substances  soluble  in  acids,  such  as 
lime,  ferric  oxide,  &c.,  which,  were  covers  of  the  kind  just 
described  used  over  evaporating  dishes  containing  a  fluid  evolving 
acid  vapors,  would  infallibly  dissolve  in  these  vapors,  and  the  solu- 
tion dripping  down  into  the  evaporating  fluid,  would  speedily  con- 
taminate it.  Care  must  be  taken,  therefore,  in  such  cases,  to  use 
only  such  filtering-paper  as  has  been  freed  by  washing  from  sub- 
stances soluble  in  acids. 

Evaporation  for  the  purpose  of  concentration  may  be  effected 
also  in  flasks ;  these  are  only  half  filled,  and  placed  in  a  slanting 
position.  The  process  may  be  conducted  on  the  sand-bath,  or  over 
a  gas-  or  spirit-lamp,  or  even,  and  with  equal  propriety,  over  a  char- 
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coal  fire.  In  cases  where  the  operation  is  conducted  over  a  lamp 
or  a  charcoal  fire,  it  is  the  safest  way  to  place  the  flasks  on  wire 
gauze.  Gentle  ebullition  of  the  fluid  can  do  no  harm  here,  since 
the  slanting  position  of  the  flask  guards  effectively  against  risk  of 
loss  from  the  spirting  of  the  liquid.  Still  better  than  in  flasks,  the 
object  may  be  attained  by  evaporating  in  tubulated  retorts  with 
open  tubulure  and  neck  directed  obliquely  upwards.  Tlie  latter 
acts  as  a  chimney,  and  the  constant  change  of  air  thus  effected  is 
extremely  favorable  to  evaporation. 

The  evaporation  oi  fluids  containing  a  precipitate  is  best  con- 
ducted on  the  water-bath  ;  since  on  the  sand-bath,  or  over  the  lamp, 
it  is  next  to  impossible  to  guard  against  loss  from  bumping.     This 


Fig.  30. 

bumping  is  occasioned  by  slight  explosions  of  steam,  arising  from 
the  sediment  impeding  the  uniform  diffusion  of  the  heat.  Still 
there  remains  another,  though  less  safe  way,  viz.,  to  conduct  the 
evaporation  in  a  crucible  placed  in  a  slanting  position,  as  illus- 
trated in  fig.  30.  In  tliis  process,  the  flame  is  made  to  play  upon 
the  crucible  above  the  level  of  the  fluid. 

Where  a  fluid  has  to  he  evaporated  to  drynens,  as  is  so  often 
the  case,  the  operation  should  always,  if  possible,  be  terminated  on 
the  water-bath.  In  cases  where  the  nature  of  the  dissolved  sub- 
stance precludes  the  aj^plication  of  the  water-bath,  the  object  in 
view  may  often  be  most  readily  attained  by  heating  the  contents 
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of  the  dish  from  the  top,  which  is  effected  by  placing  the  dish  in  a 
proper  position  iu  a  drying  closet,  whose  upper  plate  is  heated  by 
a  flame  (that  of  the  water-  or  sand-bath)  passing  over  it.  If  the 
substance  is  in  a  covered  platinum  dish  or  crucible,  place  the  gas- 
lamp  in  such  a  position  that  the  flame  may  act  on  the  cover  from 
above. 

In  cases  where  the  heat  has  to  be  applied  from  the  bottom,  a 
method  must  be  chosen  which  admits  of  an  equal  diifusion  and 
ready  regulation  of  the  heat. 

An  air-bath  is  well  adapted  for  this  purpose,  i.e.,  a  dish  of  iron 
plate,  in  which  the  porcelam  or  platinum  dish  is  to  be  placed  on  a 
wire  triangle,  so  that  the  two  vessels  may  be  at  all  points  4  to  |- 
inch  distant  from  each  other.  The  copper  apparatus,  fig.  27,  may 
also  serve  as  an  air-bath,  although  I  must  not  omit  to  mention  that 
this  mode  of  application  will  in  the  end  seriously  injure  it.  If  the 
operation  has  to  be  conducted  over  a  lamp,  the  dish  should  be 
placed  high  above  the  flame  ;  best  on  wire  gauze,  since  this  will 
greatly  contribute  to  an  equal  diffusion  of  the  heat.  The  use  of 
the  sand-bath  is  objectionable  here,  because  with  that  apparatus  we 
cannot  reduce  the  heat  so  speedily  as  may  be  desirable.  An  iron 
plate  heated  by  gas  may  perhaps  be  used  with  advantage.  But  no 
matter  which  method  be  employed,  this  rule  applies  equally  to  all  of 
them ;  that  the  operator  must  watch  the  process,  from  the  moment 
that  the  residue  begins  to  thicken,  in  order  to  prevent  spirting,  by 
reducing  the  heat,  and  breaking  the  pellicles  which  form  on  the 
surface,  with  a  glass  rod,  or  a  platinum  wire  or  spatula. 

Saline  solutions  tliat  have  a  tendency,  upon  their  evaporation,  to 
creep  up  the  sides  of  the  vessel,  and  may  thus  finally  pass  over  the 
brim  of  the  latter,  thereby  involving  the  ;'isk  of  a  loss  of  substance, 
should  be  heated  from  the  top,  in  the  way  just  indicated ;  since  by 
that  means  the  sides  of  the  vessel  will  get  heated  sufficiently  to 
cause  the  instantaneous  evaporation  of  the  ascending  liquid,  pre- 
venting thus  its  overflowing  the  brim.  The  inconvenience  just 
alluded  to  may,  however,  be  obviated  also,  in  most  cases,  by  cover- 
ing the  brim,  and  the  uppermost  part  of  the  inner  side  of  the  ves- 
sel, with  a  very  thin  coat  of  tallow,  thus  diminishing  the  adhesion 
between  the  fluid  and  the  vessel. 

In  the  case  of  liquids  evolving  gas-hubbles  upon  evaporating, 
particular  caution  is  required  to  guard  against  loss  from  spirting. 
The   safest  way  is  to  heat  such  liquids  in   an   obliquely-placed 
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flask,  or  in  a  beaker  covered  with  a  large  watch-glass ;  the  latter  is 
removed  as  soon  as  the  evolution  of  gas-bubbles  has  ceased,  and  the 
fluid  that  may  have  spirted  up  against  it  is  carefully  rinsed  into 
the  glass,  by  means  of  a  washing-bottle.  If  the  evaporation  has  to 
be  conducted  in  a  dish,  a  rather  capacious  one  should  be  selected, 
and  a  very  moderate  degree  of  heat  applied  at  first,  and  until  the 
evolution  of  gas  has  nearly  ceased. 

If  a  fluid  has  to  be  evaporated  with  exclusion  of  air,  the  best 
way  is  to  place  the  dish  under  the  bell  of  an  air-pump,  over  a  ves- 
sel with  sulphuric  acid,  and  to  exhaust;  or  a  tubulated  retort  may 
be  used  through  whose  tubulure  hydrogen  or  carbon  dioxide  is 
passed  by  the  acid  of  a  tube  not  quite  reaching  to  the  surface  of 
the  fluid. 

The  material  of  the  evaporating  vessels  may  exercise  a  much 
greater  influence  on  the  results  of  an  analysis  than  is  generally 
believed.  Many  rather  startling  phenomena  that  are  observed  in 
analytical  processes  may  arise  simply  from  a  contamination  of  the 
evaporated  liquid  by  the  material  of  the  vessel ;  great  errors  may 
also  spring  from  the  same  source. 

The  importance  of  this  point  has  induced  me  to  subject  it  to 
a  searching  investigation  (see  Appendix,  Analytical  Experiments, 
1 — 4),  of  which  I  will  here  briefly  intimate  the  results. 

Distilled  water  kept  boiling  for  some  length  of  time  in  glass 
(flasks  of  Bohemian  glass)  dissolves  very  appreciable  traces  of  that 
material.  This  is  owing  to  the  formation  of  soluble  silicates  ;  the 
particles  dissolved  consist  chiefly  of  potassa,  or  soda  and  lime,  in 
combination  with  silicic  acid.  A  much  larger  proj^ortion  of  the 
glass  is  dissolved  by  water  containing  caustic  or  carbonated  alkali ; 
boiling  solution  of  ammonium  chloride  also  strongly  attacks  glass 
vessels.  Boiling  dilute  acids,  with  the  exception,  of  course,  of 
hydrofluoric  and  liydrofluosilicilic  acids,  exercise  a  less  powerful 
solvent  action  on  glass  than  pure  water.  Porcelain  (Berlin  dishes) 
is  much  less  affected  by  water  than  glass ;  alkaline  liquids  also 
exercise  a  less  powerful  solvent  action  on  porcelain  than  on  glass ; 
the  quantity  dissolved  is,  however,  still  notable.  Solution  of 
ammonium  chloride  acts  on  porcelain  as  strongly  as  on  glass ; 
dilute  acids,  though  exercising  no  very  powerful  solvent  action  on 
porcelain,  yet  attack  that  material  more  strongly  tlian  glass.  It 
results  from  these  data,  that  in  analyses  pretending  to  a  high 
degree  of  accuracy,  platinum  or  platinum-iridium  or  silver  dishes 
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should  always  be  preferred.  The  former  may  be  used  in  all  cases 
where  no  free  chlorine,  bromine,  or  iodine  is  present  in  the  fluid, 
or  can  be  formed  during  evaporation.  Fluids  containing  caustic 
alkalies  may  safely  be  evaporated  in  platinum,  but  not  to  the  point 
of  fusion  of  the  residue.  Silver  vessels  should  never  be  used  to 
evaporate  acid  fluids  nor  liquids  containing  alkaline  sulphides; 
but  they  are  admirably  suited  for  solutions  of  alkali  hydroxides 
and  carbonates,  as  well  as  of  most  normal  salts. 


§  42. 

"We  come  now  to  weighing  the  residues  remaining  upon  the 
evaporation  of  fluids.  We  allude  here  simply  to  such  as  are 
soluble  in  water ;  those  which  are  separated  by  filtration  will  be 
treated  of  afterwards.  Kesidues  are  generally  weighed  in  the 
same  vessel  in  which  the  evaporation  has  been  completed,  for 
which  purpose  platinum  dishes,  from  4  to  8  cm.  in  diameter,  pro- 
vided with  light  covers,  or  largo  platinum  cruci- 
bles, are  best  adapted,  since  they  are  lighter  than 
porcelain  vessels  of  the  same  capacity. 

However,  in  most  cases,  the  amount  of  liquid 
to  be  evaporated  is  too  large  for  so  small  a  vessel, 
and  its  evaporation  in  portions  would  occupy  too 
much  time.  The  best  way,  in  cases  of  this  kind, 
is  to  concentrate  the  liquid  first  in  a  larger  vessel, 
and  to  terminate  the  operation  afterwards  in  the 
smaller  weighing  vessel.  In  transferring  the  fluid  from  the  larger 
to  the  smaller  vessel,  the  lip  of  the  former  is  slightly  greased,  and 
the  liquid  made  to  run  down  a  glass  rod.     (See  fig.  31.) 

Finally  the  large  vessel  is  carefully  rinsed  with  a  washing- 
bottle,  until  a  drop  of  the  last  rinsing  leaves  no  longer  a  residue 
upon  evaporation  on  a  platinum  knife.  When  the  fluid  has  thus 
been  transferred  to  the  weighing-vessel,  the  evaporation  is  com- 
pleted on  the  water-bath  and  the  residuary  substance  finally  ignited, 
provided,  of  course,  it  will  admit  of  this  process.  For  this  pur- 
pose the  dish  is  covered  with  a  lid  of  thin  platinum  (or  a  thin  glass 
plate),  and  then  placed  high  over  the  flame  of  a  lamp,  and  heated 
very  gently  until  all  the  water  which  may  still  adhere  to  the  sub- 
stance is  expelled ;  the  dish  is  now  exposed  to  a  stronger,  and  finally 
to  a  red  heat.    (AVhere  a  glass  plate  is  used,  this  must,  of  course,  be 
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removed  before  igniting.)  In  this  case  it  is  also  well  to  make  the 
flame  play  obliquely  on  the  cover  from  above,  so  as  to  run  as 
little  risk  as  possible  of  loss  by  spirting.  After  cooling  in  a  desic- 
cator, the  covered  dish  is  weighed  with  its  contents.  When  oper- 
ating upon  substances  which  decrepitate,  such  as  sodium  chloride, 
for  instance,  it  is  advisable  to  expose  them — after  their  removal 
from  the  water-bath,  and  previously  to  the  application  of  a  naked 
flame — to  a  temperature  somewhat  above  100°,  either  in  the  air- 
bath,  or  on  a  sand-bath,  or  on  a  common  stove. 

If  the  residue  does  not  admit  of  ignition,  as  is  the  case,  for 
instance,  with  organic  substances,  ammonium  salts,  &c.,  it  is  dried 
at  a  temperature  suited  to  its  nature.  In  many  cases,  the  tempera- 
ture of  the  water-bath  is  sufficiently  high  for  this  purpose,  for  the 
drying  of  ammonium  chloride,  for  instance ;  in  others,  the  air  or 
oil-bath  must  be  resorted  to.  (See  §§  29  and  30.)  Under  any  cir- 
cumstances, the  desiccation  must  be  continued  until  the  substance 
ceases  to  suffer  the  slightest  diminution  in  weight,  after  renewed 
exposure  to  heat  for  half  an  hour.  The  dish  should  invariably  be 
covered  during  the  process  of  weighing. 

If,  as  will  frequently  lia^Dpen,  we  have  to  deal  with  a  fluid  con- 
taining a  small  quantity  of  a  potassium  or  sodium  salt,  the  weight 
of  which  we  want  to  ascertain,  in  presence  of  a  comparatively  large 
amount  of  an  ammonium  salt,  which  has  been  mixed  with  it  in  the 
course  of  the  analytical  process,  I  prefer  the  following  method : 
The  saline  mass  is  thoroughly  dried,  in  a  large  dish,  on  the  water- 
bath,  or,  towards  the  end  of  the  process,  at  a  temperature  some- 
what exceeding  100°.  The  dry  mass  is  then,  with  the  aid  of  a 
platinum  spatula,  transferred  to  a  small  glass  dish,  which  is  put 
aside  for  a  time  in  a  desiccator.  The  last  traces  of  the  salt  left 
adhering  to  the  sides  and  bottom  of  the  large  dish  are  rinsed  off 
with  a  little  water  into  the  small  dish,  or  the  large  crucible,  in 
which  it  is  intended  to  weigh  the  salt ;  the  water  is  then  evaporated, 
and  the  dry  contents  of  the  glass  dish  are  added  to  the  residue : 
the  ammonium  salts  are  now  expelled  by  ignition,  and  the  residu- 
ary fixed  salts  finally  weighed.  Should  some  traces  of  the  saline 
mass  adhere  to  the  smaller  glass  dish,  they  ought  to  bo  removed 
and  transferred  to  the  weighing  vessel,  with  the  aid  of  a  little 
pounded  ammonium  chloride,  or  some  other  ammonium  salt,  as  the 
)noist'cnin£r  asrain  with  water  would  involve  an  almost  certain  loss 
of  substance. 
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§43 
h.  Peecipitation. 

Precipitation  is  resorted  to  in  quantitative  analysis  far  more 
frequently  than  evaporation,  since  it  serves  not  merely  to  convert 
substances  into  forms  adapted  for  weighing,  but  also,  and  more 
especially,  to  separate  them  from  one  another.  The  principal  in- 
tention in  precipitation,  for  the  purpose  of  quantitative  estimations, 
is  to  convert  the  substance  in  solution  into  a  form  in  which  it  is 
insoluble  in  the  menstruum  present.  The  result  will,  therefore, 
cceteris  farihus,  be  the  more  accurate,  the  more  the  precipitated 
body  deserves  the  epithet  insoluble,  and  in  cases  where  precipi- 
tates are  of  the  same  degree  of  solubility,  that  one  will  suffer  the 
least  loss  which  comes  in  contact  with  the  smallest  amount  of 
solvent. 

Plence  it  follows,  first,  that  in  all  cases  where  other  circum- 
stances do  not  interfere,  it  is  preferable  to  precipitate  substances 
in  their  most  insoluble  form ;  thus,  for  instance,  barium  had  better 
be  precipitated  as  sulphate  than  as  carbonate  ;  secondly,  that  when 
we  have  to  deal  with  precipitates  that  are  not  quite  insoluble  in 
the  menstruum  present,  we  must  endeavor  to  remove  that  men- 
struum, as  far  as  practicable,  by  evaporation  ;  thus  a  dilute  solution 
of  strontium  should  be  concentrated,  before  proceeding  to  precipi- 
tate the  strontium  with  sulphuric  acid ;  and,  thirdly,  that  when  we 
have  to  deal  witli  precipitates  slightly  soluble  in  the  liquid  present, 
but  insoluble  in  another  menstruum,  into  which  the  former  may 
be  converted  by  the  addition  of  some  substance  or  other,  we  ouglit 
to  endeavor  to  bring  about  this  modification  of  the  menstruum. 
Thus,  for  instance,  alcohol  may  be  added  to  water,  to  induce  com- 
plete precipitation  of  ammonium  platinic  chloride,  lead  chloride, 
calcium  sulphate,  &c.;  thus  again,  ammonium  magnesium  phosphate 
may  be  rendered  insoluble  in  an  aqueous  menstruum  by  adding 
ammonia  to  the  latter,  &c. 

Precipitation  is  generally  effected  in  beakers.  In  cases,  how- 
ever, where  we  have  to  precipitate  from  fluids  in  a  state  of  ebulli- 
tion, or  where  the  precipitate  requires  to  be  kept  boiling  for  some 
time  with  the  fluid,  flasks  or  dishes  are  substituted  for  beakers, 
with  due  regard  always  to  the  material  of  wliich  they  are  made 
(see  Evaporation,  §  41,  at  the  end). 
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The  separation  of  precipitates  from  the  fluid  in  which  they  are 
suspended,  is  effected  either  by  decantation  or  filtration,  or  by 
both  these  processes  jointly.  But,  before  proceeding  to  the  sepa- 
ration of  the  precipitate  by  any  of  these  methods,  the  operator 
must  Ivnow  whether  the  precipitant  has  been  added  in  sufficient 
quantity,  and  whether  tlie  precipitate  is  completely  formed.  To 
determine  the  latter  point,  an  accurate  knowledge  of  the  properties 
of  the  various  precipitates  must  be  attained,  which  we  shall  en- 
deavor to  supply  in  the  third  section.  To  decide  the  former  ques- 
tion, it  is  usually  suflicient  to  add  to  the  fluid  (after  the  precipitate 
has  settled)  cautiously  a  fresh  portion  of  the  precipitant,  and 
to  note  if  a  further  turbidity  ensues.  This  test,  however,  is  not 
infallible,  when  the  precipitate  has  not  the  property  of  forming 
immediately ;  as,  for  instance,  is  the  case  with  ammonium  phos- 
pho-molybdate.  When  this  is  apprehended,  pour  out  (or  transfer 
with  a  pipette)  a  small  quantity  of  the  clear  supernatant  fluid  into 
another  vessel,  add  some  of  the  precipitant,  warm  if  necessary ; 
and  after  some  time  look  and  see  whether  a  fresh  precipitate  has 
formed.  As  a  general  rule,  the  precipitated  liquid  should  be 
allowed  to  stand  at  rest  for  several  hours,  before  proceeding  to  the 
separation  of  the  precipitate.  This  rule  applies  more  particularly 
to  crystalline,  pulverulent,  and  gelatinous  precipitates,  whilst  curdy 
and  flocculent  precipitates,  more  particularly  when  the  precipitation 
was  effected  at  a  boiling  temperature,  may  often  be  filtered  off  im- 
mediately. However,  we  must  observe  here,  that  all  general  rules, 
in  this  respect,  are  of  limited  application. 

§44. 
a.  Separation  of  Peecipitates  by  Decantation. 

When  a  precipitate  subsides  so  completely  and  speedily  in  a 
fluid  that  the  latter  may  be  decanted  off  perfectly  clear,  or  drawn 
off  with  a  syphon,  or  removed  by  means  of  a  pipette,  and  that 
the  washing  of  the  precipitate  does  not  require  a  very  long  time, 
decantation  is  often  resorted  to  for  its  sei^aration  and  washing ; 
this  is  the  case,  for  instance,  with  chloride  of  silver,  metallic  mer- 
cury,   &.C. 

Decantation  will  always  be  found  a  very  expeditious  and  accu- 
rate method  of  separation,  if  the  process  be  conducted  with  due 
care ;  it  is  necessary,  however,  in  most  cases,  to  pi-omote  the  speedy 
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and  complete  subsidence  of  the  precipitate ;  and  it  may  be  laid  down 
as  a  general  rule,  that  heating  the  precipitate  with  the  fluid  will 
produce  the  desired  effect.  Nevertheless,  there  are  instances  in 
which  the  simple  application  of  heat  will  not  suffice ;  in  some  cases, 
as  with  silver  chloride,  for  instance,  agitation  must  be  resorted  to ; 
in  other  cases,  some  reagent  or  other  is  to  be  added — hydrochloric 
acid,  for  instance,  in  the  precipitation  of  mercury,  &c.  We  shall 
have  occasion,  subsequently,  in  the  fourth  section,  to  discuss  this 
point  more  fully,  when  we  shall  also  mention  the  vessels  best 
adapted  for  the  application  of  this  process  to  the  various  precipitates. 

After  having  washed  the  precipitate  repeatedly  with  fresh 
quantities  of  the  proper  fluid,  until  there  is  no  trace  of  a  dissolved 
substance  to  be  detected  in  the  last  rinsings,  it  is  placed  in  a 
crucible  or  dish,  if  not  already  in  a  vessel  of  that  description ;  the 
fluid  still  adhering  to  it  is  poured  off  as  far  as  practicable,  and  the 
precipitate  is  then,  according  to  its  nature,  either  simply  dried,  or 
heated  to  redness. 

A  far  larger  amount  of  water  being  required  for  washing  pre- 
cipitates by  decantation  than  on  filters,  the  former  process  can  be 
expected  to  yield  accurate  results  only  where  the  precipitates  are 
absolutely  insoluble.  For  the  same  reason,  decantation  is  not  ordi- 
narily resorted  to  in  cases  where  we  have  to  determine  other  con- 
stituents in  the  decanted  fluid. 

The  decanted  fluid  must  be  allowed  to  stand  at  rest  from 
twelve  to  twenty-four  hours,  to  make  quite  sure  that  it  contains 
no  particles  of  the  precipitate ;  if,  after  the  lapse  of  this  time,  no 
precipitate  is  visible,  the  fluid  may  be  thrown  away ;  but  if  a  pre- 
cipitate has  subsided,  this  had  better  be  estimated  by  itself,  and  the 
weight  added  to  the  main  amount ;  the  precipitate  may,  in  such 
cases,  be  separated  from  the  supernatant  fluid  by  decantation,  or 
by  filtration. 

§45. 

/3.  Sepaeation  of  Peecipitates  by  Filteation. 

This  operation  is  resorted  to  whenever  decantation  is  imprac- 
ticable, and,  consequently,  in  tlie  great  majority  of  cases  ;  provided 
always  the  precipitate  is  of  a  nature  to  admit  of  its  being  com- 
pletely freed,  by  mere  wasliing  on  the  filter,  from  all  foreign 
substances.  "Where  this  is  not  the  case,  more  particularly,  there- 
fore, with   gelatinous    precipitates,  aluminium  hydroxide  for  in- 
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stance,  a  combination  of  decantation  and  filtration  is  resorted  to 

(§48). 

aa.    FiLTEEING    ApPAEATtrS. 

Filtration,  as  a  process  of  quantitative  analysis,  is  almost 
exclusively  effected  by  means  of  paper. 

Plain  circular  filters  are  most  generally  employed  ;  plaited  fil- 
ters are  only  occasionally  used.  Much  depends  upon  the  quality 
of  the  paper.  Good  filtering  paper  must  possess  the  three  follow- 
ing properties: — 1.  It  must  completely  retain  the  finest  precipi- 
tates ;  2.  It  must  filter  rapidly ;  and  3.  It  must  be  as  free  as 
possible  from  any  admixture  of  inorganic  bodies,  but  more  espe- 
cially from  such  as  are  soluble  in  acid  or  alkaline  fluids. 

It  is  a  matter  of  some  difiiculty,  however,  to  procure  paper 
fully  answering  these  conditions.  The  Swedish  filtering  paper, 
with  the  water-mark  J.  H.  Munktell,  is  considered  the  best,  and, 
consequently,  fetches  the  highest  price ;  but  even  this  answers  only 
the  first  two  conditions,  being  by  no  means  sufliciently  pure  for 
very  accurate  analyses,  since  it  leaves  upon  incineration  about  0'3 
per  cent,  of  ash,*  and  yields  to  acids  perceptible  traces  of  lime,  mag- 
nesia, and  ferric  oxide.  For  exact  experiments  it  is,  consequently, 
necessary  first  to  extract  the  paper  with  dilute  hydrochloric  acid, 
then  to  wash  the  acid  completely  out  with  water,  and  finally  to 
dry  the  paper.  In  the  case  of  very  fine  filtering  paper,  the  best 
way  to  perform  this  operation  is  to  place  the  ready-cut  filters, 
several  together,  in  a  funnel,  exactly  the  same  way  as  if  intended 
for  immediate  filtration ;  they  are  then  moistened  with  a  mixture 
of  one  part  of  ordinary  pure  hydrochloric  acid  with  two  parts  of 
water,  which  is  allowed  to  act  on  them  for  about  ten  minutes ; 
after  this  all  traces  of  the  acid  are  carefully  removed  by  washing 
the  filters  in  the  funnel  repeatedly  with  wann  water.  The  funnel 
beihg  then  covered  with  a  piece  of  paper,  turned  over  the  edges, 
is  put  in  a  warm  place  until  the  filters  arc  dry.  Compare  the 
instruction  given  in  the  "Qual.  Anal.,"  Am.  Ed.,  p.  8,  on  the 
preparation  of  washed  filters.  Filter  paper  containing  lead,  and 
which  is  consequently  blackened  by  sulphuretted  hydrogen,  should 
be  rejected. 

*  Plantamour  found  the  ash  of  Swedish  filtering  paper  to  consist  of  63'23 
silicic  acid,  13'83  lime,  6'31  magnesia,  3'94  alumina,  and  1393  ferric  oxide,  in  100 
parts. 
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Keady-ciit  filters  of  various  sizes  should  always  be  kept  on  hand. 
Filters  are  either  cut  by  circular  patterns  of  pasteboard  or  tin,  or, 

still  better,  by  Mohe's  filter- 
patterns,  fig.  32.  This  little 
apparatus  is  made  of  tin-plate, 
and  consists  of  two  parts.  B  is 
a  quadrant  fitting  in  A,  whose 
straight  edges  are  turned  up, 
and  which  is  slightly  smaller 
than  B.     Tie  sheets  of  filter- 


Fig.  32. 


paper  are  first  cut  up  into  squares,  which  are  folded  in  quarters, 
and  placed  in  A,  then  B  is  placed  on  the  top,  and  the  free  edge  of 
the  paper  is  cut  off  with  scissors.  Filters  cut  in  this  way  are  per- 
fectly circular,  and  of  equal  size. 

Several  pairs  of  these  patterns  of  various  sizes  (3,  4,  5,  6,  6"5, 
and  8  cm.  radius)  should  be  procured.  In  taking  a  filter  for  a 
given  operation,  you  should  always  choose  one  which,  after  the 
flnid  has  run  through,  will  not.  be  more  than  half  filled  with  the 
precipitate.  / 

As  to  the  funnels,  faej  should  be  inclined  at  the  angle  of  60°, 
and  not  bulge  at  the  sides.  Glass  is  the  most  suitable  material  for 
them.  ; 


Fig.  83. 


Fig.  84 


The  filter  should  never  protrude  beyond  the  funnel.     It  should 
come  up  to  one  or  two  lines  from  the  edge  of  the  latter. 
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The  filter  is  firmly  pressed  into  the  funnel,  to  malce  the  paper 
fit  closely  to  the  side  of  the  latter;  it  is  then  moistened  with 
water ;  any  extra  water  is  not  poured  out,  but  allowed  to  drop 
through. 

The  stands  shown  in  figs.  33  and  84  complete  the  apparatus  for 
filtering. 

The  stands  are  made  of  hard  wood.  The  arm  holding  the 
funnel  or  funnels  must  slide  easily  up  and  down,  and  be  fixable  by 
the  screw.  The  holes  for  the  funnels  must  be  cut  conically,  to 
keep  the  funnels  steadily  in  their  place. 

These  stands  are  very  convenient,  and  may  be  readily  moved 
about  without  interfering  with  the  operation. 

§46. 

Ih.    EULES    TO    BE   OBSEEVED    IN   THE    PeOCESS    OF   FiLTEATION. 

In  the  case  of  curdy,  fiocculent,  gelatinous,  or  crystalline  pre- 
cipitates there  is  no  danger  of  the.  fluid  passing  turbid  through  the 
filter.  But  with  fine  pulverulent  precipitates  it  is  generally  neces- 
sary, and  always  advisable,  to  let  the  precipitate  subside,  and  then 
filter  the  supernatant  liquid,  before  proceeding  to  place  the  precipi- 
tate upon  the  filter.  We  generally  proceed  in  this  way  also  with 
other  kinds  of  precipitates,  especially  with  those  that  require  to 
stand  long  before  they  completely  separate.  Precipitates  M'hich 
have  been  thro\vn  down  hot,  are  most  properly  filtered  off  before 
cooling  (provided  always  there  be  no  objections  to  this  course), 
since  hot  fli\ids  run  through  the  filter  more  speedily  than  cold  ones. 
Some  precipitates  have  a  tendency  to  be  carried  through  the  filter 
along  with  the  fluid  ;  this  may  be  prevented  in  some  instances  by 
modifying  the  latter.  Thus  barium  sulphate,  when  filtered  froiri 
an  aqueous  solution,  passes  rather  easily  through  the  filter — the 
addition  of  hydrochloric  acid  or  ammonium  chloi'ide  prevents  this 
in  a  great  measure. 

If  the  operator  finds,  during  a  filtration,  that  the  filter  would 
be  much  more  than  half  filled  by  tlie  precipitate,  he  would  better 
use  an  additional  filter,  and  thus  distribute  the  precipitate  over  the 
two ;  for,  if  the  first  were  too  full,  the  pi-ecipitate  could  not  be 
properly  washed. 

Tlie  fluid  ought  never  to  be  poured  directly  upon  the  filter, 
but  always  down  a  glass  rod,  and  the  lip  or  rim  of  the  vessel  from 
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whicli  the  fluid  is  poured  should  always  be  slightly  greased  with 
tallow.*  The  stream  ought  invariably  to  be  directed  towards  the 
sides  of  the  filter,  never  to  the  centre,  since  this  might  occasion 
loss  by  splashing.  In  cases  where  the  fluid  has  to  be  filtered  off, 
with  the  least  possible  disturbance  of  the  precipitate,  the  glass  rod 
must  not  be  placed,  during  the  intervals,  in  the  vessel  containing 
the  precipitate ;  but  it  may  conveniently  be  put  into  a  clean  glass, 
which  is  finally  rinsed  with  the  wash-water. 

The  filtrate  is  received  either  in  flasks,  beakers,  or  dishes, 
according  to  the  various  purposes  for  which  it  may  be  intended. 
Strict  care  should  be  taken  that  the  drops  of  fluid  filtering  through 
glide  down  the  side  of  the  receiving  vessel ;  tliey  should  never  be 
allowed  to  fall  into  the  centre  of  the  filtrate,  since  this  again 
might  occasion  loss  by  splashing.  The  best  method  is  that  shown 
in  fig.  Si,  viz.,  to  i-est  the  point  of  the  funnel  against  the  upper 
part  of  the  inside  of  the  receiving  vessel. 

If  the  process  of  filtration  is  conducted  in  a  place  perfectly 
free  from  dust,  there  is  no  necessity  to  cover  the  funnel,  nor  the 
vessel  receiving  the  filtrate  ;  however,  as  this  is  but  rarely  the  case, 
it  is  generally  indispensable  to  cover  both.  This  is  best  effected 
with  round  plates  of  sheet-glass.  The  plate  used  for  covering  the 
receiving  vessel  should  have  a  small  U-shaped  piece  cut  out  of  its 
edge,  large  enough  for  the  funnel-tube  to  go  through.  The  effect 
desired  may  be  produced  by  cautiously  chipping  out  the  glass  bit 
by  bit  with  the  aid  of  a  key.  Plates  perforated  in  the  centre  are 
worthless  as  regards  the  object  in  view. 

After  the  fluid  and  precipitate  have  been  transfen-ed  to  the 
filter,  and  the  vessel  which  originally  contained  them  has  been 
rinsed  repeatedly  with  water,  it  happens  generally  that  small  par- 
ticles of  the  precipitate  remain  adhering  to  the  vessel,  which  can- 
not be  removed  with  the  glass  rod.  From  beakers  or  dishes  these 
particles  may  be  readily  removed  by  means  of  a  feather  prepared 
for  the  purpose  by  tearing  off  nearly  the  whole  of  the  plumules, 
leaving  only  a  small  piece  at  the  end  which  should  be  cut  per- 
fectly straight.  From  flasks,  minute  portions  of  heavy  precipitates 
which  are  not  adherent,  are  readily  removed  by  blowing  a  jet  of 
water  into  the  flask,  held  inverted  over  the  funnel ;  this  is  effected 

*  The  ta-llow  may  be  kept  under  the  edge  of  the  work-table  at  a  convenient 
point,  where  it  -will  adhere  by  a  little  pressure.  The  beat  way  of  applying  the 
tallow  to  the  lip  of  a  vessel  is  with  the  greased  finger. 
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by  mern^.  of  the  washing-bottle  shown  in  fig.  36.  If  the  minute 
adhering  particles  of  a  precipitate  cannot  be  removed  by  mechani- 
cal means,  solution  in  an  appropriate  menstruum  must  be  resorted 
to,  followed  by  re-precipitation.  Bodies  for  which  we  possess  no 
solvent,  such  as  barium  sulphate,  for  instance,  must  not  be  precipi- 
tated in  flaslvs. 

§47. 

cc.  Washing  of  Peecipitates. 

After  having  transferred  the  precipitate  completely  to  the  fil- 
ter, we  have  next  to  perform  the  operation  of  washing  ;  this  is 
effected  by  means  of  one  of  the  well-known  washing-bottles,  of 
which  I  prefer  the  one  represented  in  fig.  35  in  every  respect. 
The  doubly  perforated  stoppers  are  of  vulcanized  rubber. 


Fig.  35. 


Fig.  36. 


Fig.  37. 


Care  must  always  be  taken  to  properly  regulate  the  jet,  as  too 
impetuous  a  stream  of  water  might  occasion  loss  of  substance. 

In  cases  where  a  precipitate  has  to  be  washed  with  great  cau- 
tion, the  apparatus  illustrated  in  fig.  37  will  be  found  to  answer 
very  well. 

The  construction  of  this  apparatus  requires  no  explanation. 
When  the  flask  is  inverted,  it  supplies  a  fine  continuous  jet  of  water. 

Precipitates  requiring  washing  with  water,  are  washed  most 
expeditiously  with  hot  water,  provided  always  there  be  no  special 
reason  against  its  use.  The  washing-bottle  shown  in  fig.  35  is 
particularly  well  adapted  for  this  purpose.  The  cork  which  is 
fastened  to  the  neck  of  the  flask  with  wire  serves  to  facilitate 
holding  it. 
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It  is  a  rule  in  washing  precipitates  not  to  add  fresh  wash-water 
to  the  filter  till  the  old  has  quite  run  through.  In  applying  the 
jet  of  water  you  have  to  take  care  on  the  one  hand  that  the  upper 
edge  of  the  filter  is  properly  washed,  and  on  the  other  hand  that 
no  canals  are  foraied  in  the  precipitate,  through  which  the  fluid 
runs  off,  without  coming  in  contact  with  the  whole  of  the  precipi 
tate.  If  such  canals  have  formed  and  cannot  be  broken  up  by 
the  jet,  the  precipitate  must  be  stirred  cautiously  with  a  small 
platinum  knife  or  glass  rod. 

The  washing  may  be  considered  completed  when  all  soluble 
matter  that  is  to  be  removed  has  been  got  rid  of.  The  beginner 
who  devotes  proper  attention  to  the  completion  of  this  opei-ation 
shuns  one  of  the  rocks  which  he  is  most  likely  to  encounter. 
Whether  the  precipitate  has  been  completely  washed  may  generally 
be  ascertained  by  slowly  evaporating  a  drop  of  the  last  washings 
upon  a  platinum  knife,  and  observing  if  a  residue  is  left.  But  in 
cases  where  the  precipitate  is  not  altogether  insoluble  in  water 
(strontium  sulphate,  for  instance),  recourse  must  be  had  to  more 
special  tests,  which  we  shall  have  occasion  to  point  out  in  the 
course  of  the  work.  The  student  should  never  discontinue  the 
washing  of  a  precipitate  because  he  simply  imagines  it  is  finished 
■ — he  must -be  certain. 

§48. 
y.  Sepaeation  of  Precipitates  by  Decantatioi^  anb  Filtration 

COMBINED. 

In  the  case  of  precipitates  which,  from  their  gelatinous  nature, 
or  from  the  firm  adhesion  of  certain  coprecipitated  salts,  oppose 
insuperable,  or,  at  all  events,  considerable  obstacles  to  perfect  wash- 
ing on  the  filter,  the  following  method  is  resorted  to :  Let  the 
precipitate  subside  as  far  as  practicable,  pour  the  nearly  clear  super- 
natant liquid  on  the  filter,  stir  the  precipitate  up  with  the  washing 
fluid  (in  certain  cases,  where  such  a  course  is  indicated,  heat  to 
boiling),  let  it  subside  again,  and  repeat  this  operation  until  the 
precipitate  is  almost  thoroughly  washed.  Transfer  it  now  to  the 
filter,  and  complete  the  operation  with  the  washing-bottle  (see 
§  47).  This  method  is  highly  to  be  recommended ;  there  are 
naany  precipitates  that  can  be  thoroughly  washed  only  by  its 
application. 
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In  cases  where  it  is  not  intended  to  weigh  the  precipitate 
washed  by  decantation,  but  to  dissolve  it  again,  the  operation  of 
M-ashing  is  entirely  completed  by  decantation,  and  the  precipitate 
not  even  transferred  to  the  filter.  The  re-solution  of  the  bulk  of 
the  precipitate  being  effected  in  the  vessel  containing  it,  the  filter 
is  placed  over  the  latter,  and  the  solvent  passed  through  it. 
Although  the  termination  of  the  operation  of  washing  may  be 
usually  ascertained  by  testing  a  sample  of  the  washings  for  one  of 
the  substances  originally  present  in  the  solution  which  has  to  be 
removed  (for  hydrochloric  acid,  for  instance,  with  nitrate  of 
siher),  still  there  are  cases  in  M^hieh  this  mode  of  proceeding  is 
inapplicable.  In  such  cases,  and  indeed  in  processes  of  washing  by 
decantation  generally,  Bunsen's  method  will  be  found  convenient 
— viz.,  to  continue  the  process  of  washing  until  the  fluid  which 
had  remained  in  the  beaker,  after  the  first  decantation,  has  under- 
gone a  ten  thousand  fold  dilution.  To  effect  this,  measure  with  a 
slip  of  paper  the  height  from  the  bottom  of  this  beaker  to  the 
surface  of  the  fluid  remaining  in  it,  together  with  the  precipitate, 
after  the  first  decantation ;  then  fill  the  beaker  with  water,  if 
possible,  boiling,  and  measure  the  entire  height  of  the  fluid ; 
divide  the  length  of  the  second  column  by  that  of  the  first.  Go 
through  the  same  process  each  time  you  add  fresh  water,  and 
always  multiply  the  quotient  found  with  the  number  obtained  in 
tlie  preceding  calculation,  xmtil  you  reach  10000. 

§49. 

FtTRxnEB  Teeatment  of  Peecipitates. 

Before  proceeding  to  weigh  a  precipitate,  it  still  remains  to 
convert  it  into  a  form  of  accurately  known  composition.  This  is 
done  either  by  igniting  or  by  drying.  The  latter  proceeding  is 
more  protracted  and  tedious  than  the  former,  and  is,  moreover,  apt 
to  give  less  accurate  results.  The  process  of  drying  is,  therefore, 
as  a  general  rule,  applied  only  to  precipitates  which  cannot  bear 
exposure  to  a  red  heat  without  undergoing  total  or  partial  volatili- 
zation ;  or  whose  residues  left  upon  ignition  have  no  constant  com- 
position ;  thus,  for  instance,  drying  is  resorted  to  in  the  case  of 
mercuric  sulphide,  arsenious  sulphide,  and  other  metallic  sulphides ; 
and  also  in  the  case  of  silver  cyanide,  potassium  platinic  chloride, 
etc. 
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But  wlienever  the  nature  of  tlie  precipitate  {e.g.,  barium  sul- 
phate, lead  sulphate,  and  many  other  compounds)  leaves  the  opera- 
tor at  liberty  to  clioose  between  drying  and  heating  to  redness,  the 
process  is  almost  invariably  preferred. 

§50. 
aa.  Drying  of  Precipitates. 

"When  a  precipitate  has  been  collected,  washed,  and  dried  on  a 
filter,  minute  particles  of  it  adhere  so  firmly  to  the  paper  that  it  is 
found  impossible  to  remove  them.  The  weighing  of  dried  precipi- 
tates involves,  therefore,  in  all  accurate  analyses,  the  drying  and 
weighing  of  the  filter  also.  To  obtain  accurate  results,  it  is  neces- 
sary to  dry  and  weigh  the  filter  before  using  it ;  the  temperature  at 
which  the  filter  is  dried  must  be  the  same  as  that  to  which  it  is 
intended  subsequently  to  expose  the  precipitate.  Another  condi- 
tion is  that  the  filteriiig-paj^er  must  not  contain  any  substance 
liable  to  be  dissolved  by  the  fluid  passing  through  it. 

The  di-ying  is  conducted  either  in  the  water-,  air-,  or  oil-bath, 
according  to  the  degree  of  heat  required.  The  weighing  is  per- 
formed in  a  closed  vessel,  mostly  between  two  clasped  watch-glasses 
(fig.  20),  or  in  a  platinum  crucible.  When  the  filter  appears  dry, 
it  is  placed  between  the  warm  watch-glasses,  or  in  a  warm  crucible, 
allowed  to  cool  under  a  bell-glass,  over  sulphuric  acid,  and  weighed. 
The  reopened  crucible  or  watch-glasses,  together  with  the  filter,  are 
then  again  exposed  for  some  time  to  the  required  degree  of  heat, 
and,  after  cooling,  weighed  once  more.  If  the  weight  does  not 
differ  from  that  found  at  first,  the  filter  may  be  considered  dry, 
and  we  have  simply  to  note  the  collective  weight  of  the  watch- 
glasses,  clasp,  and  filter,  or  of  the  crucible  and  filter. 

After  the  washing  of  the  precipitate  has  been  concluded  and 
the  water  allowed  to  run  ofE  as  far  as  possible,  the  filter  with  the 
precipitate  is  taken  off  the  funnel,  folded  up,  and  placed  upon 
blotting-paper,  wliich  is  then  kept  for  some  time  in  a  moderately 
warm  place  protected  from  dust ;  it  is  finally  put  into  one  of 
the  watch-glasses,  or  into  the  uncovered  platinum  crucible,  with 
which  it  was  first  weighed,  and  exposed  to  the  appropriate  degree 
of  heat,  either  in  the  water-,  air-,  or  oil-bath.  When  it  is  judged 
that  tlie  precipitate  is  dry,  the  second  watch-glass,  or  the  lid  of  the 
crucible  is  put  on  (with  the  clasp  pushed  over  the  two  in  the  former 
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case),  and  the  whole,  after  cooling  in  the  desiccator,  is  weighed. 
The  filter  and  the  precipitate  are  then  again  exposed,  in  the  same 
way,  to  the  proper  drying  temperature,  allowed  to  cool,  and 
weighed  again,  the  same  process  being  repeated  until  the  weight 
remains  constant  or  varies  only  to  the  extent  of  a  few  deci-milli- 
grammes.  By  subtracting  from  the  weight 
found  the  tare  of  the  crucible  or  watch-glasses 
and  filter,  we  obtain  the  weight  of  the  dry 
precipitate.  [The  filter  must  not  be  dried  too 
long,  as  it  slowly  loses  weight,  and  even  be- 
comes brown  from  decomposition  when  heated 
to  100°  for  days  together.] 

It  happens  sometimes  that  the  precipitate 
nearly  fills  the  filter,  or  retains  a  considerable 
amount  of  water ;  or  sometimes  the  paper  is  so  thin  that  its  re- 
moval from  the  funnel  cannot  well  be  effected  without  tearing. 
In  all  such  cases,  the  best  way  is  to  let  the 
filter  and  precipitate  get  nearly  dry  in  the 
funnel,  which  may  be  effected  readily  by 
covering  the  latter  with  a  piece  of  blotting 
paper*  to  keep  out  the  dust,  and  placing 
it,  supported  on  a  broken  beaker  (fig.  38), 
or  some  other  vessel  of  the  kind,  on  the 
steam-apparatus  or  sand-bath,  or  stove,  or 
on  a  heated  iron  plate.  For  support  to  a 
funnel  while  drying  a  hollow  frustum  of  a  cone  open  both  ends, 
made  of  sheet  zinc  (fig.  39),  is  convenient.  Two  sizes  may  be  used, 
10  cm.  and  12  cm.  high  respectively.  The  lower  diameter  should 
be  from  7  to  8,  the  upper  from  4  to  6  cm. 


Fig.  39. 


§  51. 

Vb.  Ignition  of  Prccijj'dates. 

In  this  process  it  is  necessary  to  burn  the  filter  and  substract 
the  weight  of  the  filter  ash  from  the  total  weight  foimd. 

If  care  be  taken  to  make  tlie  filters  always  of  the  same  paper, 

*  Turned  flown  over  the  rim.  Or  more  neatly  as  follows: — Wet  a  common 
cut  filter,  strelch  it  over  the  ground  top  of  the  funnel,  and  then  gently  tear  off 
the  superfluous  paper.  The  cover  thus  formed  continues  to  adhere  after  drying 
with  some  force. 
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and  to  cut  every  size  by  a  pattern,  the  quantity  of  ash  which  each 
size  yields  upon  incineration  may  be  readily  determined.  It  is 
necessary,  however,  to  determine  separately  the  quantity  of  ash 
left  by  ordinary  iilters,  and  that  left  by  filters  which  have  been 
washed  with  hydrochloric  acid  and  water ;  on  an  average  the  latter 
leave  about  half  as  much  ash  as  the  former.  To  determine  the  fil- 
ter ash  take  ten  filters  (or  an  equal  weight  of  cuttings  from  the 
same  paper),  burn  them  in  an  obliquely-placed  platinum  crucible, 
and  ignite  until  every  trace  of  carbon  is  consumed ;  then  weigh 
the  ash,  and  divide  the  amount  found  by  ten;  the  qi;otient  ex- 
presses, with  sufiicient  precision,  the  average  quantity  of  ash  which 
every  individual  filter  leaves  upon  incineration. 

In  the  ignition  of  precipitates,  the  following  four  points  have 
to  be  more  particularly  regarded: 

1.  No  loss  of  substance  must  be  incurred ; 

2.  The  ignited  precipitates  must  really  be  the  bodies  they  are 
represented  to  be  in  the  calculation  of  the  results  ; 

3.  The  incineration  of  the  filters  must  be  complete ; 

4.  The  crucibles  must  not  be  attacked. 

The  following  two  methods  seem  to  me  the  simplest  and  most 
appropriate  of  all  that  have  as  yet  been  proposed.  The  selection 
of  either  depends  upon  certain  circumstances,  which  I  shall  imme- 
diately have  occasion  to  jjoint  out.  But  no  matter  which  method 
is  resorted  to,  the  precipitate  must  always  be  thoroughly  dried, 
before  it  can  properly  be  exposed  to  a  red  heat.  The  application 
of  a  red  heat  to  moist  precipitates,  more  particularly  to  such  as  are 
very  light  and  loose  in  the  dry  state  (silicic  acid,  for  instance), 
involves  always  a  risk  of  loss  from  the  impetuously  escaping 
aqueous  vapors  carrying  away  with  them  minute  particles  of  the 
substance.  Some  other  substances,  as  aluminium  hydroxide  or 
ferric  hydroxide,  for  instance,  form  small  hard  lumps  ;  if  such 
lumps  are  ignited  while  still  moist  within  they  are  liable  to  fly 
about  with  great  violence.  The  best  method  of  drying  precipitates 
as  a  preliminary  to  ignition  is  as  described  in  §  50,  the  last 
paragraph. 

Respecting  the  ignition,  the  degree  of  heat  to  be  applied  and 
the  duration  of  the  process  must,  of  course,  depend  upon  the 
nature  of  the  precipitate  and  upon  its  deportment  at  a  red  heat. 
As  a  general  rule,  a  moderate  red  heat,  applied  for  about  five 
minutes,  is  found  sufficient  to  effect  the  purpose ;  there  are,  how- 
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ever,  many  exceptions  to  this  rule  which  M'ill  be  indicated  where- 
ever  tliey  occur. 

Whenever  the  choice  is  permitted  between  porcelain  and 
platinum  crucibles,  the  latter  are  always  prefen-ed,  on  account  of 
their  comparative  lightness  and  infrangil)ility,  and  because  they 
are  more  readily  heated  to  redness.  The  crucible  selected  should 
always  be  of  sufficient  capacity,  as  the  use  of  crucibles  deficient  in 
size  involves  the  risk  of  loss  of  substance.  Tlie  proper  size,  in 
most  cases,  is  -i  cm.  in  height,  and  3-5  cm.  in  diameter.  That  the 
crucible  must  be  perfectly  clean,  both  inside  and  outside,  need 
hardly  be  mentioued.  The  analyst  should  acquire  the  habit  of 
cleaning  and  polishing  the  platinum  crucible  always  after  using  it. 
This  should  be  done  by  friction  with  moist  sea-sand  whose  grains 
are  all  roimd  and  do  not  scratch.  Tlie  sand  is  rubbed  on  with  the 
finger,  and  the  desired  effect  is  produced  in  a  few  minutes.  The 
adoption  of  this  habit  is  attended  with  the  pleasure  of  always 
working  with  a  bright  crucible  and  the  profit  of  prolonging  its 
existence.  This  mode  of  cleaning  is  all  the  more  necessary,  when 
one  ignites  over  gas-lamps,  since  at  this  high  temperature  crucibles 
soon  acquire  a  gray  coating,  which  arises  from  a  superficial  loosen- 
ing of  the  platinum.  A  little  burnishing  with  sea-sand  readily 
removes  the  appearance  in  question,  without  causing  any  notable 
diminution  of  the  weight  of  the  crucible.  The  foregoing  remarks 
on  platinum  crucibles  refer  eqiially  to  those  of  iridium-platinum — 
which,  by  the  by,  are  now  much  used,  and  very  highly  to  be  recom- 
mended— only  the  restoration  of  the  polish  is  somewhat  more  diffi- 
cult with  the  latter,  on  account  of  the  greater  hardness  of  the  alloy. 
If  there  are  spots  on  the  platinum  or  iridium-platinum  cnicibles, 
\vhich  cannot  be  removed  by  the  sand  without  wearing  away  too 
much  of  the  metal,  a  little  potassium  disulphate  is  fused  in  the 
crucible,  the  fluid  mass  shaken  about  inside,  allowed  to  cool,  and 
tlie  crucible  finally  boiled  with  water.  There  are  two  ways  of 
cleaning  crucibles  soiled  outside  ;  either  the  crucible  is  placed  in  a 
larger  one,  and  the  interspace  filled  with  potassium  disu'ipliate, 
which  is  then  heated  to  fusion ;  or  the  crucible  is  placed  on  a 
platinum-wire  triangle,  heated  to  redness,  and  then  sprinkled  over 
with  powdered  potassium  disulphate.  Instead  of  the  sulphate  you 
may  use  borax.  Never  forget  at  last  to  polish  the  crucible  with 
sea-sand  again. 

"When  the  crucible  is  clean,  it  is  placed  upon  a  clean  platinum- 
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wire  triangle  (fig.  40),  ignited,  allowed  to  cool  in  the  desiccator, 
and  weighed.  This  operation,  though  not  indispensable,  is  still 
always  advisable,  that  the  weighing  of  the  empty  and  filled  crucible 
may  be  performed  under  as  nearly  as  possible  the  same  circum- 
stances. The  empty  crucible  may  of  course  be  weighed  after  the 
ignition  of  the  precipitate  ;  however,  it  is 
preferable  in  most  cases  to  weigh  it  lefore. 
The  ignition  is  effected  with  a  Beezelius 
spirit-lamp  or  a  gas-lamp,  or  else  in  a  muflSe. 
In  igniting  reducible  substances  over  lamps, 
the  analyst  must  always  be  on  his  guard 
against  the  contact  of  unconsumed  hydro- 
carbons even  in  covered  crucibles.  When 
gas-lamps  are  used  there  is  especial  need  of 
caution  in  this  respect.  Eeduction  will  be  avoided  if  the  flame  is 
made  no  larger  than  necessary,  if  the  crucible  is  supported  in  the 
upper  part  of  the  flame,  and  if,  when  the  crucible  is  in  a  slanting 
position,  it  is  heated  from  behind. 

We  pass  on  now  to  the  description  of  the  special  methods. 

§  52. 
FiEST  Method.     {Ignition  of  the  Precipitate  with  the  Filter!) 

This  method  is  resorted  to  in  cases  where  there  is  no  danger  of 
a  reduction  of  the  precipitate  by  the  action  of  the  carbon  of  the 
filter.     The  mode  of  proceeding  is  as  follows : — 

The  perfectly  dry  filter,  with  the  precipitate,  is  removed  from 
the  funnel,  and  its  sides  are  gathered  together  at  the  top,  so  that 
the  precipitate  lies  enclosed  as  in  a  small  bag.  The  filter  is  now 
put  into  the  crucible,  which  is  then  covered  and  heated  over  a 
spirit-lamp  with  double  draught,  or  over  gas  very  gently,  to  effect 
the  slow  charring  of  the  filter;  the  cover  is  now  removed,  the 
crucible  placed  obliquely,  and  a  stronger  degree  of  heat  applied, 
until  complete  incineration  of  the  filter  is  effected ;  the  lid,  which 
had  in  the  meantime  best  be  kept  on  a  porcelain  plate,  or  in  a  por- 
celain crucible,  is  put  on  again,  and  a  red  heat  applied  for  some 
time  longer,  if  needed;  the  crucible  is  now  allowed  to  cool  a  little, 
and  is  then,  while  still  hot,  though  no  longer  red  hot,*  taken  off 

*  Taking  hold  of  a  red  hot  crucible  with  brass  tongs  might  cause  the  formation 
of  black  rings  round  it. 
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with  a  pair  of  tongs  of  brass  or  polished  iron  (fig.  41),  and  p^it  in 
the  desiccator,  ^^'here  it  is  left  to  cool ;  it  is  finally  weighed. 

The  combnstion  of  the  carbon  of  the  filter  may  be  promoted, 
in  cases  where  it  proceeds  too  slowly,  by  pushing  the  non-consumed 
particles,  with  a  smooth  and  rather  stout  platinum  wire,  within  the 
focus  of  the  strongest  action  of  the  heat  and  air.  And  the  oper- 
ator may  also  increase  the  draught  of  air  by  leaning  the  lid  of  the 
crucible  against  the  latter  in  the  manner  illustrated  in  fig.  42. 

It  will  occasionally  happen  that  particles  of  the  carbon  of  the 
filter  obstinately  resist  incineration.  In  such  cases  the  operation 
may  be  promoted  by  putting  a  small  lump  of  fused,  dry  ammonium 


Fig.  41. 


Fig.  43. 


nitrate  into  the  crucible,  placing  on  the  lid  and  applying  a  gentle 
heat  at  first,  which  is  gradually  increased.  However,  as  this  way 
of  proceeding  is  apt  to  involve  some  loss  of  substance,  its  applica- 
tion should  not  be  made  a  general  rule. 

In  cases  where  the  bulk  of  the  precipitate  is  easily  detached 
from  the  filter,  the  preceding  method  is  occasionally  modified  in 
this,  that  the  precipitate  is  put  into  the  crucible,  and  the  filter, 
with  the  still  adhering  particles,  folded  loosely  together,  and  laid 
over  the  precipitate.  In  other  respects,  the  operation  is  conducted 
in  the  manner  above  described. 
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§  53. 

Second  Method.     {Ignition  of  the  Precipitate  apavt  from  the 

Filter.) 

This  method  is  resorted  to  in  cases  where  a  reduction  of  the 
precipitate  from  the  action  of  the  carbon  of  the  fiher  is  appre- 
hended; and  also  where  the  ignited  precipitate  is  required  foi 
further  examination,  which  the  presence  of  the  filter  ash  might 
embarrass.  It  may  be  employed  also,  instead  of  the  first  method, 
in  aU  cases  where  the  precipitate  is  easily  detached  from  the  filter. 
The  mode  of  proceeding  is  as  follows : — 

The  crucible  intended  to  receive  the  precipitate  is  placed  upon 
a  slieet  of  glazed  paper ;  the  perfectly  dry  filter  with  the  precipi- 
tate is  taken  out  of  the  funnel,  and  gently  pressed  together  over 
the  paper,  to  detach  the  precipitate  from  the  filter ;  the  precipitate 
is  now  shaken  into  the  crucible,  and  the  particles  still  adhering  to 
the  filter  are  removed  from  it,  as  far  as  practicable,  by  further 
pressing  or  gentle  rubbing  together  of  the  folded  filter,  and  are 
then  also  transferred  to  the  crucible.  The  filter  is  now  spread 
open  upon  the  sheet  of  glazed  paper,  and  then  folded  in  form  of  a 
little  square  box,  enclosed  on  all  sides  by  the  parts  turned  up ;  any 
minute  particles  of  the  precipitate  that  may  have  dropped  on  the 
glazed  paper  are  brushed  into  this  little  box,  with  the  aid  of  a 
small  feather ;  the  box  is  closed  again,  rolled  up,  and  one  end  of  a 
long  platinum  wire  spirally  wound  round  it.  The  crucible  being 
placed  on  or  above  a  porcelain  plate,  the  little  roll  is  liglited,  and, 
during  its  combustion,  held  over  the  crucible,  so  that  the  falling 
particles  of  the  precipitate  or  filter  ash  may  drop  into  it,  or,  at 
least,  into  the  porcelain  plate.  In  this  way,  and  by  occasionally 
holding  the  little  roll  again  in  or  against  the  fiame,  the  incineration 
of  the  filter  is  readily  and  safely  effected.  WTien  the  operation  is 
terminated,  a  slight  tap  will  suflice  to  drop  the  ash  and  the  remain- 
ing particles  of  the  precipitate  into  the  crucible,  which  is  then  cov- 
ered, and  the  ignition  completed  as  in  §  52.  "Where  it  is  intended 
to  keep  the  ash  separate  from  the  precipitate,  it  is  made  to  drop 
into  the  lid  of  the  crucible,  in  which  case  it  is  better  to  ignite  the 
crucible  with  the  principal  portion  of  the  precipitate  first.  This 
method  of-  incinerating  the  filter,  devised  by  Bunsen,  is  preferable 
to  the  method  formerly  in  use,  in  which  the  filter,  freed,  w  far  as 
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practicable,  from  the  precipitate,  was  burnt  either  whole  or  cut  up 
into  little  bits  on  the  lid  of  the  crucible,  the  operation  being  pro- 
moted when  necessary  by  gently  pressing  the  still  unconsumed 
particles  with  a  platinum  wire,  or  platinum  spatula,  against  the 
red-hot  lid.  No  matter  which  method  of  incineration  is  resorted 
to,  the  operation  must  always  be  conducted  in  a  spot  entirely  pro- 
tected from  draughts. 

Certain  precipitates  sufEer  some  essential  modification  in  their 
properties,  in  their  solubility,  for  instance,  from  ignition.  In  cases 
where  a  portion  of  a  substance  of  the  kind  is  required,  after  the 
weighing,  for  some  other  purpose  with  which  the  effects  of  a  red 
heat  would  interfere,  the  two  operations  of  drying  and  igniting 
may  be  combined  in  the  following  way : — The  precipitate  is  col- 
lected on  a.filter  dried  at  100°  ;  it  is  then  also  dried,  at  100°,  and 
weighed  (§  50).  A  portion  of  the  dry  precipitate  is  put  into  a 
tared  crucible,  and  its  exact  weight  ascertained ;  it  is  then  exposed 
to  a  red  heat,  allowed  to  cool  in  the  usual  way,  and  weighed  again  ; 
the  diminution  of  weight  which  it  has  undergone  is  calculated  on 
the  whole  amount  of  the  precipitate. 

§  53,  a. 
Bcnsen's  Method  of  EAPm  Filteation.* 

A  precipitate  is  washed  either  by  filtration  or  by  decantation : 
in  the  former  case  the  portion  of  liquid  not  mechanically  retained 
is  allowed  to  drain  from  the  precipitate ;  in  the  latter  it  is  sepa- 
rated by  simply  pouring  it  away,  the  foreign  substances  contained 
in  the  precipitate  being  then  removed  by  the  repeated  addition  of 
some  washing-fluid,  in  each  successive  portion  of  which  the  pre- 
cipitate is,  as  far  as  possible,  uniformly  suspended,  this  process 
being  continued  until  the  amount  of  impurity  becomes  so  minute 
that  its  presence  may  be  entirely  disregarded. 

In  the  process  of  filtration  as  hitherto  conducted,  the  time  re- 
quired is  so  long  and  the  quantity  of  wash-water  needed  so  great 
that  some  simplification  of  this  continually  recurring  operation  is 
in  the  highest  degree  desirable.  The  following  method,  which  de- 
pends not  upon  the  removal  of  the  impurity  by  simple  attenuation, 
but  upon  its  displacement  by  forcing  the  wash-water  through  the 

*  Ann.  der  Chem.  und  Phann. ,  vol.  cxlviii.  p.  269 ;  Am.  Jour.  Sci. ,  xlvii.  p.  831. 
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precipitate,  appears  to  me  to  combine  all  the  requisite  conditiona 
and  therefore  to  satisfy  the  need. 

The  rapidity  with  which  a  liquid  filters  depends,  cmteris 
paribus,  upon  the  difference  which  exists  between  the  pressure 
upon  its  upper  and  lower  surfaces.  Supposing  the  filter  to  consist 
of  a  solid  substance,  the  pores  of  which  suffer  no  alteration  by  pres- 
sure, or  by  any  other  influence,  then  the  volume  of  liquid  filtered 
in  the  unit  of  time  is  nearly  proportional  to  the  difference  in  pres- 
sure :  this  is  clearly  shown  by  the  following  experiments,  made 
with  pure  water  and  a  filter  consisting  of  a  thin  plate  of  artificial 
pumice-stone.  The  thin  plate  of  pumice  was  hermetically  fastened 
into  a  funnel  consisting  of  a  graduated  cylindrical  glass  vessel,  the 
lower  end  of  which  was  connected  with  a  large  thick  flask  by 
means  of  a  tightly  fitting  caoutchouc  cork.  The  pressure  in  the 
flask  was  then  reduced  by  rarefying  the  air  by  means  of  a  method 
to  be  described  upon  another  occasion  ;  and  for  each  difference  of 
pressure  ^5,  measured  by  a  mercury  column,  the  number  of  seconds 
t  was  observed  which  a  given  quantity  of  water  occupied  in  passing 
through  the  filter.     The  following  are  the  results  : — 


I. 

p- 

t. 

pt. 

metre. 

n 

0-179 

91-7 

164 

0-190 

81-0 

15-4 

0-282 

62-9 

14-9 

0-4Y2 

33-0 

15-6 

In  the  ordinary  process  of  filtration,  p  on  the  average  amounts 
to  no  more  than  0-004  to  0-008  metre.  The  advantage  gained, 
therefore,  is  easily  perceived  when  we  can  succeed  by  some  simple, 
practicable,  and  easily  attainable  method  in  multiplying  this  differ- 
ence in  pressure  one  or  two  hundred  times,  or,  say,  to  an  entire 
atmosphere,  without  running  any  risk  of  breaking  the  filter.  The 
solution  of  this  problem  is  very  easy :  an  ordinary  glass  funnel  has 
only  to  be  so  arranged  that  the  filter  can  be  completely  adjusted 
to  its  side  even  to  the  very  apex  of  the  cone.  For  this  purpose  a 
glass  funnel  is  chosen  possessing  an  angle  of  60°,  or  as  nearly  60° 
as  possible,  the  walls  of  which  must  be  completely  free  from  ine- 
qualities of  every  description;  and  into  it  is  placed  a  second 
funnel  made  of  exceedingly  thin  platinum-foil,  and  the  sides  of 
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wliich  possess  exactly  the  same  inclination  as  those  of  the  glass 
funnel.  An  ordinary  paper  iilter  is  then  introduced  into  this  com- 
pound funnel  in  the  usual  manner ;  when  carefully  moistened  and 
so  adjusted  that  no  air-bubbles  are  visible  between  it  and  the  glass, 
this  filter,  when  filled  with  a  liquid,  will  support  the  pressure  of 
au  extra  atmosphere  without  ever  breaking. 


Fig.  43. 


The  platinum  funnel  is  easily  made  from  thin  platinum-foil  in 
the  following  manner  :^ — In  the  carefully  chosen  glass  funnel  is 
placed  2l,  'perfectly  accurately  fittinq  ^iex  made  of  writing-paper ; 
this  is  kept  in  position  by  dropping  a  little  melted  sealing-wax 
between  its  upper  edge  and  the  glass ;  the  paper  is  next  saturated 
with  oil  and  filled  with  liquid  plaster  of  Paris,  and  before  the 
mixture  solidifies  a  small  wooden  handle  is  placed  in  the  centre. 
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After  an  hour  or  so  the  plaster  cone  with  the  adhering  paper 
filter  can  be  withdrawn  by  means  of  the  handle  from  the  funnel, 
to  which  it  accurately  corresponds.  The  paper  on  the  outside  of 
the  cone  is  again  covered  with  oil,  and  the  whole  carefully  inserted 
into  liquid  plaster  of  Paris  contained  in  a  small  crucible  4  or  5 
centims.  in  height.  After  the  mixture  has  solidified,  the  cone 
may  be  easily  withdrawn;  the  adhering  paper  filter  is  then 
detached,  and  any  small  pieces  of  paper  still  remaining  removed  by 
gentle  rubbing  with  the  finger.  In  this  manner  a  solid  cone  is  ob- 
tained accurately  fitting  into  a  hollow  cone,  and  of  which  the  angle 
of  inclination  perfectly  corresponds  with  that  of  the  glass  funnel. 

Fig.  43,  1,  represents  the  cones.  Ey  their  help  the  small  plati- 
num funnel  is  made.  A  piece  of  platinum  (shown  three-fourths 
of  the  natural  size  in  fig.  44)*  is  cut  from  foil  of 
such  a  thickness  that  one  square  centimetre  weighs 
about  0'154  grm.,  and  from  the  centre  a  a  vertical 
incision  is  made  by  the  scissors  to  the  edge  ci  d. 
The  small  piece  of  foil  is  next  rendered  pliable 
by  being  heated  to  redness,  and  is  placed  upon  the  solid  cone 
in  such  a  manner  that  its  centre  a  touches  the  apex  of  the 
latter ;  the  side  ai  d  is  then  closely  pressed  upon  the  plaster, 
and  the  remaining  portion  of  the  platinum  wrapped  as  equally 
and  as  closely  as  possible  around  the  cone.  On  again  heating  the 
foil  to  redness,  pressing  it  once  more  upon  the  cone,  and  inserting 
the  whole  into  the  hollow  cone,  and  turning  it  round  once  or 
twice  under  a  gentle  pressure,  the  proper  shape  is  completed. 
The  i>latinum  funnel,  which  should  not  allow  of  the  transmission 
of  light  through  its  extreme  point,  even  now  possesses  such  sta- 
bility that  it  may  be  immediately  employed  for  any  purpose.  If 
desired,  it  may  be  made  still  stronger  by  soldering  down  the  over- 
lapping portion  in  one  spot  only  to  the  upper  edge  of  the  foil  by 
means  of  a  grain  or  two  of  gold  and  borax  ;  in  general,  however, 
this  precaution  is  unnecessary.  If  the  shape  has  in  any  degree 
altered  during  this  latter  process,  it  is  simply  necessary  to  drop 
the  platinum  funnel  into  the  hollow  cone  and  then  to  insert  the 
solid  cone,  when  by  one  or  two  turns  of  the  latter  the  proper  form 

*  The  diameter  of  a  in  the  original  drawing  is  2'5  centimetres.  Perforated 
platinum  cones  admirably  adapted  for  use  witli  the  Bdnsen  filtering  apparatus 
can  now  be  purchased  of  dealers  iu  chemical  apparatus,  or  of  the  manufacturer, 
Mr.  J.  Bishop,  Sugartown,  Chester  Co. ,  Pa. 
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may  be  immediately  restored.  The  platinum  funnel  is  placed  in 
the  bottom  of  the  glass  fuunel,  the  dry  pajier  filter  then  introduced 
in  the  ordinary  manner,  moistened,  and  freed  from  all  adhering 
air-bubbles  by  pressure  with  the  finger.  A  filter  so  arranged  and 
in  perfect  contact  with  the  glass,  M'hen  filled  with  a  liquid  will 
support  the  pressure  of  an  entire  atmosphere  without  the  least 
danger  of  breaking;  and  the  interspace  between  the  folds  of  the 
platinum  foil  is  perfectly  sufficient  to  allow  of  the  passage  of  a 
continuous  stream  of  water. 

In  order  to  be  able  to  produce  the  additional  pressure  of  an 
atmosphere,  the  filtered  liquid  is  received  in  a  strong  glass  flask 
instead  of  In  beakers.*  This  flask  is  closed  by  means  of  a  doubly 
perforated  caoutchouc  cork,  through  one  of  the  holes  of  wliich  the 
neck  of  tlie  glass  funnel  is  passed  to  a  depth  oifrom  5  to  8  centi- 
metres (fig.  43,  JS) ;  through  tlie  other  is  fitted  a  narrow  tube  open 
at  both  ends,  the  lower  end  of  which  is  brought  exactly  to  the 
level  of  the  lower  surface  of  the  corli,  to  the  other  is  adapted  the 
caoutchouc  tube  connected  with  the  apparatus  destined  to  produce 
the  requisite  difference  in  pi'essuro :  this  apparatus  will  be  de- 
scribed immediately.  The  fiasks  are  placed  in  a  metallic  or  porce- 
lain vessel,  in  the  conical  contraction  of  which  several  strips  of 
cloth  are  fastened.  This  method  of  supporting  the  fiusk  has  the 
advantage  that,  in  one  and  the  same  vessel,  flasks  varying  in  size 
from  0-5  to  2'5  litres  stand  equally  wel'  md  that  by  simply  laying 
a  cloth  over  the  mouth  of  the  vesse/,  the  consequences  of  an 
explosion  (which  through  inexperience  or  carelessness  is  possible) 
are  rendered  harmless. 

It  is  impossible  to  employ  any  of  the  air-pumps  at  present  in 
use  to  create  the  difference  in  pressure,  since  the  filtrate  not  unfre- 
quently  contains  chlorine,  sulphurous  acid,  liydric  sulphide,  and 
other  substances  which  would  act  injuriously  upon  the  metallic 
portions  of  these  instniments.  I  therefore  employ  a  water  air- 
pump  constructed  on  the  principle  of  Speengel's  mercury-pump, 
and  which  appears  to  me  preferable  to  all  other  forms  of  air-pump 
for  chemical  purposes,  since  it  effects  a  rarefaction  to  within  6  or 
12  millimetres  pressure  of  mercury. 

Fig.  43  shows  the  arrangement  of  this  pump.  On  opening  the 
pinch-cock  a,  water  fiows  from  the  tuljc  I  into  the  enlarged  glass 

*  These  flasks  must  be  somewhat  tliicker  than  those  ordinarily  used,  in  order 
to  prevent  the  possibility  of  th«ir  giving  way  under  the  atmospheric  pressure. 
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vessel  I,  and  thence  down  the  leaden  pipe  c.  This  pipe  has  a 
diameter  of  about  8  millims.,  and  extends  downward  to  a  depth  of 
30  or  40  feet,  and  ends  in  a  sewer  or  other  arrangement  serving  to 
convey  the  water  away.  The  iower  end  of  the  tube  d  possesses  a 
narrow  opening ;  it  is  hermetically  sealed  into  the  wider  tube  b, 
,  and  reaches  nearly  to  the  bottom  of  the  latter.  A  manometer  is 
attached  to  the  upper  continuation  of  this  tube  d  by  means  of  a 
side  tube  at  d' ;  at  d''  is  attached  a  strong  thick  caoutchouc  tube 
possessing  an  internal  diameter  of  5  millims.  and  an  external  diam- 
eter of  12  millims. ;  this  leads  to  the  flask  which  is  to  be  rendered 
vacuous,  and  is  connected  with  it  by  means  of  the  short  narrowed 
tube  k.  Between  the  air-pump  and  the  flask  is  placed  the  small 
thick  glass  vessel/",  in  which,  when  one  washes  with  hot  water,  the 
steam  which  may  be  carried  over  is  condensed.  All  the  caoutchouc 
joinings  ai-e  made  with  very  thick  tubing,  the  internal  diameter  of 
which  amounts  to  about  5  millims.,  the  external  diameter  to  about 
17  millims.  The  entire  arrangement  is  screwed  down  upon  a 
board  fastened  to  the  wall,  in  such  a  manner  that  each  separate 
piece  of  the  apparatus  is  held  by  a  single  fastening  only,  in  order 
to  prevent  the  tubes  being  strained  and  broken  by  the  possible 
warping  of  the  board.  On  releasing  the  pinchcock  a,  water  flows 
from  the  conduit  I  down  the  tube  c  to  a  depth  of  more  than  30 
feet,  carrying  with  it  the  air  which  it  sucks  through  the  small 
opening  of  the  tube  d  in  the  form  of  a  continuous  stream  of 
bubbles.  No  advantage  is  gained  by  increasing  the  rapidity  of 
the  flow,  since  the  friction  exerted  by  the  water  upon  the  sides  of 
the  leaden  pipe  acts  directly  as  a  counter-pressure,  and  a  compara- 
tively small  increase  in  the  rapidity  of  the  flow  is  accompanied  by 
a  great  increase  in  the  amount  of  this  friction.  Accordingly  at  g 
is  a  second  pinchcock,  by  which  the  stream  can  be  once  for  all  so 
regulated  that,  on  completely  opening  the  cock  a,  the  friction,  on 
account  of  the  diminished  rate  of  flow,  is  rendered  sufiiciently 
small  to  allow  of  the  maximum  degree  of  rarefaction.  Such  an 
apparatus,  Avhen  properly  regulated  once  for  all  by  means  of  the 
cock  g,  exhausts  in  a  comparatively  short  time  the  largest  vessels 
to  within  a  pressure  of  mercury  equal  to  the  tension  of  aqueous 
vapor  at  the  temperature  possessed  by  the  stream.*     The  tension 

*  The  time  required  to  obtaia  the  above  degree  of  exhaustion  in  a  flask  of 
from  1  to  3  litres  capacity  ranges  from  six  to  ten  minutes;  the  quantity  of  water 
necessary  amounts  to  about  40  or  50  litres. 


§  53,  b.J    bunsen's  method  of  rapid  filteation.  97 

exerted  by  the  water-stream  iu  my  laboratory,  in  which  six  of 
these  pumps  are  used,  amounts  to  about  7  millims.  in  winter  and 
10  millims.  in  summer.  The  filtration  is  made  in  the  following 
manner :  The  flask  standing  in  the  metallic  or  porcelain  vessel  is 
connected  by  means  of  the  slightly  drawn-out  tube  Tc  with  the 
caoutchouc  tube  A  attached  to  the  pump,  the  cock  a  having  been 
previously  opened  and  the  properly  fitted  moistened  filter  filled 
with  the  liquid  to  be  filtered.  As  usual,  the  clear  supernatant 
fluid  is  first  poured  upon  the  filter;  in  a  moment  or  two  the 
filtrate  runs  through  in  a  continuous  stream,  often  so  rapidly  that 
one  must  hasten  to  keep  up  the  supply  of  liquid,  since  it  is  advis- 
able to  maintain  the  filter  as  full  as  possible.  After  the  precipi- 
tate has  been  entirely  transferred,  the  filtrate  passes  through  drop 
by  drop,  and  the  manometer  not  unfrequently  now  shows  a  pres- 
sure of  an  extra  atmosphere.  The  filter  may  be  filled  (in  fact  this 
is  to  be  recommended)  with  the  precipitate  to  within  a  millimetre 
of  its  edge,  since  the  precipitate,  in  consequence  of  the  high  pres- 
sure to  which  it  is  subjected,  becomes  squeezed  into  a  thin  layer 
broken  up  by  innumerable  fissures.  As  soon  as  the  liquid  has 
passed  through  and  the  first  traces  of  this  breaking  up  become 
evident,  the  precipitate  will  be  found  to  have  been  so  firmly 
pressed  upon  the  paper,  that  on  caiitiously  pouring  water  over  it  it 
remains  completely  undisturbed.  The  washing  is  effected  by  care- 
fully pouring  water  down  the  side  of  the  funnel  to  within  a  centi- 
metre above  the  rim  of  the  filter :  the  washing  flask  for  this  pur- 
pose is  not  applicable ;  the  water  must  be  poured  from  an  open 
vessel.  After  the  filter  has  in  this  manner  been  replenished  four 
times  with  water  and  allowed  to  drain  for  a  few  minutes,  it  will 
be  found  to  be  already  so  far  dried,  in  consequence  of  the  high 
pressure  to  which  it  has  been  subjected,  that  without  any  further 
desiccation  it  may  be  withdrawn,  together  with  the  precipitate, 
from  the  funnel,  and  immediately  ignited,  with  the  precautions  to 
be  presently  given,  in  the  crucible. 

§  53,  b. 

BuNSEn's    SiMPLrFIED   ExHAUSTING   ApPAEATUS. 

It  is  not  necessary  to  use  a  pump  as  powerful  as  that  described, 
since  a  fall  of  10  or  15  feet  is  sufficient  to  filter  a  precipitate  accord- 
ing to  the  above  described  method,  and  so  far  to  dry  it  that  it  can 
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be  immediately  ignited  in  the  crucible.  Tbe  simple  arrangement 
represented  in  fig.  45  answers  this  purpose.  It  consists  of  two 
equal-sized  bottles,  a  and  a',  of  from  2  to  4  litres  capacity,  each  of 
which  is  provided  near  the  bottom  with  a  small  stopcock  designed 
to  regulate  the  flow  of  water.  Suppose  a 
filled  with  water  and  placed  upon  a  shelf  as 
high  above  the  ground  as  possible,  and  a' 
placed  empty  on  the  floor,  and  the  two  stop- 
cocks connected  by  means  of  caoutchouc  tub- 
ing c,  then  on  allowing  water  to  flow  down 
the  tube  the  air  in  the  upper  bottle  becomes 
somewhat  rarefied ;  and  in  order  to  employ 
the  consequent  difference  in  pressure  (amount- 
ing to  a  column  of  mercury  about  0"2  metre 
in  height)  for  the  purpose  of  filtration,  it  is 
only  necessary  to  connect  the  mouth  of  the 
upper  bottle  with  the  tube  of  the  filter-flask. 
When  the  water  has  ceased  to  flow,  the  posi- 
tion of  the  bottle  is  reversed,  when  the  oper- 
ation recommences.  So  small  a  pressure  as 
0'2  metre  suffices  to  render  the  filter  and  its 
contents  so  far  dry  that  they  may  be  imme- 
diately withdrawn  from  the  funnel  and  ig- 
nited without  any  other  preliminary  desicca- 
tion. 

§  53,  c. 

Bunsen's  Method  of  Detdtg  aio)  Igniting 
Peecipitates. 

If  a  precipitate  be  heated  in  a  platinum 
crucible  immediately  after  filtration  by  the 
older  process,  a  portion  will  inevitably  be 
projected  out  of  the  crucible.  Hitherto,  therefore,  it  has  been 
necessary  to  dry  the  filter  and  precipitate  before  ignition.  Now 
to  dry  a  quantity  of  hydrated  chromium  sesquioxide  containing 
0'2436  grm.  Cr'O"  in  a  water-bath  at  100°  C.  requires  at  least  five 
hours;  and,  moreover,  bringing  the  dried  precipitate  into  the 
crucible,  burning  the  filter,  and  gradually  igniting  the  mass  is  in 
the  highest  degree  tedious  and  troublesome.     All  this  expenditure 


Fig.  45. 
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of  time  and  labor  may  be  saved  by  employing  the  new  method. 
By  its  means  a  precipitate  is  as  completely  dried  upon  the  filter  in 
from  1  to  5  minutes  as  if  it  had  been  exposed  from  6  to  8  hours  in 
a  drying  chamber ;  and  it  can  immediately,  filter  and  all,  be  thrown 
into  a  platinum  or  porcelain  crucible  and  ignited  without  the  sHght- 
est  fear  of  its  spurting.  By  operating  in  the  following  manner  the 
filter  burns  quietly  without  flame  or  smoke ;  this  phenomenon, 
although  remarkable,  easily  admits  of  an  explanation.  The  portion 
of  filter-paper  free  from  precipitate  is  tightly  wrapped  round  the 
remainder  of  the  filter  in  such  a  manner  that  the  precipitate  is 
enveloped  in  from  four  to  six  folds  of  clean  paper.  The  whole  is 
then  dropped  into  the  platinum  or  porcelain  crucible  lying  obliquely 
upon  a  triangle  over  the  lamp,  and  pushed  down  against  its  sides 
with  the  finger.  The  cover  is  then  supported  against  the  mouth  of 
the  crucible  in  the  ordinary  way,  and  the  ignition  commenced  by 
heating  the  portion  of  the  crucible  in  contact  with  the  cover.  When 
the  fiame  has  the  proper  size  and  position,  the  filter  carbonizes 
quietly  without  any  appearance  of  fiame  or  considerable  amount  of 
smoke.  When  the  carbonization  proceeds  too  slowly,  the  fiame  is 
moved  a  little  toward  the  bottom  of  the  crucible.  After  some  time 
the  precipitate  appears  to  be  surrounded  only  by  an  extremely  thin 
envelope  of  carbon,  possessing  exactly  the  form  (of  course  dimin- 
ished in  size)  of  the  original  filter;  the  flame  is  then  increased, 
and  the  crucible  maintained  at  a  bright-red  heat  until  the  carbon 
contained  in  this  envelope  is  consumed.  The  combustion  proceeds 
so  quietly  that  the  resulting  ash  surrounding  the  precipitate  pos- 
sesses, even  to  the  smallest  fold,  the  exact  form  of  the  original 
filter.  If  the  ash  shows  here  and  there  a  dark  color,  it  is  simply 
necessary  to  heat  the  crucible  over  a  blast-lamp  for  a  few  minutes 
to  effect  the  complete  removal  of  the  trace  of  carbon.  This 
method  of  burning  a  filter  is  extremely  convenient  and  accurate ; 
it  is  only  necessary  to  give  a  little  attention  at  first  to  the  slow  car- 
bonization of  the  paper,  after  which  the  further  progress  of  the 
operation  may  be  left  to  itself. 

Gelatinous,  finely  divided,  granular,  and  ciystalline  precipitates, 
such  as  alumina,  calcium  oxalate,  barium  sulphate,  silica,  &c.,  may 
with  equal  facility  be  treated  in  this  manner ;  so  that  even  in  this 
particular  the  work,  in  comparison  with  the  method  generally 
adopted,  is  considerably  shortened  and  simplified.  [This  method 
should  not,  of  course,  be  used  when  the  substance  to  be  ignited  is 
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such  as  to  be  injiiriously  affected  by  the  reducing  action  of  filter- 
paper.J 

§  53,  d. 

Use  of  Asbestos  Filtees  -with  Bunsen's  FiLTEEnfG  Appaeattjs. 

A  method  of  jfiltering,  washing,  and  igniting  precipitates  with 

out  the  use  of  paper  filters,  which  in  many  cases  possesses  great 

advantages,  has  been  devised  by  F.  A.  Gooch, 

and  is  described    as    follows.*    First.  White, 

silky,  anhydrous  asbestos  is  scraped  to  a  fine 

short  down  with  an  ordinary  knife-blade,  boiled 

Fig.  46.         yfiih  hydrochloric  acid  to  remove  traces  of  iron 

or  other  soluble  matter,  washed  by  decantation,   and  set  aside 

for  use. 

Secondly.  A  platinum  crucible  of  ordinary  size,  preferably  of 
the  broad  low  pattern  (fig.  46),  is  chosen,  and  the  bottom  (fig.  47) 
perforated  with  fine  holes  (the  more 
numerous  and  the  finer  the  better) 
by  means  of  a  steel  point ;  or  better 
still,  the  bottom  may  be  made  of  fine 
platinum  gauze.  Next,  a  Bun  sen  fun- 
nel of  the  proper  size  is  selected,  and  over  the 
top  a  short  piece  of  rubber  tubing  f  is  stretched 
and  drawn  down  until  the  portion  above  the 
funnel  arranges  itseif  at  right  angles  to  the 
stem.  "Within  the  opening  in  the  rubber,  the 
perforated  crucible  is  fitted  as  shown  in  fig.  48, 
and  the  funnel  is  connected  with  the  receiver 
of  a  Bunsen  pump  or  other  exhausting  appa- 
ratus in  the  ordinary  way. 

To  make  the  asbestos  filter,  the  pressure  of  the  pump  is  applied, 
and  a  little  of  the  asbestos  prepared  as  described,  and  suspended  in 
water,  is  poured  into  the  crucible.     The  rubber  and  the  crucible 


Fig.  47. 


Fig.  48. 


*  Proceedings  of  Am.  Acad.  Arts  and  Sciences,  1878,  p.  843. 

f  If  suitable  rubber  tubing  is  not  at  hand  for  fitting  tlie  crucible  to  the  fun- 
nel, a  piece  of  strong  glass  tube,  preferably  tapering  slightly,  may  be  used  in 
place  of  a  funnel.  The  diameter  of  the  tube  should  exceed  that  of  the  crucible. 
One  end  is  drawn  down  to  size  of  a  common  funnel  stem;  the  crucible  is  then 
fitted  to  the  large  end  by  means  of  a  short  section  of  large  rubber  tubing,  or  a 
bored  rubber  stopper. 
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are  lield  together  by  the  exhaustion  of  the  vacuum  pump  with  suf- 
ficient force  to  make  an  air-tight  joint ;  the  water  is  drawn  through 
and  the  asbestos  is  deposited  almost  instantly  in  a  close  compact 
layer  on  the  perforated  bottom ;  more  asbestos  (if  necessary)  in  sus- 
pension as  before  being  poured  upon  the  first  until  the  layer 
becomes  sufficiently  thick  for  the  purpose  for  which  it  is  intended. 
Finally  a  little  distilled  water  is  drawn  through  the  apparatus  to 
wash  away  any  filaments  which  might  cling  to  the  under  side,  and 
the  filter  is  ready  for  use ;  the  whole  process  occupyihg  less  time 
than  is  required  to  fold  and  fit  an  ordinary  paper  filter  to  a  funnel. 

To  prepare  the  filter  for  the  weighing  of  a  precipitate,  the 
crucible  with  the  felt  of  asbestos  undisturbed  is  removed  from 
the  funnel  and  ignited.  In  case  the  precipitate  to  be  subse- 
quently collected  must  be  heated  to  high  temperature  for  a  long 
time,  it  is  better  to  enclose  the  perforated  crucible  with  its  felt 
within  another  crucible ;  because  in  such  cases  asbestos  felt  is  apt 
to  curl  at  the  edges,  and  without  such  precaution  some  of  the 
precipitate  might  drop  through  the  perforations  and  be  lost.  For 
drying  at  low  temperatures,  however,  and  even  for  ordinary  igni- 
tion, a  second  crucible  is  unnecessary ;  but,  during  the  ignition  of 
an  easily  reducible  substance  care  must  be  taken  to  avoid  contact 
of  unbumt  gas  with  the  perforated  bottom. 

To  perform  the  filtration,  the  crucible  is  replaced  in  the  funnel, 
the  pressure  applied,  and  the  process  conducted  precisely  as  in 
ordinary  filtration  by  the  Bunsen  pump.  It  is  necessary  to  observe 
that  the  vacuum  pump  be  started  before  pouring  the  liquid  upon 
the  filter.  The  final  drying  or  ignition,  as  the  case  may  be,  of  the 
precipitate  and  filter  is  made  without  difficulty,  or  need  of  extra 
precaution. 

For  turbid  liquids,  or  gelatinous  precipitates,  instead  of  the 
perforated  crucible  a  platinum  cone  may  be  used,  the  upper  part 
being  made  of  foil,  the  lower  part  of  gauze.  This  process  is  recom- 
mended not  only  for  such  precipitates  as  have  heretofore  usually 
been  collected  upon  weighed  paper  filters,  but  also  for  many  other 
precipitates  which  are  usually  ignited,  but  whose  proper  ignition 
is  more  or  less  interfered  with  by  the  presence  of  carbon. 
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§  54. 
5.  Analysis  by  Measuee  (Volumeteio  Analysis). 

The  principle  of  volumetric  analysis  has  been  explained  already 
in  the  "  Introduction,"  where  we  have  seen  how  the  quantity  of 
iron  present  in  a  fluid  as  a  ferrous  salt  maybe  determined  by  means 
of  a  solution  of  potassium  permanganate,  the  value  of  which  has 
been  previously  ascertained  by  observing  the  quantity  required  to 
convert  a  known  amount  of  iron  from  a  ferrous  to  a  ferric  salt. 

Solutions  of  accurately  known  composition  or  strength,  used  for 
the  purposes  of  volumetric  analysis,  are  called  standard  solutions. 
They  may  be  prepared  in  two  ways,  viz.,  {a)  by  dissolving  a 
weighed  quantity  of  a  substance  in  a  definite  volume  of  fluid ;  or 
(J),  by  first  preparing  a  suitably  concentrated  solution  of  the  reagent 
required,  and  then  determining  its  exact  strength  by  a  series  of 
experiments  made  with  it  upon  weighed  quantities  of  the  body 
for  the  determination  of  which  it  is  intended  to  be  used. 

In  the  preparation  of  standard  solutions  by  method  a,  the  weight 
of  the  reagent  taken  for  1000  c.c.  may,  if  desired,  be  a  weight 
exactly  equivalent  to  1  gramme  of  hydrogen  (see  §  192,  c,  S).  In 
the  case  of  standard  solutions  prepared  by  method  5,  this  may  also 
be  easily  done,  by  diluting  to  the  required  degree  the  still  some- 
what too  concentrated  solution,  after  having  accurately  determined 
its  strength ;  however,  as  a  rule,  this  latter  process  is  only  resorted 
to  in  technical  analyses,  where  it  is  desirable  to  avoid  all  calculation. 
Fluids  which  contain  the  eq.  number  of  grammes  of  a  substance  in 
one  litre,  are  called  normal  solutions  ;  those  which  contain  -^  of 
this  quantity,  decinormal  solutions. 

The  determination  of  a  standard  solution  intended  to  be  used 
for  volumetric  analysis  is  obviously  a  most  important  operation ; 
since  any  error  in  this  will,  of  course,  necessarily  falsify  every 
analysis  made  with  it.  In  scientific  and  accurate  researches  it  is, 
therefore,  always  advisable,  whenever 'practicable,  to  examine  the 
standard  solution — no  matter  whether  prepared  by  method  a,  or 
by  method  5,  with  subsequent  dilution  to  the  required  degree — ^by 
experimenting  with  it  upon  accurately  weighed  quantities  of  the 
body  for  the  determination  of  which  it  is  to  be  used. 

In  the  previous  remarks  I  have  made  no  difference  between 
fluids  of  known  composition  and  those  of  known  power ;  and  this 
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has  hitherto  been  usual.  But  by  accepting  the  two  expressions 
as  synonymous,  we  take  for  granted  that  a  fluid  exercises  a  chemi- 
cal action  exactly  corresponding  to  the  amount  of  dissolved  sub- 
stance it  contains — that,  for  instance,  a  solution  of  sodium  chloride 
containing  1  mol.  Na  CI  will  precipitate  exactly  1  at.  silver.  This 
presumption,  however,  is  very  often  not  absolutely  correct,  as  will 
be  shown  with  reference  to  this  very  example,  §  115,  h,  5.  In  such 
cases,  of  course,  it  is  not  merely  advisable,  but  even  absolutely 
necessary,  to  determine  the  strength  of  the  fluid  by  experiment, 
although  the  amount  of  the  reagent  it  contains  may  be  exactly 
known,  for  the  power  of  the  fluid  can  be  inferred  from  its  com- 
position only  approximately  and  not  with  perfect  exactness.  If  a 
standard  solution  keeps  unaltered,  this  is  a  great  advantage,  as  it 
dispenses  with  the  necessity  of  determining  its  strength  before 
every  fresh  analysis. 

That  particular  change  in  the  fluid  operated  upon  by  means  of 
a  standard  solution  which  marks  the  completion  of  the  intended 
decomposition,  is  termed  the  final  eeaction.  This  consists  either 
in  a  change  of  color,  as  is  the  case  when  a  solution  of  potassium  per- 
manganate acts  upon  an  acidified  solution  of  ferrous  salt,  or  a  solu- 
tion of  iodine  upon  a  solution  of  sulphuretted  hydrogen  mixed  with 
starch  paste ;  or  in  the  cessation  of  the  formation  of  a  precipitate 
upon  further  addition  of  the  standard  solution,  as  is  the  case  when 
a  standard  solution  of  sodium  chloride  is  used  to  precipitate  silver 
from  its  solution  in  nitric  acid ;  or  in  incipient  precipitation,  as  is 
the  case  when  a  standard  solution  of  silver  is  added  to  a  solution  of 
hydrocyanic  acid  mixed  with  an  alkali ;  or  in  a  change  in  the  action 
of  the  examined  fluid  upon  a  particular  reagent,  as  is  the  case 
when  a  solution  of  sodium  arseuite  is  added,  drop  by  drop,  to  a 
solution  of  chloride  of  lime,  until  the  mixture  no  longer  imparts  a 
blue  tint  to  paper  moistened  with  potassium  iodide  and  starch- 
paste,  &c. 

The  more  sensitive  a  final  reaction  is,  and  the  more  readily,  posi- 
tively, and  rapidly  it  manifests  itself,  the  better  is  it  calculated  to 
serve  as  the  basis  of  a  volumetric  method.  In  cases  where  it  is  an 
object  of  great  importance  to  ascertain  with  the  greatest  practica- 
ble precision  the  exact  moment  when  the  reaction  is  completed,  the 
analyst  may  sometimes  prepare,  besides  the  actual  standard  solu- 
tion, another,  ten  times  more  dilute,  and  use  the  latter  to  finish  the 
process,  carried  nearly  to  completion  with  the  former. 
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But  a  good  final  reaction  is  not  of  itself  sufficient  to  afford  a  safe 
basis  for  a  good  volumetric  method ;  this  requires,  as  the  first  and 
most  indispensable  condition,  that  the  particular  decomposition 
which  constitutes  the  leading  point  of  the  analytical  process  should 
— at  least  under  certain  known  circumstances — remain  unalterably 
the  same.  "Wherever  this  is  not  the  case — where  the  action  varies 
with  the  greater  or  less  degree  of  concentration  of  the  fluid,  or 
according  as  there  may  be  a  little  more  or  less  free  acid  present ;  or 
according  to  the  greater  or  less  rapidity  of  action  of  the  standard 
solution ;  or  where  a  precipitate  formed  in  the  course  of  the  process 
has  not  the  same  composition  throughout  the  operation — the  basis 
of  the  volumetric  method  is  fallacious,  and  the  method  itself, 
therefore,  of  no  value. 


SECTIOIS"    II. 

EEAGENTS. 

§  55. 

Foe  general  infonnation  respecting  reagents,  I  refer  tlie  stu- 
dent to  my  volume  on  "  Qualitative  Analysis." 

The  instructions  given  here  will  be  confined  to  the  preparation, 
testing,  and  most  important  uses  of  those  chemical  substances  which 
subserve  principally  and  more  exclusively  the  purposes  of  quanti- 
tative analysis.  Those  reagents  which  are  employed  in  qualitative 
investigations,  having  been  treated  of  already  in  the  volume  on  the 
qualitative  brancli  of  the  analytical  science,  will  therefore  be  simply 
mentioned  here  by  name. 

The  reagents  used  in  quantitative  analysis  are  properly  arranged 
tmder  the  following  heads : — 

A.  Reagents  for  gravimetric  analysis  in  the  wet  way. 

B.  Reagents  for  gravimetric  analysis  in  the  dry  way. 

C.  Reagents  for  volumetric  analysis. 

D.  Reagents  used  in  organic  analysis. 

The  mode  of  preparing  the  fluids  used  in  volumetric  analysis, 
will  be  found  where  we  shall  have  occasion  to  speak  of  their  appli- 
cation. 

A.  REAGENTS  FOB  GBAVIMETRIO  ANALYSIS  IN  THE  WET  WAT. 

I.    SIMPLE   SOLVENTS. 

§56. 

1.  Distilled  Water  (see  "  Qual.  Anal"). 

"Water  intended  for  quantitative  investigations  must  be  perfectly 
pure.  "Water  distilled  from  glass  vessels  leaves  a  residue  upon 
evaporation  in  a  platinum  vessel  (see  experiment  No.  5),  and  is 
therefore  inapplicable  for  many  purposes ;  as,  for  instance,  for  the 
determination  of  the  exact  degree  of  solubility  of  sparingly  soluble 
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substances.     Eor  certain  uses  it  is  necessary  to  free  tlie  water  by 
ebullition  from  atmospheric  air  and  carbonic  acid. 

2.  Alcohol  (see  "  Qual.  Anal."). 

a.  Absolute  alcobol.     &.  Common  alcohol  of  various  degrees  of 
strength. 

3.  Ethee. 

The  application  of  ether  as  a  solvent  is  very  limited.  It  is 
more  frequently  used  mixed  with  alcohol,  in  order  to  diminish  the 
solvent  power  of  the  latter  for  certain  substances,  e.g.^  ammonium 
platinic  chloride.  The  ordinary  ether  of  the  shops  will  answer  the 
purpose. 

4.  Caebon  DistTLPHipE  (sce  "  Qual.  Anal."), 

II.    ACIDS  AND  HALOGENS. 

a.  Oxygen  Acids. 

§57. 

1.  StTLPHtTRic  Acid. 

a.  Concentrated  sulphuric  acid  of  the  shops. 

b.  Concentrated  pure  sulphuric  acid. 

c.  Dilute  sulphuric  acid. 

See  "Qual.  Anal." 

2.  NiTEic  Acid. 

a.  Pure  nitric  acid  of  1'2  sp.  gr.  (see  "  Qual.  Anal."). 

h.  Red  fuming  nitric  acid  (concentrated  nitric  acid  containing 
some  hyponitric  acid). 

Preparation. — Two  parts  of  pure,  dry  potassium  nitrate  are 
introduced  into  a  capacious  retort,  and  one  part  of  concentrated 
sulphuric  acid  is  added  either  through  the  tubulure  of  the  retort, 
or  if  a  common  non-tubulated  one  is  used,  through  the  neck  by 
means  of  a  long  funnel-tube  bent  at  the  lower  end,  carefully  avoid- 
ing soiling  the  neck  of  the  retort.  The  latter  being  put  into  a  ves- 
sel filled  with  sand,  or,  better  still,  with  iron  turnings,  is  then  con- 
nected with  a  receiver,  but  not  quite  air-tight.  The  distillation  is 
conducted  at  a  gradually  increased  heat,  and  carried  to  dryness. 
The  cooling  of  the  receiver  must  be  properly  attended  to  during 
the  distillation.     In  the  preparation  of  small  quantities,  the  retort 
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is  placed  on  a  piece  of  wire-gauze,  and  heated  with  charcoal ;  in 
this  process  it  is  always  advisable  to  coat  the  retort  by  repeated 
application  of  a  thin  paste  made  of  clay  and  water ;  a  little  borax 
or  sodium  carbonate  should  be  added  to  the  water  used  for  making 
the  paste. 

Tests. — Red  fuming  nitric  acid  must  be  in  a  state  of  the  greatest 
possible  concentration,  and  perfectly  free  from  sulphuric  acid.  In 
order  to  detect  minute  traces  of  the  latter,  evaporate  a  few  c.  c.  of 
the  specimen  in  a  porcelain  dish  nearly  to  dryness,  dilute  the  resi- 
due with  water,  add  some  barium  chloride,  and  observe  whether  a 
precipitate  forms  on  standing. 

Uses. — A  powerful  oxidizing  agent  and  solvent ;  it  serves  more 
especially  to  convert  sulphur  and  metallic  sulphides  into  sulphuric 
acid  and  sulphates  respectively. 

3.  Acetic  Acid  (see  "  Qual.  Anal."). 

4.  Taetaeic  Acid  (see  "  Qual.  Anal."). 

5.  Hydrogen  Acids  and  Halogens . 
§58. 
1.  Htdeochloeio  Acid. 

a.  Pure  hydrochloric  acid  of  1-12  sp.  gr.  (see  "  Qual.  Anal."). 

h.  Pure  fuming  hydrochloric  acid  of  about  1"18  sp.  gr. 

Preparation. — As  in  "  Qual.  Anal."  §  26,  with  this  modifica- 
tion, however,  that  only  3  or  4  parts  of  water,  instead  of  6,  are  put 
into  the  receiver,  to  4  parts  of  sodium  chloride  in  the  retort.  The 
greatest  care  must  be  taken  to  keep  the  receiver  cool,  and  to  change 
it  as  soon  as  the  tube  through  which  the  gas  is  conducted  into  it 
begins  to  get  hot,  since  it  is  now  no  longer  hydrochloi'ic  acid  gas 
which  passes  over,  but  an  aqueous  solution  of  the  gas,  in  form  of 
vapor,  which  would  simply  weaken  the  fuming  acid,  if  it  were 
allowed  to  mix  with  it. 

Tests. — The  fuming  acid  must,  for  many  purposes,  be  perfectly 
free  from  chlorine  and  sulphurous  acid.  For  the  mode  of  testing 
for  these  impurities,  see  "  Qual  Anal."  loc.  cit.  Test  for  sulphuric 
acid  as  under  Nitric  Acid,  above. 

Uses. — Fuming  hydrochloric  acid  has  a  much  more  energetic 
action  than  the  dilute  acid ;  it  is,  therefore,  used  instead  of  the 
latter  in  cases  where  a  more  rapid  and  energetic  action  is  desirable. 
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2.  Htdeoflttoeic  Acid. 
This  is  employed  for  the  decomposition  of  silicates  and  borates, 
sometimes  in  the  gaseous  form,  sometimes  in  the  condition  of 
aqueous  solution.  In  the  first  case,  the  substance  to  be  decomposed 
is  introduced  into  the  leaden  box,  in  which  the  hydrofluoric  gas  is 
being  generated ;  in  the  latter  case,  we  must  first  prepare  the  aque- 
ous acid.  The  raw  material  employed  is  fiuor  spar  or  kryolite 
(LuBOLDT*).  Both  are  first  finely  powdered,  and  then  treated  with 
concentrated  sulphuric  acid.  To  1  part  kryolite,  2^  parts  sulphuric 
acid  are  used;  to  1  part  fiuor  spar,  2  parts  sulphuric  acid  are 
used.  If  the  latter  is  employed,  allow  the  mixture  to  stand  in 
a  dry  place  for  several  days,  stirring  every  now  and  then,  so  that 
the  silicic  acid  (which  is  generally  contained  in  fiuor  spar)  may 
first  escape  in  the  form  of  fluosilicic  gas.  Convenient  distil- 
latory apparatus  have  been  described  by  Ltjboldt  (loc.  cit.)  and  by. 
H.  BEiEGLEB.f  The  latter  commends  itself  especially  on  account 
of  its  relatively  small  cost.  It  consists  of  a  leaden  retort,  with  a 
movable  leaden  top,  which  can  be  luted  on.  The  receiver  belong- 
ing to  it  is  a  box  of  lead,  with  a  tubulure  at  the  side,  into  which 
the  neck  of  the  retort  just  enters.  The  cover  of  the  receiver  is 
raised  conical,  and  is  provided  at  the  top  with  an  exit  tube  of  lead. 
In  the  receiver  a  platinum  dish  containing  water  is  placed,  all 
joints  are  luted,  and  the  retort  is  carefully  heated  in  a  sand-bath. 
The  aqueous  hydrofluoric  acid  found  at  the  end  of  the  operation  in 
the  platinum  dish  is  perfectly  pure.  The  small  quantity  of  impure 
hydrofluoric  acid  which  collects  on  the  bottom  of  the  receiver  is 
thrown  away.  The  hydrofluoric  acid  must  entirely  volatilize  when 
heated  in  a  platinum  dish  on  a  water-bath.  The  pure  acid  gives  no 
precipitate  when  neutralized  with  potash,  while  potassium  silico- 
fluoride  separates  if  the  acid  contains  hydrofluosilicic  acid.  The 
acid  is  best  preserved  in  gutta-percha  bottles,  as  recommended  by 
Stadelee.  The  greatest  caution  must  be  observed  in  preparing 
this  acid,  since,  whether  in  the  fluid  or  gaseous  condition,  it  is  one 
of  the  most  injurious  substances. 

3.  Ohloeine  and  Ohloeine-watee  (see  "  Qual.  Anal."). 

4.  NiTEo-HTDEOCHLOEio  AciD  (sce  "  Qual.  Anal."). 

5.  Htdeofluosilicio  Acid  (see  "  Qual.  Anal."). 

•  Journ.  fttr  prakt.  Chcm,,  76,  830. 
t  Annal.  d.  Chem.  u.  Pharm.,  Ill,  880. 
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c.  Sulphur  Adda. 
1.  Htdkosulphueio  Acid  (see  "  Qual.  Anal."). 

HI.  BASES  AND  METALS. 

a.  Oxygen  Bases  and  Metals. 

§  59. 
a.  Alkali  JBases. 

1.  Potassium  Hydroxide  oe  Potassa  and  Sodium  Htdkoxide  ok 
Soda  (see  "  Qual.  Anal."). 

All  the  four  sorts  of  the  caustic  alkalies  mentioned  in  the  quali- 
tative part  are  required  in  quantitative  analysis,  viz.,  common  solu- 
tion of  soda,  potassa  purified  with  alcohol,  solution  of  potassa  pre- 
pared with  baryta,  and  absolutely  pure  soda.  Pure  solution  of 
potassa  may  be  obtained  also  by  heating  to  redness  for  half  an  hour 
in  a  copper  crucible,  a  mixture  of  1  part  of  potassium  nitrate,  and 
2  or  3  parts  of  thin  sheet  copper  cut  into  small  pieces,  treating  the 
mass  with  water,  allowing  the  oxide  of  copper  to  subside  in  a  tall 
vessel,  and  removing  the  supernatant  clear  fluid  by  means  of  a 
syphon  ("Wohlek).* 

2.  Ammonia  (see  "  Qual.  Anal."). 

fi.  Alkali-earth  Bases. 

1.  Barium  Hydroxide  ok  Baryta  (see  "  Qual.  Anal."). 

2.  Calcium  Hydroxide  or  Lime. 

Finely  divided  calcium  hydroxide  mixed  with  water  (milk  of 
lime),  is  used  more  particularly  to  effect  the  separation  of  magne- 
sium, &c.,  from  the  alkali  metals.  Milk  of  lime  intended  to  be 
used  for  that  purpose  must,  of  course,  be  perfectly  free  from  alka- 
lies. To  insure  this  the  slaked  lime  should  be  thoroughly  washed, 
by  repeated  boiling  with  fresh  quantities  of  distilled  water.  This 
operation  is  conducted  best  in  a  silver  dish.  When  cold,  the  milk 
of  lime  so  prepared  is  kept  in  a  well-stoppered  bottle. 

*  Sodium  hydroxide,  made  by  acting  on  pure  water  by  pure  sodium  and  fusing 
in  silver  vessels,  is  to  be  had  cheaply  of  the  Magnesium  Metal  Company,  Salford, 
Manchester,  England. 
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y.  Heamy  Metals,  and  their  Oxides. 
§  60. 

1.    ZlNO. 

Zinc  has  of  late  been  much  used  as  a  reagent  in  quantitative  analy- 
sis. It  serves  more  especially  to  effect  the  reduction  of  ferric  to 
ferrous  salts,  and  also  the  precipitation  of  copper  from  solutions  of 
its  salts.  Zinc  intended  to  be  used  for  the  former  purpose  must  be 
free  from  iron,  for  the  latter  free  from  lead,  copper,  and  other 
metals  which  remain  undissolved  upon  treating  the  zinc  with  dilute 
acids. 

To  procure  zinc  which  leaves  no  residue  upon  solution  in  dilute 
sulphuric  acid,  there  is  commonly  no  other  resource  but  to  re-distil 
the  commercial  article. 

This  is  effected  in  a  retort  made  of  the  material  of  Hessian  or 
black-lead  crucibles.  The  operation  is  conducted  in  a  wind-furnace 
with  good  draught.  The  neck  of  the  retort  must  hang  down  as 
perpendicular  as  possible.  Under  the  neck  is  pl&ced  a  basin  or 
small  tub,  filled  with  water.  The  distillation  begins  as  soon  as  the 
retort  is  at  a  bright  red  heat.  As  the  neck  of  the  retort  is  very 
liable  to  become  choked  up  with  zinc,  or  oxide  of  zinc,  it  is  neces- 
sary to  keep  it  constantly  free  by  means  of  a  pipe-stem.  The  zinc 
obtained  by  this  re-distillation  is  nearly  or  quite  free  from  lead. 

Tests. — The  following  is  the  simplest  way  of  testing  the  purity 
of  zinc :  dissolve  the  metal  in  dilute  suljihuric  acid  in  a  small  flask 
provided  with  a  gas-evolution  tube,  place  the  outer  limb  of  the  tube 
under  water,  and  when  the  solution  is  completed,  let  the  water 
entirely  or  partly  recede  into  the  flask ;  after  cooling,  add  to  the 
fluid,  drop  by  drop,  a  sufficiently  dilute  solution  of  potassium  per- 
manganate. If  a  drop  of  that  solution  imparts  the  same  red  tint 
to  the  zinc  solution  as  to  an  equal  volume  of  water,  the  zinc  may  be 
considered  free  from  iron.  I  prefer  this  way  of  testing  the  purity 
of  zinc  to  other  methods,  as  it  affords,  at  the  same  time,  an  ap- 
proximate, or,  if  the  zinc  has  been  weighed,  and  the  permanganate 
solution  (which,  in  that  case,  must  be  considerably  diluted)  measured, 
an  accurate  and  precise  knowledge  of  the  quantity  of  iron  present. 
If  lead  or  copper  are  present,  these  metals  remain  undissolved 
upon  solution  of  the  zinc. 

2.  Lead  Oxide. 
Precipitate  pure  lead  nitrate  or  acetate  with  ammonium  car- 
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bonate,  wasli  the  precipitate,  dry,  and  ignite  gently  to  complete 
decomposition. 

Lead  oxide  is  often  used  to  fix  an  acid,  so  that  it  is  not  expelled 
even  by  a  red  heat. 

h.  Sulphur  Bases. 

1.  Ammontdm  Sulphide  (see  "  Qual.  Anal."). 

We  require  both  the  colorless  monosulphide,  and  the  yellow 
polysulphide. 

2.  SoDHTM  Sulphide  (see  "  Qual.  Anal."). 

IV.  SALTS. 

a.  Salts  of  the  Alkalies. 

§  61. 

1.  Potassium  Sulphate  (see  "  Qual.  Anal."). 

2.  Ammonium  Oxalate  (see  "  Qual.  Anal."). 

3.  Sodium  Acetate  (see  "  Qual.  Anal."). 

4.  Ammonium  Succinate. 

Preparation. — Saturate  succinic  acid,  which  has  been  purified 
by  dissolving  in  nitric  acid  and  recrystallizing,  with  dilute  ammo- 
nia. The  reaction  of  the  new  compound  should  be  rather  sHghtly 
alkaline  than  acid. 

Uses. — This  reagent  serves  occasionally  to  separate  ferric  iron 
from  other  metals. 

5.  Sodium  Caebonate  (see  "  Qual.  Anal."), 

This  reagent  is  required  both  in  solution  and  in  pure  crystals ; 
in  the  latter  form  to  neutralize  an  excess  of  acid  in  a  fluid  which 
it  is  desirable  not  to  dilute  too  much. 

6.  Ammonium  Caebonate  (see  "  Qual.  Anal."). 

7.  Sodium  Htdeogen  Sulphite  (see  "  Qual.  Anal."). 

8.  Sodium  Thiosulphate  (Hyposulphite),  N,S,0,. 

This  salt  occurs  in  commerce.  It  should  be  dry,  clear,  well 
crystallized,  completely  and  with  ease  soluble  in  water.  The  solu- 
tion must  give  with  silver  nitrate  at  first  a  white  precipitate,  must 
not  effervesce  with  acetic  acid,  and  when  acidified  must  give  no  pre- 
cipitate with  barium  chloride,  or  at  most,  only  a  slight  turbidity. 
The  acidified  solution  must,  after  a  short  time,  become  milky  from 
separation  of  sulphur. 
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Uses. — Sodium  thiosulphate  is  used  for  the  precipitation  of 
several  metals,  as  sulphides,  particularly  in  separations,  for  instance, 
of  copper  from  zinc ;  it  also  serves  as  solvent  for  several  salts  (sil- 
ver cliloride,  calcium  sulphate,  &c.)  ;  lastly,  it  is  employed  in  volu- 
metric analysis,  its  use  here  depending  on  the  reaction  2(Na,S,05) 
-|-2l=2XaI  +  E'a,S,0.. 

9.  Potassium  Niteite  (see  "  Qual.  Anal."). 

10.  Potassium  Dicheomate  (see  "  Qual.  Anal."). 

11.  Ammonium  Moltbdate  (see  "  Qual.  Anal."). 

12.  Ammonium  Chloeide  (see  "  Qual.  Anal."). 

13.  Potassium  Cyanide  (see  "  Qual.  Anal."). 

h.  Salts  of  the  Alkali-earth  Metals. 
§  62. 

1.  Barium  Chloeide  (see  "  Qual.  Anal."). 

The  following  process  gives  a  very  pure  barium  chloride,  free 
from  calcium  and  strontium : — Transmit  through  a  concentrated 
solution  of  impure  barium  chloride  hydrochloric  gas,  as  long  as  a 
precipitate  continues  to  form.  Nearly  the  whole  of  the  barium 
chloride  present  is  by  this  means  separated  from  the  solution,  in 
form  of  a  crystalline  powder.  Collect  this  on  a  filter,  let  the 
adhering  liquid  drain  ofE,  wash  the  powder  repeatedly  with  small 
quantities  of  pure  hydrochloric  acid,  until  a  sample  of  the  wash- 
ings, diluted  with  water,  and  precipitated  with  sulphuric  acid, 
gives  a  filtrate  which,  upon  evaporation  in  a  platinum  dish,  leaves 
no  residue.  The  hydrochloric  mother-liquor  serves  to  dissolve 
fresh  portions  of  witherite.  I  make  use  of  the  barium  chloride  so 
obtained,  principally  for  the  preparation  of  perfectly  pure  barium 
carbonate,  which  is  often  required  in  quantitative  analyses. 

2.  Baeium  Acetate. 

Preparation. — Dissolve  pure  barium  carbonate  in  moderately 
dilute  acetic  acid,  filter,  and  evaporate  to  crystallization. 

Tests. — Dilute  solution  of  barium  acetate  must  not  be  rendered 
turbid  by  solution  of  silver  nitrate.  See  also  "  Qual.  Anal.,"  Barium 
chloride,  the  same  tests  being  also  used  to  ascertain  the  purity  of 
the  acetate. 

Uses. — Barium  acetate  is  used  instead  of  barium  chloride,  to 
e£Eect  the  precipitation  of  sulphuric  acid,  in  cases  where  it  is  desir- 
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able  to  avoid  the  introduction  of  a  chloride  into  the  solution,  or 
to  convert  the  base  into  an  acetate.  As  the  reagent  is  seldom 
required,  it  is  best  kept  in  crystals. 

3.  Baeitjm  Carbonate  (see  "  Qual.  Anal."). 

4.  Stkontium  Chlokede. 

Preparation. — Strontium  chloride  is  prepared  from  strontian- 
ite  or  celestine,  by  the  same  processes  as  barium  chloride.  The 
pure  crystals  obtained  are  dissolved  in  alcohol  of  96  per  cent.,  the 
solution  is  filtered,  and  kept  for  use. 

Uses. — The  alcoholic  solution  of  strontium  chloride  is  used  to 
effect  the  conversion  of  alkali  sulphates  into  chlorides,  in  cases 
where  it  is  desirable  to  avoid  the  introduction  into  the  fluid  of  a 
salt  insoluble  in  alcohol. 

5.  Calcium  Chloeide  (see  "  Qual.  Anal."). 

6.  Magnesium  Chloride  or  Magnesium  Mixture. 
Dissolve  11  parts  crystallized  magnesium  chloride  (MgCl,  -(-  6 

HjO)  and  28  parts  ammonium  chloride  in  130  parts  water,  add 
70  parts  dilute  ammonia  solution  (sp.  gr.  0-96).  Allow  the  mix- 
ture to  stand  one  of  two  days  and  filter.  This  solution,  commonly 
called  "magnesia  mixture,"  is  used  to  precipitate  phosphoric  acid. 
An  excess  is  required  to  effect  complete  precipitation.  Prepared 
as  here  described,  about  10  c.  c.  should  be  used  in  ordinary  cases 
for  every  0*1  gramme  P,0,. 

A  solution  containing  the  same  per  cent,  (approximately)  of 
magnesium  chloride  and  other  constituents  may  also  be  prepared 
from  common  calcined  magnesia  (MgO),  provided  it  is  free  from 
the  other  alkali-earth  metals,  as  follows : — Add  to  11  parts  magnesia 
sufficient  hydrochloric  acid  to  effect  solution,  next  add  a  slight  ex- 
cess of  magnesia  and  boil  to  separate  traces  of  iron ;  filter,  and  add 
140  parts  ammonium  chloride  and  350  parts  dilute  ammonia. 
Dilute  with  water  until  volume  equals  1000  c.  c.  for  every  11 
grammes  of  MgO  used.  Allow  the  mixture  to  stand  two  or  three 
days,  and  filter  if  necessary. 

c.  Salts  of  the  Heavy  Metals. 
§  63. 

1.  Febeous  Sulphate  ( see  "  Qual.  Anal."). 

2.  Feebio  Chloeide  (see  "  Qual.  Anal"). 

3.  Ueanio  Acetate, 
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Heat  finely  powdered  pitchblende  with  dilute  nitric  acid,  filter 
the  fluid  from  the  undissolved  portion,  and  treat  the  filtrate  with 
hydrosulphuric  acid  to  remove  the  lead,  copper,  and  arsenic;  filter 
again,  evaporate  to  dryness,  extract  the  residue  with  water,  and  fil- 
ter the  solution  from  the  oxides  of  iron,  cobalt,  and  manganese- 
Uranic  nitrate  crystallizes  from  the  filtrate ;  purify  this  by  recrys- 
tallization,  and  then  heat  the  crystals  until  a  small  portion  of  uranic 
oxide  is  reduced.  "Warm  the  yellowish-red  mass  thus  obtained 
with  acetic  acid,  filter  and  let  the  filtrate  crystallize.  The  crystals 
are  uranic  acetate,  and  the  mother-liquor  contains  the  undecom- 
posed  nitrate  (Weethedvi). 

Tests. — Solution  of  uranic  acetate  after  acidification  with 
hydrochloric  acid  must  not  be  altered  by  hydrosulphuric  acid; 
ammonium  carbonate  must  produce  in  it  a  precipitate,  soluble  in  an 
excess  of  the  precipitant. 

Uses. — Uranic  acetate  may  serve,  in  many  cases,  to  effect  the 
separation  and  determination  of  phosphoric  acid. 

4.  SiLVEE  NiTEATE  (sec  "  Qual.  Anal."). 

5.  Lead  Acetate  (see  "  Qual.  Anal."). 

6.  Meecueio  Chloeide  (see  "  Qual.  Anal."). 

7.  Stannous  Chloeide  (see  "  Qual.  Anal."). 

8.  Platinic  Chloeide  (see  "  Qual.  Anal."). 

9.  Sodium  Palladio-Chloeide  (see  "  Qual.  Anal."). 

B.    BE  A  0ENT8  FOR  OR  A  VIMETRIC  ANAL  TBIS  IN  THE  DR  T  WA  T. 

§  64. 

1.  Sodium  Caebonate,  pure  anhydrous  (see  "  Qual.  Anal."), 

2.  Mixed  Sodium  and  Potassium  Caebonates  (see  "  Qual. 
Anal."). 

3.  Baeium  Htdeoxide  oe  Baetta  (see  "  Qual.  Anal."  and 
§59). 

4.  Potassium  Nitsate  (see  "  Qual.  Anal."). 

5.  Sodium  Niteate  (see  "  Qual.  Anal."). 

6.  BoKAX  (fused). 

Preparation. — Heat  crystallized  borax  (see  "  Qual.  Anal.)  in  a 
platinum  or  porcelain  dish,  until  there  is  no  further  intumescence ; 
reduce  the  porous  mass  to  powder,  and  heat  this  in  a  platinum  cru- 
cible until  it  is  fused  to  a  transparent  mass.     Pour  the  semi-fluid, 
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viscid  mass  upon  a  fragment  of  porcelain.  A  better  way  is  to  fuse 
the  borax  in  a  net  of  platinum  gauze,  by  making  the  gas  blowpipe- 
flame  act  upon  it.  The  drops  are  collected  in  a  platinum  dish. 
The  vitrified  borax  obtained  is  kept  in  a  well-stoppered  bottle. 
But  as  it  is  always  necessary  to  heat  the  vitrified  borax  previous  to 
use,  to  make  quite  sure  that  it  is  perfectly  anhydrous,  the  best  way 
is  to  prepare  it  only  when  required. 

Uses. — Vitrified  borax  is  used  to  effect  the  expulsion  of  car- 
bonic acid  and  other  volatile  acids,  at  a  red  heat. 

1.    PoTASSrOM   DiSULPHATE. 

Preparation. — Mix  87  parts  of  normal  potassium  sulphate  (see 
"  Qual.  Anal."),  in  a  platinum  crucible,  with  49  parts  of  concen- 
trated pure  sulphuric  acid,  and  heat  to  gentle  redness  until  the  mass 
is  in  a  state  of  uniform  and  limpid  fusion.  Pour  the  fused  salt  on 
a  fragment  of  porcelain,  or  into  a  platinum  dish  standing  in  cold 
water.  After  cooling,  break  the  mass  into  pieces,  and  keep  for 
use.* 

Uses. — This  reagent  serves  as  a  flux  for  certain  native  com- 
pounds of  alumina  and  chromic  oxide.  Potassium  disulphate  is 
used  also,  as  we  have  already  had  occasion  to  state,  for  the  cleansing 
of  platinum  crucibles;  for  this  latter  purpose,  however,  the  salt 
which  is  obtained  in  the  preparation  of  nitric  acid  will  be  found 
suflSciently  pure. 

8.  Ammonhtm  Caebonate  (solid). 

Preparation. — See  "  Qual.  Anal." — This  reagent  serves  to  con- 
vert the  acid  alkali  sulphates  into  normal  salts.  It  must  com- 
pletely volatilize  when  heated  in  a  platinum  dish. 

9.  Ammonium  Nitrate. 

Preparation. — Neutralize  pure  ammonium  carbonate  with  pure 
nitric  acid,  warm,  and  add  ammonia  to  slightly  alkaline  reaction ; 
filter,  if  necessary,  and  let  the  filtrate  crystallize.  Fuse  the  crys- 
tals in  a  platinum  dish,  and  pour  the  fused  mass  upon  a  piece  of 
porcelain ;  break  into  pieces  whilst  still  warm,  and  keep  in  a  well- 
Btoppered  bottle. 

Tests. — Ammonium  nitrate  must  leave  no  residue  when  heated 
in  a  platinum  dish. 


*  [J.  Lawrence  Smith  advises  the  use  of  sodium  disulphate  for  fluxing  alumi- 
nous compounds,  as  the  fused  mass  is  much  more  readily  soluble  in  water.] 
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Uses. — Ammonium  nitrate  serves  as  an  oxidizing  agent;  for 
instance,  to  convert  lead  into  lead  oxide,  or  to  effect  the  com- 
bustion of  carbon,  in  cases  where  it  is  desired  to  avoid  the  use  of 
fixed  salt»- 

10.  AMMONirM    CHLOEmE. 

Preparation  and  Tests. — See  "  Qual.  Anal." 

Uses. — Ammonium  chloride  is  often  used  to  convert  metallic 
oxides  and  acids,  e.g.,  lead  oxide,  zinc  oxide,  stannic  oxide,  arsenic 
acid,  antimonic  acid,  &c.,  into  chlorides  (ammonia  and  water  escape 
in  the  process).  Many  metallic  chlorides  being  volatile,  and  others 
volatilizing  in  presence  of  ammonium  chloride  fumes,  they  may  be 
completely  removed  by  igniting  them  with  ammonium  chloride  in 
excess,  and  thus  many  compounds,  e.g.,  alkali  antimonates,  may 
be  easily  and  expeditiously  analyzed.  Ammonium  chloride  is 
also  used  to  convert  various  salts  of  other  acids  into  chlorides,  e.g., 
small  quantities  of  alkali  sulphates. 

11.  Hydeogen  Gas. 

Preparation. — Hydrogen  gas  is  evolved  when  dilute  sulphuric 
acid  is  added  to  granulated  zinc.  It  may  be  purified  from  traces 
of  foreign  gases  either  by  passing  first  through  mercuric  chloride 
solution,  then  through  potash  solution,  or  as  recommended  by 
Stenhouse,  by  passing  through  a  tube  filled  with  pieces  of  char- 
coal. If  the  gas  is  desired  dry,  pass  through  sulphuric  acid  or  a 
calcium  chloride  tube. 

Tests. — Pure  hydrogen  gas  is  inodorous.  It  ought  to  burn  with 
a  colorless  flame,  which,  when  cooled  by  depressing  a  porcelain 
dish  upon  it,  must  deposit  nothing  on  the  surface  of  the  dish  except 
pure  water  (free  from  acid  reaction). 

Uses. — Hydrogen  gas  is  frequently  used,  in  quantitative  analy- 
sis, to  reduce  oxides,  chlorides,  sulphides,  &c.,  to  the  metallic  state. 

12.  Chlorine. 

Preparation. — See  "  Qual.  Anal." — Chlorine  gas  is  purified  and 
dried  by  transmitting  it  through  concentrated  sulphuric  acid,  or  a 
calcium  chloride  tube. 

Uses, — Chlorine  gas  serves  principally  to  produce  chlorides, 
and  to  separate  the  volatile  from  the  non-volatile  chlorides;  it  is 
also  used  to  displace  and  indirectly  determine  bromine  and  iodine. 
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C.   REAOE-NTS   USED  IN  VOLUMETBIO  ANALYSIS. 

§65. 

Under  this  head  are  arranged  the  most  important  of  those 
substances,  which  serve  for  the  preparation  and  testing  of  the 
fluids  required  in  volumetric  analysis,  and  have  not  been  given 
s^ub  A  and  ^. 

1.  PuEE  Cktstallized  Oxalic  Acid,  Hfifi^  -\-  2Hfi. 
The  introduction  of  crystallized  oxalic  acid  as  a  basis  for  alkali- 
metry and  acidimetr}'  is  due  to  Fk.  Mohe.  It  is  also  employed  to 
determine  the  strength  of,  or  to  standardise,  a  solution  of  potas- 
sium permanganate,  1  molecule  of  potassium  permanganate  being 
required,  in  the  presence  of  free  sulphuric  acid,  to  convert  5  mole 
cules  of  oxalic  acid  into  carbon  dioxide  and  water  (K,Mn,0,  -|- 
5H,aO,  -f  3H,S0.  =  K,SO.  -f  2MnS0,  +  8H,0  +  lOCO,). 
We  use  in  most  cases  the  pure  crystallized  acid  which  has  the 
formula  H,C,0,  -\-  2H,0,  and  of  which  the  molecular  weight  is 
accordingly  126. 

Preparation. — See  "Qual.  Anal.,"  under  Ammonium  Oxalate. 

Tests. — The  crystals  of  oxalic  acid  must  not  show  the  least  sign 
of  efflorescence  (to  which  they  are  liable  even  at  20°  in  a  dry 
atmosphere) ;  they  must  dissolve  in  water  to  a  perfectly  clear  fluid ; 
when  heated  in  a  platinum  dish,  they  must  leave  no  fixed  and 
incombustible  residue  (calcium  carbonate,  potassium  carbonate, 
&c.).  If  the  acid  obtained  by  a  first  crystallization  fails  to  satisfy 
these  requirements,  it  must  be  recrystallized. 

2.  TnsrcTTJEE  of  Litmus. 

P reparation. — Digest  1  part  of  litmus  of  commerce  with  6 
parts  of  water,  on  the  water-bath,  for  some  time,  filter,  divide  the 
blue  fluid  into  2  portions,  and  saturate  in  one  half  the  free  alkali, 
by  stirring  repeatedly  with  a  glass  rod  dipped  in  very  dilute  nitric 
acid,  until  the  color  just  appears  red ;  add  the  remaining  blue  half, 
together  with  1  part  of  strong  spirit  of  wine,  and  keep  the  tincture 
which  is  now  ready  for  use,  in  a  small  open  bottle,  not  quite  full, 
in  a  place  protected  from  dust.  In  a  stoppered  bottle  the  tincture 
would  speedily  lose  color. 

Tests. — Litmus  tincture  is  tested  by  coloring  with  about  100 
cubic  centimetres  of  water  distinctly  blue,  dividing  the  fluid  into 
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two  portions,  and  adding  to  the  one  the  least  quantity  of  a  dilute 
acid,  to  the  other  a  trace  of  solution  of  soda.  If  the  one  portion 
acquires  a  distinct  red,  the  other  a  distinct  blue  tint,  the  litmus 
tincture  is  fit  for  use,  as  neither  acid  nor  alkali  predominates. 

3.  Potassium  Pekmanganate. 

Preparation.— Mix  8  parts  of  very  finely  powdered  pure  pyro- 
lusite,  or  manganese  binoxide,  with  7  parts  of  potassium  chlorate, 
put  the  mixture  into  a  shallow  cast-iron  pot,  and  add  37  parts  of  a 
solution  of  potassa  of  1-27  specific  gravity  (the  same  solution  as 
is  used  in  organic  analysis  *) ;  evaporate  to  dryness,  stirring  the 
mixture  during  the  operation ;  put  the  residue  before  it  has  ab- 
sorbed moisture,  into  an  iron  or  Hessian  crucible,  and  expose  to  a 
dull-red  heat,  with  frequent  stirring  with  an  iron  rod  or  iron  spa- 
tula, until  no  more  aqueous  vapors  escape  and  the  mass  is  in  a  faint 
glow.  Kemove  the  crucible  now  from  the  fire,  and  transfer  the 
friable  mass  to  an  iron  pot.  Reduce  to  coarse  powder,  and  transfer 
this,  in  small  portions  at  a  time,  to  an  iron  vessel  containing  100 
parts  of  boiling  water;  keep  boiling,  replacing  the  evaporating 
water,  and  passing  a  stream  of  carbon  dioxide  through  the  fluid 
(MuLDEEf).  The  originally  dark-green  solution  of  potassium 
manganate  soon  changes,  with  separation  of  hydrated  manganese 
binoxide,  to  the  deep  violet-red  of  the  permanganate.  When  it  is 
considered  that  the  conversion  is  complete,  allow  to  settle,  take 
out  a  small  quantity  of  the  clear  liquid,  boil  and  pass  carbon 
dioxide  through  it.  If  a  precipitate  forms,  the  conversion  is  not 
yet  complete. 

The  solution  may  be  filtered  through  gun-cotton.  Evaporate, 
crystallize,  and  dry  the  crystals  on  a  porous  tile. 

The  pure  salt  is  now  to  be  obtained  in  commerce. 

4.  Ammonium  Feeeous  Sulphate. 

FeSO,.(]SfH,XSO.  -f  6H,0. 

Fe.  Mohe  has  proposed  to  employ  this  double  salt,  which  is  r.ot 
liable  to  efflorescence  and  oxidation,  as  an  agent  to  determine  the 
strength  of  the  permanganate  solution. 

Preparation. — Take  two  equal  portions  of  dilute   sulphuric 

*  Or  instead  of  tlie  solution,  use  10  parts  of  tlie  hydroxide  KOH.  In  this  case 
fuse  the  potash  and  the  chlorate  together  first,  and  then  project  the  manganese 
into  the  crucible. 

f  Jahresbericht  von  Kopp  und  Will,  1858,  581. 
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acid,  and  warm  the  one  with  a  moderate  excess  of  small  iron 
nails  free  from  rust,  until  the  evolution  of  hydrogen  gas  has  alto- 
gether or  very  nearly  ceased ;  neutralize  the  other  portion  exactly 
with  ammonium  carbonate,  and  then  add  to  it  a  few  drops  of  dilute 
sulphuric  acid.  Filter  the  solution  of  the  ferrous  sulphate  into  that 
of  the  ammonium  sulphate,  evaporate  the  mixture  a  little,  if  neces- 
sary, and  then  allow  the  salt  to  crystallize.  Let  the  crystals,  which 
are  hard  and  of  a  pale-green  color,  drain  in  a  funnel,  then  wash 
them  in  a  little  water,  dry  thoroughly  on  blotting-paper  in  the  air, 
and  keep  for  use. 

The  molecular  weight  of  the  salt  (392)  is  exactly  7  times  the 
atomic  weight  of  iron  (56).  The  solution  of  the  salt  in  water 
which  has  been  just  acidified  with  sulphuric  acid  must  not  become 
red  on  the  addition  of  potassium  sulphocyanate. 

5.  Ammonia-Ieon-Alum. 

(NH,),SO..Fe,(SO.),  +  24H,0. 

Preparation. — Bring  into  a  large  porcelain  dish  58  grms.  of 
pure  crystallized  ferrous  sulphate  (see  Fresenius'  "Qual.  Anal." 
Am.  ed.,  p.  73),  together  with  a  quantity  of  oil  of  vitriol  equiva^ 
lent  to  8-3  grms.  of  sulphuric  anhydride  (SO3),  (see  Table,  §  191). 
Heat  upon  a  sand-bath,  adding  nitric  acid  from  time  to  time,  in 
small  portions,  until  the  iron  has  all  passed  into  ferric  sulphate,  or 
until  a  drop  of  the  solution  gives  no  blue  coloration  witli  potassium 
ferricyanide.  Heat  further,  and  evaporate  until  the  excess  of 
nitric  acid  is  expelled,  then  add  14  grms.  of  ammonium  sulphate,* 
and,  if  need  be,  hot  water  sufficient  to  bring  the  salt  into  solution ; 
filter  into  a  porcelain  capsule  and  set  aside,  under  cover,  to  crys- 
tallize. 

The  iron-alum  separates  in  cubo-octahedrons,  which  may  be  yel- 
lowish, lilac,  or  colorless.  If  dark  in  color,  dissolve  in  warm  water, 
add  a  few  drops  of  oil  of  vitriol,  and  crj'stallize  again.  Rinse  the 
pale  or  colorless  crystals,  after  separation  from  the  mother-liquor, 
with  cold  water,  wrap  up  closely  in  filter  paper,  and  allow  them  to 
dry  at  the  ordinary  temperature,  f 

•If  not  on  haud,  this  salt  maybe  prepared  by  saturating  oil  of  vitriol  with 
ammonium  carbonate  and  evaporating  to  dryness.  30  grammes  of  oil  of  vitriol 
give  somewhat  more  than  is  required  above. 

t  Examinations  of  iron-alum  thus  prepared  show  that  the  variations  in  the 
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The  yield  should  be  about  80  grms.  The  dry  salt  should 
be  pulverized,  pressed  between  folds  of  paper  until  freed  from 
mechanically  adhering  water,  and  preserved  in  a  well-stoppered 
bottle. 

Uses. — Ammonia-iron-alum  furnishes  the  best  means  of  obtain- 
ing a  definite  quantity  of  iron  in  a  ferric  salt  for  making  standard 
solutions,  being  easily  obtained  pure  and  inalterable  if  kept 
away  from  acid  vapors.  Its  purity  may  be  readily  controlled  by 
ascertaining  the  loss  on  careful  ignition,  which  should  leave  a  resi- 
due of  16-6  per  cent,  of  ferric  oxide  of  iron,  corresponding  to  11-62 
per  cent,  of  metallic  iron. 

6.  PuEE  Iodine. 

Preparation. — Triturate  iodine  of  commerce  with  |-  part  of  its 
weight  of  potassium  iodide,  dry  the  mass  in  a  large  watch-glass  with 
ground  rim,  warm  this  gently  on  a  sand-bath,  or  on  an  iron  plate, 
and  as  soon  as  violet  fumes  begin  to  escape,  cover  it  with  another 
watch-glass  of  the  same  size.  Continue  the  application  of  heat 
until  all  the  iodine  is  sublimed,  and  keep  in  a  well-closed  glass 
bottle.  The  chlorine  or  bromine,  which  is  often  found  in  iodine 
of  commerce,  combines,  in  this  process,  with  the  potassium,  and 
remains  in  the  lower  watch-glass,  together  with  the  excess  of 
potassium  iodide. 

Tests. — Iodine  purified  by  the  process  just  now  described,  must 
leave  no  fixed  residue  when  heated  on  a  watch-glass.  But,  even 
supposing  it  should  leave  a  trace  on  the  glass,  it  would  be  of  no 
great  consequence,  as  the  small  portion  intended  for  use  has  to  be 
resublimed  immediately  before  weighing. 

color  of  the  salt,  from  colorless  to  rose,  are  not  connected  with  appreciable 
differences  of  composition. 

J.  H.  Grove,  of  the  Sheffield  Laboratory,  obtained  the  following  results  in  the 
examination  of  ammonia-iron-alum  crystals,  the  ferric  oxide  being  estimated  by 
ignition  : — 


Fe=0. 

16-59 

1st           ] 

16-55 

16-59 

2d 

16-53 

8d 

16-57 

4th 

16-57 

5th 

10-58 

6th          j 

16-50 
1656 

7th 

16-55 

Calculated 

1060 
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Uses. — Pure  iodine  is  used  to  determine  the  amount  of  iodine 
contained  in  the  solution  of  iodine  in  potassium  iodide,  employed 
in  many  volumetric  processes. 

1.  Potassium  Iodide. 

Small  quantities  of  this  article  may  be  procured  cheaper  in 
commerce  than  prepared  in  the  laboratory.  For  the  preparation  of 
potassium  iodide  intended  for  analytical  purposes  I  recommend 
Baup's  method,  improved  by  Feedekkestg,  because  the  product 
obtained  by  this  process  is  free  from  iodic  acid. 

Tests. — Put  a  sample  of  the  salt  in  dilute  sulphuric  acid.  If 
the  iodide  is  pure,  it  will  dissolve  without  coloring  the  fluid ;  but 
if  it  contain  potassium  iodate,  the  fluid  will  acquire  a  brown  tint, 
from  the  presence  of  free  iodine,  the  sulphuric  acid  setting  free  iodic 
and  hydriodic  acids  which  react  on  each  other  (HIO3  -)-  (HI),  = 
(H,0),  -|-  I,)  with  liberation  of  iodine  which  remains  in  solution. 
Mix  the  solution  of  another  sample  with  silver  nitrate,  as  long  as 
a  precipitate  continues  to  form ;  add  solution  of  ammonia  in  excess, 
shake  the  mixture,  filter,  and  supersaturate  the  filtrate  with  nitric 
acid.  The  formation  of  a  white,  curdy  precipitate  indicates  the 
presence  of  chloride  in  the  potassium  iodide.  Presence  of  potassium 
sulphate  is  detected  by  means  of  solution  of  barium  chloride, 
with  addition  of  some  hydrochloric  acid. 

Uses. — Potassium  iodide  is  used  as  a  solvent  for  iodine  in  the 
preparation  of  standard  solutions  of  iodine ;  it  is  employed  also  to 
absorb  free  chlorine.  In  the  latter  case  every  atom  of  chlorine  lib- 
erates an  atom  of  iodine,  which  is  retained  in  solution  by  the  agency 
of  the  excess  of  potassium  iodide.  The  potassium  iodide  intended 
for  these  uses  must  be  free  from  potassium  iodate  and  carbonate; 
the  presence  of  trifling  traces  of  potassium  chloride  or  potassium 
sulphate  is  of  no  consequence. 

8.  Aesenious  Oxide  (As^O,). 
The  arsenious  oxide  sold  in  the  shops  in  large  pieces,  externally 
opaque,  but  often  still  vitreous  within,  is  generally  quite  pure. 
The  purity  of  the  article  is  tested  by  moderately  heating  it  in  a 
glass  tube,  open  at  both  ends,  through  which  a  feeble  current  of 
air  is  transmitted.  Pure  arsenious  oxide  must  completely  volatilize 
in  this  process ;  no  residue  must  be  left  in  the  tube  upon  the 
expulsion  of  the  sublimate  from  it.  If  a  non-volatile  residue  is  left 
which,  when  heated  in  a  current  of  hydrogen  gas,  turns  black,  the 
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arsenious  oxide  contains  antimony  teroxide,  and  is  nnfit  for  use  in 
analytical  processes.  Dissolve  about  10  grms.  of  the  arsenious 
oxide  to  be  tested  in  soda,  and  add  1 — 2  drops  lead  acetate.  If  a 
brownish  color  is  produced,  the  arsenious  oxide  contains  arsenious 
sulphide  and  cannot  be  used.  Arsenious  oxide  dissolves  in  a 
solution  of  sodium  carbonate  forming  sodium  arsenite  which  ia 
used  to  determine  hypochlorous  acid,  free  chlorine,  iodine,  &c. 

9.  SoDiTJM  Chloeide. 

Perfectly  pure  rock-salt  is  best  suited  for  analytical  purposes. 
It  must  dissolve  in  water  to  a  clear  fluid ;  ammonium  oxalate,  sodium 
phosphate,  and  barium  chloride  must  not  trouble  the  solution. 
Pure  sodium  cliloride  may  be  prepared  also  by  Maegtjeeitte's 
process,  viz.,  conduct  into  a  concentrated  solution  of  common  salt 
hydrochloric  gas  to  saturation,  collect  the  small  crystals  of  sodium 
chloride  which  separate  on  a  funnel,  let  them  thoroughly  drain, 
wash  with  hydrochloric  acid,  and  dry  the  sodium  chloride  finally 
in  a  porcelain  dish,  until  the  hydrochloric  acid  adhei'ing  to  it  has 
completely  evaporated.  The  mother-liquor  contains  the  small 
quantities  of  calcium  sulphate,  magnesium  chloride,  &c.,  originally 
present  in  the  salt. 

Uses. — Sodium  chloride  serves  as  a  volumetric  precipitating 
agent  in  the  determination  of  silver,  and  also  to  determine  the 
strength  of  solutions  of  silver  intended  for  the  estimation  of  chlo- 
rine. "We  usually  fuse  it  before  weighing.  The  operation  must 
be  conducted  with  caution,  and  must  not  be  continued  longer  than 
necessary ;  for  if  the  gas-flame  acts  on  the  salt,  hydrochloric  acid 
escapes,  while  sodium  carbonate  is  formed. 

10.  Metallic  Sii,vee. 

The  silver  obtained  by  the  proper  reduction  of  the  pure  chlo- 
ride of  the  metal  alone  can  be  called  chemically  pure.  The  silver 
precipitated  by  copper  is  never  absolutely  pure,  but  contains  gener- 
ally about  i-innr  ^^  copper. 

Chemically  pure  silver  is  only  used  in  small  quantity  to  prepare 
the  dilute  solution  employed  for  the  determination  of  silver.  The 
solution  of  silver  required  for  the  estimation  of  chlorine  need  not 
be  made  with  absolutely  pure  silver,  as  the  strength  of  this  solu- 
tion had  always  best  be  determined  after  the  preparation,  by  means 
of  pure  sodium  chloride. 
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2?.    BE  AGENTS  USED  IN  OBOANIO  ANALYSIS. 

%  66. 
1.  CuPEio  Oxide. 

Preparation. — Stir  pure*  copper  scales  (which  should  first  be 
ignited  in  a  muffle)  with  pure  nitric  acid  in  a  porcelain  dish  to  a 
thick  paste  ;  after  the  effervescence  has  ceased,  heat  gently  on  the 
sand-bath  until  the  mass  is  perfectly  dry.  Transfer  the  green  basic 
salt  produced  to  a  Hessian  crucible,  and  heat  to  a  moderate  redness, 
until  no  more  fames  of  hyponitric  acid  escape ;  this  may  be  known 
by  the  smell,  or  by  introducing  a  small  portion  of  the  mass  into  a 
test  tube,  closing  the  latter  with  the  finger,  heating  to  redness,  and 
then  looking  through  the  tube  lengthways.  The  uniform  decom- 
position of  the  salt  in  the  crucible  may  be  promoted  by  stirring 
the  mass  from  time  to  time  with  a  hot  glass  rod.  When  the  cruci- 
ble has  cooled  a  little,  reduce  the  mass,  which  now  consists  of  pure 
cupric  oxide,  to  a  tolerably  fine  powder,  by  triturating  it  in  a  brass 
or  porcelain  mortar ;  pass  through  a  metal  sieve,  and  keep  in  a 
well-stoppered  bottle  for  use.  It  is  always  advisable  to  leave  a 
small  portion  of  the  oxide  in  the  crucible,  and  to  expose  this  again 
to  an  intense  red  heat.  This  agglutinated  portion  is  not  pounded, 
but  simply  broken  into  small  fragments. 

Another  method  is  to  dissolve  pure  copper  in  pure  nitric  acid, 
evaporate  to  dryness  in  a  porcelain  dish,  ignite  the  copper  nitrate 
thus  obtained  in  a  Hessian  crucible  until  no  fumes  arise  on  stirring 
the  top  of  the  mass  with  a  rod.  A  portion  in  the  bottom  of  the 
crucible  will  be  sintered  if  a  proper  heat  has  been  applied,  wliile 
the  upper  part  will  be  pulverulent.  Treat  the  sintered  portion  as 
above,  and  reserve  each  separately.  This  method  gives  a  reliable 
product. 

Tests. — Pure  cupric  oxide  is  a  compact,  heavy,  deep-black  pow- 
der, gritty  to  the  touch  ;  upon  exposure  to  a  red  heat  it  must  evolve 
no  hyponitric  acid  fumes,  nor  carbon  dioxide ;  the  latter  would 
indicate  presence  of  fragments  of  charcoal,  or  particles  of  dust.  It 
must  contain  nothing  soluble  in  water.  That  portion  of  the  oxide 
which  has  been  exposed  to  an  intense  red  heat  should  bo  hard, 
and  of  a  grayish-black  color. 

•  If  the  scales  contain  lime,  digest  tliem  witli  water,  containing  a  little  nitric 
acid,  for  a  long  time,  wash,  and  then  proceed  as  above. 


124  BEAGENTS.  [§  66. 

Uses. — Cupric  oxide  serves  to  oxidize  the  carbon  and  hydrogen 
of  organic  substances,  yielding  up  its  oxygen  wholly  or  in  part, 
according  to  circumstances.  That  portion  of  the  oxide  which  has 
been  heated  to  the  most  intense  redness  is  particularly  useful  in  the 
analysis  of  volatile  fluids. 

N.B.  The  cupric  oxide,  after  use,  may  be  regenerated  by  oxi- 
dation with  nitric  acid,  and  subsequent  ignition.  Should  it  have 
become  mixed  with  alkali  salts  in  the  course  of  the  analytical  pro- 
cess, it  is  first  digested  with  very  dilute  cold  nitric  acid,  and  washed 
afterwards  with  water.  To  purify  cupric  oxide  containing  chlo- 
ride, E.  Eelenmetee  recommends  to  ignite  it  in  a  tube,  first  in  a 
stream  of  moist  air,  and  finally,  when  the  escaping  gas  ceases  to 
redden  litmus  paper,  in  dry  air.  By  these  operations  any  oxides 
of  nitrogen  that  may  have  remained  are  also  removed. 

2.  Lead  Cheomate. 

Preparation. — Precipitate  a  clear  filtered  solution  of  lead  ace- 
tate, slightly  acidulated  with  acetic  acid,  with  a  small  excess  of 
potassium  dichromate  ;  wash  the  precipitate  by  decantation,  and  at 
last  on  a  linen  strainer ;  dry,  put  in  a  Hessian  crucible,  and  heat  to 
bright  redness  until  the  mass  is  fairly  in  fusion.  Pour  out  upon  a 
stone  slab  or  iron  plate,  break,  pulverize,  pass  through  a  fine 
metallic  sieve,  and  keep  the  tolerably  fine  powder  for  use. 

Tests. — Lead  chromate  is  a  heavy  powder,  of  a  dirty  yellowish- 
brown  color.  It  must  evolve  no  carbon  dioxide  upon  the  applica- 
tion of  a  red  heat;  the  evolution  of  carbon  dioxide  would  indicate 
contamination  with  organic  matter,  dust,  &c.  It  must  contain 
nothing  soluble  in  water. 


s. — Lead  chromate  serves,  the  same  as  cupric  oxide,  for 
the  combustion  of  organic  substances.  It  is  converted,  in  the  pro- 
cess of  combustion,  into  chromic  oxide  and  basic  lead  chromate. 
It  suflfers  the  same  decomposition,  with  evolution  of  oxygen,  when 
heated  by  itself  above  its  point  of  fusion.  The  property  of  lead 
chromate  to  fuse  at  a  red  heat  renders  it  preferable  to  cupric  oxide 
as  an  oxidizing  agent,  in  cases  where  we  have  to  act  upon  difficultly 
combustible  substances. 

N.B.  Lead  chromate  may  be  used  a  second  time.  Eor  this 
purpose  it  is  fused  again  (being  first  roasted,  if  necessary),  and 
then  powdered.  After  having  been  twice  used  it  is  powdered, 
moistened  with  nitric  acid,  dried,  and  fused.     In  this  way  the 
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lead  chromate  may  be  used  over  and  over  agaia  indefiDitely 

(YOHL*). 

3.  Oxygen   Gas. 

Preparation. — Triturate  100  grammes  of  potassium  chlorate 
with  5  grammes  of  finely  pulverized  manganese  binoxide,  and 
introduce  the  mixture  into  a  plain  retort,  which  must  not  be  more 
than  half  full ;  expose  the  retort  over  a  charcoal  fire  or  a  gas-lamp, 
at  first  to  a  gentle,  and  then  to  a  gradually  increased  heat.  As 
soon  as  the  salt  begins  to  fuse,  shake  the  retort  a  little,  that  the 
contents  may  be  uniformly  heated.  The  evolution  of  oxygen 
speedily  commences,  and  proceeds  rapidly  at  a  relatively  low  tem- 
perature, provided  the  above  proportions  be  adhered  to.  As  soon 
as  the  air  is  expelled  from  the  retort,  connect  the  glass  tube  fixed 
in  the  neck  of  the  retort  by  means  of  a  tight-fitting  cork,  with  an 
india-rubber  tube  inserted  in  the  lower  orifice  of  the  gasometer  ; 
the  glass  tube  must  be  sufficiently  wide,  and  there  must  be  sufficient 
space  left  around  the  india-rubber  to  permit  the  free  efflux  of  dis- 
placed water.  Continue  the  application  of  heat  to  the  retort  till 
the  evolution  of  gas  has  ceased.  100  grammes  of  potassium 
chlorate  give  about  27  litres  of  oxygen. 

The  oxygen  produced  by  this  process  is  moist,  and  may  con- 
tain traces  of  carbon  dioxide,  and  also  of  chlorine.  These  impuri- 
ties must  be  removed  and  the  oxygen  thoroughly  dried,  before  it 
can  be  used  in  organic  analysis.  The  gas  is  therefore  passed  from 
the  gasometer  first  through  a  solution  of  potassa  of  1-27  sp.  gr., 
then  through  U  tubes  containing  granulated  soda  lime,  and  finally, 
according  to  circumstances,  through  U  tubes  containing  calcium 
chloride  or  pumice-stone  moistened  with  sulphuric  acid. 

Tests. — A  chip  of  wood  which  has  been  kindled  and  blown  out 
so  as  to  leave  a  spark  at  the  extremity  must  immediately  burst  into 
flame  in  oxygen  gas.  The  gas  must  not  render  lime-water  or  a 
solution  of  silver  nitrate  turbid  when  transmitted  through  these 
fluids. 

4.  Soda-lime. 

Preparation. — Take  solution  of  soda  (NaOH),  ascertain  its 
speciflc  gravity,  weigh  out  a  certain  quantity,  calculate  the  weight  of 
sodium  hydroxide  present,  add  twice  this  latter  weight  of  the  best 
quick-lime,  allow  the  lime  to  slake,  and  then  evaporate  to  di-yness 

*  Annalen  d.  Chem.  u.  Pliarm.,  106,  137. 
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in  an  iron  vessel.  Heat  the  residue  in  an  iron  or  Hessian  crucible  ; 
keep  for  some  time  at  a  low  red  heat.  Break  up  while  still  warm  in 
an  iron  mortar,  and  pass  the  whole  through  a  sieve  with  meshes 
about  3  mm.  wide.  Reject  the  finest  portion  (removing  it  with  a 
fine  sieve)  and  keep  the  granulated  product  in  a  well-closed 
bottle. 

JJse. — Granulated  soda-lime  prepared  as  above  described  forms 
an  excellent  absorbent  for  carbon  dioxide.  It  was  formerly  also 
used  for  nitrogen  determination  instead  of  the  following : 

5.  SODA-LIME  FOE  NriKOGEN  DeTEEMINATIONS.* 

Preparation. — Equal  weights  of  sal-soda  in  clean  (washed) 
large  crystals  and  of  good  white  promptly  slaking  quick-lime  are 
separately  so  far  pulverized  as  to  pass  through  holes  of  -j-^  inch, 
then  well  mixed  together,  placed  in  an  iron  pot  which  should  not 
be  more  than  half  filled,  and  gently  heated,  at  first  without  stir- 
ring. The  lime  soon  begins  to  combine  with  the  crystal  water  of 
the  sodium  carbonate,  the  whole  mass  heats  strongly,  swells  up,  and 
in  a  short  time  yields  a  fine  powder,  which  may  then  be  stirred  to 
effect  intimate  mixture  and  to  drive  off  the  excess  of  water  so  that 
the  mass  is  not  perceptibly  moist  and  yet  short  of  the  point  at 
which  it  rises  in  dust  on  handling.  "When  cold  it  is  secured  in 
well-closed  bottles  or  fruit  jars,  and  is  ready  for  use. 

6.  Metallic  Coppee. 

Metallic  copper  serves,  in  the  analysis  of  nitrogenous  substances, 
to  effect  the  reduction  of  the  nitric  oxide  gas  that  may  form  in 
the  course  of  the  analytical  process. 

It  is  used  either  in  the  form  of  turnings,  or  copper  scales 
reduced  by  hydrogen ;  or  of  small  rolls  made  of  fine  copper  wire 
gauze.  A  length  of  from  Y  to  10  centimetres  is  given  to  the 
spirals  or  rolls,  and  just  suflacient  thickness  to  admit  of  their  being 
inserted  into  the  combustion  tube.  To  have  it  perfectly  free  from 
dust,  oxide,  &c.,  it  is  first  heated  to  redness  in  the  open  air,  in  a 
crucible,  until  the  surface  is  oxidized  ;  it  is  then  put  into  a  glass  or 
porcelain  tube,  through  which  an  uninterrupted  current  of  dry 
hydrogen  gas  is  transmitted ;  and  when  all  atmospheric  air  has 
been  expelled  from  the  evolution  apparatus  and  the  tube,  the 
latter  is  in  its  whole  length  heated  to  redness.  The  operator  should 

*  S.  W.  Johnson.    Report  of  the  Conn.  Agr.  Expr.  Station,  1878,  p.  111. 
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make  sure  that  the  atmospheric  air  has  been  thoroughly  expelled, 
before  he  proceeds  to  apply  heat  to  the  tube ;  neglect  of  this  pre- 
caution may  lead  to  an  explosion. 

T.  Potassium  Hydroxide  or  Potassa. 
a.  Solution  of  Potassa. 

Solution  of  potassa  is  prepared  from  the  carbonate,  with  the 
aid  of  milk  of  lime,  in  the  way  described  in  the  "  Qualitative 
Analysis,"  for  the  preparation  of  solution  of  soda.  The  propor- 
tions are — 1  part  of  potassium  carbonate  to  12  parts  of  water,  and 
%  part  of  lime,  slaked  to  paste  with  three  times  the  quantity  of 
warm  water. 

The  decanted  clear  solution  is  evaporated,  in  an  iron  vessel, 
over  a  strong  fire,  until  it  has  a  specific  gravity  of  1'27  ;  it  is  then, 
whilst  still  warm,  poured  into  a  bottle,  which  is  well  closed,  and 
allowed  to  stand  at  rest  until  all  solid  particles  have  subsided.  The 
clear  solution  is  finally  drawn  off  from  the  deposit,  and  kept  for 
use. 

h.  Fused  Potassa  (common). 

The  commercial  potassa  in  sticks  (impure  KOH  usually  com- 
bined with  more  or  less  H,0)  will  answer  the  purpose.  If  you 
wish  to  prepare  it,  evaporate  solution  of  potassa  {a)  in  a  silver  ves- 
sel, over  a  strong  fire,  until  the  residuary  hydroxide  flows  like 
oil,  and  white  fumes  begin  to  rise  from  the  surface.  Pour  the 
fused  mass  out  on  a  clean  iron  plate,  and  break  it  up  into  small 
pieces.     Keep  in  a  well-stoppered  bottle  for  use. 

c.  Potassa  (purified  with  alcohol),  see  "  Qual.  Anal.,"  p.  43. 

Uses. — Solution  of  potassa  serves  for  the  absorption,  and  at 
the  same  time  for  the  estimation  of  carbon  dioxide.  In  many 
cases,  a  tube  filled  with  fragments  of  fused  potassa  is  used,  in 
addition  to  the  apparatus  filled  with  solution  of  potassa.  Potassa 
purified  with  alcohol,  which  is  perfectly  free  from  potassium  sul- 
phate, is  employed  for  the  determination  of  sulphur  in  organic 
substances. 

8.  Calcitjm  Chloeide. 

a.  Pure  Calcium  Chloride, 
Preparation. — Dissolve  marble  in    commercial    hydrochloric 
acid  diluted  with  four  or  five  times  its  volume  of  water.     (The 
waste  solution  resulting  from  the  preparation  of  carbon  dioxide 
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may  be  used.)  Add  to  this  solution  with  stirring  lime,  slaked 
"with  sufficient  water  to  give  it  the  consistency  of  thin  paste  until 
it  gives  an  alkaline  reaction  and  a  pellicle  of  calcium  carbonate 
forms  on  the  surface  on  standing  exposed  to  the  air.  Iron,  man- 
ganese,  and  especially  magnesium  are  usually  present  in  such  a 
solution,  and  are  precipitated  by  the  calcium  hydroxide — the  iron, 
however,  not  completely.  After  a  few  hours,  filter  and  pass  hydro- 
gen sulphide  through  the  alkaline  solution  until  a  filtered  portion 
is  no  longer  blackened  by  this  reagent.  Let  the  solution  stand  for 
twelve  hours,  then  filter  from  the  iron  sulphide.  Add  next  hydro- 
chloric acid  to  strongly  acid  reaction  to  convert  the  calcium  sul- 
phide and  calcium  oxychloride  which  may  be  present  into  chloride. 
Concentrate  in  a  porcelain  dish.  If  sul])hur  separates,  after  a  short 
time  filter  again,  and  continue  the  evaporation  to  dryness  with 
addition  of  a  little  more  hydrochloric  acid  toward  the  end  of  the 
process.  Finally  expose  the  residue  to  a  tolerably  strong  heat 
about  (200°)  on  the  sand-bath,  until  it  is  changed  throughout  to  a 
white  porous  perfectly  opaque  mass,  which  point  can  be  ascertained 
by  breaking  up  a  piece  detached  from  the  top.  The  product  is 
CaCl,  +  (HaC))a-  Keduce  while  still  hot  to  granules  of  the  proper 
size  (^  to  y"^  of  an  inch)  by  means  of  suitable  sieves  and  a  mortar 
previously  warmed,  and  keep  in  well-closed  bottles. 

i.   Crude  fused  Calcium  Chloride. 

Preparation. — Neutralize  the  alkaline  solution  obtained  in  a 
(without  separating  the  little  iron  present  with  H,S)  exactly  with 
hydrochloric  acid,  and  evaporate  to  dryness  in  an  iron  pan ;  fuse 
the  residue  in  an  iron  or  Hessian  crucible,  pour  out  the  fused  mass, 
and  break  into  pieces.     Preserve  it  in  well-stoppered  bottles. 

Uses. — The  crude  fused  calcium  chloride  serves  to  dry  moist 
gases ;  the  pure  chloride  is  used  in  elementary  organic  analysis?  for 
the  absorption  and  estimation  of  water  formed  by  the  hydrogen 
contained  in  the  analyzed  substance.  A  solution  of  the  pure  cal- 
cium chloride  should  not  show  an  alkaline  reaction.  A  calcium 
chloride  tube  filled  with  it  should  not  gain  weight  when  a  very 
slow  current  of  perfectly  dry  carbon  dioxide  is  passed  through  it 
an  hour. 

9.  Potassium  Dicheomate. 
Bichromate  of  potassa  of  commerce  is  purified  by  repeated 
recrystallization,  until  barium  chloride  produces,  in  the  solution  of 
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a  sample  of  it  in  water,  a  precipitate  which  completely  dissolves  in 
hydrochloric  acid.  Potassium  dichromate  thus  perfectly  free  fi-om 
sulphuric  acid  is  required  more  particularly  for  the  oxidation  of 
organic  substances  with  a  view  to  the  estimation  of  the  sulphur 
contained  in  them.  Where  the  salt  is  intended  for  other  purposes, 
6.(j.^  to  determine  the  carbon  of  organic  bodies,  by  heating  them 
with  potassimn  dichromate  and  sulphuric  acid,  one  recrystallization 
is  sufficient. 


SEOTIOIsr    III. 

FOEMS  AND  COMBINATIONS  IN  WHICH  SUB- 
STANCES ARE  SEPAEATED  FEOM  EACH  OTHEE, 
OE  IN  WHICH   THEIE  WEIGHT  IS  DETEEMINED. 

§67. 

The  quantitative  analysis  of  a  compound  substance  requires, 
as  the  first  and  most  indispensable  condition,  a  correct  and  accurate 
knowledge  of  the  composition  and  properties  of  the  new  combina- 
tions into  which  it  is  intended  to  convert  its  several  individual 
constituents,  for  the  purpose  of  separating  them  from  one  another, 
and  determining  their  several  weights.  Eegarding  the  properties 
of  the  new  compounds,  we  have  to  inquire  more  particularly,  in 
the  first  place,  how  they  behave  with  solvents ;  secondly,  what  is 
their  deportment  in  the  air ;  and,  thirdly,  what  is  their  behavior  on 
ignition?  It  may  be  laid  down  as  a  general  rule,  that  compounds 
are  the  better  adapted  for  quantitative  determination  the  more 
insoluble  they  are,  and  the  less  alteration  they  undergo  upon 
exposure  to  air  or  to  a  high  temperature. 

With  respect  to  the  composition  of  a  compound,  it  is  better 
adapted  to  the  quantitative  determination  of  a  body  the  less  it 
contains  relatively  of  that  body  ;  since  any  error  in  weighing  or 
loss  of  the  compound  to  be  weighed  will  have  the  less  influence  on 
the  accuracy  of  the  results  the  less  the  percentage  it  contains  of 
the  substance  to  be  determined. 

In  this  section  those  combinations  of  the  several  bodies  which 
are  best  adapted  for  their  quantitative  determination  are  enumer- 
ated and  described.  The  description  given  of  the  external  form 
and  appearance  of  the  new  compounds  relates  more  particularly  to 
the  state  in  which  they  are  obtained  in  our  analyses.  With  regard 
to  the  properties  of  the  new  compounds,  we  shall  confine  ourselves 
to  the  enumeration  of  those  which  bear  upon  the  special  objects 
we  have  more  immediately  in  view. 

[The  percentage  compositions  of  these  compounds  are  stated  in 
connection  with  their  description.     For  this  purpose  the  symbols 
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of  the  constituent  elements  of  tlie  compounds  in  many  cases 
(viz. :  when  they  are  oxygen  salts)  are  grouped  in  a  manner 
different  from  that  used  to  express  their  chemical  constitution. 
This  grouping  constitutes  a  kind  of  formulae  diflEering  from  either 
the  empirical  or  rational  in  ordinary  use  in  modern  text-books  of 
chemistry,  but  identical  with  that  formerly  in  general  use  (the  old 
system).  These  formulae  are  based  upon  the  fact  that  in  all 
oxygen  salts,  whether  normal,  acid,  basic,  ortho-,  meta-,  or  pyro- 
salts,  there  is  just  enough  oxygen  to  fofm  with  the  radicals  present, 
both  basic  and  acid,  their  corresponding  oxides  or  anhydrides,  and 
with  hydrogen,  if  present,  water.  They  represent  oxides  (and 
water)  jointly  equivalent  in  weight  to  the  radicals,  hydrogen,  and 
remaining  oxygen,  which  rational  formulae  represent  aa  existing  in 
oxygen  salts. 

EXAMPLES. 

Potassium  sulphate,     SO,  <  q^  =  K,0,SO,. 

Hydrogen  potassium  sulphate, 

2(S0,  <  g|)  =  K,0,H,0,2S0, 

Potassium  disulphate, 

o  <  18:  =  §1  =  ^"^''^^- 

Ammonium  magnesium  phosphate, 

2^PO  ^  O  ^  ^jg  j  =  2MgO,(NH0,O,P,O.. 

Magnesium  pyrophosphate, 

/  PO  <  g  >  Mg 
\  PO  <  Q  >  Mg 

Most  analytical  chemists  prefer  to  present  the  results  of  analyses 
of  oxygen  salts  in  percentages  of  oxides  (or  anhydrides)  and  water 
on  account  of  the  simplicity  of  computations  required.     Accord- 
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ingly,  in  the  following  section,  the  percentage  composition  of 
oxygen  salts  is  given  in  this  manner,  accompanied  by  correspond- 
ing formulaj  and  molecular  weights.  These  formulae  are  in  every 
ease  preceded  by  rational  forniulse  constructed  in  accordance  with 
the  theory  of  the  constitution  of  oxygen  salts  which  is  now 
generally  accepted.] 


A.     FORMS  IN  WHICH  THE  BASIC  RADICALS  ARE  WEIGHED  OR 

PRECIPITATED. 

BASIC   BADICALS   OF   THE  FIRST   GROUP. 

§68. 
1.  Potassium. 

The  combinations  best  suited  for  the  weighing  of  potassium 
are   potassium    sulphate,   potassium    chloeide,   and    potassium 

PLATINIO    CHLOEIDE. 

a.  Potassiiim  sulphate  crystallizes  usually  in  small,  hard, 
straight,  four-sided  prisms,  or  in  double  six-sided  pyramids ;  in 
the  analytical  process  it  is  obtained  as  a  white  crystalline  mass. 
It  dissolves  witli  some  diificulty  in  water  (1  part  requiring  10  parts 
of  water  of  12°),  it  is  almost  absolutely  insoluble  in  pure  alcohol, 
but  slightly  more  soluble  in  alcohol  containing  sulphuric  acid 
(Expt.  No.  6).  It  does  not  affect  vegetable  colors ;  it  is  unalter- 
able in  the  air.  The  crystals  decrepitate  strongly  when  heated, 
yielding  at  the  same  time  a  little  water,  which  they  hold  mechani- 
cally confined.  The  decrepitation  of  crystals  that  have  been. kept 
long  drying  is  less  marked.  At  a  good  red  heat  the  salt  fuses 
without  volatilizing  or  decomposing.  At  a  white  heat  a  little  of 
the  salt  volatilizes  and  also  some  sulphuric  acid,  so  that  the  residue 
possesses  an  alkaline  reaction  (Al.  Mitscheelich,*  BoussiNGAULTf). 
When  exposed  to  a  red  heat,  in  conjunction  with  ammonium 
chloride,  potassium  sulphate  is  partly,  and,  upon  repeated  applica- 
tion of  the  process,  wholly  converted,  with  effervescence,  into 
potassium  chloride  (H.  Kose). 

*  Journ.  f.  prakt.  Chem.  83,  486.  \  Zeitschr.  f .  anal.  Chem.  7,  244. 
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COMPOSITION. 


c;^  ,01v_Iv,0  .  .  .   94-26      54-09 
'^^''^OK-SO.      .     .     .   80-00      45-91 


174-26     100-00 

The  acid  potassium  sulphate  (KHSOj),  which  is  produced  when 
the  normal  salt  is  evaporated  to  dryness  with  free  sulphuric  acid, 
is  readily  soluble  in  water,  and  fusible  even  at  a  moderate  heat. 
At  a  red  heat  it  loses  sulphuric  acid,  and  is  converted  into  normal 
potassium  sulphate,  but  not  readily — the  complete  conversion  of 
the  acid  into  the  nonnal  salt  requiring  the  long-continued  applica- 
tion of  an  intense  red  heat.  However,  when  heated  in  an  atmos- 
phere of  ammonium  carbonate — which  may  be  readily  procured  by 
repeatedly  throwing  into  the  faint  red-hot  crucible  containing  the 
acid  sulphate  small  lumps  of  pure  ammonium  carbonate,  and 
putting  on  the  lid — the  acid  salt  changes  readily  and  quickly  to 
the  normal  sulphate.  The  transformation  may  be  considered 
complete  as  soon  as  the  salt,  which  was  so  readily  fusible  before,  is 
perfectly  solid  at  a  faint  red  heat. 

h.  Potassium  chloride  crystallizes  usually  in  cubes,  often 
lengthened  to  columns ;  rarely  in  octahedra.  In  analysis  we 
obtain  it  either  in  the  former  shape,  or  as  a  crystalline  mass.  It  is 
readily  soluble  in  water,  bat  much  less  so  in  dilute  hydrochloric 
acid ;  in  absolute  alcohol  it  is  nearly  insoluble,  and  but  slightly 
soluble  in  common  alcohol.  It  does  not  affect  vegetable  colors, 
and  is  unalterable  in  the  air.  When  heated,  it  decrepitates,  unless 
it  has  been  kept  long  drying,  with  expulsion  of  a  little  water 
mechanically  confined  in  it.  At  a  moderate  red  heat,  it  fuses 
unaltered  and  without  diminution  of  weight ;  when  exposed  to  a 
higher  temperature,  it  volatilizes  in  white  fumes ;  this  volatilization 
proceeds  the  more  slowly  the  more  effectually  the  access  of  air  is 
prevented  (Expt.  No.  7).  "When  repeatedly  evaporated  with 
solution  of  oxalic  acid  in  excess,  it  is  converted  into  potassium 
oxalate.  "When  evaporated  with  excess  of  nitric  acid,  it  is  con- 
verted readily  and  completely  into  nitrate.  On  ignition  with 
ammonium  oxalate,  potassium  carbonate  and  potassium  cyanide 
are  formed  in  noticeable  quantities. 
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K   ....   39-13      52-46 
CI   ....   35-46      47-54 


74-59     100-00 

c.  Potassium  plathdc  chloride  presents  either  small  reddish- 
yellow  octahedra,  or  a  letnon-colored  powder.  It  is  difficultly 
soluble  in  cold,  more  readily  in  hot  water;  nearly  insoluble  in 
absolute  alcohol,  and  but  sparingly  soluble  in  common  alcohol — 
one  part  requiring  for  its  solution,  respectively,  12083  parts  of 
absolute  alcohol,  3775  parts  of  alcohol  of  76  per  cent,  and 
1053  parts  of  alcohol  of  55  per  cent.  (Expt.  No.  8,  a.)  Presence 
of  free  hydrochloric  acid  sensibly  increases  the  solubility  (Expt. 
No.  8,  h).  In  caustic  potassa  it  dissolves  completely  to  a  yellow 
fluid.  It  is  unalterable  in  the  air,  and  at  100°.  On  exposure  to 
an  intense  red  heat,  four  atoms  of  chlorine  escape,  metallic  plati- 
num and  potassium  chloride  being  left ;  but  even  after  long-con- 
tinued fusion,  there  remains  always  a  little  potassium  platinic 
chloride  which  resists  decomposition.  Complete  decomposition  is 
easily  effected,  by  igniting  the  double  salt  in  a  current  of  hydrogen 
gas,  or  with  some  oxalic  acid. 

According  to  Andrews,  potassium  platinic  chloride,  even 
though  dried  at  a  temperature  considerably  exceeding  100°,  retains 
still  '0055  of  its  weight  of  water. 

COMPOSITION. 

O^Cl),  .  .  .  149-18   30-56    K,  .  . 

PtCl,  .  .  .  339-02   69-44    Pt  .  . 

CL  .  . 


488-20  100-00 


78-26 

16. 

•  03 

197-18 

40. 

•  39 

212-76 

43. 

■58 

488-20  100-00 


d.  Potassium  silicojhioride  is  obtained  on  mixing  a  solution  of 
a  potassium  salt  with  hydrofluosilicio  acid  in  the  form  of  a  trans- 
lucent iridescent  precipitate,  which  increases  and  completely 
separates,  when  an  equal  volume  of  strong  alcohol  is  added  to  the 
fluid.  After  being  filtered  off,  washed  with  weak  alcohol  and  dried, 
it  is  a  soft  white  powder.  It  is  difiicultly  soluble  in  cold  water,  far 
more  readily  in  boiling  water,  not  at  all  or  in  merest  traces  soluble 
in  a  mixture  of  water  and  strong  alcohol  in  equal  parts,  but  it  is 
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decidedly  more  soluble  in  the  presence  of  any  considerable  quan- 
tity of  free  acid,  especially  hydrochloric  or  sulphuric  acid.  When 
potassa  is  added  to  the  boiling  aqueous  solution  of  the  salt  the 
following  change  takes  place :  (KF),SiF,  +  4K0H  =  6KF  + 
Si(OH)„  the  solution  turning  from  acid  to  neutral  (principle  of 
Stolba's  volumetric  method  of  estimating  potassium).  As  soon  as 
it  is  ignited  the  salt  fuses,  gives  ofE  silicon  fluoride  and  leaves 
potassium  fluoride. 

§69. 
2.  Sodium. 

Sodium  is  usually  weighed  as  sodittm  sulphate,  sodium  chlo- 
EiDE,  or  sodium  cabbonate.  It  is  separated  from  potassium  in  the 
form  of  sodium  plathstio  chloride,  from  other  bodies  occasionally 
in  the  form  of  sodium  silicofluoride. 

a.  Anhydrous  normal  sodium  sulphate  is  a  white  powder  or  a 
white  very  friable  mass.  It  dissolves  readily  in  water ;  but  is 
sparingly  soluble  in  absolute  alcohol ;  presence  of  free  sulphuric 
acid  slightly  increases  its  solubility  in  that  menstrum  ;  it  is  some- 
what more  readily  soluble  in  common  alcohol  (Expt.  No.  9).  It 
does  not  affect  vegetable  colors ;  upon  exposure  to  moist  air,  it 
slowly  absorbs  water  (Expt.  No.  10).  At  a  gentle  heat  it  is  un- 
altered, at  a  strong  red  heat  it  fuses  without  decomposition  or  loss 
of  weight.  At  a  white  heat  it  loses  weight  by  volatilization  of 
sodium  sulphate  and  also  of  sulphuric  acid  (Al.  Mitsoheelich, 
Boussingault).  When  ignited  with  ammonium  chloride,  it  be- 
haves like  potassium  sulphate. 

composition. 

HO    /ONa_Na,0.     .     .     .     62-08  43-69 

to'J,  <  0]^a -~  SO 80-00  56-31 

142-08         100-00 

The  acid  sodium  sulphate  (sodium  hydrogen  sulphate,  NaHSO,) 
which  is  always  produced  upon  the  evaporation  of  a  solution  of  the 
normal  salt  with  sulphuric  acid  in  excess,  fuses  even  at  a  gentle 
heat ;  it  may  be  readily  converted  into  the  normal  salt  in  the  same 
manner  as  the  acid  potassium  sulphate  (see  §  68,  a). 

h.  Sodium  chloride  crystallizes  in  cubes,  octahedra,  and  hollow 
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four-sided  pyramids.  In  analysis  it  is  frequently  obtained  as  an 
amorphous  mass.  It  dissolves  readily  in  water,  but  is  much  less 
soluble  in  hydrochloric  acid  ;  it  is  nearly  insoluble  in  absolute 
alcohol,  and  but  sparingly  soluble  in  common  alcohol ;  100  parts 
of  alcohol  of  75  per  cent,  dissolve,  at  a  temperature  of  15°,  •?  part 
(Wagnee).  It  is  neutral  to  vegetable  colors.  Exposed  to  a 
somewhat  moist  atmosphere,  it  slowly  absorbs  water  (Expt.  No.  12). 
Crystals  of  this  salt  that  have  not  been  kept  drying  a  considerable 
time  decrepitate  when  lieated,  yielding  a  little  water,  which  they 
hold  mechanically  confined.  The  salt  fuses  at  a  red  heat  without 
decomposition ;  at  a  white  heat,  and  in  open  vessels  even  at  a 
bright  red  heat,  it  volatilizes  in  Avhite  fumes  (Expt.  No.  13).  If  a 
carburetted  hydrogen  flame  acts  on  fusing  sodium  chloride,  hydro- 
chloric acid  escapes,  and  some  sodium  carbonate  is  formed.  On 
evaporation  with  oxalic  or  nitric  acid  as  well  as  by  ignition  with 
ammonium  oxalate,  it  behaves  like  the  corresponding  potassium 
salt. 

cojiPosmoN. 

Na 23-Oi  39-38 

CI 35-46  60-62 


58-50  100-00 

c.  Anhydrous  sodium  carbonate  is  a  white  powder  or  a  white 
very  friable  mass.  It  dissolves  readily  in  water,  but  much  less  so 
in  solution  of  ammonia  (Maegueeitte)  ;  it  is  insoluble  in  alcohol. 
Its  reaction  is  strongly  alkaline.  Exposed  to  the  air,  it  absorbs 
water  slowly.  On  moderate  ignition  to  incipient  fusion  it  scarcely 
loses  weight ;  on  long  fusion,  however,  it  volatilizes  to  a  consider- 
able extent  (Comp.  Expt.  14). 

COMPOSITION. 

p^     ,OXa_Na,0     .     .     .      62-08  B8-53 

^^<-ONa-CO,       .     .     .      44-00  41-48 


106-08  100-00 

d.  Sodium  platinic  Moride  crystallizes  with  6  mol.  water 
(NaCl),.  PtCl^  -f-  6  H5O,  in  light  yellow,  transparent,  prismatic 
crystals  which  dissolve  readily  both  in  water  and  in  common 
alcohol. 
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e.  Sodium  silicofluoride  is  similar  in  properties  to  the  con-e- 
spouding  potassium  salt.  It  has  an  analogous  composition,  and  is 
decomposed  in  the  same  way  by  alkalies.  It  is,  however,  con- 
siderably more  soluble  in  water  and  in  diluted  alcohol. 


§  ^0. 
3.  Ammonium. 

Ammonium  is  most  appropriately  weighed  as  ammonium 
CHLORIDE,  or  as  AMMONIUM  PLATiNio  CHLORIDE,  or  it  may  be  esti- 
mated from  the  weight  of  the  platinum  in  the  latter  compound. 

Under  certain  circumstances  ammonium  may  also  be  estimated 
from  the  volume  of  the  nitrogen  gas  eliminated  from  it ;  and  it 
is  frequently  estimated  by  alkalimetry. 

a.  Ammonium  chloride  crystallizes  in  cubes  and  octahedra,  but 
more  frequently  in  feathery  crystals.  In  analysis  we  obtain  it 
uniformly  as  a  white  mass.  It  dissolves  readily  in  water,  but  is 
difficultly  soluble  in  common  alcohol.  It  does  not  alter  vegetable 
colors,  and  remains  unaltered  in  the  air.  Solution  of  ammonium 
chloride,  when  evaporated  on  the  water-bath,  loses  a  small  quantity 
.  of  ammonia,  and  becomes  slightly  acid.  The  diminution  of  weight 
occasioned  by  this  loss  of  ammonia  is  very  trifling  (Expt.  No.  15). 
At  100°  ammonium  chloride  loses  nothing,  or  very  little  of  its 
weight  (comp.  same  Expt.).  At  a  higher  temperature  it  volatilizes 
readily,  and  without  undergoing  decomposition. 

COMPOSITION. 

NH,     .     .     18-04:        33-72  Nil,     .     .     lY-04         31-85 

CI    .     .     .     35-46         66-2>l  HCl     .     .     36-16  6S.15 


53-50       100-00  53-50         100-00 

100  parts  of  ammonium  chloride  correspond  to  48-67  parts  of 
ammonium  oxide. 

b.  Ammon,ium  platinir.  eJdoride  occurs  cither  as  a  heavy, 
lemon-colored  powder,  or  in  small,  hard  octahednd  ciTstals  of  a 
bright  yellow  color.  It  is  difficultly  soluble  in  ooUl,  but  more 
readily  in  hot  water.  It  is  very  sparingly  soluble  in  absolute 
alcohol,  but  more  readily  in  common  alcohol — 1  part  requiring  of 
absolute   alcohol,  26535  parts;  of  alcoliol   of   76  per  cent.,  1406 
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parts;  of  alcohol  of  55  per  cent.,  665  parts.  The  presence  of 
free  acid  sensibly  increases  its  solubility  (Expt.  No.  16).  It 
remains  unaltered  in  the  air,  and  at  100°.  It  loses  a  little  water 
between  100°  and  125°.  Upon  ignition  chlorine  and  ammonium 
chloride  escape,  leaving  the  metallic  platinum  as  a  porous  mass 
(spongy  platinum).  However,  if  due  care  be  not  taken,  in  this 
process,  to  apply  the  heat  gradually,  the  escaping  fumes  will  carry 
off  particles  of  platinum,  which  will  coat  the  lid  of  the  crucible. 
For  properties  of  metallic  platinum,  see  §  89,  a. 

COMPOSITION. 

(NH,C1),  .     .  107-00      23-99        (NH,),     .     .     86-08        8-09 

PtCl.    .     .     .339-02       76-01         Pt  .     .     .     .197-18      M-21 

CL      ...  212-76      47-70 


M6-02     100-00 


446-02     100-00 


ISr,  .     .     .     28-08  6-295  (NH,),  .  .     34-08  7-64 

H,  .     .     .       8-00  1-794 

Pt  .     .     .  197-18  44-209  (HCl),  .  .     72-92  16-35 

CI,  ...  212-76  47  702  PtCl,.  .  .  339-02  76-01 


446-02     100-000  446-02     100-00 

100  parts  of  ammonium  platinic  chloride  correspond  to  11  -  677 
parts  of  ammonium  oxide. 

c.  Nitrogen  gas  is  colorless,  tasteless,  and  inodorous ;  it  mixes 
with  air,  without  producing  the  slightest  coloration ;  it  does  not 
affect  vegetable  colors.  Its  specific  gravity  is  '97137  (EEONArLT). 
One  litre  weighs  at  0°,  and  -76  metre  bar.,  1*25617  grm.  It  is 
difficultly  soluble  in  water,  1  volume  of  water  absorbing,  at  0°,  and 
•76  pressure,  -02035  vol.;  at  10°,  -01607  vol.;  at  15°,  -01478  vol. 
of  nitrogen  gas  (Bunsen). 

BASIC  RADICALS  OF  THE  SECOND  GROUP. 

§71. 

1.  Baeittm. 

Barium  is  weighed  as  baeittm  sulphate,  baeitjh  carbonate, 
and  barium  silicofluoeide. 

a.  Artificially  prepared  harium  sulphate  presents  the  appear- 
ance is  of  a  fine  white  powder.    When  recently  precipitated,  it 
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difficult  to  obtain  a  clear  filtrate,  espQcially  if  the  precipitation  was 
effected  in  the  cold,  and  the  solution  contains  neither  hydrochloric 
acid  nor  ammonium  chloride.  It  is  as  good  as  insoluble  in  cold 
and  in  hot  water.  (1  part  of  the  salt  requires  more  than  400,000 
parts  of  water  for  solution.)  It  has  a  great  tendency,  upon  pre- 
cipitation, to  carry  down  with  it  other  substances  contained  in  the 
solution  from  which  it  separates,  more  particularly  barium  nitrate, 
nitrates  and  chlorates  of  the  alkali  metals,  ferric  oxide,  &c.  Several 
of  the  impurities,  such,  for  instance,  as  potassium  or  sodium  chlo- 
rates, may  be  removed  by  igniting  the  barium  sulphate,  moistening 
with  hydrochloric  acid,  evaporating  the  latter  off  and  exhausting 
the  residue  with  water ;  other  impurities  again,  such  as  potassium 
or  sodium  nitrates,  cannot  be  removed  by  this  treatment.  Even 
the  precipitate  obtained  from  a  solution  of  barium  chloride  by 
means  of  sulphuric  acid  in  excess  contains  traces  of  barium  chloride, 
which  it  is  impossible  to  remove,  even  by  washing  with  boiling 
water,  but  which  are  dissolved  by  nitric  acid  (Siegle).  Cold  dilute 
acids  dissolve  trifling,  yet  appreciable  traces  of  barium  sulphate ; 
for  instance,  1000  parts  of  nitric  acid  of  1-032  sp.  gr.  dissolve  '062 
parts  (Calteet),  1000  parts  of  hydrochloric  acid  containing  3  per 
cent,  dissolve  '06  parts.*  Cold  concentrated  acids  dissolve  consid- 
erably more ;  thus,  1000  parts  of  nitric  acid  of  1-167  sp.  gr.  dis- 
solve 2  parts  (Calveet).  Boiling  hydrochloric  acid  also  dissolves 
appreciable  traces;  thus  230  c.c.  hydrochloric  acid  of  1-02  sp.  gr. 
were  found,  after  a  quarter  of  an  hour's  boiling  with  -679  grm. 
barium  sulphate,  to  have  dissolved  of  it  -048  grm.  Acetic  acid 
dissolves  less  barium  sulphate  than  the  other  acids ;  thus,  80  c.c. 
acetic  acid  of  1-02  sp.  gr.  were  found,  after  a  quarter  of  an  hour's 
boiling  with  -4  grm.,  to  have  dissolved  only  -002  grm.  (Siegle). 
Free  chlorine  considerably  increases  its  solubility  (O.  L.  Eedmann). 
Several  salts  more  particularly  interfere  with  the  precipitation  of 
barium  by  sulphuric  acid.  I  observed  this  some  time  ago  with 
magnesium  chloride,  but  ammonium  nitrate  (Mittentzwey),  alkali 
nitrates  generally,*  and  more  particularly  alkali  citrates  (Spillee), 
possess  this  property  in  a  high  degree.  In  the  last  case  the  pre- 
cipitate appears  on  the  addition  of  hydrochloric  acid.  If  a  fluid 
contains  metaphosphoric  acid,  barium  cannot  be  completely  pre- 
cipitated out  of  it  by  means  of  sulphuric  acid  ;  the  resulting  pre- 
cipitate too  contains  phosphoric  acid  (Soheeeee,  Eube).  Barium 
*  Zeitschr.  f.  anal.  Chem.  9,  62. 


140  FORMS.  [§  71. 

sulphate  dissolves  in  tolerable  quantity  in  concentrated  sulphuric 
acid,  but  separates  again  on  dilution.  It  is  as  good  as  insoluble 
in  a  boiling  solution  of  ammonium  sulphate  (1  in  4).  Barium 
sulphate  remains  quite  unaltered  in  the  air,  at  100°,  and  even  at 
a  red  heat.  At  a  strong  white  heat  it  loses  sulphuric  acid  (Bous- 
sixgault).*  On  ignition  with  charcoal,  or  under  the  influence  of 
reducing  gases,  it  is  converted  comparatively  easily,  but  as  a  rule 
only  partially,  into  barium  sulphide.  On  ignition  with  ammonium 
chloride,  barium  sulphate  undergoes  partial  decomposition.  It  is 
not  affected,  or  affected  but  very  slightly,  by  cold  solutions  of  the 
hydrogen  carbonates  of  the  altali  metals  or  of  ammonium  carbo- 
nate ;  solutions  of  normal  sodium  and  potassium  carbonates  when 
cold  have  only  a  slight  decomposing  action  upon  it ;  but  when 
boiling,  and  upon  repeated  application,  they  effect  at  last  the 
complete  decomposition  of  the  salt  (H.  Kose).  By  fusion  with 
sodium  or  potassium  carbonate,  barium  sulphate  is  readily  decom- 
posed. 

COMPOSITION. 

QH^O,  p    _BaO     ....     153  65-67 


233  100-00 

h.  Artificially  prepared  hariiim  cm^honate  presents  the  appear- 
ance of  a  white  powder.  It  dissolves  in  14137  parts  of  cold,  and  in 
15421  parts  of  boiling  water  (Expt.  No.  17).  It  dissolves  far  more 
readily  in  solutions  of  ammonium  chloride  or  ammonium  nitrate; 
from  these  solutions  it  is,  however,  precipitated  again,  though  not 
completely,  by  caustic  ammonia.  In  water  containing  free  carbonic 
acid,  barium  carbonate  dissolves  to  an  acid  carbonate.  In  water  con- 
taining ammonia  and  ammonium  carbonate,  it  is  nearly  insoluble, 
one  part  requiring  about  141000  parts  (Expt.  ISTo.  18).  Its  solution 
in  water  has  a  very  faint  alkaline  reaction.  Alkali  citrates  and 
mctaphosphates  impede  the  precipitation  of  barium  by  ammonium 
carbonate.  It  is  unalterable  in  the  air,  and  at  a  red  heat.  "When 
exposed  to  the  strongest  heat  of  a  blast-furnace,  it  slowly  yields  up 
the  whole  of  its  carbonic  acid  ;  this  expulsion  of  the  carbonic  acid 
is  promoted  by  the  simultaneous  action  of  aqueous  vapor.  Upon 
heating  it  to  redness  with  charcoal,  caustic  baryta  is  formed,  with 
evolution  of  carbon  monoxide. 

*  Zeitschr.  f.  anal.  Cliem.  7,  244. 
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COMPOSITION. 


PO^O.  -r,^  _  BaO   ....  153     77-67 
OU<Q>i.a_(,Q   ....   44     22-33 


197    100-00 

c.  Barium  silicofluorid-e  forms  small,  hard,  and  colorless  crys- 
tals, or  (more  generally)  a  crystalline  powder.  It  dissolves  in  3800 
parts  of  cold  water ;  in  hot  water  it  is  more  readily  soluble  (Expt. 
Ifo.  19).  The  presence  of  free  hydrochloric  acid  increases  its  solu- 
bility considerably  (Expt.  No.  20).  Ammonium  chloride  acts  also 
in  the  same  way  (1  part  silicofluoride  of  barium  dissolves  in  428 
parts  of  saturated,  and  589  parts  of  dilute  solution  of  ammonium 
chloride.  J.  W.  Mallet).  In  common  alcohol  it  is  almost  insoluble. 
It  is  unalterable  in  the  air,  and  at  100°  ;  when  ignited,  it  is  decom- 
posed into  silicon  fluoride,  which  escapes,  and  barium  fluoride, 
which  remains. 

COMPOSITION. 

BaF,     ...     175      62-72         Ba     .     .     .     137      49-10 
SiF,      ...     104      37-28         Si     .     .     .       28      10-04 


F,     .     .     .     114      40-86 


279    100-00 


279    100-00 


§72. 
2.  Stbontium. 

Strontium  is  weighed  either  as  steontium  sulphate,  or  as 
steontium  caebonate. 

a.  Strontium  sulphate,  artificially  prepared,  is  a  white  powder, 
sometimes  dense  and  crystalline,  sometimes  loose  and  bulky.  It 
dissolves  in  6895  parts  of  cold,  and  9638  parts  of  boiling  water 
(Expt.  No.  21),  In  water  containing  sulphuric  acid,  it  is  still  more 
difficultly  soluble,  requiring  from  11000  to  12000  parts  (Expt.  No. 
22).  Of  cold  hydrochloric  acid  of  8'5  per  cent.,  it  requires  474  parts ; 
of  cold  nitric  acid  of  4-8  per  cent.,  432  parts ;  of  cold  acetic  acid  of 
15-6  per  cent,  of  IIC,H30„  as  much  as  7843  parts  (Expt.  No.  23). 
It  dissolves  in  solutions  of  potassium  chloride  and  magnesium  clilo- 
ride,  in  quantity  which  increases  with  the  concentration,  also  in  solu- 
tions of  sodium  chloride  and  calcium  chloride  in  greatest  quantity 
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when  the  solutions  are  of  medium  concentration  (A.  Yieck*)  ;  it 
it  is  precipitated  from  these  solutions  by  sulphuric  acid.  Meta- 
phosphoric  acid  (Scheeeer,  Kube),  and  also  alkali  citrates,  bat  not 
free  citric  acid  (Spillee),  impede  the  precipitation  of  strontium  by- 
sulphuric  acid.  It  is  as  good  as  insoluble  in  absolute  alcohol,  in 
common  alcohol,  and  in  a  boiling  solution  of  ammonium  sulphate 
(1  in  4).  It  does  not  alter  vegetable  colors ;  and  remains  unaltered 
in  the  air,  and  at  a  red  heat.  When  exposed  to  a  most  intense  red 
heat,  it  fuses  with  loss  of  a  small  quantity  of  sulphuric  acid  (M. 
Daemstadt  t) ;  all  the  sulphuric  acid  will  escape  on  very  strong 
ignition  continued  for  a  length  of  time  (Boussingault  :J:).  When 
ignited  with  charcoal,  or  under  the  influence  of  reducing  gases,  it 
is  converted  into  strontium  sulphide.  Solutions  of  acid  and  nor- 
mal carbonates  of  potassium,  sodium,  and  ammonium  decompose 
strontium  sulphate  completely  at  the  common  temperature,  even 
when  considerable  quantities  of  alkali  sulphates  are  present  (H. 
Kose).     Boiling  promotes  the  decomposition. 

COMPOSITION. 

Qn  /O.  Q   _SrO     .     .     .     103-5  56-40 

&^,  <0^'^^-S0,     .     .     .       80-0  43-60 


183-5  100-00 

h.  Strontium  carbonate,  artificially  prepared,  is  a  white,  soft, 
loose  powder.  It  dissolves,  at  the  common  temperature,  in  18045 
parts  of  water  (Expt.  No.  24) :  presence  of  ammonia  diminishes 
its  solubility  (Expt.  No.  25).  It  dissolves  pretty  readily  in  -solu- 
tions of  ammonium  chloride  and  ammonium  nitrate,  but  is  precipi- 
tated again  from  these  solutions  by  ammonia  and  ammonium  car- 
bonate, and  more  completely  than  barium  carbonate  under  similar 
circumstances.  Water  impregnated  with  carbonic  acid  dissolves  it 
as  an  acid  carbonate.  Its  reaction  is  very  feebly  alkaline.  AlkaK 
citrates  and  metaphosphates  impede  the  precipitation  of  strontium 
by  alkali  carbonates.  Ignited  with  access  of  air  it  is  infusible, 
but  when  exposed  to  a  most  intense  heat,  it  fuses  and  gradually 
loses  its  carbonic  acid.  On  ignition  with  charcoal,  strontium  oxide 
is  formed,  with  evolution  of  carbon  monoxide  gas. 

*  Zeitschr.  f.  anal.  Chem.  1,  473.  |  lb.  6,  376.  X  lb.  7,  244. 
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COMPOSITION. 

l.U<Q>br_^Q^     .     .     .       44-00  29-83 


147-50         100-00 

§73. 
8.  Calcium. 

Calcium  is  weighed  either  as  calcium  sulphate,  calcium  car- 
bonate, or  calcium  oxide  ;  to  convert  it  into  the  latter  forms,  it 
is  fii-st  usually  precipitated  as  calcium  oxalate. 

a.  Artificially  prepared  anhydrous  calcium  sulphate  is  a  loose, 
white  powder.  It  dissolves,  at  the  common  temperature,  in  430 
parts,  at  100°,  in  460  parts  of  water  (Poggla.le).  Presence  of 
hydrochloric  acid,  nitric  acid,  ammonium  chloride,  sodium  sulphate, 
or  sodium  chloride,  increases  its  solubility.  It  dissolves  with  com- 
parative ease,  especially  on  gently  warming,  in  aqueous  solution  of 
sodium  thiosulphate  (Diehl),  and  also  in  a  boiling  solution  of 
ammonium  sulphate  (1  in  4).  The  aqueous  solution  of  calcium 
sulphate  does  not  alter  vegetable  colors.  In  alcohol  of  90  per  cent 
or  stronger  it  is  almost  absolutely  insoluble.  Exposed  to  the  air, 
it  slowly  absorbs  water.  It  remains  unaltered  at  a  dull-red  heat. 
Heated  to  intense  bright  redness,  it  fuses,  losing  weight  consider- 
ably from  loss  of  sulphuric  acid  (Al.  Mitscherlich  *).  On  long 
ignition  at  a  white  heat  all  the  sulphuric  acid  escapes  (Boussm- 
GAULTf).  On  ignition  with  charcoal,  or  under  the  influence  of 
reducing  gases,  it  is  converted  into  calcium  sulphide.  Solutions 
of  normal  and  acid  carbonates  of  the  alkali  metals  decompose  cal- 
cium sulphate  more  readily  still  than  strontium  sulphate. 

COMPOSITION. 

en  /Ov.n    _CaO     ....     66  41-18 

&u,  <Q>oa-gQ      _     _     _     _     gQ  5g,g2 


136  100-00 

h.  Calcium  carbonate  artificially  produced  by  the  precipitation 
of  a  calcium  salt  with  ammonium  carbonate  is  at  first  loose  and 

*  Jour.  f.  prakt.  Chem.  83,  485.  \  Zeitschr.  f.  anal.  Chem.  7, 244. 
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nniorj)lions,  but  after  some  time  becomes  a  white,  fine,  crystal- 
line powder,  which  under  the  microscope  has  sometimes  the  form 
of  calcite,  sometimes  that  of  aragonite.  It  is  very  shghtly  solu- 
ble in  water.  By  protracted  boiling  1  litre  of  water  dissolves 
•034  grm.,  according  to  A.  W.  Hofmann,  or  -036  grm.  according 
to  C.  Weltzien  ;  so  one  part  requires  28500  parts  of  water  for 
solution.  The  solution  has  a  barely-perceptible  alkaline  reaction. 
In  water  containing  ammonia  and  ammonium  carbonate  the  crys- 
tallized salt  dissolves  much  more  sparingly  (Expt.  ISTo.  27),  one 
part  requiring  about  65000  parts ;  this  solution  is  not  precipitated 
by  ammonium  oxalate.  Amorphous  calcium  carbonate  is  also 
much  more  insoluble  in  water  containing  ammonia  than  in  pure 
water  (Divees*).  Presence  of  ammonium  chloride  and  of  ammo- 
nium nitrate  increases  the  solubility  of  calcium  carbonate  ;  but  the 
salt  is  precipitated  again  from  these  solutions  by  ammonia  and 
ammonium  carbonate,  and  more  completely  than  barium  carbonate 
under  similar  circumstances.  ISTormal  salts  of  potassium  and  sodium, 
and  also  normal  calcium  and  magnesium  salts  (Hunt),  likewise 
increase  its  solubility,  the  precipitation  of  calcium  by  the  alkali 
carbonates  is  completely  prevented  or  considerably  interfered  with 
by  the  presence  of  alkali  citrates  (Spillee)  or  metaphosphates 
(Rube).  Water  impregnated  with  carbonic  acid  dissolves  calcium 
carbonate  as  acid  carbonate.  Calcium  carbonate  remains  unaltered 
in  the  air  at  100°,  and  even  at  a  low  red  heat ;  but  upon  the  appli- 
cation of  a  stronger  heat,  more  particularly  with  free  access  of  air, 
it  gradually  loses  its  carbonic  acid.  By  means  of  a  gas  blowpipe- 
lamp,  calcium  carbonate  (about  '5  grm.),  in  an  open  platinum 
crucible,  is  without  difficulty  reduced  to  calcium  oxide ;  attempts 
to  effect  complete  reduction  over  a  spirit  lamp  with  double  draught 
have,  however,  failed  (Expt.  No.  28).  It  is  decomposed  far  more 
readily  when  ignited  with  charcoal,  giving  off  its  carbonic  acid  in 
the  form  of  carbon  monoxide. 

COMPOSITION. 

CU<Q>Oa-(,Q^     .     .     .     .     44  44-00 


100  100-00 


*  Jour.  Chem.  Soc.  1870,  362. 
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c.  Caldum  oxalate^  precipitated  from  hot  or  concentrated  solu- 
tions, is  a  fine  white  powder  consisting  of  infinitely  tninute  indis- 
tinct crystals,  and  almost  absolutely  insoluble  in  water.  The  salt 
has  the  formula,  CaC.O,  +  11,0.  When  precipitated  from  cold, 
extremely-dilute  solutions,  the  salt  presents  a  more  distinctly  crys- 
talline appearance,  and  consists  of  a  mixture  of  CaC,0,  -|-  H,0  and 
CaCjO,  -^-3H,0  (SouciiAY  and  Lenssen).  Presence  of  free  oxalic 
acid  and  acetic  acid  slightly  increases  the  solubility  of  calcium 
oxalate.  The  stronger  acids  (hydrochloric  acid,  nitric  acid)  dissolve 
it  readily  ;  from  these  solutions  it  is  precipitated  again  unaltered, 
by  alkalies,  and  also  (provided  the  excess  of  acid  be  not  too  great) 
by  alkali  oxalates  or  acetates  added  in  excess.  Calcium  oxalate 
does  not  dissolve  in  solutions  of  potassium  chloride,  sodium  chlo- 
ride, ammonium  chloride,  barium  chloride,  calcium  chloride,  and 
strontium  chloride,  even  though  these  solutions  be  hot'and  concen- 
trated ;  but,  on  the  other  hand,  it  dissolves  readily  and  in  appreci- 
able quantities,  in  hot  solutions  of  the  salts  belonging  to  the  mag- 
nesium group.  From  these  solutions  it  is  reprecipitated  by  an 
excess  of  alkali  oxalate  (Souchay  and  Lenssen).  Alkali  citrates 
(Spillee)  and  metaphosphates  (Eube)  impede  the  precipitation  of 
lime  by  alkali  oxalates.  "When  treated  with  solutions  of  many  of 
the  heavy  metals,  e.g.,  with  solution  of  cupric  chloride,  silver 
nitrate,  6zq.,  calcium  oxalate  suffers  decomposition,  a  soluble  cal- 
cium salt  being  formed,  and  an  oxalate  of  the  heavy  metal,  which 
separates  immediately,  or  after  some  time  (Ketnoso).  Calcium 
oxalate  is  unalterable  in  the  air,  and  at  100°.  Dried  at  the  latter 
temperature,  it  has  invariably  the  following  composition  (Expt.  iSTo. 
28,  also  Souchay  and  Lenssen*). 

C0-0\  CaO     ...     56  38-36 

I  >Ca4-H,0=C,0,    ...     72  49-32 

CO-0/  H,0     ...     18  12-32 


146  100-00 


At  205°  calcium  oxalate  loses  its  water,  without  undergoing 
decomposition ;  at  a  somewhat  higher  temperature,  still  scarcely 
reaching  dull  redness,  the  anhydrous  salt  is  decomposed,  without 
actual  separation  of  carbon,  into  carbon  monoxide  and  calcium 
carbonate.     The  powder,  which  was  previously  of  snowy  wjiiteness, 


*  Anal.  d.  Chem.  und  Pharm.  100,  332. 
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transiently  assumes  a  gray  color  in  the  course  of  this  process,  even 
though  the  oxalate  be  perfectly  pure.  Upon  continued  applicar 
tion  of  heat  this  gray  color  disappears  again.  If  the  calcium 
oxalate  is  heated  in  small,  coherent  fragments,  such  as  are  obtained 
upon  drying  the  precipitated  salt  on  a  filter,  the  commencement 
and  progress  of  the  decomposition  can  be  readily  traced  by  this 
transient  appearance  of  gray.  If  the  process  of  heating  be  eon- 
ducted  properly,  the  residue  will  not  contain  a  trace  of  calcium 
oxide.  Hydrated  calcium  oxalate  exposed  suddenly  to  a  dull-red 
heat,  is  decomposed  with  considerable  separation  of  carbon.  By 
ignition  over  the  gas  blowpipe  calcium  oxalate  is  converted  into 
calcium  oxide. 

d.  Calcium  oxide  obtained  by  continued  strong  ignition  of  the 
oxalate  or  carbonate  appears  as  a  white,  infusible  powder,  unalter- 
able by  ignition.  By  standing  in  the  air  it  attracts  water  and  car- 
bonic acid,  but  not  rapidly  enough  to  interfere  with  accurate 
weighing.  By  treatment  with  a  little  water  calcium  hydroxide  is 
formed  with  evolution  of  much  heat ;  on  igniting  again  the  water 
of  hydration  is  readily  and  completely  removed.  Pure  calcium 
oxide  dissolves  in  dilute  hydrochloric  acid  with  evolution  of  heat, 
but  without  effervescence. 


§74. 
4.  Magnesium. 

Magnesium  is  weighed  as  magnesium  sulphate,  magnesidm 
PTEOPHosPHATE,  or  MAGNESIUM  OXIDE.  To  convert  it  into  the  pyro- 
phosphate, it  is  precipitated  as  noemal  ammonium  magnesium  phos- 
phate. 

a.  Anhydrous  magnesium  sulphate  presents  the  appearance  of 
a  white,  opaque  mass.  It  dissolves  readily  in  water.  It  is  nearly 
altogether  insoluble  in  absolute  alcohol,  but  it  is  somewhat  soluble 
in  common  alcohol. 

It  does  not  alter  vegetable  colors.  Exposed  to  the  air  it  absorbs 
water  rapidly.  At  a  moderate  red  heat,  it  remains  unaltered ;  but 
when  heated  to  intense  redness,  it  undergoes  partial  decomposition, 
losing  part  of  its  acid,  after  which  it  is  no  longer  perfectly  soluble 
in  water.    By  means  of  a  gas  blowpipe  it  as  tolerably  easy  to  expel 
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the  whole  of  the  sulphuric  acid  from  small  quantities  of  magne- 
sium sulphate  (Expt.  No.  30).  Ignited  with  ammonium  chloride 
magnesium  sulphate  is  not  decomposed. 

COMPOSITION. 

SO  <^~>Ms-^sO    ....    40  33-33 

120  100-00 

5.  Ammonium  maffnesium  phosphate  is  a  white  crystalline 
powder.  It  dissolves,  at  the  common  temperature,  in  15293  parts 
of  cold  water  (Expt.  No.  31).  In  water  containing  ammonia,  it  is 
much  more  insoluble.  1000  grm.  of  a  mixture  of  3  parts  water 
and  1  part  ammonia  solution,  dissolved  only  a  quantity  correspond- 
ing to  "004  grm.  pyrophosphate  (Kissel*)  ;  the  salt  was  consid- 
erably more  soluble  when  ammonium  chloride  was  also  present ; 
thus,  in  one  of  Kissel's  experiments  a  quantity  corresponding  to 
•Oil  grm.  pyrophosphate  was  dissolved  by  1000  grm.  fluid  con- 
taining 18  grm.  ammonium  chloride.  Presence  of  excess  of  mag- 
nesium sulphate  diminishes  the  solubility  in  dilute  ammonia,  even 
in  the  presence  of  ammonium  chloride,  to  such  an  extent  that  the 
quantity  dissolved  by  1000  grm.  fluid  cannot  be  estimated  (Kissel); 
the  precipitate,  under  these  circumstances,  is  liable,  especially  in 
the  absence  of  much  ammonium  chloride,  and  when  a  large  excess 
of  magnesium  sulphate  is  present,  to  contain  some  magnesium 
hydroxide  or  basic  magnesium  sulphate  (KuBEL,f  Kissel).  Sodium 
phosphate  also  diminishes  (to  about  the  same  extent  as  magnesium 
sulphate)  the  solubility  of  the  salt  in  water  containing  ammonium 
chloride  and  ammonia  (W.  Heintz  :);).  It  dissolves  readilj'  in  acids, 
even  in  acetic  acid.  Its  composition  is  expressed  by  the  formula 
NH^MgPO,  -|-  611,0.  6  mol.  of  water  escape  at  100°,  the  remain- 
ing water  together  Avith  ammonia  are  expelled,  at  a  red  heat,  leav- 
ing MgjPjO,.  On  the  application  of  a  stronger  heat  the  mass 
passes  through  a  state  of  incandescence,  if  the  salt  were  pure  ;  the 
weight  of  the  residue  is  not  affected.  The  incandescence  may  not 
take  place  at  all  in  the  presence  of  small  quantities  of  calcium  salts, 

*  Zeitschr.  f .  anal.  Chem.  8, 173.  in.8,125.  fii.  9, 16. 
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of  other  magnesium  salts,  or  of  silicic  acid.  It  is  occasioned  not 
by  the  passage  of  the  orthophosphate  into  the  pyrophosphate,  but 
by  the  passage  from  the  crystalline  to  the  amorphous  condi- 
tion (O.  Popp  *).  If  ammonium  magnesium  phosphate  is  dissolved 
in  dilute  hydrochloric  or  nitric  acid  and  ammonia  be  then  added 
to  the  solution,  the  salt  is  reprecipitated  completely,  or  more  cor- 
rectly, only  so  much  remains  in  solution  as  corresponds  to  its 
ordinary  solubility  in  water  containing  ammonia  and  ammonium 
salt. 

c.  Magnesium  pyrophosphate  presents  the  appearance  of  a 
white  mass,  often  slightly  inclining  to  gray.  It  is  barely  soluble  in 
water,  but  readily  so  in  hydrochloric  acid,  and  in  nitric  acid.  It 
remains  unaltered  in  the  air,  and  at  a  red  heat ;  at  a  very  intense 
heat  it  fuses  unaltered.  Exposed  at  a  white  lieat  to  the  action  of 
hydrogen,  l&g^i^O^^  is  formed,  while  PII3,  P  and  PjO,  escape. 
3(Mg,P,0,)  =  2(Mg3(PO,),  +  P,0.  (SxEuvEf).  It  leaves  the  color 
of  moist  turmeric-,  and  of  reddened  litmus-paper  unchanged.  If 
we  dissolve  it  in  hydrochloric  or  nitric  acid,  add  water  to  the  solu- 
tion, boil  for  some  time,  and  then  precipitate  with  ammonia  in 
excess,  we  obtain  a  precipitate  of  ammonium  magnesi^im  phosphate 
which,  after  ignition,  affords  less  Mg^P^O,,  than  was  originally 
employed.  Webee:}:  gives  the  loss  as  from  1-3  to  2-3  per  cent. 
By  long-continued  fusion  with  mixed  potassium  and  sodium  car- 
bonates, magnesium  pyrophosphate  is  completely  decomposed,  the 
pyrophosphoric  acid  being  re-converted  into  orthophosphoric.  If, 
therefore,  we  treat  the  fused  mass  with  hydrochloric  acid,  and  then 
add  water  and  ammonia,  we  re-obtain  on  igniting  the  precipitate 
the  whole  quantity  of  the  salt  used.  If  the  solution  of  magnesium 
pyrophosphate  in  nitric  acid  is  evaporated  to  dryness  a  white  resi- 
due is  left ;  if  this  is  heated  more  strongly  hyponitric  .acid  is  liber- 
ated, and  the  residue  turns  the  color  of  cinnamon  ;  on  cooling  it  is 
yellowish-white.  By  heating  still  more  strongly  to  incipient  red- 
ness, rapid  decomposition  sets  in,  more  hyponitric  acid  is  evolved, 
and  pure-white  magnesium  pyrophosphate  is  left.  Unless  the  heat 
is  applied  with  care  the  evolution  of  gas  may  be  so  rapid  as  to 
carry  away  particles  of  the  substance  (E.  Lttck). 

♦Zeitsclir.  f.  anal.  Chem.  13,  305.  f  Jour.  f.  prakt.  Chem.  79,  349. 

X  Pogg.  Ann.  73, 146. 
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COMPOSITION. 

-^  / -^*^  <  O  >  ^S_  2MgO     ...      80  36-04 

222         100-00 

(1.  Magnesium  oxide  is  a  white,  light,  loose  powder.  It  dis- 
solves ill  55,3ti8  parts  of  cold,  and  in  the  same  proportion  of  boil- 
ing water  (Expt.  Ko.  37).  Its  aqueous  solution  has  a  very  slightly 
alkaline  reaction.  It  dissolves  in  hydrochloric  and  in  other  acids, 
without  evolution  of  gas.  Magnesium  oxide  dissolves  readily  and 
in  quantity,  in  solutions  of  normal  ammonium  salts,  and  also  in 
solutions  of  potassium  chloride  and  sodium  chloride  (Expt.  No. 
38)  and  potassium  sulphate  and  sodium  sulphate  (R.  Waeington, 
Jr.)  it  is  more  soluble  than  in  Avater.  Exposed  to  the  air,  it  slowly 
absorbs  carbonic  acid  and  water.  Magnesium  oxide  is  highly  infusi- 
ble, remaining  unaltered  at  a  strong  red  heat,  and  fusing  super- 
ficially only  at  the  very  highest  temperature. 

COMPOSITION. 

Mg 24  60 

O        16  40 

40  100 

BASIC  RADICALS  OF  THE  THIRD  GROUP. 

§  T5. 

1.  Aluminium. 

Aluminium  is  usually  precipitated  as  iitdeoxide,  occasionally  as 
basic  acetate  or  basic  formate,  and  always  weiglied  as  aluminium 

OXIDE. 

a.  Aluminium  hydroxide,  recently  precipitated  from  a  solu- 
tion of  an  aluminium  salt  by  an  alkali  is  translucent,  and  when 
dried  at  100°  has  the  formula,  A],(OH),.  The  precipitate  inva- 
riably retains  a  minute  proportion  of  the  acid  with  which  the 
aluminium  was  previously  combined,  as  well  as  of  the  alkali  which 
has  served  as  the  precipitant ;  it  is  freed  with  difficulty  from  these 
admixtures  by  repeated  washing.     It  is  insoluble  in  pure  water ; 
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but  it  readily  dissolves  in  soda,  potassa,  and  ethylamine  (Sonnen- 
schein)  ;  it  is  sparingly  soluble  in  ammonia,  and  insoluble  in  am- 
monium carbonate;  presence  of  ammonium  salts  greatly  diminishes 
its  solubility  in  ammonia  (Expt.  No.  39).  The  correctness  of  tins 
statement  of  mine  in  the  first  edition  of  the  present  work,  has 
been  amply  confirmed  since  by  Malaguti  and  Dueochee  ;*  and 
also  by  experiments  made  by  ray  former  assistant,  Mr.  J.  Fuchs. 
The  former  chemists  state  also  that,  when  a  solution  of  aluminium 
is  precipitated  with  ammonium  sulphide,  the  fluid  may  be  filtered 
off  five  minutes  after,  without  a  trace  of  aluminium  in  it.  Fuchs 
did  not  find  this  to  be  the  case  (Expt.  No.  40).  Aluminium 
hydroxide,  recently  precipitated,  dissolves  readily  in  hydrochloric 
or  nitric  acid ;  but  after  filtration,  or  after  having  remained  for 
some  time  in  the  fluid  from  which  it  has  been  precipitated,  it 
does  not  dissolve  in  these  acids  without  considerable  difficulty, 
and  long  digestion.  Aluminium  hydroxide  shrinks  considerably 
on  drying,  and  then  presents  tlie  appearance  of  a  hard,  translucent, 
yellowish,  or  of  a  white,  earthy  mass.  "When  ignited,  it  loses 
water,  and  this  loss  is  frequently  attended  with  slight  decrepitation, 
and  invariably  with  considerable  diminution  of  bulk.  Aluminium 
hydroxide  precipitated  from  a  solution  of  aluminium  in  potassa  or 
soda  by  ammonium  chloride  is  milk-white,  denser,  easier  to  wash, 
and  much  less  soluble  in  ammonia  than  the  variety  above  de- 
scribed. When  dried  at  100°,  it  has  the  formula  Al.O^  +  (H,0), 
(J.  LowEt). 

h.  Alumin'tum  oxide  or  alumina,  prepared  by  heating  the 
hydroxide  to  a  moderate  degree  of  redness,  is  a  loose  and  soft  mass ; 
but  upon  the  application  of  a  very  intense  degree  of  heat,  it  con- 
cretes into  small,  hard  lumps.  At  the  most  intense  white  heat,  it 
fuses  to  a  clear  glass.  Ignited  alumina  is  dissolved  by  dilute  acids 
with  very  great  difiiculty ;  in  fuming  hydrochloric  acid,  it  dis- 
solves upon  long-continued  digestion  in  a  warm  place,  slowly,  but 
completely.  It  dissolves  tolerably  easily  and  quickly  by  first  heat- 
ing with  a  mixture  of  8  parts  of  concentrated  sulphuric  acid  and 
3  parts  of  water,  and  then  adding  water  (A.  Mitscheelioi-i:j;). 
Ignition  in  a  current  of  hydrogen  gas  leaves  it  unaltered.  By 
fusion  with  potassium  disulphate,  it  is  rendered  soluble  in  water. 
Upon    igniting    alumina    with    ammonium    chloride,    aluminium 

*  Ana  de  Chim.  et  do  Phys.  3  Ser.  17,  421. 

t  Zeitschr.  f.  anal.  Chem.  4,  350.  X  Journ.  f.  prakt.  Chcm.  81,  110. 
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chloride  escapes ;  but  the  process  fails  to  effect  complete  volatili- 
zation of  the  alumina  (H.  Kose).  When  alumina  is  fused  at  a 
very  high  temperature,  with  ten  times  its  quantity  of  sodium  car- 
bonate, sodium  aluminate  is  formed,  which  is  soluble  in  water 
(R.  Richter).  Placed  upon  moist  red  litmus-paper,  pure  alumina 
does  not  change  the  color  to  blue. 

COMPOSITION. 

Al, 55-00  53-40 

O, 48-00  46-CO 


103-00  100-00 

c.  If  to  the  solution  of  a  salt  of  aluminium,  sodium  carbonate 
or  ammonium  carbonate  be  added,  till  the  resulting  precipitate  only 
just  redissolves  on  stirring,  and  then  sodium  acetate  or  ammonium 
acetate  povired  in  in  abundance  and  the  mixture  boiled  some  time, 
the  aluminium  is  precipitated  almost  completely  as  basic  acetate  in 
the  form  of  translucent  flocks,  so  that  if  the  filtrate  be  boiled  with 
ammonium  chloride  and  anmionia  only  unweighable  traces  of 
aluminium  hydroxide  separate.  If  the  quantity  of  sodium  acetate 
employed  be  too  small,  the  precipitate  appears  more  granular,  the 
filtrate  would  then  contain  a  larger  amount  of  aluminium.  The 
precipitate  cannot  be  very  conveniently  filtered  and  washed.  In 
washing  it  is  best  to  use  boiling  water,  containing  a  little  sodium 
acetate  or  ammonium  acetate.  The  precipitate  is  readily  soluble 
in  hydrochloric  acid. 

d.  If,  instead  of  the  acetates  mentioned  in  c,  the  corresponding 
formates  be  used,  a  fiocculent  voluminous  precipitate  of  basic 
aluminium  formate  is  obtained,  which  may  be  very  readily  washed 
(Fe.  Schulze*). 

§  T6. 
2.  CiiEorauM. 

Chromium  is  usually  precipitated  as  ciieomio  htdeoxide,  and 
always  weighed  as  chromic  oxide. 

a.  Chromic  hydroxide  recently  precipitated  from  a  green  solu- 
tion, is  greenish-gray,  gelatinous,  insoluble  in  water :  it  dissolves 
readily,  in  the  cold,  in  solutions  of  potassa  or  soda,  to  a  dark  green 
fluid ;  it  dissolves  also  in  the  cold,  but  rather  sparingly,  in  solution 

*  Cbem,  Centralbl.  1861,  3. 
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of  ammonia,  to  a  liglit  violet  red  fluid.  In  acids  it  dissolves 
readily,  with  a  dark  green  color.  Presence  of  ammonium  cliloride 
exercises  no  iniiuence  upon  the  solubility  of  the  hydroxide  in 
ammonia.  Boiling  effects  the  complete  separation  of  tlie  hydroxide 
from  its  solutions  in  potassa,  or  ammonia  (Expt.  No.  41).  The 
dried  hydroxide  is  a  greenish-blue  powder  ;  it  is  converted  into 
oxide  with  loss  of  water  at  a  gentle  red  heat. 

I.  Cheomic  oxide,  produced  by  heating  the  hydroxide  to  dull 
redness,  is  a  dark  green  powder ;  upon  the  application  of  a  higher 
degree  of  heat,  it  assumes  a  lighter  tint,  but  suffers  no  diminution 
of  weight ;  the  transition  from  tlie  darker  to  the  lighter  tint  is 
marked  liy  a  vivid  incandescence  of  the  powder.  The  feebly 
ignited  oxide  is  difficultly  soluble  in  hydrochloric  acid,  and  the 
strongly  ignited  oxide  is  altogether  insoluble  in  that  acid.  It 
remains  unaltered  when  ignited  with  ammonium  chloride,  or  in 
a  current  of  hydrogen.  By  fusion  with  sodium  carbonate  and 
potassium  nitrate,  potassium  chromate  is  formed. 

COMPOSITION. 

Cr,     .     .     .     .     104-96  68-62 

O,      ....      48-00  31-38 


152-96  100-00 

BASIC  KADICALS  OP  THE  FOURTH  GROUP. 

§7r. 

1.  Zinc. 

Zinc  is  weighed  in  the  form  of  oxide  or  sulphide  ;  it  is  precipi- 
tated as  BASIC  CARBONATE,  Or  aS  SULPHIDE. 

a.  Basic  zinc  carbonate,  recently  precipitated,  is  white,  floecu- 
lent,  nearly  insoluble  in  water — (one  part  requiring  44600  parts, 
Expt.  No.  42) — but  readily  soluble  in  potassa,  soda,  ammonia,  am- 
monium carbonate,  and  acids.  The  solutions  in  soda  or  potassa,  if 
concentrated,  are  not  altered  by  boiling ;  but  if  dilute,  nearly  all 
the  zinc  present  is  thrown  down  as  a  white  precipitate.  From  the 
solutions  in  ammonia  and  ammonium  carbonate,  especially  if  they 
are  dilute,  zinc  is  likewise  separated  upon  boiling.  When  a  neutral 
solution  of  zinc  is  precipitated  with  sodium  carbonate  or  potassium 
carbonate,  carbonic  acid  is  set  free,  since  the  precipitate  formed  is  not 
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ZnCOj,  but  consists  of  a  compound  of  zinc  hydroxide,  with  normal 
carbonate  in  proportions  varying  according  to  the  concentration  of 
the  solution,  and  to  the  mode  of  precipitation.  Owing  to  the 
presence  and  action  of  this  carbonic  acid,  part  of  the  zinc  remains 
in  solution ;  if  filtered  cold,  therefore,  the  filtrate  gives  a  precipi- 
tate with  ammonium  sulphide.  Bat  if  the  solution  is  precipitated 
boiling,  and  kept  at  that  temperature  for  some  time,  the  precipi- 
tation of  the  zinc  is  complete  to  the  extent  that  the  filtrate  is  not 
rendered  turbid  by  ammonium  sulphide;  still,  if  the  filtrate,  mixed 
with  ammonium  sulphide,  be  allowed  to  stand  at  rest  for  many 
hours,  minute  and  almost  unweighable  flakes  of  zinc  sulphide  will 
separate  from  the  fluid.  The  precipitate  of  zinc  carbonate, 
obtained  in  the  manner  jnst  described,  may  be  completely  freed 
from  all  admixture  of  alkali  by  washing  with  hot  water.  If 
ammonium  salts  be  present,  the  precipitation  is  not  complete  till 
every  trace  of  ammonia  is  expelled.  If  the  solution  of  a  zinc  salt 
is  mixed  with  potassinm  or  sodium  carbonate  in  excess,  the  mix- 
ture evaporated  to  dryness,  at  a  g#ntle  heat,  and  the  residue 
treated  with  cold  water,  a  percej^tible  proportioa  of  tlie  zinc  is 
obtained  in  solution  as  double  carbonate  of  zinc  and  potassium  or 
sodium ;  but  if  the  mixture  is  evaporated  to  dryness,  at  a  boiling 
heat,  and  the  residue  treated  with  hot  water,  the  whole  of  the 
zinc,  with  the  exception  of  an  extremely  minute  proportion,  as  we 
have  already  had  occasion  to  observe,  is  obtained  as  zinc  carbonate. 
The  dried  basic  zinc  carbonate  is  a  brilliant,  white,  loose  powder ; 
exposure  to  a  red  heat  converts  it  into  oxide. 

h.  Zinc  oxide,  produced  from  the  carbonate  by  ignition,  is  a 
white  light  powder,  with  a  slightly  yellow  tint.  When  heated,  it 
acquires  a  yellow  color,  which  disappears  again  on  cooling.  Upon 
ignition  with  charcoal,  carbon  monoxide  and  zinc  fumes  escape. 
By  igniting  in  a  rapid  current  of  liyih-ogen,  metallic  zinc  is  pro-* 
duced ;  whilst  by  igniting  in  a  feeble  current  of  liydrogen, 
crystallized  zinc  oxide  is  obtained  (St.  Claire  Deville).  In  the 
latter  case,  too,  a  portion  of  the  metal  is  reduced  and  volatilized. 
Zinc  oxide  is  insoluble  in  water.  Placed  on  moist  turmeric  paper,, 
it  does  not  change  tlie  color  to  brown.  In  acids,  zinc  oxide  dis- 
solves readily  and  without  evolution  of  gas.  Ignited  with  ammo- 
nium chloride,  fused  zinc  chloride  is  produced  wliich  volatilizes 
with  very  great  difficulty  if  the  air  is  excluded  :  but  readily  and 
completely,  with  free  access  of  air,  and  with  anmionium  chloride 
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fumes.  Mixed  with  a  sufficiency  of  powdered  sulphur  and  ignited 
in  a  stream  of  hydrogen,  the  corresponding  amount  of  sulphide  is 
obtained  (H.  Rose). 


composition. 
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c.  Zinc  sulphide,Tecent\j  precipitated,  is  a  white,  loose  hydrate. 
The  following  facts  should  here  be  mentioned  with  regard  to  its 
precipitation.*  Colorless  ammonium  suljjhide  precipitates  dilute 
solutions  of  zinc,  but  only  slowly ;  yellow  ammonium  sulphide 
does  not  precipitate  dilute  solutions  of  zinc  (1  :  5000)  at  all.  Am- 
monium chloride  favors  the  precipitation  considerably.  Free 
ammonia  acts  so  as  to  keep  the  precipitate  somewhat  longer  in 
suspension,  otherwise  it  exerts  no  injurious  influence.  If  the  con- 
ditions which  I  shall  lay  doijn  are  strictly  observed,  zinc  may  be 
precipitated  by  ammoninm  sulphide  from  a  solution  containing 
only  TTTunnr-  Ilydrated  zinc  sulphide  on  account  of  its  slimy 
nature  easily  stops  up  the  pores  of  the  filter,  and  cannot  therefore 
be  washed  without  difficulty  on  a  filter.  The  washing  is  best 
performed  by  using  water  containing  ammonium  sulphide,  and 
continually  diminished  quantities  of  ammonium  chloride  (at  last 
none)  (see  Expt.  No.  43).  The  hydrate  is  insoluble  in  water,  in 
caustic  alkalies,  alkali  carbonates,  and  the  monosulphides  of  the 
alkali  metals.  It  dissolves  readily  and  completely  in  hydrochloric 
and  in  nitric,  but  only  very  sparingly  in  acetic  acid.  When  dried, 
the  precipitated  zinc  sulj^hide  is  a  white  powder  ;  when  air-dried 
its  composition  is  SZnS  -f  2IT,0  ;  dried  at  100°,  2ZnS  -f  11,0  ; 
at  150°,  4ZnS  +  H^O  (A.  SorciiAYf).  On  ignition  it  loses  the 
whole  of  its  water.  During  the  latter  process  some  hydrogen 
sulphide  escapes,  and  the  residue  contains  some  oxide.  By  roast- 
ing in  the  air,  and  intense  ignition,  small  quantities  of  zinc 
sulphide  may  be  readily  converted  into  the  oxide.  On  igniting 
the  dried  zinc  sulphide,  mixed  with  powdered  sulphur,  in  a  stream 
of  hydrogen,  the  pure  anhydrous  sulphide  is  obtained  (II.  Eose). 
The  latter  suffers  no  loss  of  weight  worth  mentioning  by  ignition 
for  five  minutes  over  the  gas  blowpipe ;  but  if  such  ignition  is 

*  Jour.  f.  prakt.  Cliem.  83,  363.  f  Zeitschr.  f.  anal.  Chem.  7,  78. 
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very  protracted  the  loss    of    weight    becomes    considerable    (Al. 
Classen*). 

composition. 
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§  78. 
2.  Manganese. 
Manganese  is  weighed  either  as  peotosesquioxide  (manganoso- 

MANGANIC     oxide),    aS     SULPHIDE,    .IS     MANGANOUS     SULPHATE,    Or     aS 

PYROPHOSPHATE.  With  the  view  of  converting  it  into  these  forms, 
it  is  precipitated  as  manganous  carbonate,  manganous  hydrox- 
ide, MAXGAXESE    dioxide,  or  AMMONIUM    MANGANESE    PHOSPHATE. 

a.  2Ianganes6  carbonate,  recently  precipitated,  is  white,  floccu- 
lent,  nearly  insoluble  in  pure  water,  but  somewhat  more  soluble  in 
water  impregnated  with  carbonic  acid.  Presence  of  sodium  car- 
bonate or  potassium  carbonate  does  not  increase  its  solubility. 
Recently  precipitated  manganese  carbonate  dissolves  pretty  readily 
in  ammonium  chloride  :  it  is  owing  to  this  property  that  a  solution 
of  manganese  cannot  be  completely  precipitated  by  potassium  or 
sodium  carbonate,  in  presence  of  ammonium  chloride  (or  any  other 
ammonium  salt),  until  the  latter  is  completely  decomposed.  If 
the  precipitate,  while  still  moist,  is  exposed  to  the  air,  or  waslied 
with  water  impregnated  with  air,  especially  if  it  is  in  contact  with 
alkali  carbonate,  it  slowly  assumes  a  dirty  brownish- white  color,  part 
of  it  becoming  converted  into  hydrated  protosesquioxide.  Even 
long-continued  washing  will  not  remove  the  last  traces  of  alkali 
salt  from  the  precipitate.  The  wash-water  often  comes  through 
turbid.  If  the  filtrate  and  wash-water  are  evaporated  to  dryness 
and  the  residue  is  treated  with  boiling  water,  the  small  traces  of 
manganous  carbonate  whi«h  were  partly  dissolved  and  partly  sus- 
pended will  remain  behind  in  the  form  of  hydrated  protosesqui- 
oxide. Dried  by  pressure  the  precipitate  is  white,  and  consists  of 
MnCO,  -f  H,0  ;  dried  in  a  vacuum  it  consists  of  2(MnC03)  +  H,0 
(E.  PsioEf) ;  when  dried  with  free  access  of  air,  the  powder  is  of 
a  dirty-white   color.     "When   strongly   heated  with  access  of  air, 

*  Zeitschr.  f.  anal.  Chem.  4,  431.  \  lb.  8,  438. 
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this  powder  first  turns  black,  and  changes  siibseqnently  to  brown 
protosesquioxide  of  manganese.  However,  this  conversion  takes 
some  time,  and  must  never  be  held  to  be  completed  until  two 
weighings,  between  whicli  the  precipitate  has  been  ignited  again 
with  free  access  of  air,  give  perfectly  corresponding  results.  On 
igniting  the  manganous  carbonate,  mixed  with  powdered  sulphur, 
in  a  stream  of  hydrogen,  manganese  sulphide  is  obtained  (H.  liosH). 

h.  Manganous  hydroxide  recently  thrown  down  forms  a 
white,  flocculent  precipitate,  barely  soluljle  in  water  and  alkalies, 
but  soluble  in  ammonium  chloride  ;  it  immediately  absorbs  oxygen 
from  the  air,  and  turns  brown,  owing  to  the  formation  of  hyd  rated 
protosesquioxide.  On  drying  it  in  the  air,  a  brown  powder  is 
obtained  which,  when  heated  to  intense  redness,  with  free  access 
of  air,  is  converted  into  protosesquioxide,  and  on  ignition  with 
sulphur,  in  a  stream  of  hydrogen,  is  converted  into  sulphide. 

c.  Pr'otosesquioxide  of  maiujanese,  artificially  produced,  is  a 
brown  powder.  All  the  oxides  of  manganese  are  finally  converted 
into  this  by  sti'ong  ignition  in  the  air.  Each  time  it  is  heated  it 
assumes  a  darker  color,  but  its  weight  remains  unaltered.  It  is 
insoluble  in  water,  and  does  not  alter  vegetable  colors.  If  ignited 
with  ammonium  chloride,  it  is  converted  into  the  manganous 
chloride.  When  heated  with  concentrated  hydrochloric  acid,  it 
dissolves  to  chloride  with  evolution  of  chlorine  (MnjO^  -(-  8PIC1  = 
SMnCl^  +  iiCl  +  4HjO).  On  ignition  with  sulphur  in  a  stream 
of  hydrogen  it  is  converted  into  sulphide  (H.  Rose).  On  ignition 
in  oxygen  it  is  converted  into  manganic  oxide  (Schneidee).  On 
ignition  in  hydrogen  it  is  converted  into  manganous  oxide. 

COMPOSITION. 

Mn,    ....     165-00  T2-05 
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d.  Manganese  dioxide  is  occasionally  produced  in  analysis  by 
exposing  a  concentrated  solution  of  manganous  nitrate  to  a 
gradually  increased  tempei-ature.  At  140°  brovsm  fiakes  separate, 
at  155°  much  nitrous  acid  is  disengaged,  and  the  whole  of  the 
manganese  separates  as  anhydrous  dioxide.  It  is  brownish-black, 
and  is  deposited  on  the  sides  of  the  vessel,  with  metallic  lustre.  It 
is  insoluble  in  weak  nitric  acid,  but  dissolves  to  a  small  amount  in 
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hot  and  concentrated  nitric  acid  (Deville),  In  hydroclilorio  acid 
it  dissolves  -with  evolution  of  chlorine,  in  concentrated  sulphuric 
acid  with  liberation  of  oxygen.  The  dioxide  is  also  sometimes 
obtained  in  the  hydrated  condition  in  analytical  separations,  thus 
■when  we  precipitate  a  solution  of  a  manganous  salt  with  sodium 
hypochlorite,  or,  after  addition  of  sodium  acetate,  with  bromine  or 
chlorine  in  the  lieat.  The  brownish-black  flocculent  precipitate 
thus  obtained,  contains  alkali,  from  which  it  cannot  be  well  freed 
by  washing. 

e.  Manganese  sulpMde,  prepared  in  the  wet  way,  generally 
forms  a  flesh-colored  precipitate.  I  must  make  a  few  remarks 
with  reference  to  its  precipitation.*  This  is  efEected  but  incom- 
pletely if  we  add  to  a  pure  manganous  solution  only  ammonium 
sulpliide,  no  matter  whether  it  be  colorless  or  yellow,  while  it  is 
perfectly  effected  if  ammonium  chloride  be  used  in  addition.  A 
large  quantity  even  of  ammonium  chloride  does  not  impede  the 
precipitation.  Ammonia  in  small  quantity  is  not  injurious,  but  in 
large  quantity  it  interferes  with  complete  precipitation,  especially 
in  the  presence  of  ammonium  polysulphide  (A.  CLAssENf).  In  all 
cases  we  must  allow  to  stand  at  least  2i  hours,  and  with  very 
dilute  solutions  48  hours,  before  filtering.  Colorless  or  slightly 
yellow  ammonium  sulphide  is  the  most  appropriate  precipitant. 
In  the  presence  of  ammonium  chloride  even  a  lai'ge  excess  of 
ammonium  sulphide  is  uninjurious.  If  the  precipitation  is  con- 
ducted as  directed,  the  manganese  can  be  precijjitated  from  solu- 
tions which  contain  an  amount  equivalent  to  only  xwi'^'^  °^  t^° 
manganous  oxide.  If  the  flesh-colored  hydrated  suljjhide  remains 
some  time  under  the  fluid,  from  which  it  was  precipitated,  it 
sometimes  becomes  converted  into  the  green  anhydrous  sulphide.:): 
This  conversion  is  more  likely  to  take  place  when  a  large  excess  of 
ammonium  sulphide  has  been  used ;  heating  favors  it,  ammonium 
chloride  hinders  it.  The  conversion  is  occasionally  rapid.  The 
green  sulphide  thus  obtained  consists  of  eight-sided  tables  dis- 
tinctly visible  under  the  microscope  (F.  Muck§).  In  acids  (hydro- 
chloric, sulphuric,  acetic,  &c.)  the  hydrated  sulphide  dissolves  with 
evolution  of  hydrogen  sulphide.  If  the  precipitate,  while  still 
moist,  is  exposed  to  the  air,  or  washed  with  water  impregnated  with 
air,  it  changes  to  brown,  hydrated  protosesquioxide  of  manganese 

*  Journ.  f.  prakt.  Chem.  82,  265.  t  Zeitschr.  f.  anal.  Chem.  8,  870. 

i  Journ.  f.  prakt.  Chem.  82,  268.  §  Zeitschr.  f.  Chem.  N.  F.  6,  6. 
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being  formed,  together  with  a  small  portion  of  manganous  sulphate. 
Hence  in  washing  the  hydrate  we  always  add  some  ammonium  sul- 
phide to  the  wash-water,  and  keep  the  filter  as  full  as  possible  with 
the  same.  We  guard  against  the  filtrate  running  through  turbid, 
by  adding  gradually  decreasing  quantities  of  ammonium  chloride  to 
the  wash-water  (at  last  none).  (Expt.  No.  44.)  On  igniting  the 
precipitate  mixed  with  sulphur  in  a  stream  of  hydrogen  the 
anhydrous  sulphide  remains.  If  we  have  gently  ignited  during 
this  process,  the  product  is  light  green;  if  we  have  strongly 
ignited,  it  is  dark  green  to  black.  Neither  the  green  nor  the 
black  sulphide  attracts  oxygen  or  water  quickly  from  the  air 
(H.  Eose).  The  anhydrous  sulphide  is  also  readily  soluble  in 
dilute  acids. 

COMPOSITIOlsr. 
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./.  Anhydrous  manganous  sulphate,  produced  by  exposing  the 
crystallized  salt  to  the  action  of  heat,  is  a  white,  friable  mass, 
readily  soluble  in  water.  It  resists  a  very  faint  red  heat ;  but 
upon  exposure  to  a  more  intense  red  heat,  it  suffers  more  or  less 
complete  decomposition — oxygen,  sulphur  dioxide,  and  sulphur 
trioxide  being  evolved,  and  protosesquioxide  of  manganese  re- 
maining behind.  Ignited  with  sulphur  in  a  stream  of  hydrogen  it 
is  transformed  into  sulphide  (H.  Rose). 

COMPOSITION. 
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g.  Ammonium  manganese  phosphate. — G-ibbs*  says  that  this 
precipitate  is  insoluble  in  boiling  water,  but  I  have  not  found  this 
to  be  the  case.  My  results  are  that  1  part  dissolves  in  32092  parts 
of  cold  water,  in  20122  parts  boiling  water,  and  17755  parts  of 
water  containing  -^^  of  ammonium  chloride.     It  has  the  formula 

*  SiLLiM.  Amer.  Journ,  (ii.)  44,  316. 
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NH^MnPO^  +  II„0.  It  presents  pale  pink  scales  of  pearly 
lustre,  which  sometimes  turn  reddisli  on  the  filter.  On  ignition  it 
is  converted  into  manganese  pyrophosphate. 

h.  2Langanese pyrophosphate  is  the  white  residue  left  on  the 
ignition  of  the  preceding. 


COMPOSITION 
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§  T9. 
3.  Nickel, 

Xickel  is  precipitated  as  hydeoxide,  and  as  sttlphide.  It  is 
weiglied  in  the  form  of  nickelous  oxide,  of  metallio  nickel,  or 
of  anhydrous  nickelocs  sulphate. 

a.  S ickelous  hydroxide  foi-ms  an  apple-green  precipitate, 
almost  absolutely  insoluble  in  water.  When  precipitated  from  a 
solution  of  the  chloride  or  sulphate,  it  retains  some  of  the  acid 
even  after  long  washing  (Teiciimann*).  It  is  also  very  difficult  to 
remove  the  last  traces  of  alkali.  It  dissolves  with  some  difficulty 
in  ammonia  and  ammonium  carbonate,  far  more  readily  in  the 
presence  of  an  ammonium  salt.  From  these  solutions  it  is  com- 
pletely precipitated  by  excess  of  potassa  or  soda ;  application  of 
heat  promotes  the  precipitation.  It  is  unalterable  in  the  air ;  on 
ignition,  it  passes  into  nickelous  oxide. 

h.  Nickelous  oxide  is  a  dii-ty  grayish-green  powder.  When 
obtained  by  heating  the  nitrate  to  redness,  it  always  contains  some 
nickelic  oxide,  and  requires  very  strong  and  protracted  ignition  for 
conversion  into  the  pure  green  nickelous  oxide  (W.  J.  Russell). 
It  is  insoluble  in  water,  but  readily  soluble  in  hydrochloric  acid. 
It  does,  not  affect  vegetable  colors.  It  suffers  no  variation  of 
weight  upon  ignition  with  free  access  of  air.  Mixed  with  am- 
monium chloride  and  ignited,  it  is  reduced  to  metallic  nickel 
(FI.  Rose);  it  is  also  easily  reduced  by  ignition  in  hydrogen  or 
carbon  monoxide. 

*  Annal  d.  Chem.  u.  Pharm.  156,  17. 


160  FORMS.  [§ 


COMPOSITION. 


m     ....     59  78-67 

O       ....     16  21.33 


75  100-00 

c.  IfetalUc  nickel  obtained  by  the  reduction  of  nickelous  oxide 
with  hydrogen  has  the  form  of  a  gray  powder,  or  if  the  heat  has 
been  very  strong,  and  it  lias  melted,  it  is  lustrous  and  white  like 
silver.  It  is  unaltered  in  weight  by  ignition  in  hydrogen,  when 
ignited  in  the  air  it  is  superficially  oxidized.  It  is  attracted  by 
the  magnet.  It  is  dissolved  slowly  by  hydrochloric  acid  and  dilute 
sulphuric  acid,  and  readily  by  moderately  strong  nitric  acid. 

d.  Anhydrous  nickelous  sidpliate  obtained  by  evaporating  a 
solution  of  the  chloride,  nitrate,  &c.,  with  sulphuric  acid  is  yellow, 
soluble  in  water  to  a  green  fluid.  The  hydrous  salt  may  be 
rendered  anhydrous  without  loss  of  acid  by  cautious,  heating  in  a 
platinum  dish,  but  at  low  redness  it  begins  to  blacken  at  the  edges 
and  loses  acid  (F.  Gauhe*). 

e.  Ilydrated  nickelous  sulphide,  prepared  in  the  wet  way, 
forms  a  black  precipitate,  insoluble  in  water.  I  must  make  some 
observations  on  its  precipitation. f  In  order  to  precitate  the  nickel 
from  a  pure  solution  completely  and  with  ease,  ammonium  chloride 
must  be  present ;  it  is  not  enough  to  add  ammonium  sulphide 
alone.  A  large  quantity  even  of  ammonium  chloride  produces  no 
injurious  effect.  In  the  presence  of  free  ammonia,  on  the  con- 
trary, some  nickel  remains  in  solution.  In  this  case,  the  super- 
natant fluid  appears  brown.  As  precipitant,  colorless  or  light- 
yellow  ammonium  sulphide  containing  no  free  ammonia  should  be 
used,  a  large  excess  must  be  avoided.  If  the  directions  given  are 
adhered  to — allowing  to  stand  48  hours — the  nickel  may  be  pre- 
cipitated by  means  of  ammonium  sulphide,  from  solutions  con- 
taining only  yD^}-^;;  of  the  oxide.  As  the  precipitate  is  liable  to 
take  up  oxygen  from  the  air,  being  transformed  into  sulphate,  a 
little  ammonium  sulphide  is  mixed  witii  the  wash-water,  to  which 
also  it  is  advisable  to  add  ammonium  chloride  (less  and  less — at 
last  none) ;  the  filter  should  be  kept  full  (Expt.  No.  45).  Brown 
filtrates,  containing  nickel  sulphide  in  solution,  may  be  freed  from 
the  latter  by  acidulation  with  acetic  acid,  and  boiling  some  time. 

*  Zeitschr.  f.  anal.  Chem.  4,  190.  \  Journ,  f.  prakt.  Chem.  82,  357. 
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The  sulphide  falls  down,  and  may  now  be  filtered  off.  It  is  very 
sparingly  soluble  in  concentrated  acetic  acid,  somewhat  more  soluble 
in  hydrochloric  acid.  It  is  more  readily  soluble  still  in  nitric  acid, 
but  its  best  solvent  is  nitro-hydrochloric  acid.  It  loses  its  water  upon 
the  application  of  a  red  heat ;  wlien  ignited  in  the  air,  it  is  trans- 
formed into  a  basic  compound  of  nickelous  oxide  witli  sulphuric  acid. 
Mixed  with  sulphur  and  ignited  in  a  stream  of  hydrogen,  a  fused 
mass  remains,  of  pale  yellow  color  and  metallic  lustre.  This  consists 
of  Ni,S,  but  its  composition  is  not  perfectly  constant  (F.  Gauhe*). 
[Xickel  may  be  precipitated  as  a  sulphide,  dense  in  form,  easy 
to  wash,  and  not  readily  oxidizing  by  contact  with  air,  by  proceed- 
ing as  follows  :  To  the  solution,  which  should  be  concentrated  and 
contain  a  liberal  quantity  of  ammonium  salts,  add  ammonia  (if 
necessary)  to  alkaline  reaction,  then  acetic  acid  to  slight  acid  reac- 
tion, also  ammonium  or  sodium  acetate,  and  heat  to  boilino-. 
Transmit  11,8  gas  through  the  boiling  solution.  Since  much  free 
acetic  acid  prevents  complete  precipitation,  it  is  necessary  some- 
times when  much  nickel  is  present  to  partially  neutralize  once  or 
twice  the  acid  set  free  during  the  process.] 

Xickel  sulphide  may  be  converted  into  nickelous  sulphate  by 
dissolving  in  nitric  acid  and  evaporating  with  sulphuric  acid. 

§  80. 

4.  Cobalt. 

Cobalt  is  weighed  in  the  puee  metallic  state,  or  as  cobaltous 
SULPHATE.  Besides  the  properties  of  these  substances,  we  have  to 
study  also  those  of  cobaltous  hydeoxide,  of  the  sulphide,  and  of 

the  TEIPOTASSIUM    COBALTIO    NITEITE. 

a.  CohaJtous  hydroxide. — Upon  precipitating  a  solution  of  a 
cobaltous  salt  with  potassa,  a  blue  precipitate  (a  basic  salt)  is 
formed  at  first,  which,  upon  boiling  with  potassa  in  excess,  exclud- 
ed from  contact  of  air,  changes  to  light  red  cobaltous  hydroxide ; 
if,  on  the  contrary,  this  process  is  conducted  with  free  access  of 
air,  the  precipitate  becomes  discolored,  and  finally  black,  part  of 
the  cobaltous  hydroxide  being  converted  into  cobaltic  hydroxide. 
But  the  hydroxide  prepared  in  this  way,  retains  alwaj's  a  certain 
quantity  of  the  acid,  and,  even  after  the  most  thorough  washing 

*  Zeitschr.  f.  anal.  Chem.  4,  191. 
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with  liot  water,  also  a  small  amount  of  the  alkaline  precipitant. 
The  latter,  however,  is  not  enough  to  spoil  the  accuracy  of  the 
results  (H.  Eose,  F.  Gauhe*).  Cobaltous  hydroxide  is  insoluble 
in  water,  and  also  in  dilute  potassa  ;  it  is  somewhat  soluble  in  very 
concentrated  potassa,  and  readily  in  ammonium  salts.  When  dried 
in  the  air,  it  absorbs  oxygen,  and  acquires  a  brownish  color.  By 
strong  ignition  it  is  converted  into  cobaltous  oxide  (even  if  some 
higher  oxide  had  formed  from  boiling  or  drying  in  the  air) ;  if 
cooled  with  exclusion  of  air,  as  in  a  current  of  carbon  dioxide, 
pure  light.brown  cobaltous  oxide  will  be  left ;  if  cooled,  on  the 
contrary,  with  access  of  air,  it  is  more  or  less  changed  to  black 
protosesquioxide  (cobaltoso-cobaltic  oxide)  (W.  J.  KussELLf).  By 
ignition  in  a  current  of  hydrogen,  metallic  cobalt  is  left,  from 
which  any  traces  of  alkali  may  now  be  almost  completely  removed 
by  boiling  water. 

l.  The  metallic  cobalt  obtained  according  to  a,  or  by  igniting 
the  chloride  or  the  protosesquioxide  (produced  by  igniting  the 
nitrate)  in  hydrogen  is  a  grayish-black  powder,  which  is  attracted 
by  the  magnet,  and  is  more  difhcultly  fusible  than  gold.  If  the 
reduction  has  been  effected  at  a  faint  heat,  the  finely  divided  metal 
burns  in  the  air  to  protosesquioxide  of  cobalt,  which  is  not  the 
case  if  the  reduction  has  been  effected  at  an  intense  heat.  Cobalt 
does  not  decompose  water,  either  at  the  common  temperature, 
or  upon  ebullition — except  sulphuric  acid  be  present,  in  which 
case  decomposition  will  ensue.  Heated  with  concentrated  sul- 
phuric acid,  it  forms  cobaltous  sulphate,  with  evolution  of  sulphur 
dioxide.     In  nitric  acid  it  dissolves  readily  to  cobaltous  nitrate. 

c.  Cobalt  sulphide,  produced  in  the  wet  way,  forms  a  black 
precipitate,  insoluble  in  water,  alkalies,  and  alkali  sulphides.  "With 
regard  to  its  precipitation,  :j; — this  is  effected  but  slowly  and  im- 
perfectly by  ammonium  sulphide  alone ;  in  the  presence  of  ara-^ 
monium  chloride  however,  it  takes  place  quickly  and  completely. 
Free  ammonia  is  not  injurious  ;  it  is  all  one,  whether  colorless  or 
yellow  ammonium  sulphide  is  employed.  If  the  directions  given 
are  observed,  cobalt  may  be  precipitated  from  a  solution  contain- 
ing no  more  than  -R-troinnr  ^^  ^^  protoxide.  In  the  moist  con- 
dition, exposed  to  the  air,  it  oxidizes  to  sulphate.  In  washing  it, 
therefore,  water  containing  ammonium  sulphide  is  employed,  and 

*  Zeitschr.  f.  anal.  Cliem.  4,  54.  \  Journ.  Chera.  Soc.  (3)  1,  51. 

X  Journ.  f .  prakt.  Chem.  82,  262. 
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the  filter  is  kept  full.  It  is  advisable  also  to  mix  a  little  ammo- 
nium chloride  with  the  wash-water,  but  its  quantity  should  be 
gradually  decreased,  and  the  last  water  used  must  contain  none. 
It  is  but  sparingly  soluble  in  acetic  acid  and  in  dilute  mineral 
acids,  more  readily  in  concentrated  mineral  acids,  and  most  readily 
in  warm  nitro-hydroehloric  acid.  Mixed  with  sulphur  and  ignited 
in  a  stream  of  hydrogen,  we  obtain  a  product  which  varies  in 
composition  according  to  the  temperature  employed.  The  residue 
is  therefore  not  suited  for  the  determination  of  cobalt  (H.  Eose). 
Cobalt  can  be  precipitated  as  sulphide  completely  in  the  presence 
of  a  very  small  amount  of  free  acetic  acid  by  hydrogen  sulphide  in 
the  same  manner  as  nickel  (see  §  79,  e).  Cobalt  sulphide  may  be 
converted  into  cobaltous  sulphate  by  heating  in  the  air,  moistening 
with  nitric  acid,  evaporating  with  sulphuric  acid  and  igniting. 

d.  Cobaltous  sulphate  crystallizes,  in  combination  with  7  aq., 
slowly  in  oblique  rhombic  prisms  of  a  fine  red  color.  The  crystals 
yield  the  whole  of  the  water,  at  a  moderate  heat,  and  are  con- 
verted into  a  rose-colored  anhydrous  salt,  which  bears  the  applica- 
tion of  a  low  red  heat  without  losing  acid.  At  a  stronger  heat  the 
edges  become  black  and  some  sulphuric  acid  escapes  (F.  Gauhe*). 
It  dissolves  rather  difficultly  in  cold,  but  more  readily  in  hot  water. 

COMPOSmON. 
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e.  Tripotassium  cohaltic  nitrite. — If  a  solution  of  a  cobalt  salt 
(not  too  dilute)  is  mixed  with  excess  of  potassa  and  then  with 
acetic  acid  till  the  precipitate  is  redissolved,  find  a  concentrated 
solution  of  potassium  nitrite  previously  acidified  with  acetic  acid  is 
added,  first  a  dirty,  brownish  precipitate  forms  which  gradually 
turns  yellow  and  crystalline,  especially  on  the  application  of  a 
gentle  heat  (X.  W.  FiscuEEf).  The  composition  of  this  precipi- 
tate corresponds  to  the  formula  (KNO,)„CoX]SrO,),  +  aq.  x  (Sadt- 
lee).  Dried  at  100°  its  composition  is  somewhat  variable  (Steo- 
MEYEK,  Eedmann:}:).  It  is  decidedly  soluble  in  water,  less  in 
potassium  acetate  whether  neuti-al   or  acidified  witli   acetic  acid, 

*  Zeitscbr.  f.  anal.  Chcm.  4,  5,-;.  fPogg.  Ana.  73,  477. 

X  Journ.  f.  prakt.  Chem.  97,  385. 
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not  in  potassium  acetate  to  wliicli  some  potassium  nitrite  lias 
been  added,  not  in  potassium  nitrite,  nor  in  alcohol  of  80  per 
cent.  On  washing  with  water  or  solution  of  potassium  acetate, 
unless  potassium  nitrite  is  added,  nitric  oxide  is  constantly  evolved 
in  small  quantities.  It  is  decomposed  with  separation  of  brown 
cobaltic  hydroxide,  with  difficulty  by  solution  of  potassa,  with  ease 
by  soda  or  baryta.  On  being  moistened  with  sulphuric  acid  and 
ignited  (finally  with  addition  of  ammonium  carbonate)  it  leaves 
2(CoSO.)  +  3(K,S0,),  but  there  is  a  difficulty  in  driving  off  all 
the  excess  of  acid  without  decomposing  the  cobaltous  sulphate. 
The  yellow  salt  is  soluble  in  hydrochloric  acid,  potassa  precipitates 
the  whole  of  the  cobalt  from  this  solution  as  hydroxide. 

§  81. 
5.  Feeeous  Ieon;    and  6.  Feeeio  Ieon. 

Iron  is  usually  weighed  in  the  form  of  feeeic  oxide,  occasion- 
ally as  SULPHIDE.  "VVe  have  to  study  also  the  feeeic  hydeoxide, 
the  feeeic  succinate,  tlie  feeeic  acetate,  and  the  feeeic  foemate. 

a.  Ferric  hydroxide,  recently  prepared,  is  a  reddish-brown 
precipitate,  insoluble  in  water,  in  dilute  alkalies,  and  in  ammonium 
salts,  but  readily  soluble  in  acids  ;  it  shrinks  yery  greatly  on 
drying.  "When  dry,  it  presents  a  brown,  hard  mass,  with  shining 
conchoidal  fracture.  If  the  precipitant  alkali  is  not  used  in  excess, 
the  precipitate  contains  basic  salt ;  on  the  other  hand,  if  the  alkali 
has  been  used  in  excess,  a  portion  of  it  is  invariably  carried  down 
in  combination  with  the  ferric  hydroxide, — on  which  account 
ammonia  alone  can  properly  be  used  in  analysis  for  this  purpose. 
Under  certain  circumstances,  for  instance,  by  protracted  heating  of 
a  solution  of  ferric  acetate  on  the  water-bath  (which  turns  the 
solution  from  blood-red  to  brick-red,  and  makes  it  appear  turbid 
by  reflected  light),  and  subsequent  addition  of  some  sulphuric  acid, 
or  salt  of  an  alkali,  a  reddish-brown  hydrated  ferric  oxide  is  pro- 
duced, which  is  insoluble  in  cold  acids,  even  though  concentrated, 
and  is  not  attacked  even  by  boiling  nitric  acid  (L.  Pean  db  St. 

GiLLES*). 

Closely  allied  to  ferric  hydroxide  are  the  highly  basic  salts 
obtained  by  mixing  dilute  cold  solutions  of  ferric  salts,  best  ferric 
chloride,  with  much  ammonium  chloride,  cautiously  adding  am- 

*  Journ.  f.  prakt.  Chem.  66,  137. 
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monium  carbonate  till  the  fluid  on  standing'  in  the  cold  instead  of 
becoming  clear  turns  more  tnrbid  if  anything,  and  then  boiling. 
The  precipitates,  thus  produced  in  the  fluid  which  still  retains  its 
acid  reaction,  contain  the  Avhole  of  the  ii'on  present  and  play  an 
important  part  in  analytical  separations.  They  should  be  washed 
with  boiling  water  containing  ammonium  chloride,  being  soluble  to 
a  slight  extent  in  pure  water.  They  are  not  suitable  for  ignition, 
as  ferric  chloride  might  occasionally  escape  from  them. 

5.  Ferric  hydroxide  is,  upon  ignition,  converted  into  ferric 
oxide.  If  the  hydroxide  has  been  superficially  dried  onlj',  the 
violent  escape  of  steam  from  the  lumps  is  likely  to  occasion  loss ; 
but  if  it  has  been  dried  as  much  as  possible  by  suction  and  still 
remains  moist,  it  may  be  ignited  without  fear  of  loss.  Pure  ferric 
oxide,  when  placed  upon  moist  reddened  litmus-paper,  does  not 
change  the  color  to  blue.  It  dissolves  slowly  in  dilute,  but  more 
rapidly  in  concentrated  hydrochloric  acid ;  the  application  of  a 
moderate  degree  of  heat  effects  this  solution  more  readily  than 
boiling.  With  a  mixture  of  8  parts  concentrated  sulphuric  acid 
and  3  parts  water,  it  behaves  in  the  same  manner  as  alumina.  The 
weight  of  ferric  oxide  does  not  vary  upon  ignition  in  the  air ; 
when  ignited  with  ammonium  chloride,  ferric  chloride  escapes. 
Ignition  with  charcoal,  in  a  closed  vessel,  reduces  it  more  or  less. 
Strongly  ignited  with  sulphur  in  a  stream  of  hydrogen,  it  is  trans- 
formed into  ferrous  sulphide. 
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c.  Ferrous  sidphide^  produced  in  the  wet  way,  forms  a  black 
precipitate.  The  following  facts  are  to  be  noticed  with  regard 
to  its  precipitation.'l'  Ammonium  sulphide  used  alone,  whether 
colorless  or  yellow,  precipitates  pure  neutral  solutions  of  ferrous 
salts,  but  slowly  and  imperfectly.  Ammonimn  chloride  acts  very 
favorably;  a  large  excess  even  is  not  attended  with  inconvenience. 
Ammonia  has  no  injurious  action.  It  is  all  the  same  whether  the 
ammonium  sulphide  be  colorless  or  light  yellow.    If  the  direc- 

fA,  82,  268. 


166  FORMS.  [§  81. 

tions  given  are  observed,  iron  may  be  precipitated  by  means  of 
ammonium  sulphide,  from  solutions  containing  only  TTtr^Tnru  ^^ 
ferrous  oxide.  In  such  a  case,  however,  it  is  necessary  to  allow  to 
stand  forty-eight  hours.  Since  the  precipitate  rapidly  oxidizes  in 
contact  with  air,  ammonium  sulphide  is  to  be  added  to  the  wash- 
water,  and  the  filter  kept  full.  It  is  well  also  to  mix  a  little 
ammonium  chloride  with  the  wash-water,  but  the  quantity  should 
be  continually  reduced,  and  the  last  water  used  should  contain 
none.  In  mineral  acids,  even  when  very  dilute,  the  hydrated 
sulphide  dissolves  readily.  Mixed  with  sulphur,  and  strongly 
ignited  in  a  stream  of  hydrogen,  anhydrous  ferrous  sulphide  re- 
mains (H.  Eose). 

COMPOSITION. 
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d.  When  a  neutral  solution  of  a  ferric  salt  is  mixed  with  a 
neutral  solution  of  an  alkali  succinate,  a  cinnamon-colored  precipi- 
tate of  a  brighter  or  darker  tint  of  a  iasio  ferric  succinate  is 
formed,  succinic  acid  being  set  free.  The  free  succinic  acid  does 
not  exercise  any  perceptible  solvent  action  upon  the  precipitate  in 
a  cold  and  highly  dilute  solution,  but  it  redissolves  the  precipitate 
a  little  more  readily  in  a  warm  solution.  The  precipitate  must 
therefore  be  filtered  cold,  if  we  want  to  guard  against  re-solution. 
Formerly  the  precipitate  was  erroneously  supposed  to  consist  of  a 
normal  salt,  decomposable  by  hot  water  into  an  insoluble  basic 
and  a  soluble  acid  compound.  Basic  ferric  succinate  is  insoluble  in 
cold,  and  but  sparingly  soluble  in  hot  water.  It  dissolves  readily 
in  mineral  acids.  Ammonia,  especially  if  warm,  deprives  it  of  the 
greater  portion  of  its  acid,  leaving  compounds  which  are  highly 
basic  ferric  succinates  (Dopping). 

e.  If  to  a  solution  of  a  ferric  salt,  sodium  carbonate  be  added 
in  the  cold,  till  the  fluid  contains  no  more  free  acid,  and  in 
consequence  of  the  formation  of  basic  salt  has  become  deep  red, 
but  remains  still  perfectly  clear,  and  then  sodium  acetate  be  poured 
in  and  the  mixture  boiled,  the  whole  of  the  iron  will  be  precipi- 
tated as  hasic ferric  acetate. 

f.  Instead  of  the  sodiuiji  or  ammonium  acetate  used  in  e,  the  cor- 
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responding  formates  may  be  used.     Tlie  hasio  ferric  formate  here 
obtained  is  more  easily  washed  tlian  the  basic  acetate  '¥.  Sciiulze*). 

BASIC   EADICALS   OF   THE   FIFTH   GROUP. 

§  82. 

1.    SiLTEE. 

Silver  may  be  weighed  in  the  metallic  state,  as  chloeide,  sul- 
phide, or  cyjVi^ide. 

a.  Metallic  silver,  obtained  by  the  ignition  of  salts  of  silver 
with  organic  acids,  &c.,  is  a  loose,  white,  glittering  mass  of  metallic 
lustre ;  but,  when  obtained  by  reducing  silver  chloride,  &c.,  in  the 
wet  way,  by  zinc,  it  is  a  dull-gray  powder.  It  fuses  at  about  1000°. 
Its  weight  is  not  altered  by  moderate  ignition.  It  may,  however, 
be  distilled  by  the  heat  of  the  oxy hydrogen  flame  (CHEisTOMANOsf). 
It  dissolves  readily  and  completely  in  dilute  nitric  acid. 

h.  Silver  chluride,  recently  precipitated,  is  white  and  curdy. 
On  shaking,  the  large  spongy  flocks  combine  with  the  smaller 
particles,  so  that  the  fluid  becomes  perfectly  clear.  This  result  is, 
however,  only  satisfactorily  effected  when  the  flocks  have  been 
recently  precipitated  in  presence  of  excess  of  silver  solution  (com- 
pare Gr.  J.  Muldee:|:).  Silver  chloride  is  in  a  very  high  degree 
insoluble  in  water,  and  in  dilute  nitric  acid  ;  strong  nitric  acid,  on 
the  contrary,  does  dissolve  a  trace.  Hydrochloric  acid,  especially 
if  concentrated  and  boiling,  dissolves  it  very  perceptibly.  Accord- 
ing to  Pieeee,  1  part  of  silver  chloride  requires  for  solution  200 
parts  of  strong  hydrochloric  acid  and  600  parts  of  a  dilute  acid, 
composed  of  1  part  strong  acid  and  2  parts  water.  On  sufficiently 
diluting  such  a  solution  with  cold  water  the  silver  chloride  is  pre- 
cipitated so  completely  that  the  filtrate  is  not  colored  by  hydrogen 
sulphide.  Silver  chloride  is  insoluble,  or  very  nearly  so,  in  con- 
centrated sulphuric  acid ;  in  the  dilute  acid  it  is  as  insoluble  as  in 
water.  In  a  solution  of  tartaric  acid  silver  chloride  dissolves  per- 
ceptibly on  warming ;  on  cooling,  however,  the  solution  deposits 
the  whole,  or,  at  all  events,  the  greater  part  of  it.  Aqueous  solu- 
tions of  chlorides  (of  sodium,  potassium,  ammonium,  calcium,  zinc, 

*  Chem.  Centralblatt,  1861,  3.  -j-  Zeitschr.  f.  anal.  Cliem.  7,  299. 

X  Die  Silberprobirmethode,  translated  into  Germaa  by  D.  Chr.  Grimm,  pp. 
19  and  311.    Leipzig  :  J.  J.  Weber.     1839 . 


168  FOKMS.  [§  82. 

&c.)  all  dissolve  appreciable  quantities  of  silver  chloride,  especially 
if  they  are  hot  and  concentrated.     On  sufficient  dilution  M'ith  cold 
water  the  dissolved  portion  separates  so  completely  that  the  filtrate 
is  not  colored  by  hydrogen  sulpliide.     The  solutions  of  alkali  and 
alkali-earth  nitrates  also  dissolve  a  little  silver  chloride.     The  solu- 
bility in  the  cold  is  trifling  ;  in  the  heat,  on  the  contrary,  it  is  very 
perceptible.     A  strong  solution  of  silver  niti'ate  dissolves  it  slightly, 
especially  in  the  heat ;  but  I  have  found  it  insoluble  in  a  moder- 
ately dilute  cold  solution  of  lead  nitrate.     The  action  of  mercuric 
salts  upon  it  is  remarkable.     When  veil  washed  and  treated  with  a 
very  dilute  solution  of  mercuric  chloride  it  becomes  white  if  pre- 
viously a  little  blackened  by  light,  is  easily  diffused  in  the  fluid, 
and  is  but  tardily  deposited.     This  depends  upon  the  mei'curic  salt 
being  taken  up  ;  if  the  silver  salt  is  washed  the  mercuric  salt  will 
be  removed.     Mercuric  nitrate  acts  in  a  similar  way,  but  a  certain 
quantity  of  silver  passes  at  the  same  time  into  solution.     Silver 
chloride  is  much  more  difficultly  dissolved  by  mercuric  acetate  than 
by  mercuric  nitrate ;  therefore,  if  you  have  a  solution  of  mercuric 
nitrate  containing  silver  chloride,  if  the  mercuric  salt  is  not  present 
in  enormous  quantity,  the  silver  inay  be  almost  absolutely  thrown 
down  by  addition  of  an  alkali  acetate  (H.  Debeay*).     Solutions 
of  potash  and  soda  decompose  silver  chloride,  even  at  the  ordinary 
temperature,  more  readily  on  boiling ;  silver  oxide  separates,  and 
chloride  of  the  alkali  metal  is  formed.     Solution  of  sodium  or 
potassium  carbonate  decomposes  silver  chloride  only  very  imper- 
fectly even  on  boiling  ;  after  long  boiling  decided  traces  of  chlorine 
are  found  in  the  filtrate.     Silver  chloride  dissolves  readily  in  aque- 
ous ammonia,  and  also  in  the  solution  of  potassium  cyanide  and 
that  of  sodium  thiosulphate.    According  to  Wallace  and  LamontI 
1  part  of  silver  chloride  dissolves  in  12-88  parts  of  strong  aqueous 
ammonia  of  -89  sp.  gr.     Under  the  influence  of  light  silver  clilo- 
I'ide  soon  changes  to  violet,  finally  black,  losing  chlorine,  and  pass- 
ing partly  into  Ag^Cl.     The  change  is  quite  superficial,  but  the 
loss  of  weight  resulting  is  very  appreciable  (Mulder,  op.  cit.,  p. 
21).     If  silver  chloride  that  has  become  violet  or  black  from  the 
influence  of  light  be  treated  with  aqueous  ammonia,  it  dissolves 
with  separation  of  a  very  small  quantity  of  metallic  silver,  AgjCl 
gives  AgOl  and  Ag  (Wittstein).     On  long  contact  (say  for  24 

*  Zeitschr.  f.  Chem.  13,  348.  f  Chcm.  Gaz.  1859,  137. 
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hours)  with  water,  especially  of  75°,  silver  chloride,  although 
removed  from  the  influeuce  of  light,  becomes  gray,  and,  it  appears, 
decomposed ;  the  precipitate  is  found  to  contain  silver  oxide,  and 
the  water  hydrochloric  acid  (MuldEk).  On  digestion  with  excess 
of  solution  of  potassium  hromide  or  iodide,  silver  chloride  is  com- 
pletely transformed  into  silver  bromide  or  iodide,  as  the  case  may 
be  (Field*).  On  drying,  silvef  chloride  becomes  pulverulent ;  on 
heating  it  turns  yellow ;  at  200°  It  fuses  to  a  transparent  yellow 
fluid ;  at  a  very  high  heat  it  volatilizes  without  decomposition. 
On  cooling  after  fusion  it  presents  a  colorless  or  pale  yellowish 
mass.  Fused  in  chlorine  gas,  it  absorbs  some  chlorine  ;  on  coolina-, 
this  escapes,  but  not  completely.  If  it  is  to  be  completely  expelled, 
and,  in  very  delicate  experiments  this  must  be  done,  we  pass  car 
bon  dioxide  before  allowing  to  cool  (Stas  f).  Ignition  with  char- 
coal fails  to  effect  its  reduction  to  the  inctalllc  state  ;  but  it  may 
be  readily  so  reduced  in  a  current  of  hydrogen,  carburetted  hydro- 
gen, or  carbon  monoxide. 

COMPOSITION'. 

Ag 107-93  75-27 

CI 35-4(3  24-73 


1-43-39  100-00 

c.  Silver  sulphide,  prepared  in  the  wet  way,  is  a  black  precipi- 
tate, insoluble  in  water,  dilute  acids,  alkalies,  and  alkali  sulpludes. 
It  is  unalterable  in  the  air ;  after  being  allowed  to  subside,  it  is 
filtered  and  washed  with  ease,  and  may  be  dried  at  100°  without 
decomposition.  It  dissolves  in  concentrated  nitric  acid,  with 
separation  of  sulphur.  Solution  of  potassium  cyanide  dissolves 
it  with  difBculty,  if  it  has  been  precipitated  from  a  very  dilute 
solution  with  less  difHoulty ;  tho  quantity  of  potassium  cyanide, 
too,  has  great  influence  on  tho  effect.  For  instance,  if  silver  cya- 
nide, is  dissolved  in  a  bare  sufficiency  of  potassium  cyanide  and 
hydrogen  sulphide,  or  ammonium  sulphide  is  added,  silver  sulphide 
is  thrown  down;  if,  on  the  other  hand,  a  large  excess  of  potassium 

*  Quart.  Jonrn.  Chem.  Soc.  10,  234 

t  RKclierchcs  sni-  less  rapports  reciproquos  dos  poids  atomiques,  p.  87. 
Bruxelles,  1860,  The  loss  of  weight  which  about  100  grm,  cliloride  of  silver 
suffered,  by  tho  expulsion  of  the  absorbed  chlorine,  was  from  7  to  13  lugrm. 
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cyanide  is  present,  no  precipitate  will  be  produced.  If  silver 
sulphide  is  dissolved  in  a  concentrated  solution  of  potassium  cya- 
nide, it  will  generally  separate  at  once  on  addition  of  much  water 
(Bbciiamp*).  Ignited  in  a  current  of  liydrogen,  it  passes  readily 
and  completely  into  the  metallic  state  (H.  Rose). 


COMPOSITION. 

Ag,     - 

.     ...     215. 

■86 

87-09 

S    .    . 

.     .     .     .       32 

■00 

12  ■ 

■91 

2i7-86  100-00 

d.  Silver  cyanide,  recently  thrown  down,  forms  a  white  curdy 
precipitate  insoluble  in  water  and  dilute  nitric  acid,  soluble  in 
potassium  cyanide  and  also  in  ammonia ;  exposure  to  light  fails 
to  impart  the  slightest  tinge  of  black  to  it ;  it  may  be  dried  at  100° 
without  decomposition.  Upon  ignition,  it  is  decomposed  into 
cyanogen,  which  escapes,  and  metallic  silver,  which  remains,  mixed 
with  a  little  paracyanide  of  silver.  By  boiling  with  a  mixture  of 
equal  parts  of  sulphuric  acid  and  water,  it  is,  according  to  Glass- 
ford  and  Napier,  dissolved  to  silver  sulphate,  with  liberation  of 
hydrocyanic  acid. 

COMPOSITION. 


CN 


107-93 

26.0-1 

80-56 
19-44 

133-97 

100-00 

§83. 

2.  Lead. 

Lead  is  weighed  as  oxide,  sulphate,  cheomate,  chloride,  and 
BtJLPHiDB.  Besides  these  compounds,  we  have  also  to  study  the 
CARBONATE  and  the  oxalate. 

a.  Normal  lead  carbonate  forms  a  heavy,  white,  pulverulent 
precipitate.  It  is  but  very  slightly  soluble  in  pei'fectly  pure  (boiled) 
water,  one  part  requiring  50550  parts  (see  Expt.  No.  ■47,  a) ;  but 
it  dissolves  somewhat  more  readily  in  water  containing  ammonia 
and  ammonium  salts  (comp.  Expt.  No.  ■4:7,  h  and  c),  and  also  in 

*  Journ.  f,  prakt.  Chem.  60,  64. 
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water  impregnated  with  carbonic  acid.  It  loses  its  carbonic  acid 
wlien  ignited. 

h.  Lead  oxalate  is  a  white  powder,  very  sparingly  soluble  in 
water.  The  presence  of  ammonium  salts  slightly  increases  its  solu- 
bility (Expt.  JSTo.  48).  "When  heated  in  close  vessels,  it  leaves  lead 
suboxide ;  but  when  heated  with  access  of  air,  the  yellow  oxide. 

c.  Lead  oxide,  produced  by  igniting  the  carbonate  or  oxalate, 
is  a  lemon-yellow  powder,  inclining  sometimes  to  a  reddish-yellow, 
or  to  a  pale  yellow.  "When  this  yellow  lead  oxide  is  heated,  it 
assumes  a  brownish-red  color,  without  the  slightest  variation  of 
weight.  It  fuses  at  an  intense  red  heat.  Ignition  with  charcoal 
reduces  it.  "When  exposed  to  a  white  heat,  it  rises  in  vapor.  Placed 
upon  moist  red  litmus  paper,  it  changes  the  color  to  blue.  "When 
exposed  to  the  air,  it  slowly  absorbs  carbonic  acid.  Mixed  with 
ammonium  chloride  and  ignited,  it  is  converted  into  lead  chloride. 
Lead  oxide  in  a  state  of  fusion  readily  dissolves  silicic  acid  and  the 
earthy  bases  with  which  the  latter  may  be  combined. 

COMPOSITION. 

Pb 207  92-83 

0 16  7-17 


223  100-00 

d.  Lead  sulphate  is  a  heavy  white  powder.  It  dissolves,  at 
the  common  temperature,  in  22800  parts  of  pure  water  (Expt.  No. 
49*) ;  it  is  less  soluble  in  water  containing  sulphuric  acid  (1  part 
requiring  36500  parts — Expt.  No.  50) ;  it  is  far  more  readily  solu- 
ble in  water  containing  ammonium  salts  ;  from  this  solution  it  may 
be  precipitated  again  by  adding  sulphuric  acid  in  excess  (Expt.  No. 
51).  It  is  almost  entirely  insoluble  in  common  alcohol.  Of  the 
ammonium  salts,  the  nitrate,  acetate,  and  tartrate  are  more  espe- 
cially suited  to  serve  as  solvents  for  lead  sulphate  :  the  two  latter 
salts  are  made  strongly  alkaline  by  addition  of  ammonia,  previous 
to  use  (Wackeneodee).  Lead  sulphate  dissolves  in  concentrated 
hydrochloric  acid,  upon  heating.  In  nitric  acid  it  dissolves  the 
more  readily,  the  more  concentrated  and  hotter  the  acid ;  water 
fails  to  precipitate  it  from  its  solution  in  nitric  acid ;  but  the  addi- 
tion of  a  copious  amount  of  dilute  sulphuric  acid  causes  its  precipi- 

*  According  to  G.  F.  Rodwell  1  part  dissolves  in  81696  parts  water  at  15° 
(Chem.  News,  18G6,  50). 
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tation  from  this  solution.  The  more  nitric  acid  the  sohition  con- 
tains, the  more  sulphuric  acid  is  required.  It  dissolves  sparingly 
in  concentrated  sulphuric  acid,  and  the  dissolved  portion  precipi- 
tates again  upon  diluting  with  water  (moi'e  completely  upon  addi- 
tion of  alcohol).  A  moderately  concentrated  solution  of  sodium 
thiosulphate  dissolves  lead  sulphate  completely  even  if  cold,  more 
readily  if  warmed.  On  boiling,  the  solution  becomes  black,  from 
separation  of  a  small  quantity  of  lead* sulphide  (J.  Lowe*).  The 
solutions  of  alkali  carbonates  and  alkali  hydrogen  carbonates  con- 
vert lead  sulphate,  even  at  the  common  temperature,  completely 
into  lead  carbonate.  The  solutions  of  the  normal  alkali  carbonates, 
but  not  those  of  the  alkali  hydrogen  carbonates,  dissolve  some  lead 
oxide  in  this  process  (II.  KosEf).  Lead  sulphate  dissolves  readily 
in  hot  solutions  of  potassa  or  soda.  It  is  unalterable  in  the  air,  and 
at  a  gentle  red  heat ;  when  exposed  to  a  full  red  heat,  it  fuses  with- 
out decomposition  (Expt.  No.  52),  provided  always  reducing  gases 
be  completely  excluded — for,  if  this  is  not  the  case,  the  weight  will 
continually  diminish,  owing  to  reduction  to  sulphide  (Eedmann:}:). 
At  a  white  heat  the  whole  of  the  sulphuric  acid  gradually  escapes 
(BoTSSixGAULT  §).  When  it  is  ignited  with  charcoal,  lead  sulphide 
is  formed  at  first ;  if  the  heat  be  raised,  this  sulphide  reacts  on 
undecomposed  sulphate,  metallic  lead  and  sulphur  dioxide  being 
produced.  Fusion  with  potassium  cyanide  reduces  the  whole  of 
the  lead  to  the  metallic  state.  Lead  sulphate  mixed  with  sulphur 
and  exposed  to  intense  ignition  in  a  current  of  hydrogen  yields 
the  sulphide,  but  loas  can  scarcely  be  avoided  (compare _/). 

COMPOSITION. 

c;o^0.p,_PbO     ....     223  73-60 


303  100-00 

e.  Lead  cAZo;'/''/^  obtained  by  precipitation  is  a  white  crystalline 
powder.  It  separates  in  needles  from  a  hot  solution  containing  a 
certain  quantity  of  hydrochloric  acid ;  occasionally  it  presents 
wedge-shaped  crystals,  or  when  separated  from  a  strong  hydro- 
chloric solution,  hexagonal  tables.     At  17°'7  water  dissolves  '946 

*  Journ.  f.  prakt.  Chem,  74,  348.  f  Pogg,  Annal.  95,  426. 

%  Journ.  f.  prakt.  Chem.  63,  381.  §  Zeitschr.  f.  anal.  Chem.  7,  244. 
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percent.;  a  fluid  containing  15  percent,  of  hydroeliloric  acid  of 
1-162  sp.  gr.  dissolves  -090 ;  a  fluid  containing  20  per  cent,  acid 
dissolves  -111  per  cent.;  a  fluid  containing  80  per  cent,  acid  dis- 
solves 1-41)8  per  cent.  Pure  hydrochloric  acid  of  the  above  strength 
dissolves  2-900  per  cent.  (J.  (.'ajstek  Bkll").  Lead  chloride  is 
less  soluble  in  water  containing  nitric  acjd  than  in  -^-atcr  (1  part 
requires  1630  parts,  Biscuof).  It  is  extremely  sparingly  soluble 
in  alcohol  of  70  to  80  per  cent.,  and  altogether  insoluble  in  absolute 
alcohol.  It  is  unalterable  in  the  air.  It  fuses  at  a  temperature 
below  red  heat,  witliout  loss  of  weight.  When  exposed  to  a  higher 
temperature,  with  access  of  air,  it  volatilizes  slowly,  being  partially 
decomposed  :  chlorine  gas  escapes,  and  a  mixture  of  lead  oxide  and 
chloride  remains. 


COMPOSITION. 


Pb 207-00  71--48 

CL 70-92  25-52 


277-92  100-00 

f.  Lend  sulphide,  prepared  in  the  wet  way,  is  a  black  precipi- 
tate, insoluble  in  water,  dilute  acids,  alkalies,  and  alkali  sulphides. 
In  precipitating  it  from  a  solution  containing  free  hydrochloric 
acid,  it  is  necessary  to  dilute  plentifully,  otherwise  the  precipitation 
will  be  incomplete.  Even  if  a  fluid  only  contain  2-5  per  cent.  HCl, 
the  whole  of  the  lead  will  not  be  precipitated  (M.  ]\lAETi>f  f).  It 
is  unalterable  in  the  air;  it  cannot  be  dried  at  100°  without 
decomposition.  According  to  II.  Rj5E  it  increases  perceptibly  in 
weight  by  oxidation  ;  in  the  case  of  long-protracted  drying  even 
becoming  a  few  per-cents  heavier.:!:  I  have  confirmaJ  his  state- 
ment (see  Expt.  jS'o.  53).  If  lead  sulphide  mixed  with  sulphur  is 
heated  gently  in  a  current  of  hydrogen,  so  that  the  lower  quarter 
of  the  crucible  is  red  hot,  lead  sulphide  is  left  without  loss  of 
weiglit.  By  continuing  a  gentle  heat  the  weight  gradually  dimin- 
ishes ;  by  strong  ignition  the  loss  is  rapid.  This  loss  is  partly 
owing  to  volatilization  of  lead  sulphide,  but  nuiinl}'  to  escape  of 
sulphur  in  the  form  of  hydrogen  sulphide  and  formation  of  Pb^S, 
or  even  of  lead  (A.  Soucjiay  §).     It  dissolves  in  concentrated  hot 

*  Jour.  Chem.  Soc.  (2)  6,  35.").  f  Journ.  f.  prakt.  Chem.  67,  374. 

X  Pogg.  Annal.  91,  110;  and  110,  134.        §  Zeitschr.  f.  anal,  Cliem,  4,  63. 
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hydrochloric  acid,  with  evolution  of  hydrogen  sulphide.  In  mod- 
erately strong  nitric  acid  lead  sulphide  dissolves,  upon  the  applica- 
tion of  heat,  with  separation  of  sulphur ; — if  the  acid  is  rather  con- 
centrated, a  small  portion  of  lead  sulphate  is  also  formed.  Fuming 
nitric  acid  acts  energetically  upon  lead  sulphide,  and  converts  it 
into  sulphate  without  separation  of  sulphur. 


COMPOSITION. 

Pb  .   . 

207 

86. 

■61 

s  .    . 

32 

13 

•39 

239  100-00 

g.  For  the  composition  and  properties  of  lead  chromate,  see 
Chromic  acid,  §  93. 

§84. 

3.  Meecuet   in   Meecueous   Compounds  ;    and   4.   Meeoukt  in 
Meecueic   Compounds. 

Mercury  is  weighed  either  in  the  metallic  state,  as  meecueous 
chloeide,  or  as  sulphide,  or  occasionally  as  meecueic  oxide. 

a.  Metallic  mercury  is  liquid  at  tlie  common  temperature ;  it 
has  a  tin- white  color.  When  pure,  it  presents  a  perfectly  bright 
surface.  It  is  quite  unalterable  in  the  air  at  the  common  temperar 
ture.  It  boils  at  360°.  It  evaporates,  but  very  slowly,  at  the 
ordinary  temperature  of  summer.  Upon  long-continued  boiling 
with  water,  a  small  portion  of  mercury  volatilizes,  and  traces  escape 
along  with  the  aqueous  vapoi",  whilst  a  very  minute  proportion 
remains  suspended  (not  dissolved)  in  the  water  (comp.  Expt.  Xo. 
54).  This  suspended  portion  of  mercury  subsides  completely  after 
long  standing.  When  mercury  is  precipitated  from  a  fluid,  in  a 
very  minutely  divided  state,  the  small  globules  will  readily  unite 
to  a  large  one  if  the  mercury  be  perfectly  pure ;  but  even  the 
slightest  trace  of  extraneous  matter,  such  as  fat,  etc.,  adhering  to 
the  mercury  will  prevent  the  union  of  the  globules.  Mercury 
does  not  dissolve  in  hydrochloric  acid,  even  in  concentrated ;  it  is 
barely  soluble  in  dilute  cold  sulphuric  acid,  but  dissolves  readily  in 
nitric  acid. 

h.  Mercurous  chloride,  prepared  in  the  wet  way,  is  a  heavy 
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white  powder.  It  is  almost  absolutely  insoluble  in  cold  water ;  in 
boiling  water  it  is  gradually  decomposed,  the  water  taking  up 
chlorine  and  mercury  ;  upon  continued  boiling,  the  residue  acquires 
a  gray  color.  Highly  dilute  hydrochloric  acid  fails  to  dissolve  it 
at  the  common  temperature,  but  dissolves  it  slowly  at  a  higher 
temperature ;  upon  ebullition,  with  access  of  air,  the  wliolo  of  the 
mercurous chloride  is  gradually  dissolved ;  the  solution  contains  mer- 
curic chloride  (Hg.Cl,  +  2HC1  +  0  =  2lIgCl,  + 11,0).  When  acted 
upon  by  boiling  concentrated  hydrochloric  acid,  it  is  rather  speedily 
decomposed  into  mercury,  which  remains  undissolved,  and  mer- 
curic chloride,  which  dissolves.  Boiling  nitric  acid  dissolves  it  to 
mercuric  chloride  and  nitrate.  Chlorine  water  and  nitrohydrochlo- 
ric  acid  dissolve  it  to  mercuric  chloride,  even  in  the  cold.  Solutions 
of  ammonium  chloride,  sodium  chloride,  and  potassium  chloride, 
decompose  it  into  metallic  mei'cury  and  mercuric  chloride,  which 
latter  dissolves  ;  in  the  cold,  this  decomposition  is  but  slight ;  heat 
promotes  the  action.  It  is  soluble  in  hot  solution  of  mercurous 
nitrate,  and  still  more  in  that  of  mercuric  nitrate ;  on  cooling  it 
crystallizes  out  almost  completely  (Debeat*).  It  does  not  affect 
vegetable  colors  ;  it  is  unalterable  in  the  air,  and  may  be  dried  at 
100°,  without  loss  of  weight ;  when  exposed  to  a  higher  degree  of 
heat,  though  stUl  below  redness,  it  volatilizes  completely,  without 
previous  fusion. 

COMPOSITION. 

Hg, 400-00  84-94 

CI, 70-92  15-06 


470-92  100-00 

c.  Mercuric  sulphide,  prepared  in  the  wet  way,  is  a  black  pow- 
der, insoluble  in  water.  Dilute  hydrochloric  acid  and  dilute  nitric 
acid  fail  to  dissolve  it,  hot  concentrated  nitric  acid  scarcely  attacks 
it,  boiling  hydrochloric  acid  has  no  action  on  it.  By  prolonged 
heating  with  red  fuming  nitric  acid  it  is  finally  converted  into  a 
white  compound,  2IIgS -f- IIg(^03)3,  which  is  insoluble,  or  barely 
soluble,  in  nitric  acid.  It  dissolves  readily  in  iiitrohydrochloric 
acid.  From  a  solution  of  mercuric  chloride  containing  much  free 
hydrochloric  acid,  the  whole  of  the  metal  cannot  be  precipitated  as 

*  Compt.  Rend.  70,  995. 
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sulphide  by  means  of  hydrogen  sulphide,  until  the  solution  is  prop- 
erly diluted.  Should  such  a  solution  be  very  concentrated,  mer- 
curous  chloride  and  sulphur  are  precipitated  (M.  Maetin*).  Solu- 
tion of  potassa,  even  boiling,  fails  to  dissolve  it.  It  dissolves  iu 
potassium  sulphide,  but  readily  only  in  presence  of  free  alkali.  It 
is  insoluble  in  potassium  hydrosulphide  and  in  the  corresponding 
sodium  compound,  and  is  therefore  precipitated  from  its  solution 
in  potassium  or  sodium  sulphide  by  hydrogen  sulphide  or  by 
ammonium  hydrosulphide  (C.  BAEFOEDf).  Small  but  distinctly 
perceptible  traces  dissolve  on  cold  digestion  with  yellowish  or  yel- 
low ammonium  sulphide,  but  after  hot  digestion  it  is  scarcely  possi- 
ble to  detect  any  traces  in  solution. ;];  Potassium  cyanide  and  sodium 
sulphite  do  not  dissolve  it.  On  account  of  the  solubility  of  mer- 
curic sulphide  in  potassium  sulphide,  it  is  impossible  to  precipitate 
mercury  by  means  of  ammonium  sulphide  completely  from  solutions 
containing  potassium  or  sodium  hydroxides  or  carbonates.  Such 
solutions  may  occur,  for  instance,  when  a  solution  of  mercuric 
chloride  contains  much  potassium  chloride,  or  sodium  chloride,  for, 
in  this  case,  no  mercuric  oxide  M'ould  be  precipitated  on  the  addi- 
tion of  potassa  or  soda  (II.  IiosE§).  In  the  air  it  is  unalterable, 
even  in  the  moist  state,  and  at  100°.  When  exposed  to  a  higher 
temperature,  it  sublimes  completely  and  unaltered. 
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(1.  Mercuric  oxide,  prepared  in  the  dry  way,  is  a  crystalline 
brick-colored  powder,  which,  when  exposed  to  the  action  of  heat, 
changes  to  the  color  of  cinnabar,  and  subsequently  to  a  violet-black 
tint.  It  bears  a  tolerably  strong  heat  without  decomposition  ;  but 
when  heated  to  incipient  redness,  it  is  decomposed  into  mercury 
and  oxygen ;  perfectly  pure  mercuric  oxide  leaves  no  residue  upon 
ignition.  Its  escaping  fumes  also  should  not  redden  litmus-paper. 
"Water  takes  up  a  trace  of  mercuric  oxide,  acquiring  thereby  a  very 
weak  alkaline  reaction.  Hydrochloric  or  nitric  acid  dissolves  it 
readily. 

*  Journ.  f.  prakt.  Cliem.  07,  376.  \  Zeitschr.  f.  anal.  Chcm.  4,  436. 

X  lb.  3,  140.  §  Pogg.  Annal.  110,  141. 
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§  85. 

5.  Copper. 

Copper  is  usually  weighed  in  the  metallic  state,  or  in  the 
form  of  cuPKic  oxide,  or  of  cupkous  sulphide.  Besides  these 
forms,  we  have  to  examine  cupkio  sulphide,  cupeous  oxide,  and 

CUPKOUS    SULPHOCYANATE. 

a.  Copper,  in  the  pure  state,  is  a  metal  of  a  peculiar  well- 
known  color.  It  fuses  only  at  a  white  heat.  Exposure  to  dry  air, 
or  to  moist  air,  free  from  carbon  dioxide,  leaves  the  fused  metal 
unaltered;  but  upon  exposure  to  moist  air  impregnated  with 
carbon  dioxide,  it  becomes  gradually  tarnished  and  coated  with  a 
film,  first  of  a  blackish-gray,  finally  of  a  bluish-green  color.  Pre- 
cipitated finely  divided  copper,  in  contact  with  water  and  air, 
oxidizes  far  more  quickly,  especially  at  an  elevated  temperature. 
On  igniting  copper  in  the  air,  it  oxidizes  superficially  to  a  varying 
mixture  of  cuprous  and  cupric  oxide.  In  hydrochloric  acid,  in  the 
cold,  it  does  not  dissolve  if  air  be  excluded ;  in  the  heat  it  dissolves 
but  slightly  if  the  metal  is  in  a  compact  state.  Finely  divided 
copper  on  the  contrary  dissolves  slowly  when  heated  with  strong 
hydrochloric  acid,  hydrogen  being  evolved  and  cuprous  chloride 
being  formed  (Weltzien*).  Copper  dissolves  readily  in  nitric 
acid.  In  ammonia  it  dissolves  slowly  if  free  access  is  given  to  the 
air ;  but  it  remains  insoluble  if  the  air  is  excluded.  Metallic 
copper  brought  into  contact  in  a  closed  vessel  with  solution  of 
cupric  chloride  in  hydrochloric  acid,  reduces  the  cupric  to  cuprous 
chloride,  an  atom  of  metal  being  dissolved  for  every  molecule  of 
chloride. 

i.  Cupric  oxide. — If  a  dilute,  cold,  aqueous  solution  of  a  cupric 
salt  is  mixed  with  solution  of  potassa  or.  soda  in  excess,  a  light  blue 
precipitate  of  cupric  hydroxide,  Cu(OH)„  is  formed,  which  it  is 
found  difficult  to  wash.     If  the  precipitate  be  left  in  the  fluid 

»  Ann.  d.  Chem.  u.  Pharm.  136,  109. 
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from  -whicli  it  has  been  precipitated,  it  will,  even  at  a  summer 
heat,  gradually  change  to  brownish-black,  passing,  with  separation 
of  water,  into  6CuO  +  H^O  (Sottchay),  This  transformation  is 
immediate  upon  heating  the  fluid  nearly  to  boiling.  The  fluid 
filtered  ofE  from  the  black  precipitate  is  free  from  copper.  It 
follows  from  this  that  the  black  precipitate  is  insoluble  in  dilute 
potassa.  Concentrated  potassa  or  soda  on  the  contrary  dissolves  the 
hydroxide,  and  on  long  warming  even  the  black  oxide  (0.  Low*). 
The  resulting  blue  solutions  remain  clear  on  boiling,  even  if  mixed 
with  some  water ;  but  if  boiled  after  being  much  diluted  the  whole 
of  the  copper  will  separate  as  black  oxide.  If  a  solution  of  a 
cupric  salt  contains  non-volatile  organic  substances,  the  addition  of 
alkali  in  excess  will,  even  upon  boiling,  fail  to  precipitate  the 
whole  of  the  copper.  The  hydrated  cupric  oxide,  6CuO  -{-  Hfi, 
precipitated  with  potassa  or  soda  from  hot  dilute  solutions  obsti- 
nately retains  a  portion  of  the  precipitant ;  it  may,  however,  be 
completely  freed  from  this  by  washing  with  boiling  water.  The 
precipitated  oxide  after  ignition,  or  the  oxide  prepared  by  decom- 
posing cupric  carbonate  or  nitrate  by  heat,  is  a  brownish-black,  or 
black  powder,  the  weight  of  which  remains  unaltered  even  upon 
strong  ignition  over  the  gas-  or  spirit-lamp,  provided  all  reducing 
gases  be  excluded  (Expt.  No.  56).  If  cupric  oxide  is  exposed  to  a 
heat  approaching  the  fusing  point  of  metallic  copper,  it  fuses, 
yields  oxygen,  and  becomes  Cu.Oj  (Favee  and  Matjmene).  It  is 
very  readily  reduced  by  ignition  with  charcoal,  or  under  the  in- 
fluence of  reducing  gases ;  heated  in  the  air  for  a  long  time,  the 
reduced  metallic  copper  re-oxidizes.  Mixed  with  sulphur  and 
ignited  in  a  current  of  hydrogen,  towards  the  end  strongly,  cupric 
oxide  passes  into  cuprous  sulphide  (Cu^S — H.  Kose).  Cupric  oxide, 
in  contact  with  the  atmosphere,  absorbs  water ;  less  rapidly  after 
being  strongly  ignited  (Expt.  No.  57).  It  is  nearly  insoluble  in 
water;  but  it  dissolves  readily  in  hydrochloric  acid,  nitric  acid, 
&c.;  less  readily  in  ammonia.     It  does  not  affect  vegetable  colors. 
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G.  Cupric  sulphide,  prepared  in  the  wet  way,  is  a  brownish- 
black,  or  black  precipitate,  almost  absolutely  insoluble  in  water.* 
When  exposed  to  the  air  in  a  moist  state,  it  acquires  a  greenish 
tint  and  the  property  of  reddening  litmus  paper,  cupric  sulphate 
being  formed.  Hence  the  sulphide  must  be  washed  with  water 
containing  hydrogen  sulphide.  It  dissolves  readily  in  boiling 
nitric  acid,  with  separation  of  sulphur.  Hydrochloric  acid  dis- 
solves it  with  difficulty.  This  is  the  reason  why  hydrogen  sulphide 
precipitates  copper  entirely  from  solutions  which  contain  even  a 
very  large  amount  of  free  hydrochloric  acid  (GEUNDMANNf).  Only 
when  we  dissolve  a  copper  salt  directly  in  pure  hydrochloric  acid 
of  1-1  sp.  gr.  does  any  copper  remain  unprecipitated  (M.  Maetin:!:). 
It  does  not  dissolve  in  solutions  of  potassa  and  of  potassium 
sulphide,  particularly  if  these  solutions  be  boiling;  it  dissolves 
perceptibly  in  colorless,  and  much  more  readily  in  hot  yellow 
ammonium  sulphide.  Potassium  cyanide  dissolves  the  freshly  pre- 
cipitated sulphide  readily  and  completely.  Upon  intense  ignition 
in  a  current  of  hydrogen  it  is  converted  into  pure  Cu,S. 

d.  If  the  blue  solution  which  is  obtained  upon  adding  to  solu- 
tion of  copper  tartaric  acid  and  then  soda  in  excess,  is  mixed  with 
solution  of  grape  sugar  or  sugar  of  milk,  and  heat  applied,  an 
orange-yellow  precipitate  of  cuprous  hydroxide  is  formed,  which 
contains  the  whole  of  the  copper  originally  present  in  the  solu- 
tion, and  after  a  short  time,  more  particularly  upon  the  applica- 
tion of  a  stronger  heat,  turns  red,  owing  to  the  conversion  of  the 
hydroxide  into  anhydrous  cuprous  oxide  (Cu^O).  The  precipitate, 
which  is  insoluble  in  water,  retains  a  portion  of  alkali  with  con- 
siderable tenacity.  When  treated  with  dilute  sulphuric  acid,  it 
gives  cupric  sulphate  which  dissolves,  and  metallic  copper  which 
separates. 

e.  Cuprous  sulpJwcyanate,  Cu,(01*rS)„  which  is  always  formed 
when  potassium  sulphocyanate  is  added  to  a  solution  of  copper,  mixed 
with  sulphurous  or  hypophosphorous  acid,  is  a  white  precipitate  in- 
soluble in  water,  as  well  as  in  dilute  hydrochloric  or  sulphuric 
acid.  Dried  at  115°,  the  salt  retains  from  1  to  3  per  cent,  of  water, 
which  is  driven  off  only  by  heating  to  incipient  decomposition ; 
it  is,  therefore,  not  well   adapted   for   direct   weighing.     When 

*  In  some  experiments  that  I  made  ■when  examining  the  Weilbach  water,  I 
found  that  about  950000  parts  of  water  are  required  to  dissolve  1  part  of  CuS. 
t  Journ.  f.  prakt.  Chem.  78,  241.  t  -'J-  67,  375. 
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ignited  witli  sulphur,  with  exclusion  of  air,  it  changes  to  Cn^S 
(RivoT*).  "When  heated  with  hydrochloric  acid  and  potassium 
chlorate,  or  with  sulphuric  acid  and  nitric  acid,  it  is  dissolved 
and  suffers  decomposition.  Solutions  of  potassa  and  soda  separate 
hydrated  cuprous  oxide,  with  formation  of  sulphocyanate  of  the 
alkali  metal. 

f.  Cuprous  svZphide,  produced  by  heating  CuS  in  a  current  of 
hydrogen  or  Cu,(CNS),  with  sulphur,  is  a  grayish-black  crystalline 
mass,  which  may  be  ignited  and  fused  without  decomposition  if 
the  air  is  excluded. 
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6.  Bismuth. 

Bismuth  is  weighed  as  oxide,  as  metal,  or  as  cheomate 
(Bi,0,2CrO,).  Besides  these  compounds,  we  have  to  study  here 
the  basic  caebonate,  the  basic  niteate,  the  basic  chloeide,  and 
the  sulphide. 

a.  JBismuth  trioxide,  prepared  by  igniting  the  carbonate  or 
nitrate,  is  a  pale  lemon-yellow  powder  which,  under  the  inHuence 
of  heat,  assumes  transiently  a  dark  yellow  or  reddish-brown  color. 
When  heated  to  intense  redness,  it  fuses,  without  alteration  of 
weight.  Ignition  with  charcoal,  or  in  a  current  of  carbon  mon- 
oxide, reduces  it  to  the  metallic  state.  Fusion  with  potassium 
cyanide  also  effects  its  complete  reduction  (H.  HosEf).  It  is  in- 
soluble in  water,  and  does  not  affect  vegetable  colors.  It  dissolves 
readily  in  those  acids  which  form  soluble  salts  with  it.  When 
ignited  with  ammonium  chloride  it  gives  metallic  bismuth,  the 
reduction  being  attended  with  deflagration. 
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h.  MetaU'iG  Msmuth  iswhite,  witli  a  reddish  tinge,  moderately 
hard,  brittle,  with  a  tendency  to  crystallize.  It  fuses  at  264°,  and 
at  a  low  white  heat  volatilizes.  It  does  not  oxidize  in  the  air  at 
the  ordinary  temperature,  but  with  the  co-operation  of  water  it 
oxidizes  slowly,  more  speedily  on  fusion.  It  dissolves  in  dilute 
nitric  acid. 

c.  Bismuth  carbonate. — Upon  adding  ammonium  carbonate  in 
excess  to  a  solution  of  bismuth,  free  from  hydrochloric  acid,  a 
white  precipitate  of  basic  bismu.th  carbonate  (Bi^OjCO,)  is  imme- 
diately formed ;  part  of  this  precipitate,  however,  redissolves  in 
the  excess  of  the  precipitant.  But  if  the  fluid  with  the  precipitate 
be  heated  before  filtration,  the  filtrate  will  be  free  from  bismuth. 
(Potassium  carbonate  likewise  precipitates  solutions  of  bismuth 
completely ;  but  the  precipitate  in  this  case  invariably  contains 
traces  of  potassium,  which  it  is  very  difficult  to  remove  by  wash- 
ing. Sodium  carbonate  precipitates  solutions  of  bismuth  less 
completely.)  The  precipitate  is  easily  washed ;  it  is  practically 
insoluble  in  water,  but  dissolves  readily,  with  effervescence,  in 
hydrochloric  and  nitric  acids.     Upon  ignition  it  leaves  the  oxide. 

d.  Tiie  hasio  hlsmuth  nitrate,  which  is  obtained  by  mixing 
with  water  a  solution  of  the  nitrate  containing  httle  or  no  free 
acid,  presents  a  white,  crystalline  powder.  It  cannot  be  washed 
with  pure  cold  water  without  suffering  a  decided  alteration.  It 
becomes  more  basic,  while  the  washings  show  an  acid  reaction,  and 
contain  bismuth.  If  the  basic  salt,  however,  be  washed  with  cold 
water  containing  j^  of  ammonium  nitrate,  no  bismuth  passes 
through  the  filter.  The  solution  of  ammonium  nitrate  must  not 
be  warm.  These  remarks  only  apply  in  the  absence  of  free  nitric 
acid  (J.  Lowe*).  On  ignition  the  basic  nitrate  passes  into  the 
oxide. 

e.  Basic  hismuth  chloride,  formed  by  adding  much  water  to 
solution  of  bismuth  containing  hydrochloric  acid  or  sodium 
chloride,  is  a  brilliant  white  powder  (BiOCl  after  drying  at  100°). 
It  is  insoluble  in  water,  but  dissolves  in  concentrated  hydrochloric 
or  nitric  acid.  Fused  with  potassium  cyanide  it  gives  metallic 
bismuth. 

f.  Bismuth   chramate  (Bij03,2CrOs),  which    is   produced    by 
adding  potassium  dichroraate,  slightly  in  excess,  to  a  solution  of 

*  lb.  74,  341. 
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bismutK  nitrate  as  neutral  as  possible,  is  an  orange-yellow,  dense, 
readily-subsiding  precipitate,  insoluble  in  water,  even  in  presence 
of  some  free  chromic  acid,  but  soluble  in  hydrochloric  acid  and 
nitric  acid.  It  may  be  dried  at  100°-112°  without  decomposition 
(Lowe*). 

composition. 
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g.  Bismuth  trisulphide,  prepared  in  the  wet  way,  is  a  brownish 
black,  or  black  precipitate,  insoluble  in  water,  dilute  acids,  alkalies, 
alkali  sulphides,  sodium  sulphite,  and  j^otassium  cyanide.  In 
moderately  concentrated  nitric  acid  it  dissolves,  especially  on 
warming,  to  nitrate,  with  separation  of  sulphur.  Hence  in  pre- 
cipitating bismuth  from  a  nitric  acid  solution,  care  should  be 
taken  to  dilute  sufficiently.  Hydrochloric  acid  impedes  the  pre- 
cipitation by  hydrogen  sulphide  only  when  a  very  large  excess  is 
present,  and  the  fluid  is  quite  concentrated.  The  sulphide  does 
not  change  in  the  air.  Dried  at  100°,  it  continually  takes  up 
oxygen  and  increases  slightly  in  weight ;  if  the  drying  is  protracted 
this  increase  may  be  considerable  (Expt.  No.  58).  Fused  with 
potassium  cyanide,  it  is  completely  reduced  (H.  Rose).  Reduction 
takes  place  more  slowly  by  ignition  in  a  current  of  hydrogen. 
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Y.  Cadmium. 

Cadmium  is  weighed  either  as  oxide  or  as  sulphide.  Besides 
these  substances,  we  have  to  examine  cadmium  caebonate. 

a.  Cadmitim  oxide,  produced  by  igniting  the  carbonate  or 
nitrate,  is  a  yellowish-brown  or  reddish-brown  powder.     The  appU- 

*  Jouin.  f.  prakt,  Chem.  67,  291. 
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cation  of  a  white  heat  fails  to  fuse,  volatilize,  or  decompose  it ;  it 
is  insoluble  in  water,  but  dissolves  readily  in  acids ;  it  does  not 
alter  vegetable  colors.  Ignition  with  charcoal,  or  in  a  current  of 
hydrogen,  carbon  monoxide,  or  carburetted  hydrogen,  reduces  it 
readily,  the  metallic  cadmium  escaping  in  the  form  of  vapor. 

COMPOSITION. 
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5.  Cadmium  carbonate  is  a  white  precipitate,  insoluble  in  water 
and  the  fixed  alkali  carbonates,  and  extremely  sparingly  soluble  in 
ammonium  carbonate.  It  loses  its  water  completely  ujion  drying. 
Ignition  converts  it  into  oxide. 

c.  Cadmium  sulphide,  produced  in  the  wet  way,  is  a  lemon- 
yellow  to  orange-yellow  precipitate,  insoluble  in  water,  dilute  acids, 
alkalies,  alkali  sulphides,  sodium  sulphite,  and  potassium  cyanide 
(Expt.  No.  59).  It  dissolves  readily  in  concentrated  hydrochloric 
acid,  with  evolution  of  hydi-ogen  sulphide.  In  precipitating,  there- 
fore, with  hydrogen  sulphide,  a  'cadmium  solution  should  not 
contain  too  much  hydrochloric  acid,  and  should  be  sufficiently 
diluted.  The  sulphide  dissolves  readily  in  dilute  sulphuric  acid 
on  heating.  It  dissolves  in  moderately  concentrated  nitric  acid, 
with  separation  of  sulphur.  It  may  be  washed,  and  dried  at  100° 
or  105°,  without  decomposition.  Even  on  gentle  ignition  in  a 
current  of  hydrogen,  it  volatilizes  in  appreciable  amount  (II. 
Rose*),  partially  unchanged,  partially  as  metallic  vapor. 
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METALS  OF  THE   SIXTH  GROUP. 

§  88. 
1.  Gold. 

Gold  is  always  weighed  in  the  metallic  state.  Besides  metallic 
GOLD,  we  have  to  consider  the  teisulphide  or  atjeic  sulphide. 

a.  Metallic  gold,  obtained  by  precipitation,  presents  a  blackish- 
brown  powder,  destitute  of  metallic  lustre,  which  it  assumes,  how- 
ever, upon  pressure  or  friction  ;  when  coherfenfin  a  compact  mass, 
it  exhibits  the  well-known  bright  yellow  color  peculiar  to  it.  It 
fuses  only  at  a  white  heat,  and  resists,  accordingly,  all  attempts  at 
fusion  over  a  spirit-lamp.  It  remains  wholly  unaltered  in  the  air 
and  at  a  red  heat,  and  is  not  in  the  slightest  degree  affected  by 
water,  nor  by  any  simple  acid.  Nitrohydrochloric  acid  dissolves 
it  to  tricldoride.  Hot  concentrated  sulphuric  acid  containing  a 
little  nitric  acid  dissolves  gold,  especially  if  in  a  finely  divided 
condition,  to  a  yellow  fluid,  from  which  it  is  thrown  down  again 
by  water  (J.  SpiLLEEf ). 

h.  A  uric  sulphide. — When  hydrogen  sulphide  is  transmitted 
through  a  cold  dilute  solution  of  auric  chloride,  the  whole  of  the 
gold  separates  as  auric  sulphide,  Au^S,,  in  form  of  a  brownish- 
black  precipitate.  If  this  precipitate  is  left  in  the  fluid,  it  is 
gradually  transformed  into  metallic  gold  and  free  sulphuric  acid. 
Upon  transmitting  hydrogen  sulphide  through  a  warm  solution 
of  auric  chloride,  aurous  sulphide  Au^S  precipitates,  with  formation 
of  sulphuric  and  hydrocliloric  acids. 

Auric  sulphide  is  insoluble  in  water,  hydrochloric  acid,  and 
nitric  acid,  but  dissolves  in  nitrohydrochloric  acid.  Colorless  am- 
monium sulphide  fails  to  dissolve  it;  but  it  dissolves  almost 
entirely  in  yellow  ammonium  sulphide,  and  completely  upon 
addition  of  potassa.  It  dissolves  in  potassa,  with  separation  of 
gold.  Yellow  potassium  sulphide  dissolves  it  completely.  It  dis- 
solves in  potassium  cyanide.  Exposure  to  a  moderate  heat  reduces 
it  to  the  metalKc  state. 

§  89.  

2.  Platinum. 

Platinum  is  invariably  weighed  in  the  metallic  state  ;  it  is 

t  Chem.  News,  14,  256. 


§'90.];  METALS   OF   GROUP  VI.  185 

generally  precipitated   as   ammonium    platinio    ciiloeide,   or   as 

POTASSIUM  PLATINIO  OHLOEIDE,  rarely  as  PLATINIO    SULPHIDE. 

a.  Metallic  platinum ,  produced  by  igniting  ammonium  platinic 
chloride,  or  potassium  platinic  chloride,  presents  the  appearance  of 
a  g™y,  lustreless,  porous  mass  (spongy  platinum).  Tiie  fusion  of 
platinum  can  be  effected  only  at  the  very  highest  degrees  of  heat. 
It  remains  wholly  unaltered  in  the  air,  and  in  the  most  powerful 
furnaces.  It  is  not  attacked  by  water,  or  simple  acids,  and  scarcely 
by  aqueous  solutions  of  the  alkahes.  Nitrohydrochloric  acid  dis- 
solves it  to  platinic  chloride. 

i.  Tlie  properties  of  potassium  platinio  chloride,  and  those  of 
ammonium  platinic  chloride,  have  been  given  already  in  §§  68 
and  70  respectively. 

c.  Platinic  sulphide. — When  a  concentrated  solution  of  pla- 
tinic chloride  is  mixed  with  hydrogen  sulphide  water,  or  when 
hydrogen  sulphide  gas  is  transmitted  through  a  rather  dilute 
solution  of  the  chloride,  no  precipitate  forms  at  first ;  after  stand- 
ing some  time,  however,  the  solution  turns  brown,  and  finally  a 
precipitate  subsides.  But  if  the  mixture  of  solution  of  platinic 
chloride,  with  liydrogen  sulphide  in  excess,  is  graduall}^  heated 
(finally  to  ebullition),  the  whole  of  the  platinum  separates  as 
platinic  sulphide  (free  from  any  admixture  of  platinic  chloride). 
Platinic  sulphide  is  insoluble  in  water  and  in  simple  acids  ;  but  it 
dissolves  in  nitrohydrochloric  acid.  It  dissolves  partly  in  caustic 
alkalies,  with  separation  of  platinum,  and  completely  in  alkali 
sulphides,  especially  the  polysulphides  if  used  in  sufficient  excess. 
When  hydrogen  sulphide  is  transmitted  through  water  holding 
minutely  divided  platinic  sulphide  in  suspension,  the  sulphide, 
absorbing  hydrogen  sulphide,  acquires  a  light  grayish-brown  color  ; 
the  hydrogen  sulphide  thus  absorbed,  separates  again  upon  exposure 
to  the  air.  "When  moist  platinic  sulphide  is  exposed  to  the  air,  it 
is  gradually  decomposed,  being  converted  into  metallic  platinum 
and  sulphuric  acid.  Ignition  in  the  air  reduces  platinic  sulphide  to 
metallic  platinum. 

§  90. 

3.  Antimony. 

Antimony  is  weighed  as  antevionious  sulphide,  as  antimont 
TETEOxiDE  (or  ANTIM0NI0U8  antimonate),  or  morc  rarely  in  the 
metallic  state. 
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a.  Upon  transmitting  hydrogen  sulphide  through  a  solution  of 
antimonious  chloride  mixed  with  tartaric  acid,  an  orange  precipi- 
tate of  amorphous  antimonious  sulphide  is  obtained,  mixed  at  first 
with  a  small  portion  of  basic  antimony  chloride.  However,  if  the 
fluid  is  thoroughly  saturated  with  liydrogen  sulphide,  and  a  gentle 
heat  applied,  the  chloride  mixed  with  the  precipitate  is  decom- 
posed, and  pure  antimonious  sulphide  obtained.  Antimonious 
sulphide  is  insoluble  in  water  and  dilute  acids ;  it  dissolves  in  con- 
centrated hydrochloric  acid,  with  evolution  of  hydrogen  sulphide. 
In  precipitating  with  hydrogen  sulphide,  therefore,  antimony 
solutions  should  not  contain  too  much  free  hydrochloric  acid,  and 
should  be  sufficiently  diluted.  The  amorphous  antimonious  sul- 
phide dissolves  readily  in  dilute  potassa,  ammonium  sulphide,  and 
potassium  sulphide,  sparingly  in  ammonia,  very  slightly  in  ammo- 
nium carbonate,  and  not  at  all  in  hydrogen  potassium  sulphite. 
The  amorphous  sulphide,  dried  in  the  desiccator  at  the  ordinary 
temperature,  loses  very  little  weight  at  100° ;  if  kept  for  some 
time  at  this  latter  temperature  its  weight  remains  constant.  But 
it  still  retains  a  little  water,  which  does  not  perfectly  escape  even 
at  190°,  but  at  200°  the  sulphide  becomes  anhydrous,  turning 
black  and  crystalline  (li.  Kose*  and  Expt.  No.  60).  Ignited 
gently  in  a  stream  of  carbon  dioxide,  the  weight  of  this  anhydrous 
sulphide  remains  constant ;  at  a  stronger  heat  a  small  amount 
volatilizes.  The  amorphous  sulphide,  if  long  exposed  to  the  action 
of  air,  in  presence  of  water,  slowly  takes  up  oxygen,  so  that  on 
ti'eatment  with  tartaric  acid  it  yields  a  filtrate  containing  anti- 
mony. 

Antimonic  sulphide  is  insoluble  in  water,  also  in  water  con- 
taining hydrogen  sulphide.  It  dissolves  completely  in  ammonia, 
especially  on  warming;  traces  only  dissolve  in  ammonium  car- 
bonate. On  heating  dried  antimonic  sulphide  in  a  current  of 
carbon  dioxide  2  atoms  of  sulphur  escape,  black  crystalline  anti- 
monious sulphide  remaining. 

On  treating  antimonious  or  antimonic  sulphide  with  fuming 
nitric  acid  violent  oxidation  sets  in.  We  obtain  first  antimonic 
acid  and  pulverulent  sulphur ;  on  evaporating  to  dryness  antimonic 
acid  and  sulphuric  acid  ;  and  lastly  on  igniting  antimony  tetroxide. 
The  same  antimony  tetroxide  is  obtained  by  igniting  the  sulphide 

*  Journ.  f.  prakt.  Chem.  59,  331. 
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with  30  to  50  times  its  amount  of  mercuric  oxide  (Bunsen*). 
[According  to  later  Investigations  of  BuNSEN,t  tlie  temperature 
necessary  to  reduce  Sb,0,  to  Sb,0,  lies  so  near  that  which  reduces 
SbjO,  to  Sb^Oj  that  it  is  not  easy  to  bring  antimony  into  Sb^O,  for 
weighing.  It  is  possible  only  by  using  a  large  covered  platinum  or 
rather  large  open  porcelain  crucible  (by  suitable  choice  of  size  of 
crucible  and  intensity  of  flame)  and  heating  with  a  gas  blast  lamp 
BO  that  the  bottom  only  of  the  crucible  reaches  a  strong  red  heat, 
to  drive  oflE  exactly  one  atom  of  oxygen  from  Sb,O..J  Ignition  in 
a  current  of  hydrogen  converts  the  sulphides  of  antimony  into  the 
metallic  state. 

COMPOSITION. 

sb,  .  .   .  .   24:i-oo         Yi-rr 

S 96-00      28-23 


340-00     100-00 

h.  Antimony  tetroxide  is  a  white  powder,  which,  when  heated, 
acquires  transiently  a  yellow  tint ;  it  is  infusible  ;  it  loses  weight 
when  ignited  intensely  in  a  small  platinum  crucible  with  a  gas 
blast  flame  (BuNSENf).  It  is  almost  insoluble  in  water,  and  dis- 
solves in  hydrochloric  acid  with  very  great  difiiculty.  It  undergoes 
no  alteration  on  treatment  with  ammonium  sulphide.  It  manifests 
an  acid  reaction  when  placed  upon  moist  litmus-paper. 

COMPOSITION. 
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c.  Metallic  antimony,  produced  in  the  wet  way,  by  precipitar 
tion,  presents  a  lustreless  black  powder.  It  may  be  dried  at  100° 
without  alteration.  It  fuses  at  a  moderate  red  heat.  Upon  ignition 
in  a  current  of  gas,  e.g.,  hydrogen,  it  volatilizes,  without  formation 
of  antimonetted  hydrogen.  Hydrochloric  acid  has  very  little 
action  on  it,  even  when  concentrated  and  boiling.  Nitric  acid 
converts   it   into   antimonious   oxide,   mixed   with  more   or  less 

*  Annal.  de  Chem.  u.  Pharm.  106,  3.     -f  Zeitschr.  f.  anal.  Chem.  1879,  368. 
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antimony  tetroxide,  according  to  the  concentration  of  tlie  nitric 
acid. 

§91. 

4.  Tin  in  Stanitous  Compounds  ;   and  5.  Tm  in  Stannic 
Compounds. 

Tin  is  generally  weighed  in  the  form  of  stannic  oxide  ;  be- 
sides stannic  oxide,  we  have  to  examine  stannous  sulphide  and 
stannic  sulphide. 

a.  Stannic  oxide. — If  a  solution  of  an  alkali,  sodium  sulphate 
or  ammonium  nitrate  is  added  to  a  solution  of  stannic  chloride, 
stannic  acid  (Jl^^TiO^  is  precipitated.  This  precipitate  is  soluble 
in  excess  of  soda,  and  does  not  separate  again  even  on  the  addition 
of  a  large  quantity  of  soda  (C.  F.  Baefoed*).  It  is  also  readily 
soluble  in  hydrochloric  acid. 

By  the  action  of  nitric  acid  on  metallic  tin,  or  by  evaporating 
a  solution  of  tin  with  an  excess  of  nitric  acid,  a  white  residue  is 
obtained  which  is  metastannic  acid  (SngHj^Oj^  ?).  This  residue  is 
insoluble  in  water,  but  very  slightly  soluble  in  nitric  acid,  or 
sulphuric  acid.  By  heating  with  hydrochloric  acid  it  does  not 
dissolve,  but  is  changed- to  metastannic  chloride,  which  is  soluble 
in  water  after  removal  of  the  excess  of  hydrochloric  acid.  Soda 
added  to  a  solution  of  metastannic  chloride  precipitates  sodium 
metastaunate,  which  is  insoluble  in  excess  of  soda  and  in  weak 
alcohol.  Upon  intense  ignition,  both  stannic  and  metastannic  acids 
are  converted  into  stannic  oxide.  Mere  heating  to  redness  is  not 
suificient  to  expel  all  the  water  (DuMAsf). 

Stannic  oxide  is  a  straw-colored  powder,  which  under  the 
influence  of  heat,  transiently  assumes  a  different  tint,  varying  from 
bright  yellow  to  brown.  It  is  insoluble  in  water  and  acids,  and 
does  not  alter  the  color  of  litmus-paper.  Mixed  with  ammonium 
chloride  in  excess,  and  ignited,  it  volatilizes  completelj^  as  stannic 
chloride.  If  stannic  oxide  is  fused  with  potassium  cyanide,  all  the 
tin  is  obtained  in  form  of  metallic  globules,  which  may  be  com- 
pletely, and  without  the  least  loss  of  metal,  freed  from  the  adhering 
slag,  by  extracting  with  dilute  alcohol,  and  rapidly  decanting  the 
fluid  from  the  tin  globules  (H.  Eose;];). 

*  Zeitschr.  f.  anal.  Chem.  7,  360.     \  Annal.  d.  Chem.  u.  Pharm.  105,  104 
X  Journ.  f.  prakt.  Chem.  61,  189. 
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h.  HydrateA  stannous  suljph'uh  forma  a  brown  precipitate, 
insoluble  in  water,  hydrogen  sulphide  water,  and  dilute  acids.  In 
precipitating  tin  from  stannous  solutions  by  means  of  hydrogen 
sulphide,  free  hydrochloric  acid  must  not  be  jjresent  in  too  large 
amount,  and  the  solution  must  be  diluted  sufficiently.  Ammonia 
fails  to  dissolve  it ;  but  it  dissolves  pretty  readily  in  yellow  ammo- 
nium sulphide,  and  in  yellow  potassium  sulphide ;  it  dissolves 
readily  in  hot  concentrated  hydrochloric  acid.  Heated,  with  exclu- 
sion of  air,  it  loses  its  water,  and  is  rendered  anhydrous ;  when  ex- 
posed to  the  continued  action  of  a  gentle  heat,  with  free  access  of 
air,  it  is  converted  into  sulphur  dioxide,  which  escapes,  and  stannic 
oxide,  which  remains. 

c.  Hydrated  stannic  sulphide,  precipitated  by  acids  from  the 
solution  of  its  alkali  sulphur  salts,  is  a  light-yellow  precipitate.  In 
washing  with  pure  water,  it  is  inclined  to  yield  a  turbid  filtrate 
and  to  stop  up  the  pores  of  the  filter ;  this  annoyance  is  got  over 
by  washing  with  water  containing  sodium  chloride,  ammonium 
acetate,  or  the  like  (Bunsen).  On  drying,  the  precipitate  assumes 
a  darker  tint.  It  is  insoluble  in  water ;  it  dissolves  with  difficulty 
in  ammonia,  but  readily  in  potassa,  alkali  sulphides,  and  hot  con- 
centrated hydrochloric  acid.  It  is  insoluble  in  hydrogen  potassium 
sulphite.  In  precipitating  tin  from  stannic  solutions  by  hydrogen 
sulphide,  the  solution  should  not  contain  too  much  free  hydro- 
chloric acid,  and  should  be  sufficiently  diluted.  According  to 
C.  F.  Baefoed*  the  precipitates  thus  produced  are  not  pure 
hydrated  stannic  sulphide,  but  a  mixture  of  this  with  stannic  or 
metastannic  acid,  as  the  case  may  be.  The  precipitate  thrown 
down  from  ordinary  stannic  chloride  keeps  its  yellow  color  e^•en 
after  long  standing  in  the  fluid,  and  dissolves  completely  in  excess 
of  soda ;  that  thrown  down  from  the  metastannic  chloride  is  first 
white  and  becomes  gradually  yellow,  it  turns  brown  on  standing 
in  the  fluid  and  dissolves  in  excess  of  soda,  leaving,  however,  a 
considerable  residue  of  sodium  metastannate.     When  heated,  with 

•  Zeitschr.  f.  anal.  Chem.  7,  261. 
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exclusion  of  air,  stannic  sulphide  loses  its  water  of  hydration,  and, 
at  the  same  time,  according  to  the  degree  of  heat,  one-half  or  one- 
fourth  of  its  sulphur,  becoming  converted  either  into  stannous 
sulphide  or  the  sesquisulphide  of  tin ;  when  heated  very  slowly, 
with  free  access  of  air,  it  is  converted  into  stannic  oxide,  with  dis- 
engagement of  sulphur  dioxide. 

§92. 

6.  Aesenio  of  Aesenious  Compotinds  ;  and  7.  Aesenio  of 
Arsenic  Compounds. 

Aesenic  is  weighed  either  as  lead  aesenate,  as  aesenious 
sulphide,  as  ammonium  magnesium  aesenate,  as  magnesium  pyeo- 
AESENATE,  or  as'  uEANYL  PYEOAESENATE  J  besides  thesc  forms,  we 
haVe  here  to  examine  also  aesenio-molybdate  op  ammonium. 

a.  Lead  arsenate^  in  the  pure  state,  is  a  white  powder,  which 
agglutinates  when  exposed  to  a  gentle  red  heat,  at  the  same  time 
transitorily  acquiring  a  yellow  tint ;  it  fuses  when  exposed  to  a 
higher  degree  of  heat.  "When  strongly  ignited,  it  suffers  a  slight 
diminution  of  weight,  losing  a  small  proportion  of  arsenic  acid, 
which  escapes  as  arsenious  oxide  and  oxygen.  In  analysis  we  have 
never  occasion  to  operate  upon  the  pure  lead  arsenate,  but  upon  a 
mixture  of  it  with  lead  oxide. 

h.  Arsenious  sulphide  forms  a  precipitate  of  a  rich  yellow 
color;  it  is  insoluble  in  water,*  and  also  in  hydrogen  sulphide 
water.  When  boiled  with  water,  or  left  for  several  days  in  con- 
tact with  that  fluid,  it  undergoes  a  very  trifling  decomposition :  a 
trace  of  arsenious  acid  dissolves  in  the  water,  and  a  minute  pro- 
portion of  hydrogen  sulphide  is  disengaged.  This  does  not  in  the 
least  interfere,  however,  with  the  washing  of  the  precipitate.  The 
precipitate  may  be  dried  at  100°,  without  decomposition;  the 
M-hole  of  the  water  which  it  contains  is  expelled  at  that  tempera- 
ture. "When  exposed  to  a  stronger  heat,  it  transitorily  assumes 
a  brownish-red  color,  fuses,  and  finally  rises  in  vapor,  without 
decomposition.     It  dissolves  readily  in  alkalies,  alkali  carbonates, 

*  In  some  experiments  ■which  I  liad  occasion  to  make,  in  the  course  of  an 
analysis  of  tlie  springs  of  "Weilbach  (Chemische  Untersuchung  der  wichtigsten 
Nassauischen  Mineralwasser  von  Dr.  Fresenius,  V.  Schwefelquelle  zu  "Weilbach. 
Weisbadcn,  Kreidel  und  Niedner.  1856),  I  found  that  one  part  of  AsjSs  dis- 
solves in  about  one  million  parts  of  -water. 
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alkali  sulphides,  potassium  hydrogen  sulphite,  and  nitroliydro- 
chloric  acid ;  but  it  is  scarcely  soluble  in  boiling  concentrated 
hydrochloric  acid.  Eed  fuming  nitric  acid  converts  it  into  arsenic 
acid  and  sulphuric  acid.     It  is  insoluble  in  carbon  disulphide. 

COMPOSITION. 
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c.  Ammonium  magnesium  arsenate  forms  a  white,  somewhat 
transparent,  finely  crystalline  precipitate,  Avhich  when  dried  in  a 
desiccator  has  the  formula  NH.MgAsO,  +  6H,0.  After  drying 
at  100°,  its  composition  is  (NH.MgAsO,),  +  H,0.  At  a  higher 
temperature,  say  105°— 110°,  more  water  escapes,  and  at  130°  this 
loss  is  considerable  (Puller*).  Upon  ignition  it  loses  water  and 
ammonia,  and  changes  to  magnesium  pyroarsenate,  Mg^As^O,.  On 
rapid  ignition  the  escaping  ammonia  has  a  reducing  action  on  the 
arsenic  acid,  and  a  notable  loss  is  occasioned  (H.  Eose)  ;  by  raising 
the  heat  very  gradually  reduction  may  be  avoided  (H.  Kose, 
WiTTSTEiN,f  Puller),  or  by  passing  a  current  of  dry  oxygen 
during  the  ignition.  Ammonium  magnesium  arsenate  dissolves 
very  sparingly  in  water,  one  part  of  the  salt  dried  at  100°,  requir- 
ing 2656,  one  part  of  the  anhydrous  salt,  2788  parts  of  water  of 
15°.  It  is  far  less  soluble  in  ammoniated  water,  one  part  of  the 
salt  dried  at  100°  requiring  15038,  one  purt  of  the  anhydrous  salt, 
15786  parts  of  a  mixture  of  one  part  of  solution  of  ammonia 
(•96  sp.  gi-.),  and  3  parts  of  water  at  15°.  In  water  containing 
ammonium  chloride,  it  is  much  more  readily  soluble,  one  part  of 
the  anhydrous  salt  requiring  886  parts  of  a  solution  of  one  part  of 
ammonium  chloride  in  7  parts  of  water.  Presence  of  ammonia 
diminishes  the  solvent  capacity  of  the  ammonium  chloride ;  one 
part  of  the  anhydrous  salt  requires  3014  parts  of  a  mixture  of 
60  parts  of  water,  10  of  solution  of  ammonia  (96  sp.  gr.)  and 
one  of  ammonium  chloride.:^  A  solution  of  ammonium  chloride, 
ammonia  and  magnesium  sulphate  dissolves  much  less  of  the  salt 
than  ammoniated  water;  thus.  Puller  (loc.  cit.)  found  that  one 

*  Zeitschr.  f.  anal.  Chem.  10,  63.  \  lb.  3,  19. 

X  Zeitschr.  f.  anal,  Chem.  3,  306,    Pclleb  obtained  almost  the  same  numbers 
(lb.  10,  58). 
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part  of  the  anhydrous  salt  dissolved  in  32S27  parts  of  a  fluid  con- 
taining ^^  of  magnesia  mixture  (p.  113).  Excess  of  alkali  arsenate 
stiU  more  diminishes  the  solubility  of  the  salt  in  water  containing 
ammonia  and  ammonium  chloride  (Pullee). 

COMPOSITION    OF    AMMONItTM   MAGNESItrM    AESENATE    DEIED   AT    100". 

„„„  2MgO  .     . 


+H,0 


80-00 

21-05 

52-08 

13-68 

230-00 

60-53 

18-00 

4-74 

380-08         100-00 


d.  Magnesium  pyroarsenate,  obtained  by  careful  ignition  of 
the  preceding  salt,  is  white,  infusible  by  ignition  in  a  porcelain 
crucible  even  over  the  blowpipe,  but  agglutinating  at  a  still  higher 
temperature,  and  finally  fusing.  After  ignition  in  a  porcelain 
crucible  it  dissolves  readily  in  hydrochloric  acid :  ammonia  pre- 
cipitates ammonium  magnesium  arsenate  from  the  solution  in  a 
crystalline  form. 

COMPOSITION. 

/AsO<Q>Mg         2MgO     ...      80  25-81 

\AsO<Q>Mg         As,0,     ...     230  74-19 

310  100-00 

e.  TJranyl  jpyr  oar  senate. — If  a  solution  of  arsenic  acid  is  mixed 
with  potash  in  slight  excess,  then  with  acetic  acid  to  strongly  acid 
reaction,  and  finally  with  uranyl  acetate,  the  whole  of  the  arsenic 
is  thrown  down  as  UO,HAsO<  +  ^H^O.  In  the  presence  of  salts 
of  ammonia  the  precipitate  also  contains  the  whole  of  the  arsenic, 
and  consists  of  UO^NHjAsO,  -f"  water.  Both  precipitates  are  pale 
yellowish-green,  slimy,  insoluble  in  water,  acetic  acid  and  saline 
solutions,  such  as  ammonium  chloride,  soluble  in  mineral  acids. 
Boiling  favors  the  separation  of  the  precipitate,  addition  of  a  few 
drops  of  chloroform  will  help  it  to  settle,  the  washing  is  to  be 
effected  by  boiling  up  and  decanting.  Both  precipitates  give 
(U0j),As50,  on  ignition.  The  latter  is  a  light  yellow  residue ;  if 
it  has  turned  greenish  from  the  action  of  reducing  gases,  it  may  be 
restored  to  its  proper  color  by  moistening  with  nitric  acid  and 
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re-igniting.  On  igniting  the  ammonium  uranyl  arsenate,  the 
ammonia  must  first  bo  expelled  by  cautious  heating,  or  a  current  of 
oxygen  must  be  passed  during  the  ignition,  otherwise  the  arsenic 
acid  will  be  partially  reduced,  and  arsenic  will  be  lost  (Pullee*). 


^/AsO<g>UO 
^  AsO  <  g  >  UO, 


COMPOSITION. 

\          2U0,0  . 

.      571-2 

71-29 

As,0.     . 

.       230-0 

28-71 

801-2 

100-00 

y.  Arsenio-molyMaie  of  amnimiium. — If  a  fluid  containing 
arsenic  acid  is  mixed  with  excess  of  the  nitric  acid  solution  of 
ammonium  molybdate,  the  fluid  remains  clear  in  the  cold,  but  on 
heating  a  yellow  precipitate  of  arsenio-molybdate  of  ammonium 
separates.  This  precipitate  comports  itself  with  solvents  like  the 
analogous  compound  of  phosphoric  acid ;  it  is,  like  the  latter, 
insoluble  in  water,  nitric  acid,  dilute  sulphuric  acid  and  salts,  pro- 
vided an  excess  of  solution  of  ammonium  molybdate,  mixed  with 
acid  in  moderate  excess,  be  present.  Hydrochloric  acid  or  metallic 
chlorides,  when  present  in  large  quantity,  interfere  with  the 
thoroughness  of  the  precipitation.  SELiosonNf  found  it  to  be 
composed  of  87'666  per  cent,  of  molybdic  acid,  6"308  arsenic  acid, 
4"258  ammonia,  and  1'768  water. 

B.  FORMS  IN  WHICH   THE  ACID  RADICALS  ARE  WEIGHED   OR 

PRECIPITATED. 

ACIDS  OF  THE  FIRST  GEOUP. 

§93. 

1.  Aesenious  Acid  and  Aesenio  Acid. — See  §  92. 

2.  Cheomic  Acid. 

Chromic  acid  is  weighed  either  as  cheomic  oxide,  or  as  lead 
cheomate,  or  baeidm  cheomate.  We  have  also  to  consider  mee- 
cuEOus  cheomate. 

a.  Chromic  oxide. — See  §  76. 

h.  Lead  chromate  obtained  by  precipitation  forms  a  bright-yel- 

*Zeitschr.  f.  anal.  Chem.  10,  73.  f  Journ.  f.  prakt.  Chem.  67,  481. 
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low  precipitate,  insoluble  in  water  and  acetic  acid,  barely  soluble  in 
dilute  nitric  acid,  readily  in  solution  of  potassa.  When  lead  chro- 
inate  is  boiled  with  concentrated  hydrochloric  acid,  it  is  readily 
decomposed,  lead  chloride  and  chromic  chloride  being  foi-med. 
Addition  of  alcohol  tends  to  promote  this  decomposition.  Lead 
chromate  is  unalterable  in  the  air.  It  dries  thoroughly  at  100°. 
Under  the  influence  of  heat  it  transitorily  acquires  a  reddish-brown 
tint ;  it  fuses  at  a  red  heat ;  when  heated  beyond  its  point  of 
fusion,  it  loses  oxygen,  and  is  transformed  into  a  mixture  of  chro- 
mic oxide  and  basic  lead  chromate.  Heated  in  contact  with  organic 
substances,  it  readily  yields  oxygen  to  the  latter. 

coMPOsrrioN. 
O^  -oi,       x'bO    .     .     .     223-00  68-94 


CrO,<Q>Pb_(^^Q     .'     '.     '.     100-48 


31-06 


323-48  100-00 

c.  Barium  chromate  is  obtained  as  a  light-yellow  precipitate 
on  mixing  a  solution  of  an  alkali  chromate  with  barium  chloride. 
It  dissolves  in  hydrochloric  and  in  nitric  acid,  but  not  in  acetic 
acid.  On  washing  with  pure  water,  the  latter  begins  to  dissolve  it 
slightly,  as  soon  as  all  soluble  salts  are  removed,  to  such  an  extent 
that  the  washings  run  off  yellow.  The  precipitate  is  insoluble  in 
saline  solutions.  Hence  it  is  best  to  use  a  solution  of  ammoniinn 
acetate  for  washing  (Peaeson  and  Eichaeds*).  It  is  not  decom- 
posed by  moderate  ignition. 

COMPOSmON. 

0^-n,„      BaO     .     .     .     163-00  60-36 


39-64 


253-48  100-00 

d.  Mercurous  chromate  obtained  by  adding  mercurous  nitrate 
to  an  alkali  chromate  is  a  brilliant-red  precipitate,  which  turns 
black  by  the  action  of  light.  It  dissolves  very  slightly  in  cold 
water,  more  in  boiling  water,  being  partially  converted  into  a  mer- 
curic salt ;  it  dissolves  slightly  in  dilute  nitric  acid.    For  washing, 

*  Zeitschr.  f .  anal.  Chem.  9,  108. 
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it  is  best  to  use  a  dilute  solution  of  mercurous  nitrate  containing 
but  little  free  acid ;  in  this  solution  it  is  insoluble  (H.  Rose*). 

3.  SuLPHUEio  Acid. 

Sulphuric  acid  is  determined  best  in  the  form  of  baeium  sul- 
phate, for  the  properties  of  which  see  §  Tl. 

4.  Phosphoeic  Acid. 

The  principal  forms  into  which  phosphoric  acid  is  converted  are 
as  follows  : — lead  phosphate,  siagnesium  pteophosphate,  magne- 
sium PHOSPHATE  Mg3(P0,)„  FEEEIC  PHOSPHATE,  UEANTL  PYEOPIIOS- 
PHATE,  STANNIC  PHOSPHATE,  and    SILVEE  PHOSPHATE.       BssideS  thcSC 

compounds,    we  have   to    examine    meecueous    phosphate    and 

PHOSPHO-MOLTBDATE  OF  AMMONIUM. 

a.  The  had  phosphate  obtained  in  the  course  of  analysis  is 
rarely  pure,  but  is  generally  mixed  with  free  lead  oxide.  In  this 
mixture  we  have  accordingly  the  normal  lead  phosphate  Pb,(PO<), ; 
in  the  pure  state,  this  presents  the  appearance  of  a  white  powder ; 
it  is  insoluble  in  water,  acetic  acid,  and  ammonia.  It  dissolves 
readily  in  nitric  acid.  When  heated  it  fuses  without  decomposi- 
tion. 

h.  Magnesium  pyrophosphate. — See  §  74. 

c.  Maynesium  phosphate  (Mg3(P0,)j). — A  mixture  of  this  com- 
pound with  excess  of  magnesia  is  produced  by  mixing  a  solution  of 
an  alkali  phosphate,  containing  ammonium  chloride,  with  magnesia, 
evaporating,  heating  until  the  ammonium  chloride  is  expelled,  and 
finally  treating  with  water.  It  is  practically  insoluble  in  water  and 
in  solutions  of  salts  of  the  alkalies  (Fe.  SciiuLZEf ). 

d.  Ferric  phosphate. — If  a  solution  of  phosphoric  acid  or  of 
calcium  phosphate  in  acetic  acid  is  carefully  ir.recipitated  with  a 
solution  of  ferric  acetate,  or  with  a  mixture  of  iron-alum  and 
sodium  acetate,  so  that  the  iron  salt  may  just  predominate,  the  pre- 
cipitate always  contains  1  mol.  PjO^  to  1  mol.  Fe,0,  corresponding 
to  the  formula  of  normal  ferric  phosphate,  Fe,(PO,),  (Rawsky, 
WiTTSTEiN,  E.  Davy:};)  ;  if,  on  the  other  hand,  the  ferric  acetate  is 
in  larger  excess,  the  precipitate  is  more  basic.  "Wittstein  obtained, 
by  using  a  considerable  excess  of  ferric  acetate,  a  precipitate  con- 
taining 3P,0j  to  iFe^Oj.  Precipitates  obtained  with  a  small  excess 
of  the  precipitant  possess  a  composition  varying  between  the  above- 

*  Pogg.  Ann.  53,  124.  \  Journ.  f.  prakt.  Cliem.  63,  440. 

X  Phil.  Mag.  19,  181. 
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mentioned  limits.  Eammelsbeeg  obtained  Fej(POj),  +  4H,0,  and 
"WiTTSTEiN  subsequently  the  same  compound  (with  SH^O  instead 
of  4)  upon  mixing  ferric  sulphate  with  sodium  phosphate  in  excess ; 
with  an  iusufiicient  quantity  of  sodium  phosphate  the  latter  chem- 
ist obtained  a  more  yellowish  precipitate  which  had  a  composition 
corresponding  to  the  formula  3Fe,(P0,),  +  Fe,(OH),  +  8H,0.  If 
an  acid  fluid  containing  a  considerable  excess  of  phosphoric  acid  is 
mixed  with  a  small  quantity  of  a  ferric  solution,  and  an  alkali 
acetate  is  added,  a  precipitate  of  the  formula,  Fej(PO,)j  -|~  water,  is 
invariably  obtained,  which  accordingly  leaves  upon  ignition  Fe, 
(PO,),  =  FcjOj  -j-  PjOj  (Wittstein).  Fresh  experiments  which 
I  have  made  upon  this  subject  have  convinced  me  of  the  perfect 
correctness  of  this  statement.  Mohe  obtained  the  same  results.* 
The  precipitate  is  insoluble  in  a  fluid  containing  salts,  but  when 
washing,  as  soon  as  the  soluble  salts  are  nearly  removed,  the  pre- 
cipitate, begins  to  dissolve.  The  filtrate  has  an  acid  reaction,  and 
contains  iron  and  phosphoric  acid.  The  precipitate,  under  these 
circumstances,  alters  in  composition,  and  this  explains  why  different 
results  were  obtained  in  the  analysis  of  precipitates  which  had  been 
washing  for  different  lengths  of  time  (Fr.  Mohk). 


composition. 

^0^ 

'?0^ 

-0- 

^Fe 

"^ 

-0- 

^ 

_PA    •    ■    • 

142 

47-02 

/O. 

~  Fe,03  .     .     . 

160 

52-98 

PO^ 

-0- 

^1 

'e 

302  100-00 

If  Ave  dissolve  ferric  phosphate  in  hydrochloric  acid,  supersatu- 
rate the  solution  with  ammonia,  and  apply  heat,  we  obtain  more 
basic  salts,  viz.,  ?j^Qfi^^^Y^Q)^  (Rammelsberg)  ;  "iYft^O^^^d^  (Witt- 
stein— after  long  washing).  In  Wittstein's  experiment,  the  wash- 
water  contained  phosphoric  acid.  The  white  ferric  phosphate  does 
not  dissolve  in  acetic  acid,  but  it  dissolves  in  a  solution  of  ferric 
acetate.  Upon  boiling  the  latter  solution  (of  ferric  phosphate  in 
ferric  acetate),  the  whole  of  the  phosphoric  acid  precipitates,  with 
basic  ferric  acetate,  as  hyperbasic  ferric  phosphate.  Similar 
extremely  basic  combinations  are  invariably  obtained  (often  mixed 
with  ferric  hydroxide),  upon  precipitating  with  ammonia  or  barium 

*  ZeitscUr.  f.  anal.  Chem.  3,  250. 
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carbonate,  a  solution  containing  phosphoric  acid  and  an  excess  of 
a  ferric  salt.  The  precipitate  obtained  by  barium  carbonate  can  be 
conveniently  filtered  off  and  washed,  the  filti'ate  is  perfectly  free 
from  either  iron  or  phosphoric  acid ;  on  the  contrary,  the  precipi- 
tate obtained  by  ammonia,  especially  if  the  latter  were  much  in 
excess,  is  slimy,  and  therefore  difficult  to  wash,  and  the  filtrate 
always  contains  small  traces  of  both  iron  and  phosphoric  acid. 

('.  Urani/l  pyrophosphate. — If  the  hot  aqueous  solution  of  a 
phosphate  soluble  in  water  or  acetic  acid  is  mixed,  in  presence  of 
free  acetic  acid,  with  uranyl  acetate,  a  precipitate  of  uranyl  hydro- 
gen phosphate  is  immediately  formed.  If  the  fluid  contains  much 
ammonium  salt,  the  precipitate  contains  also  uranyl  ammonium 
phosphate.  The  same  precipitate  forms  also  if  aluminium  or  ferric 
salts  are  present;  but  in  that  case  it  is  always  mixed  with  more 
or  less  aluminium  or  ferric  pliosphate.  Presence  of  potassium  or 
sodium  salts,  on  the  contrary,  or  of  salts  of  the  alkali-earth  metals, 
has  no  influence  on  the  comjjosition  of  the  precipitate.  Ammonium 
uranyl  phosphate  (UOjNIIjPO,  -|-  a'I-1,0)  is  a  somewhat  gelatinous, 
whitish-yellow  precipitate,  with  a  tinge  of  gi-een.  The  best  way 
of  washing  it,  at  least  so  far  as  the  principal  part  of  the  operation 
is  concerned,  is  by  boiling  with  water  and  decanting.  If,  after 
having  allowed  the  fluid  in  which  the  precipitate  is  siispended  to 
cool  a  little,  a  few  drops  of  chloroform  are  added,  and  the  mixture 
is  shaken  or  boiled  up,  the  precipitate  subsides  much  more  readily 
than  without  this  addition. 

The  precipitate  is  insoluble  in  water  and  in  acetic  acid  ;  but  it 
dissolves  in  mineral  acids ;  ammonium  acetate,  added  in  sufficient 
excess,  completely  re-precipitates  it  from  this  solution,  upon  appli- 
cation of  heat.  Upon  igniting  the  precipitate,  no  matter  whether 
containing  ammonium  or  not,  uranyl  pyrophosphate  of  the  for- 
mula (UO,),?/),  is  produced.  This  has  the  color  of  the  yolk  of  an 
egg.  If  the  precipitate  is  ignited  in  presence  of  charcoal  or  of  some 
. .  reducing  gas,  partial  reduction  to  uranous  phosphate  ensues,  owing 
to  which  the  ignited  mass  acquires  a  greenish  tint ;  however,  upon 
warming  the  greenish  residue  with  some  nitric  acid,  the  green  ura- 
nous salt  is  readily  reconverted  into  the  yellow  uranyl  salt.  Uranyl 
pyrophosphate  is  not  hygroscopic,  and  may  therefore  be  ignited 
and  weighed  in  an  open  platinum  dish  (A.  Aeendt  and  W.  Knop*). 

*  Chemisches  Centralblatt,  1856,  7G0,  803;  and  1857,  177. 
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O. 


713-2        10000 

The  one-fifth  part  of  the  precipitate  may  accordingly  be  cal- 
culated as  phosphoric  anhydride  in  ordinary  analyses.* 

f.  Stannic  phosphate  is  never  obtained  in  the  pure  state  in  the 
analytical  process,  but  contains  always  an  admixture  of  hydrated 
metastannic  acid  in  excess,  which,  iipon  ignition,  changes  to  meta- 
stannic  acid.  It  has,  generally  speaking,  the  same  properties  as 
hydrated  metastannic  acid,  and  is  more  particularly,  like  the  latter, 
insoluble  in  nitric  acid.  Upon  heating  with  concentrated  solution 
of  potassa,  potassium  phosphate  and  metastannate  are  formed. 

g.  Normal  silver  phosphate  is  a  yellow  powder ;  it  is  insoluble 
in  water,  but  readily  soluble  in  nitric  acid,  and  also  in  ammonia. 
In  ammonium  salts,  it  is  difficultly  soluble.  It  is  unalterable  in 
the  air.  Upon  ignition,  it  acquires  transiently  a  reddish-brown 
color ;  at  an  intense  red  heat,  it  fuses  without  decomposition. 


695-82    83-05 
142-00    16-95 


837-82    100-00 


h.  Mercurous  phosphate. — This  compound  is  employed  for  the 
purpose  of  effecting  the  separation  of  phosphoric  acid  from  many 
bases,  after  H.  Rose's  method. 

Mercurous  phosphate  presents  the  appearance  of  a  white  crys- 
talline mass,  or  of  a  white  powder.  It  is  insoluble  in  water,  but 
dissolves  in  nitric  acid.  The  action  of  a  red  heat  converts  it  into 
fused  mercuric  phosphate,  with  evolution  of  vapor  of  mercury. 
Upon  fusion  with  alkali  carbonates,  alkali  phosphates  are  pro- 
duced, and  mercury,  oxygen,  and  carbon  dioxide  escape. 

i.  Phospho-molyhdate  of  ammonium. — This   compound  also 

*  The  atomic  weight  of  uranium  is  here  taken  as  287'6,  according  to  Ebel- 
men.  If  we  take  it  according  to  Peligot,  as  240,  the  ignited  phosphate  would 
contain  80-33  "DO3,  and  19-78  P^Ob.  "W.  Knop  and  Arendt  found  in  four 
experiments  30-13,  30-06,  30-04,  and  30-04  respectively  (in  another  20-77).  It 
will  be  seen  that  these  numbers  agree  better  with  the  compositiou  as  reckoned 
from  Ebelmen's  than  from  Peligot's  atomic  weight. 
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serves   to   effect  the   separation   of  phosphoric   acid  from  other 
bodies ;  it  is  of  the  utmost  importance  in  this  respect. 

Phospho-molybdate  of  ammonium  forms  a  bright  yellow,  readily 
subsiding  precipitate.  Dried  at  100°,  it  has,  according  to  Selig- 
soHN,  the  following  (average)  composition : — 

MoO, 90-744 

PA 3-142 

(NH.XO 3-5T0 

H,0 2-544 

100-000* 

In  the  pure  state,  it  dissolves  but  sparingly  in  cold  water  (1  in 
10000 — Eggeetz)  ;  but  it  is  soluble  in  hot  water.  It  is  readily 
soluble  even  in  the  cold,  in  caustic  alkalies,  alkali  carbonates  and 
phosphates,  ammonium  chloride,  and  ammonium  oxalate.  It  dis- 
solves sparingly  in  ammonium  sulphate,  potassium  nitrate,  and 
potassium  chloride ;  and  very  sparingly  in  ammonium  nitrate. 

It  is  soluble  in  potassium  sulphate  and  sodium  sulphate,  sodium 
chloride  and  magnesium  chloride,  and  sulphuric,  hydrochloric  and 
nitric  acids  (concentrated  and  dilute).  Water,  containing  1  per 
cent,  of  common  nitric  acid,  dissolves  g  /i^  ^  (Eggeetz).  Appli- 
cation of  heat  does  not  check  the  solvent  action  of  these  substances. 
Presence  of  ammonium  molybdate  totally  changes  its  deportment 
with  acid  fluids.  Dilute  nitric  or  sulphuric  acid  containing 
ammonium  molybdate  does  not  dissolve  it ;  but  much  hydro- 
chloric acid,  even  in  the  presence  of  ammonium  molybdate,  has 
a  solvent  action,  and  this  acid  consequently  interferes  with  the 
complete  precipitation  of  phosphoric  acid  by  nitric  acid  solution 
of  ammonium  molybdate.  The  solution  of  the  phospho-molybdate 
of  ammonium  in  acids  is  probably  attended,  in  all  cases,  with 
decomposition  and  separation  of  the  molybdic  acid,  which  cannot 
take  place  in  the  presence  of  ammonium  molybdate  (J.  Ceaw)!. 
Tartaric  acid  and  similar  organic  substances  entirely  prevent  the 

*  From  the  varying  results  of  different  analysts  it  is  plain  that  the  precipi- 
tate, prepared  under  apparently  the  same  circumstances,  has  not  always  exactly 
the  same  composition.  Sonnenschein  (Journ.  f.  prakt.  Chem.  53,  843)  found  in 
the  precipitate  dried  at  120°,  2-93— 313  {[  P^O.;  Lipowitz  (Pogg.  Annal.  109, 
135),  in  the  precipitate  dried  at  from  30°  to  30°,  3-607  J  PaOj;  Eggbrtz  (Journ. 
f.  prakt.  Chem.  79,  496),  3  7  to  3-8  J. 

t  Chem.  Gaz.  1852,  216. 
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precipitation  of  the  pliospho-molybdate  of  ammonium  (Eggeetz). 
In  tlie  presence  of  an  iodide  instead  of  a  yellow  precipitate,  a  green 
precipitate  or  a  green  fluid  is  formed,  resulting  from  the  reducing 
action  of  the  hydriodic  acid  on  the  molybdic  acid  (J.  W.  Bill*). 
Other  substances  which  reduce  molybdic  acid  have  of  course  a 
similar  action. 

5.  BoEAcio  Acid. 

Potassium  Boeofluoeide  is  the  best  form  to  convert  boracic 
acid  into  for  the  purpose  of  the  direct  estimation  of  the  acid.  This 
compound  is  produced  by  mixing  the  solution  of  an  alkali  borate, 
in  presence  of  a  sufficient  quantity  of  potassa,  with  hydrofluoric 
acid  in  excess,  in  a  silver  or  platinum  dish,  and  evaporating  to  dry- 
ness. The  gelatinous  precipitate  which  forms  in  the  cold,  dissolves 
upon  application  of  heat,  and  separates  from  the  solution  subse- 
quently, upon  evaporation,  in  small,  hard,  transparent  crystals. 
The  compound  has  the  formula  KF,BF3.  It  is  soluble  in  water 
and  also  in  dilute  alcohol;  but  strong  alcohol  fails  to  dissolve  it; 
it  is  insoluble  also  in  concentrated  solution  of  potassium  acetate. 
It   may  be  dried  at   100°,  without   decomposition   (Aug.  Steo- 

METEEf). 

composition. 

K 39-13  31-02 

B 11-00  8-72 

F, 76-00  60-26 

126-13  100-00 

6.  Oxalic  Acid. 

"When  oxalic  acid  is  to  be  directly  determined  it  is  usually  pre- 
cipitated in  the  form  of  calcium  oxalate  ;  and  its  weight  is 
inferred  from  the  calcium  caebonate  or  calcium  oxide  produced 
from  the  oxalate  by  ignition.  For  the  properties  of  these  bodies 
see  §  73. 

7.  HrDEOFLUORTO  AciD. 

The  direct  estimation  of  hydrofluoric  acid  is  usually  effected 
by  weighing  the  acid  in  the  form  of  calcium  pluoeide. 

Calcium  fluoy'ide  forms  a  gelatinous  precipitate,  which  it  is 
found  difficult  to  wash.     If  digested  with  ammonia,  previous  to 

*  Sillim.  Journ.,  July,  1858.  f  Annal.  d.  Chem.  u.  Pharm.  100,  82. 
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filtration,  it  is  rendered  denser  and  less  gelatinous.  It  is  not  alto- 
gether insoluble  in  water;  aqueous  solutions  of  tlie  alkalies  fail  to 
decompose  it.  It  is  very  slightly  soluble  in  dilute,  but  more 
readily  in  concentrated  hydrochloric  acid.  When  acted  upon  by 
sulphuric  acid,  it  is  decomposed,  and  calcium  sulphate  and  liydro- 
fluoric  acid  are  formed.  Calcium  fluoride  is  unalterable  in  the  air, 
and  at  a  red  heat.  Exposed  to  a  very  intense  heat,  it  fuses.  Upon 
intense  ignition  in  moist  air,  it  is  slowly  and  partially  decomposed 
into  calcium  oxide  and  hydrofluoric  acid.  Mixed  with  ammonium 
chloride,  and  exposed  to  a  red  heat,  calcium  fluoride  suffers  a  con- 
tinual loss  of  weight ;  but  the  decomposition  is  incomplete. 

COMPOSITION. 

Ca 40  51-28 

F 38  48.72 


100-00 


We  often  determine  fluorine,  more  particularly  in  presence  of 
silicic  acid,  by  converting  it  into  silicon  fluoride  (SiF,).  Tliis  is  a 
colorless  gas,  fuming  in  the  air,  with  suffocating  odor,  of  sp.  gr. 
3'574,  which  decomposes  Avhen  mixed  with  water  forming  silica 
and  hydrofluosilicic  acid  thus  :  3SiF.  -f  211,0  =  2PT,SIF,+  SiO,. 

8.  Caebonio  Acid. 

The  direct  estimation  of  carbonic  acid — which,  liowever,  is 
only  rarely  resorted  to — is  usually  effected  by  weighing  the  acid  in 
the  form  of  calcium  caebonate.  For  the  properties  of  the  latter 
Bubstauce,  see  §  73. 

9.  Silicic  Acid.* 

When  silicic  acid  is  separated  by  acids  from  aqueous  solutions 
of  alkali  silicates,  it  is  at  first  perfectly  soluble  in  water.  It  be- 
comes insoluble  or  rather  difficultly  soluble  when  it  coagulates. 
Coagalation  is  a  permanent  change  and  is  furthered  by  concentra- 
tion and  by  elevation  of  temperature.  Silicic  acid  solution  con- 
taining 10  or  12  per  cent,  of  SiO,  coagulates  at  the  ordinary  tem- 
perature in  a  few  hours,  and  immediately  if  heated.     A  solution  of 

*  Free  silicic  acid  in  solution  is  assumed  to  have  the  composition  expressed 
by  the  formula  Si(0H)4.  Silicic  anliydrida  (SiOa)  is  usually  called  "silica." 
Compounds  of  SiOj  with  less  water  tlian  corrospoDds  to  the  formula  Si(OII)«  = 
SiOj(HaO)a  are  here  called  "  hydrates  of  silica." 
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5  per  cent,  may  be  preserved  without  coagulating  for  iive  or  six  days, 
one  of  2  per  cent,  for  two  or  three  months,  and  one  of  1  per  cent, 
for  several  years,  and  solutions  containing  -^  per  cent,  or  less  are 
not  appreciably  altered  by  time.  Solid  matter  in  powder  such  as 
graphite,  hastens  coagulation,  alkali  salts  induce  it  rapidly.  Aque- 
ous solutions  of  silicic  acid  may,  on  the  contrary,  be  mixed  with 
hydrochloric  acid,  nitric  acid,  acetic  acid,  tartaric  acid  and  alcohol 
without  coagulating.  The  gelatinous  silicic  acid  produced  by 
coagulation  may  contain  more  or  less  water,  and  it  appears  to  be 
the  more  difficultly  soluble  in  water,  the  less  water  it  contains; 
thus  a  jelly  of  silicic  acid  containing  1  per  cent,  of  silica  (SiO,)  gives 
a  solution  with  cold  water  containing  1  part  of  silica  in  about  5000 
parts,  a  jelly  of  5  per  cent,  gives  a  solution  containing  1  part  of  silica 
in  about  10000  parts  of  water.  A  jelly  containing  less  water  is  still 
less  soluble,  and  when  the  jelly  is  dried  up  to  a  gummy  mass  it  is 
barely  soluble  at  all ;  this  is  also  the  case  with  the  pulverulent 
hydrate  of  silica  obtained  in  the  analysis  of  silicates  by  drying  a 
jelly  containing  much  salts  at  100°  (Graham*).  The  hydrated 
silica  dried  at  100°  dissolves  but  very  slightly  in  acids  (with  the 
exception  of  hydrofluoric  acid) ;  it  dissolves,  however,  in  solutions 
of  fixed  alkalies  and  alkali  carbonates,  especially  on  heating.  Aque- 
ous ammonia  dissolves  the  jelly  in  tolerable  quantity  and  the  dry 
hydrate  in  very  notable  quantity  (PEiBEAM)f.  Regarding  the 
amount  of  water  in  the  hydrate  dried  at  given  temperatures  chem- 
ists do  not  agree.:}: 

On  ignition  all  the  hydrates  pass  into  anhydrous  silica.  As 
the  vapor  escapes  small  particles  of  the  extremely  fine  powder 
are  liable  to  whirl  up.  This  may  be  avoided  by  moistening  the 
hydrate  in  the  crucible  with  water,  evaporating  to  dryness  on  a 
water  bath,  and  then  applying  at  first  a  slight  and  then  a  gradu- 
ally increased  heat. 

The  silica  obtained  by  igniting  the  hydrate  appears  in  the 
amorphous  condition,  with  a  sp.  gr.  of  2-2  to  2'3.     It  forms  a 

*  Pogg.  Annal.  133,  539.  f  Zeitsclir.  f.  anal.  Chem.  6,  119. 

I  DovERi  (Annal.  de  Chim.  et  de  Phys.  21,  40;  Annal.  d.  Chem.  a.  Pharm. 
64,  256)  found  in  the  air-dried  hydrate  16-9  to  17-8  f  water;  J.  Fuchs  (Annal. 
d.  Chem.  u.  Pharra.  83, 119  to  123),  9-1  to  9-6;  G.  Lippert,  9-38  to  995.  Doveri 
found  in  the  hydrate  dried  at  100°,  8-3  to  9-4;  J.  Fuchs,  6-63  to  6-96;  6.  Lip- 
pert  4-97  to  5-53.  H.  Rosa  (Pogg.  Annal.  108.  1;  Journ.  ffir  prakt.  Chem.  81, 
237)  found  in  the  hydrate  obtained  by  digesting  stilbite  with  concentrated 
hydrochloric  acid,  and  dried  at  150°,  4'85  ^  water. 
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white  powder  insoluble  in  water,  and  acids  (hydrofluoric  excepted), 
soluble  in  solutions  of  the  fixed  alkalies  and  their  carbonates, 
especially  in  the  heat.  Hydrofluoric  acid  readily  dissolves  amor- 
phous silica;  the  solution  leaves  no  residue  on  evaporation  in 
platinum,  if  the  silica  was  pure.  The  amorphous  silica,  when 
he'jted  with  ammonium  fluoride  in  a  platinum  crucible,  readily 
volatilizes.  The  ignited  amorphous  silica,  exposed  to  the  air, 
eagerly  absorbs  water,  which  it  will  not  give  up  at  from  100°  to 
150°  (H.  Rose).  The  lower  the  heat  during  ignition  the  more 
hygroscopic  is  the  residue  (Souchat*).  Silica  fuses  at  the  strong- 
est heat ;  the  mass  obtained  being  vitreous  and  amorphous.  Amor- 
phous silica  ignited  with  ammonium  chloride,  at  first  loses  weight, 
and  then,  when  the  ignition  has  rendered  it  denser,  the  weight 
remains  constant. 

The  amorphous  silica  must  be  distinguished  from  the  crystallized 
or  crystalline  variety,  which  occurs  as  i-ock  crystal,  quartz,  sand,  &c. 
This  has  a  sp.  gr.  of  2-6  (Schapfgotsch),  and  is  far  more  difficultly, 
and  in  far  less  amount,  dissolved  by  potash  solution  or  solution  of 
fixed  alkah  carbonates ;  it  is  also  more  slowly  attacked  by  hydro- 
fluoric acid,  or  ammonium  fluoride.  Crystallized  silica  is  not  hygro- 
scopic, whether  strongly  or  gently  ignited  (Souchat).  Vegetable 
colors  are  not  changed  either  by  silica  or  its  hydrates. 
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ACID  RADICALS  OF  THE  SECOND  GROUP. 

§94. 

1.  Hydeochloeio  Acid. 

Hydrochloric  acid  is  almost  invariably  weighed  in  the  form  of 
SILVER  CHLOBiDE — for  the  properties  of  which  see  §  82. 

2.  Htdeobkomio  Acid. 
Hydrobromic  acid  is  always  weighed  in  the  form  of  silver 

BROMIDE. 


*  Zeitschr.  f.  anal.  Chem.  8,  433. 
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Silver  hromide,  prepared  in  the  wet  way,  forms  a  yellowisli- 
white  precipitate.  It  is  wliolly  insoluble  in  water  and  in  nitric 
acid,  tolerably  soluble  in  ammonia,  readily  soluble  in  sodium  thio- 
Bulpliate  and  potassium  cyanide.  Concentrated  solutions  of  potas- 
sium, sodium,  and  ammonium  chlorides  and  bromides  dissolve  it  to 
a  very  perceptible  amount,  while  in  very  dilute  solutions  of  these 
salts  it  is  entirely  insoluble.  Traces  only  dissolve  in  the  alkali 
nitrates.  It  dissolves  abundantly  in  a  concentrated  warm  solution 
of  mercuric  nitrate.  On  digestion  with  excess  of  potassium  iodide 
solution  it  is  completely  converted  into  silver  iodide  (Field).  On 
iffnition  in  a  current  of  chlorine  silver  bromide  is  transformed  into 
chloride  ;  on  ignition  in  a  current  of  hydrogen  it  is  converted  into 
metallic  silver.  Exposed  to  the  light  it  gradually  turns  gray,  and 
finally  black.  Under  the  influence  of  heat,  it  fuses  to  a  reddish 
liquid,  which,  upon  cooling,  solidifies  to  a  yellow,  horn-like  mass. 
Brought  into  contact  with  zinc  and  water,  it  is  decomposed :  a 
spongy  mass  of  metallic  silver  forms,  and  the  solution  contains  zinc 
bromide. 

COMPOSITION. 

Ag    .     .     .     .     107-93  57-45 

Br      ....       79-95  42-55 


187-88  100-00 

8.  HxDEioDic  Acid. 

Hydriodic  acid  is  usually  determined  in  the  form  of  silver 
IODIDE,  and  occasionally  also  in  that  of  palladious  iodide. 

a.  Silver  iodide,  produced  in  the  wet  way,  forms  a  light-yellow 
precipitate,  insoluble  in  water,  and  in  dilute  nitric  acid,  and  very 
slightly  soluble  in  ammonia.  One  part  dissolves,  according  to 
Wallace  and  Lamont*  in  2493  parts  of  aqueous  ammonia  sp.  gr. 
•89,  according  to  Martiki,  in  2510  parts  of  "96  sp.  gr.  It  is  copi- 
ously taken  up  by  concentrated  solution  of  potassium  iodide,  but  it 
is  insoluble  in  very  dilute ;  it  dissolves  readily  in  sodium  thiosul- 
phate  and  in  potassium  cyanide  ;  traces  only  are  dissolved  by  alkah 
nitrates.  In  concentrated  warm  solution  of  mercuric  nitrate  it  is 
copiously  soluble.  Hot  concentrated  nitric  and  sulphuric  acids 
con\-ert  it,  but  with  some  difficulty,  into  silver  nitrate  and  sulphate 
rc>pectively,  with  expulsion  of  the  iodine.     Silver  iodide  acquires  a 

"  Chem.  Gaz.  1859,  137. 
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black  color  when  exposed  to  the  light.  "When  heated,  it  fuses 
without  decompositiou  to  a  reddish  fluid,  which,  upon  cooling, 
solidifies  to  a  yellow  mass,  that  may  be  cut  with  a  knife.  Under 
the  influence  of  excess  of  chlorine  in  the  heat  it  is  completely  con- 
verted into  silver  chloride ;  ignition  in  hydrogen  reduces  it  but 
incompletely  to  the  metallic  state.  When  brought  into  contact 
with  zinc  and  water,  it  is  decomposed  but  incompletely :  zinc  iodide 
is  formed,  and  metallic  silver  separates. 

COMPOSITION. 

Ag    .     .     .     .     107-93  45-97 

I 126-85  64-03 


234-78  100-00 

h.  Palladious  iodide,  produced  by  mixing  an  alkali  iodide 
with  palladious  chloride,  is  a  deep  brownish-black,  flocculent  pre- 
cipitate, insoluble  in  water,  and  in  dilute  hydrochloric  acid,  but 
slightly  soluble  in  saline  solutions  (sodium  chloride,  magnesium 
chloride,  calcium  chloride,  &c.).  It  is  unalterable  in  the  air.  Dried 
simply  in  the  air  it  retains  one  molecule  of  water  =5-05  per  cent. 
Dried  long  in  vacuo,  or  at  a  rather  high  temperature  (70°  to  80°), 
it  yields  the  whole  of  this  water,  without  the  least  loss  of  iodine. 
Dried  at  100°,  it  loses  a  trace  of  iodine ;  at  from  300°  to  400°,  the 
whole  of  the  iodine  is  expelled.  It  may  be  washed  with  hot  water, 
without  loss  of  iodine. 

COMPOSITION. 

Pd 106-58  29-58 

L 253-70  70-42 


360-28  100-00 

4.  Htdeoctanic  Acid. 

Hydrocyanic  acid,  if  determined  gravimetrically  and  directly,  is 
always  converted  into  silver  cyanide — for  the  properties  of  which 
compound  see  §  S2. 

5.  Hydeosulphueio  Acid. 

The  forms  into  which  the  sulphur  in  hydrogen  sulphide  or 
metallic  sulphides,  is  converted  foi  the  purpose  of  being  weighed. 
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are  aesenious  sulphide,  silvee  sulphide,  coppek  sulphide,  and 

BAEIUM  sulphate. 

For  the  properties  of  the  sulphides  named,  see  §§  82,  85,  92 ; 
for  those  of  barium  sulphate,  see  §  71. 

ACID  BADICALS  OF  THE  THIRD  GROUP. 

§95. 
1.  NiTKic  Acid  ;  and  2.  Chloeio  Acid. 

These  two  acids  are  never  determined  directly — that  is  to  say, 
in  compounds  containing  them,  but  always  iu  an  indirect  way; 
generally  vo.lumetrically. 


SEOTIOI^   lY. 

THE   DETEEMINATION  (OE  ESTIMATION)  OF 
EADICALS. 

§96. 

In  the  preceding  Section  we  have  examined  the  composition 
and  properties  of  the  various  forms  and  conibinations  in  which 
radicals  are  separated  from  each  other,  or  in  which  they  are  weighed. 
We  have  now  to  consider  the  special  means  and  methods  of  con- 
verting them  into  such  forms  and  combinations. 

For  the  sake  of  greater  clearness  and  simplicity,  we  shall,  in 
the  present  Section,  confine  our  attention  to  the  various  methods 
applied  to  effect  the  determination  of  single  radicah,  deferring  to 
the  next  Section  the  consideration  of  the  means  adopted  for  sepa- 
rating them  from  each  other. 

As  in  the  "  Qualitative  Analysis,"  the  acids  of  arsenic  will  be 
treated  of  among  the  bases,  on  account  of  their  behavior  to  hydro- 
gen sulphide. 

In  the  quantitative  analysis  of  a  compound  we  have  to  study 
first,  the  most  appropriate  method  of  dissolving  it ;  and,  secondly, 
the  modes  of  determining  the  quantity  of  one  or  more  of  its  con- 
stituents. 

With  regard  to  the  latter  point,  we  have  to  turn  our  attention, 
first,  to  the  'performance ;  and  secondly,  to  the  accuracy  of  the 
methods. 

It  happens  very  rarely  in  quantitative  analyses  that  the  amount 
of  a  substance,  as  determined  by  the  analytical  process,  corresponds 
exactly  with  the  amount  theoretically  calculated  or  actually  pres- 
ent ;  and  if  it  does  happen,  it  is  merely  by  chance. 

It  is  of  importance  to  inquire  what  is  the  reason  of  this  fact, 
and  what  are  the  limits  of  inaccuracy  in  the  several  methods. 

The  cause  of  this  almost  invariably  occurring  discrepancy 
between  the  quantity  present  and  that  actually  found,  is  to  be 
ascribed  either  exclusively  to  the  execution,  or  it  lies  partly  in  the 
method  itself. 
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The  execution  of  the  analytical  processes  and  operations  can 
never  be  absolutely  accurate,  even  though  the  greatest  care  and 
attention  be  bestowed  on  the  most  trifling  minutise.  To  account 
for  this,  we  need  only  bear  in  mind  that  our  weights  and  measures 
are  never  absolutely  correct,  nor  our  balances  absolutely  accurate, 
nor  our  reagents  absolutely  pure ;  and,  moreover,  that  we  do  not 
weigh  in  vacuo  ;  and  that,  even  if  we  deduce  the  weight  in  vacuo 
from  the  Aveight  we  actually  obtain  by  weighing  in  the  air,  the 
very  volumes  on  which  the  calculation  is  based  are  but  approxi- 
mately known ; — that  the  hygroscopic  state  of  the  air  is  liable  to 
vary  between  the  weighing  of  the  empty  crucible  and  of  the  cru- 
cible -f-  the  substance ; — that  we  know  the  weight  of  a  filter  ash 
only  approximately ; — that  we  can  never  succeed  in  completely 
keeping  ofE  dust,  &c. 

With  regard  to  the  m^ethods,  m?a\y  of  them  are  not  entirely 
free  from  certain  unavoidable  SOT<ri?(?s  of  error ; — precipitates  are 
not  absolutely  insoluble ;  compounds  which  require  ignition  are 
not  absolutely  fixed;  others,  which  require  drying,  have  a  slight 
tendency  to  volatilize ;  the  final  reaction  in  volumetric  analyses  is 
usually  produced  only  by  a  small  excess  of  the  standard  fluid, 
which  is  occasionally  liable  to  vary  with  the  degree  of  dilution,  the 
temperature,  &c. 

Strictly  speaking,  no  method  can  be  pronounced  quite  free 
from  defect ;  it  should  be  borne  in  mind,  for  example,  that  even 
barium,  sulphate  is  not  absolutely  insoluble  in  water.  Whenever 
we  describe  any  method  as  free  from  sources  of  error,  we  mean, 
that  no  causes  of  considerable  inaccuracy  are  inherent  in  it. 

We  have,  therefore,  in  our  analytical  processes,  invariably  to 
contend  against  certain  sources  of  inaccuracy  wliich  it  is  impossi- 
ble to  overcome  entirely,  even  though  our  operations  be  conducted 
with  the  most  scrupulous  care  and  with  the  utmost  attention  to 
established  rules.  It  will  be  readily  understood  that  several  defects 
and  sources  of  error  may,  in  some  cases,  cotnbine  to  vitiate  the 
results  ;  whereas,  in  other  cases,  they  may  compensate  one  another, 
and  thus  enable  us  to  attain  a  higher  degree  of  accuracy.  The 
comparative  accuracy  of  the  results  attainable  by  an  analytical 
method  oscillates  between  two  points — these  points  are  called  the 
limits  of  error.  In  the  case  of  methods  free  from  sources  of  error, 
these  limits  will  closely  approach  each  other ;  thus,  for  instance,  in 
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the  determination  of  chlorine,  with  great  cai-e  one  will  always  be 
able  to  obtain  between  99"9and  lOO'l  for  the  100  parts  of  chlorine 
actually  present. 

Less  perfect  methods  will,  of  course,  exhibit  far  greater  dis- 
crepancies ;  thus,  in  the  estimation  of  strontium  by  means  of  sul- 
phuric acid,  the  most  attentive  and  skilful  operator  may  not  be 
able  to  obtain  more  than  99'0  (and  even  less)  for  the  100  parts 
of  strontium  actually  present.  I  may  here  incidentally  state  that 
the  niimbers  occasionally  given  in  this  manner,  in  the  course  of  the 
present  work,  to  denote  the  degree  of  accuracy  of  certain  methods, 
refer  invariably  to  the  substance  estimated  (chlorine,  nitrogen, 
baryta,  for  instance),  and  not  to  the  combination  in  which  that 
substance  may  be  weighed  (silver  cliloride,  ammonium  platinic 
chloride,  barium  sulphate,  for  instance) ;  otherwise  the  accuracy  of 
various  methods  would  not  be  comparable. 

The  occasional  attainment  of  results  exactly  corresponding  with 
the  numbers  calculated  does  not  always  justify  the  assumption,  on 
the  part  of  the  student,  that  his  operations,  to  have  led  to  such  a 
result,  must  have  been  conducted  with  tlie  utmost  precision  and 
accuracy.  It  may  sometimes  happen,  in  the  course  of  the  analyti- 
cal process,  that  one  error  serves  to  compensate  anotlier ;  thus,  for 
instance,  the  analyst  may,  at  the  commencement  of  his  operations, 
spill  a  minute  portion  of  the  substance  to  be  analyzed ;  whilst,  at  a 
later  stage  of  the  process,  he  may  recover  the  loss  by  an  imperfect 
washing  of  the  precipitate.  As  a  general  rule,  results  showing  a 
trifling  deficiency  of  substance  may  be  looked  upon  as  better  proof 
of  accurate  performance  of  the  analytical  process  than  results 
exhibiting  an  excess  of  substance. 

As  not  the  least  effective  means  of  guarding  against  error  and 
inaccuracies  in  gra/vimetric  analyses,  I  M-ould  most  strongly  recom- 
mend the  analyst,  after  weighing  a  precijpitate,  (&c.,  to  compare 
its  properties  {color,  solubility,  reaction,  dec.)  with  those  which  it 
should  possess,  and  which  have  been  amply  described  in  the  pre- 
ceding Section. 

In  my  own  laboratory,  I  insist  upon  all  substances  that  are 
weighed  in  the  course  of  an  analysis  being  kept  between  watch- 
glasses,  until  the  whole  affair  is  concluded.  This  affords  always  a 
chance  of  testing  them  once  more  for  some  impurity,  the  presence 
of  which  may  become  suspected  in  the  after-course  of  the  process. 
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I.  DETERMINATION  OF  BASIC  RADICALS  IN  SIMPLE  SALTS. 
First  Group. 

POTASSIUM SODIUM AMMONIUM (lITHIUM). 

§97. 

1.  Potassium. 

a.  Solution. 

Potassa  and  potassium  salts  of  those  inorganic  acids  which  we 
have  to  consider  here,  are  dissolved  in  water,  in  which  menstnium 
they  dissolve  readily,  or  at  all  events,  pretty  readily. 

Potassium  salts  of  organic  acids  it  is  most  convenient  to  convert 
into  potassium  sulphate.     See  p.  211. 

h.  Determination. 

Potassium  is  weighed  either  as,  potassium  sulphate,  &&  potassium 
chloride,  or  w  potassium  platinic  chloride  (see  §  68).  It  may  also 
be  determined  volumetrically.  For  the  alkalimetric  estimation  of 
potassa  or  potassium  carbonate,  see  §§  195  and  196. 

We  may  convert  into 

1.  Potassium  Sulphate. 

Potassium  salts  of  strong  volatile  acids ;  e.g.,  potassium  chloride, 
potassium  bromide,  potassium  nitrate,  &c.,  and  salts  of  organic 
acids. 

2.  Potassium  Chloeide. 

In  general,  caustic  potassa  and  potassium  salts  of  weak  volatile 
acids ;  also,  and  more  particularly,  potassium  sulphate,  chromate, 
chlorate,  and  silicate. 

3.  Potassium  Platinic  CHLOEtDE. 

Potassium  salts  of  non-volatile  acids  soluble  in  alcohol;  e.g., 
potassium  phosphate,  potassium  borate. 

The  potassium  in  potassium  borate  may  be  determined  also  as 
sulphate  (§  136) ;  and  the  potassium  in  the  phosphate,  as  potassium 
chloride  (§  135). 

The  form  of  potassium  platinic  chloride  may  also  be  resorted 
to  in  general,  for  the  estimation  of  potassium  in  all  potassium  salts 
of  those  acids  which  are  soluble  in  alcohol.  This  form  is,  more- 
over, of  especial  importance,  as  that  in  which  the  separation  of 
potassium  from  sodium,  &c.,  is  effected. 
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4.  Potassium  Silicofluoeide. 

Potassium  salts  of  those  acids  which  are  soluble  in  weak  alcohol, 
except  borate. 

1.  Determination  as  Potassium  Sulphate. 

Evaporate  the  aqueous  solution  of  the  potassium  sulphate  to 
dryness,  ignite  the  residue  in  a  platinum  crucible  or  dish,  and 
weigh  (§  42).  The  residue  must  be  thoroughly  dried  before  you 
proceed  to  ignite  it ;  the  heat  applied  for  the  latter  purpose  must 
be  moderate  at  iirst,  and  very  gradually  increased  to  the  requisite 
degree ;  the  crucible  or  dish  must  be  kept  well  covered — neglect  of 
these  precautionary  rules  involves  always  a  loss  of  substance  from 
decrepitation.  If  free  sulphuric  acid  is  present,  we  obtain,  upon 
evaporation,  acid  potassium  sulphate ;  in  such  cases  the  acid  salt  is 
to  be  converted  into  the  normal  by  igniting  first  alone  (here  it  is 
best  to  place  the  lamp  so  that  the  flame  may  strike  the  dish-cover 
obliquely  from  above),  then  with  ammonium  carbonate.     See  §  68. 

For  properties  of  the  residue,  see  §  68.  Observe  more  particu- 
larly that  the  residue  must  dissolve  to  a  clear  fluid,  and  that  the 
solution  must  be  neutral.  Should  traces  of  platinum  remain  behind 
(the  dish  not  having  been  previously  weighed),  these  must  be  care- 
fully determined,  and  their  weight  subtracted  from  that  of  the 
ignited  residue. 

"With  proper  care  and  attention,  this  method  gives  accurate 
results. 

To  convert  the  above-mentioned  salts  (potassium  chloride,  &c.) 
into  potassium  sulphate,  add  to  their  aqueous  solution  a  quantity 
of  pure  sulphuric  acid  more  than  sufficient  to  form  normal  sulphate 
with  the  whole  of  the  potassium,  evaporate  the  solution  to  urj'- 
ness,  ignite  the  residue,  and  convert  the  resulting  acid  potassium 
sulphate  into  the  normal,  by  treating  with  ammonium  carbonate 
(§68). 

As  the  expulsion  of  a  large  quantity  of  sulphuric  acid  is  a  very 
disagreeable  process,  avoid  adding  too  great  an  excess.  Should  too 
little  of  the  acid  have  been  used,  which  you  may  infer  from  tlio 
non-evolution  of  sulphuric  acid  fumes  on  ignition,  moisten  the 
residiie  with  dilute  sulphuric  acid,  evaporate,  and  again  ignite.  If 
you  have  to  deal  with  a  small  quantity  only  of  potassium  chloride, 
&c.,  proceed  at  once  to  treat  the  dry  salt,  cautiously,  with  dilute 
sulphuric  acid  in  the  platinum  crucible ;  provided  the  latter  be 
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capacious  enough.     In  the  case  of  potassium  bromide  and  iodide, 
the  use  of  platinum  vessels  must  be  avoided. 

[Potassium  salts  of  organic  acids  are  directly  converted  into 
potassium  sulphate  by  first  carbonizing  them  at  the  lowest  possible 
temperature,  and  after  cooling  adding  some  crystals  of  pure  ammo- 
nium sulphate  and  a  little  water  to  the  mass.  The  crucible  being 
covered,  the  water  is  evaporated  by  heating  the  crucible  cover,  and 
the  whole  is  afterwards  heated  to  dull  redness,  until  the  excess  of 
ammonium  sulphate  is  destroyed.  If  the  carbon  is  not  fully  con- 
sumed by  this  operation,  add  a  little  ammonium  nitrate  and  repeat 
the  ignition.  Kiimmerer.*]  It  is  usually  advisable  to  ignite  finally 
in  an  atmosphere  of  ammonium  carbonate. 

2.  Determination  as  Potassium  Chlmnde.  ■ 

General  method  the  same  as  described  in  1.  The  residue  of 
potassium  chloride  must,  previously  to  ignition,  be  treated  in  the 
same  way  as  potassium  sulphate,  and  for  the  same  reason.  The 
salt  must  be  heated  in  a  well-covered  crucible  or  dish,  and  only  to 
dull  redness,  as  the  application  of  a  higher  degree  of  heat  is  likely 
to  cause  some  loss  by  volatilization.  No  particular  I'egard  need  be 
had  to  the  presence  of  free  acid.  For  properties  of  the  residue, 
see  §  68.  This  method,  if  properly  and  carefully  executed,  gives 
very  accurate  results.  The  potassium  chloride  may,  instead  of 
being  weighed,  be  determined  volumetrically  by  §  141,  h.  This 
method,  however,  has  no  advantage  in  the  case  of  single  estima- 
tions, but  saves  time  when  a  series  of  estimations  has  to  be 
made. 

In  determining  potassium  in  the  carbonate  it  is  sometimes 
desirable  to  avoid  the  eifervescenee  occasioned  by  treatment  with 
hydrochloric  acid,  as,  for  instance,  in  the  case  of  the  ignited  resi- 
due of  a  potassium  salt  of  an  organic  acid,  which  is  contained  in 
the  crucible.  This  may  be  effected  by  treating  the  carbonate  with 
solution  of  ammonium  chloride  in  excess,  evaporating  and  igniting, 
when  ammonium  carbonate  and  the  excess  of  ammonium  chloride 
will  escape,  leaving  potassium  chloride  behind.  ■ 

The  methods  of  converting  the  potassium  compounds  specified 
above  into  potassium  chloride,  will  be  found  in  Part  II.  of  this 
Section,  under  the  respective  heads  of  the  acids  which  they  con- 
tain. 

[*  Tres.  Zeit.  VII.  233.] 
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3.  Determination  as  Potassium.  Platinio  Chloride. 

a.  Potassium  salts  of  volatile  acids  (nitric  acid,  acetic  acid,  &c.). 

Mix  the  solution  with  hydrochloric  acid,  evaporate  to  dryness, 
dissolve  the  residue  in  a  little  water,  add  a  concentrated  solution 
of  platinic  chloride,  as  neutral  as  possible,  in  excess,  and  evaporate 
in  a  porcelain  dish,  on  the  water-bath,  nearly  to  dryness,  taking 
care  not  to  heat  the  water-bath  quite  to  boiling.  Add  alcohol  of 
about  80  per  cent,  by  volume  to  the  residue  and  let  it  stand  for 
some  time,  pour  the  alcoholic  solution  through  a  small  filter,  and 
treat  the  residue  if  necessary  a  few  times  with  small  quantities  of 
a,lcohol  of  the  same  strength,  until  it  appears  to  be  pure  potassium 
platinic  chloride.  Bring  this  upon  the  filter  and  wash  completely 
by  applying  repeatedly  small  quantities  of  the  same  alcohol.  Dry 
next  the  filter  and  its  contents  in  the  funnel,  for  it  is  necessary 
that  the  alcohol  should  be  completely  volatilized.  Transfer  the' 
contents  of  the  filter  carefully  to  a  watch-glass,  and  place  the  filter 
back  into  the  funnel  and  dissolve  and  wash  out  the  small  quantity 
of  adhering  potassium  platinic  chloride  with  hot  water.  Evaporate  ' 
the  yellow  solution  thus  obtained  to  dryness  in  a  weighed  platinum 
vessel.  Then  bring  the  chief  quantity  of  the  precipitate  into  the 
platinum  dish  and  dry  the  whole  to  a  constant  weight  at  130°  C._^ 

If  the  quantity  of  potassium  platinic  chloride  obtained  is  very 
small,  the  whole  may  be  dissolved  from  the  filter,  evaporated  and 
dried  in  the  same  manner.* 

ft.  Potassium  salts  of  non-volatile  acids  (phosphoric  acid,  bora- 
cic  acid,  &c.). 

Make  a  concentrated  solution  of  the  salt  in  water,  add  some 
hydrochloric  acid,  and  platinic  chloride  in  excess,  mix  with  a 
tolerable  quantity  of  the  strongest  alcohol,  let  the  mixture  stand 
24  hours  ;  after  which  filter,  and  proceed  as  directed  in  a. 

Properties  of  the  precipitate,  §  68.  This  method,  if  properly 
executed,  gives  satisfactory  results.  Still  there  is  generally  a 
trifling  loss  of  substance,  potassium  platinic  chloride  not  being 
absolutely  insoluble  even  in  strong  alcohol.  In  accurate  analyses, 
therefore,  the  alcoholic  washings  must  be  evaporated,  with  addi- 
tion of  a  little  pure  sodium  chloride,  at  a  temperature  not  exceed- 
ing 75°,  nearly  to  dryness,  and  the  residue  treated  once  more  with 

*  When  many  successive  determinations  are  to  he  made,  fspccinlly  ia 
teclinical  analyses,  miicli  time  can  be  saved  by  using  Goocu's  apparatus  (see 
p.  100)  for  washing  and  weighing  the  KaPtClo. 
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alcoliol  of  80  per  cent.  A  trifling  additional  amount  of  potassium 
platinic  chloride  is  thus  obtained,  which  is  either  added  to  the 
principal  precipitate  or  collected  on  a  separate  small  filter,  and 
weighed  by  dissolving  from  the  filter  and  evaporating  to  dryness 
as  above  described.  The  object  of  the  addition  of  a  little  sodium 
chloride  to  the  platinic  chloride  is  to  obviate  the  decomposition 
to  which  pure  platinic  chloride  is  more  liable,  upon  evaporation  in 
alcoholic  solution  alone,  than  it  is  when  mixed  with  sodium  pla- 
tinic chloride.  The  atmosphere  of  a  laboratory  often  contains 
ammonia,  which  might  give  rise  to  the  foi-mation  of  some  am- 
monium platinic  chloride,  and  to  a  consequent  increase  of  weight 
in  the  potassium  salt. 

4.  Volu7netric  determination  after  conversion  into  Potas- 
sium Silicofluoride. 

To  the  moderately  concentrated  solution  of  the  potassium  salt 
in  a  beaker  add  a  sufficiency  of  hydrofluosilicic  acid,*  and  then  an 
equal  volume  of  pure  strong  alcohol.  If  the  potassium  salt  was 
difficultly  soluble  (such  as  potassium  platinic  chloride),  warm  it 
with  the  hydrofluosilicic  acid  before  adding  the  spirit.  The  potas- 
sium silicofluoride  will  separate  as  a  translucent  precipitate ;  when 
it  has  settled,  filter,  wash  out  the  beaker  with  a  mixture  of  equal 
parts  strong  alcohol  and  water,  and  wash  the  precipitate  with 
the  same  mixture  till  the  washings  are  no  longer  acid  to  litmus 
paper.  Put  the  filter  and  precipitate  into  the  beaker  previously 
used,  treat  with  water,  add  some  tincture  of  litmus,  heat  to  boil- 
ing, and  add  standard  potash  solution  (§  192)  till  the  fluid  is  just 
blue,  and  remains  so  after  continued  boiling.  The  reaction  is  as 
follows  :  (KF),SiF.  +  4K0H  =  6KF  +  Si(OH)„  consequently 
2  atoms  potassium  in  the  standard  solution  correspond  to  1  at. 
potassium  originally  present  and  precipitated  as  potassium  silico- 
fluoride (Fe.  STOLBAf). 

If  the  solution  of  the  potassium  salt  contains  much  free  acid, 
particularly  sulphuric  acid,  this  is  to  be  removed  by  heat  before 
adding  the  hyrofluosilicic  acid.  Small  quantities  of  ammonium 
salts  are  of  no  influence,  large  quantities  should  be  removed. 
It  need  hardly  be  mentioned  that  other  metals  precipitable  by 

*  W.  Knop  and  W.  Wolf  use  hydrofluosilicate  of  aniline  instead. — Zeit- 
schr.  f.  anal.  Chem.  1,  471. 

+  Zeitschr.  f.  anal.  Chem.  3,  298. 
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hydrofluosilieic  acid  must  be  absent.  The  results  are  satisfactory. 
Stolba  obtained  99-2  to  100  per  cent.  Potassium  platinic  chloride 
may  be  easily  converted  into  potassium  silicofluoride ;  hence,  in 
technical  analyses,  the  potassium  may  be  separated  in  the  first 
form,  and  then  titrated  as  the  latter  (Stolba,  loc.  dt.). 

§98. 

2.  Sodium. 

a.  Solution. 

See  §  97,  a — solution  of  potassa  sodium — all  the  directions 
given  in  that  place  applying  equally  to  the  solution  of  soda  and 
sodium  salts. 

b.  Determination. 

Sodium  is  determined  either  as  sodium  sulphate,  as  sodium 
chloride,  or  as  sodium  carbonate  (§  69).  For  the  alkalimetric  esti- 
mation of  caustic  soda  and  sodium  carbonate,  see  §§  195  and  196. 

AVe  may  convert  into 

1.  Sodium  Sulphate;  2.  Sodium  Chloeide. 
In  general  the  sodium  salts  corresponding  to  the  potassium 
salts  specified  under  the  analogous  potassium  compounds,  §  97. 

3.  Sodium  Caebonate. 

Caustic  soda,  sodium  hydrogen  carbonate,  and  sodium  salts  of 
organic  acids,  also  sodium  nitrate  and  sodium  chloride. 

In  sodium  borate  the  sodium  is  estimated  best  as  sodium  sul- 
phate (§  136) ;  in  the  phosphate,  as  sodium  chloride,  or  sodium 
carbonate  (§  135). 

Sodium  salts  of  organic  acids  are  determined  either,  like  the 
corresponding  potassium  compounds,  as  chloride,  or — by  preference 
— as  carbonate.  (Tliis  latter  method  is  not  so  well  adapted  for 
potassium  salts.)  The  analyst  must  here  bear  in  mind,  that  when 
carbon  acts  on  fusing  sodium  carbonate,  carbon  monoxide  escapes, 
and  caustic  soda  in  not  inconsiderable  quantity  is  formed. 

1.  Determination  as  Sodium  Sulphate. 

If  alone  and  in  aqueous  solution,  evaporate  to  dryness,  ignite 

and  weigh  the  residue  in  a  covered  platinum  crucible  (§  42).     The 

process  does  not  involve  any  risk  of  loss  by  decrepitation,  as  in  tlie 

case  of  potassium  sulphate.     If  free  sulphuric  acid  happens  to  be 
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present,  this  is  removed  in  the  same  way  as  in  the  case  of  potas- 
sium sulphate. 

"With  regard  to  the  conversion  of  sodium  chloride,  &c.,  into 
sodium  sulphate,  see  §  97,  l,  1.  For  properties  of  the  residue,  see 
§  69.     The  method  is  easy,  and  gives  accurate  results. 

2.  Determination  as  Sodium  Chloride. 

Same  method  as  described  in  1.  The  rules  given  and  the 
observations  made  in  §  97,  5,  2,  apply  equally  here.  For  properties 
of  the  residue,  see  §  69. 

The  methods  of  converting  sodium  sulphate,  chromate,  chlorate, 
and  silicate  into  sodium  chloride,  will  be  found  in  Part  II.  of  this 
Section,  under  the  respective  heads  of  the  acids  which  these  salts 
contain. 

3.  Determination  as  Sodium  Carhonate. 

Evaporate  the  aqueous  solution,  ignite  moderately,  and  weigh. 
The  results  are  perfectly  accurate.  For  properties  of  the  residue, 
see  §  69.^ 

Caustic  soda  is  converted  into  the  carbonate  by  adding  to  its 
aqueous  solution  ammonium  carbonate  in  excess,  evaporating  at  a 
gentle  heat,  and  igniting  the  residue. 

Sodium  hydrogen  carbonate,  if  in  the  dry  state,  is  converted 
into  the  normal  carbonate  by  ignition.  The  heat  must  be  very 
gradually  increased,  and  the  crucible  kept  well  covered.  If  in 
aqueous  solution,  it  is  evaporated  to  dryness,  in  a  capacious  silver 
or  platinum  dish,  and  the  residue  ignited. 

Sodium  salts  of  organic  acids  are  converted  into  the  carbonate 
by  ignition  in  a  covered  platinum  cmcible,  from  which  the  lid  is 
removed  after  a  time.  The  heat  must  be  increased  very  gradually. 
When  the  mass  has  ceased  to  swell,  the  crucible  is  placed  obliquely, 
with  the  lid  leaning  against  it  (see  §  52,  fig.  42),  and  a  dull  red 
heat  applied  until  the  carbon  is  consumed  as  far  as  practicable. 
The  contents  of  the  crucible  are  then  warmed  with  water,  and  the 
fluid  is  filtered  off  from  the  residuary  carbon,  which  is  carefully 
washed.  The  filtrate  and  rinsings  are  evaporated  to  dryness  with 
the  addition  of  a  little  ammonium  carbonate,  and  the  residue  is 
ignited  and  weighed.  The  ammonium  carbonate  is  added,  to  con- 
vert any  caustic  soda  that  may  have  been  formed  into  carbonate. 
The  method,  if  carefully  conducted,  gives  accurate  results ;  how- 
ever, a  small  loss  of  soda  on  carbonization  is  not  to  be  avoided. 
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Sodium  nitrate,  or  sodium  cliloride,  may  be  converted  into  car- 
bonate, by  adding  to  their  aqueous  solution  perfectly  pure  oxalic 
acid  in  moderate  excess,  and  evaporating  several  times  to  dryness, 
with  repeated  reuevral  of  the  water.  All  the  nitric  acid  of  the 
sodium  nitrate  escapes  in  this  process  (partly  decomposed,  partly 
undecomposed) ;  and  equally  so  all  the  hydrochloric  acid  in  the 
case  of  sodium  chloride.  If  the  residue  is  now  ignited  until  the 
excess  of  oxalic  acid  is  removed,  sodium  carbonate  is  left. 
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3.  Amhonium. 

a.  Solution. 

Ammonia  is  soluble  in  water,  as  are  all  ammonium  salts  of  those 
acids  which  claim  our  attention  here.  It  is  not  always  necessary, 
however,  to  dissolve  ammonium  salts  for  the  purpose  of  determin- 
ing the  amount  of  ammonium  contained  in  them. 

5.  Determination. 

Ammonium  is  weighed,  as  stated  §  70,  either  in  tlie  form  of 
ammonium  chloride^  or  in  that  of  ammonium  pJatlnic  cldorlde. 
Into  these  forms  it  may  be  converted  either  directly  or  i  ml  I  redly 
{I.e.,  after  expulsion  as  ammonia,  and  re-combination  with  an  acid). 
Ammonium  is  also  frequently  determined  by  volumetric  analysis, 
and  its  quantity  is  sometimes  inferred,  from  the  volume  of  nitrogen. 

We  convert  directly  into 

1.  Ammonium  Ciiloeide. 

Ammonia  gas  and  its  aqueous  solution,  and  also  ammonium  salts 
of  weak  volatile  acids  (ammonium  carbonate,  ammonium  sulphide, 
etc.). 

2.  Ammonium  Platinic  Culoeide. 

Ammonium  salts  of  acids  soluble  in  alcohol,  such  as  ammonium 
sulphate,  ammonium  phosphate,  &c. 

3.  TJie  methods  based  on  the  expulsion  of  ammonta  from 
ammonium  compounds,  and  also  that  of  inferring  the  amount  of 
ammonium  from  the  volume  of  nitrogen  eliminated  in  tJie  dry 
way,  are  equally  applicable  to  all  ammonium  salts. 

The  expulsion  of  ammonia  in  the  dry  way  (by  ignition  witli 
soda-lime),  and  its  estimation  from  the  volume  of  nitrogen  elimi- 
nated in  the  dry  way,  being  effected  in  tlie  same  manner  as  the 


218  DETEEMINATIOW.  [§  99. 

estimation  of  the  nitrogen  in  organic  compounds,  I  refer  the  stu- 
dent to  the  Section  on  organic  analysis.  Here  I  shall  only  give  the 
methods  based  upon  the  expulsion  of  ammonia  and  of  nitrogen  in 
the  wet  way.  For  the  alkalimetric  estimation  of  free  ammonia, 
see  §§  195  and  196. 

1.  Deter Tnination  as  Ammonium  Chloride. 
Evaporate  the  aqueous    solution   of  the   ammonium  chloride 

on  the  water-bath,  and  dry  the  residue  at  100°  until  the  weight 
remains  constant  (§  42).  The  results  are  accurate.  The  volatili- 
zation of  the  chloride  is  very  triiling.  A  direct  experiment  gave 
99'91:  instead  of  100.  (See  Expt.  15.)  The  presence  of  free 
hydrochloric  acid  makes  no  difference ;  the  conversion  of  caustic 
ammonia  into  ammonium  chloride  may  accordingly  be  effected  by 
STipersaturating  with  hydrochloric  acid.  The  same  applies  to  the 
conversion  of  the  carbonate,  with  this  addition  only,  that  the  process 
of  supersaturation  must  be  conducted  in  an  obliquely-placed  flask, 
and  the  mixture  heated  in  the  same,  till  the  carbonic  acid  is  driven 
off.  In  the  analysis  of  ammonium  sulphide  we  proceed  in  the 
same  way,  taking  care  simply,  after  the  expulsion  of  the  hydrogen 
sulphide,  and  before  proceeding  to  evaporate,  to  filter  off  the  sul- 
phur which  may  have  separated.  Instead  of  weighing  the  ammo- 
nium chloride,  its  quantity  may  be  inferred  by  the  determination 
of  its  chlorine  according  to  §  141,  h.  (Comp.  potassium  chloride, 
§  9T,  h,  3.) 

2.  Determination  as  Ammonium,  Platinic  Chloride, 
a.  Ammoniacal  salts  with  volatile  acids. 

Same  method  as  described  in  §  9Y,  5,  3,  a  (potassium  platinic 
chloride). 

ft.  Ammonium  salts  of  non-volatile  acids. 

Same  method  as  described  §  97,  5,  3,  ft  (potassium  platinic 
chloride).     The  results  obtained  by  these  methods  are  accurate. 

If  you  wish  to  control  the  results,*  ignite  the  double  chloride, 
wrapped  up  in  the  filter,  in  a  covered  crucible,  and  calculate  the 
amount  of  ammonium  from  that  of  the  residuary  platinum.  The 
results  must  agree.     The  heat  must  be  increased  very  gradually .f 

*  If  the  ammonium  platinic  chloride  is  pure,  which  may  be  known  by  its 
color  and  general  appearance,  this  control  may  be  dispensed  with. 

f  The  best  way  is  to  continue  the  application  of  a  moderate  heat  for  a  long 
time,  then  to  remove  the  lid,  place  the  crucible  obliquely,  with  the  lid  leaning 
against  it,  and  burn  the  charred  filter  at  a  gradually-increased  heat  (H.  Rose). 
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Want  of  due  caution  in  this  respect  is  apt  to  lead  to  loss,  from 
particles  of  the  double  salt  being  carried  away  with  the  ammonium 
chloride.  Very  small  quantities  of  ammonium  platinic  chloride 
arc  collected  on  an  unweighed  filter,  dried,  and  at  once  reduced  to 
platinum  by  ignition.* 

3.  Estimatio7i  iy  Expulsion  of  the  Ammonia  in  the  Wet 
Way. 

This  method,  which  is  applicable  in  all  cases,  may  be  efEected 
in  two  different  ways,  viz. : 

a.  Expulsion  of  the  Ammonia  by  Distillation  with  Solution 
OF  PoTAssA,  or  Soda,  or  with  Milk  of  Lime. — Applicable  in  all 
cases  where  no  nitrogenous  organic  matters  from  which  ammonia 
might  be  evolved  upon  boiling  with  solution  of  potassa,  &c.,  are 
present  with  the  ammonium  salts. 

Weigh  the  substance  under  examination  in  a  small  glass  tube, 
three  centimetres  long  and  one  wide,  and  put  the  tube,  with  the 
substance  in  it,  into  a  flask  containing  a  suitable  quantity  of  mod- 
erately concentrated  solution  of  potassa  or  soda,  or  milk  of  lime, 
from  which  every  trace  of  ammonia  has  been  removed  by  protracted 
ebullition,  but  which  has  been  allowed  to  get  thoroughly  cold 
again  ;  place  the  flask  in  a  slanting  position  on  wire-gauze,  and 
immediately  connect  it  by  means  of  a  glass  tube  bent  at  an  obtuse 
angle,  with  the  glass  tube  of  a  small  cooling  apparatus.  Connect 
the  lower  end  of  this  tube,  by  means  of  a  tight-fitting  perforated 
cork,  with  a  sufiiciently  large  tubulated  receiver  which  is  in  its 
turn  connected  with  a  U-tube  by  means  of  a  bent  tube  passing 
through  its  tubulure. 

If  you  wish  to  determine  volumstr'ically  the  quantity  of  n.mmo- 
nia  expelled,  introduce  the  larger  portion  of  a  measured  quantity 
of  standard  solution  of  acid  (sulphuric,  hydrochloric,  or  oxalic, 
§  192),  into  the  receiver,  the  remainder  into  the  U-tube ;  add  to 
the  portion  of  fluid  in  the  latter  a  little  water,  and  color  the  liquids 
in  the  receiver  and  U-tube  red  with  1  or  2  c.  c.  of  tincture  of  lit- 
nms.  The  cooling-tube  must  not  dip  into  the  fluid  in  the  receiver ; 
the  fluid  in  the  U-tube  must  completely  fill  the  lower  part,  but  it 
must  not  rise  high,  as  otherwise  the  passage  of  air  bubbles  might 

*  In  a  series  of  experiments  to  get  the  platinum  from  pure  and  pcifcctly 
anhydrous  ammonium  platinic  chloride,  by  very  cautious  ignition,  Mr.  Lucius, 
one  of  my  pupils,  obtained  from  441  to  44  3  per  cent,  of  the  metal,  instead  of 
44-3. 
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easily  occasion  loss  by  spirting.  The  qnantity  of  acid  used  must 
of  course  be  more  tban  sufficient  to  fix  the  whole  of  the  ammonia 
expelled. 

When  the  apparatus  is  fully  arranged,  and  you  have  ascertained 
that  all  the  joints  are  perfectly  tight,  heat  the  contents  of  the  flask 
to  gentle  ebullition,  and  continue  the  application  of  the  same 
degree  of  heat  until  the  drops,  as  they  fall  into  the  receiver,  have 
for  some  time  altogether  ceased  to  impart  the  least  tint  of  Hue  to 
the  portion  of  the  fluid  with  which  they  first  come  in  contact. 
Loosen  the  cork  of  the  flask,  allow  to  stand  half  an  hour,  pour 
the  contents  of  the  receiver  and  U-tube  into  a  beaker,  rinsing  out , 
with  small  quantities  of  water,  determine  finally  with  a  standard 
solution  of  alkali  the  quantity  of  acid  still  free,  which,  by  simple 
subtraction,  will  give  the  amount  of  acid  which  has  combined  with 
the  ammonia ;  and  from  this  you  may  now  calculate  the  amount  of 
the  latter  (§  192).     Results  accurate.* 

If  3'ou  wish  to  determine  hy  the  gravimetric  m.ethod  the  quan- 
tity of  ammonia  expelled^  receive  the  ammonia  evolved  in  a  quan- 
tity of  hydrochloric  acid  more  than  sufficient  to  fix  the  whole  of  it, 
and  determine  the  ammonium  chloride  formed,  either  by  simple 
evaporation,  after  the  directions  of  1,  or  as  ammonium  platinic 
chloi'ide,  after  the  directions  of  2. 

h.  Expulsion  of  the  Ammonia  by  Milk  or  Lime,  without 
Application  of  Heat. — This  method,  recommended  by  Schlosing, 
is  based  upon  the  fact  that  an  aqueous  solution  containing  free 
ammonia  gives  off  the  latter  completely,  and  in  a  comparatively 
short  time,  when  exposed  in  a  shallow  vessel  to  the  air,  at  the  com- 
mon temperature.  It  finds  application  in  cases  where  the  presence 
of  organic  nitrogenous  substances,  decomposable  by  boiling  alkalies, 
forbids  the  use  of  the  method  described  in  3,  a ;  thus,  for  instance, 
in  the  estimation  of  the  ammonia  in  urine,  manures,  &c. 

The  fluid  containing  the  ammonia,  the  volume  of  which  must 
not  exceed  35  c.  c,  is  introduced  into  a  shallow  flat-bottomed  ves- 
sel from  10  to  12  centimetres  in  diameter;  this  vessel  is  put  on  a 
plate  filled  with  mercury.  A  tripod,  made  of  a  massive  glass  rod, 
is  placed  in  the  vessel  which  contains  the  solution  of  the  ammonium 
salt,  and  a  saucer  or  shallow  dish  with  10  c.  c.  of  the  normal  solu- 
tion of  oxalic  or  sulphuric  acid  (§  192)  put  on  it.     A  beaker  is  now 

*  [In  thus  estimating  minute  quantities  of  ammonia,  the  condensing  tube 
must  be  of  tin,  since  glass  yields  a  sensible  amount  of  alkali  to  hot-water  vapor.] 
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inverted  over  the  whole.  The  beaker  is  lifted  up  on  one  side  .is 
far  as  is  required,  and  a  sufficient  quantity  of  milk  of  lime  added 
by  means  of  a  pipette  (which  should  not  be  drawn  out  at  the  lower 
end).  The  beaker  is  then  rapidly  pressed  down,  and  weighted 
with  a  stone  slab.  After  forty-eight  hours  the  glass  is  lifted  up, 
and  a  slip  of  moist  reddened  litmus  paper  placed  in  it ;  if  no  change 
of  color  is  observable,  this  is  a  sign  that  the  expulsion  of  the  ammo- 
nia is  complete;  in  the  contrary  case,  the  glass  must  be  replaced. 
Instead  of  the  beaker  and  plate  with  mercury,  a  bell-jar,  with  a 
ground  and  greased  rim,  placed  air-tight  on  a  level  glass  plate,  maj 
be  used.  A  bell-jar,  having  at  the  top  a  tubular  opening,  furnishec 
with  a  close-fitting  glass  stopper,  answers  the  pui'pose  best,  as  it 
permits  the  introduction  of  a  slip  of  red  litmus  paper  suspended 
from  a  thread  ;  thus  enabling  the  operator  to  see  whether  the  com- 
bination of  the  ammonia  with  the  acid  is  completed,  without  the 
necessity  of  removing  the  bell-jar.  According  to  Schlosixo,  forty- 
eight  hours  are  always  sufficient  to  expel  O'l  to  1  gramme  of  ammo- 
nia from  25  to  35  c.  c.  of  solution.  However,  I  can  admit  this 
statement  only  as  regards  quantities  up  to  0'3  grm. ;  quantities 
above  this  often  require  a  longer  time.  I,  therefore,  always  prefer 
operating  with  quantities  of  substance  containing  no  more  than  0'3 
grm.  ammonia  at  the  most. 

TThen  all  the  ammonia  has  been  expelled,  and  has  entered  into 
combination  with  the  acid,  the  quantity  of  acid  left  free  is  deter- 
mined by  means  of  standard  solution  of  alkali,  and  the  amount  of 
the  ammonia  calculated  from  the  result  (§  192). 

4.  Estimation  ly  Expulsion  of  the  Xltrogen  in  the  Wet 
Way. 

A  process  for  determining  ammonium  by  means  of  the  azo- 
tometer  lias  been  given  by  "W.  Knop.*  It  depends  on  the  sepa- 
ration of  the  nitrogen  by  a  bromized  and  strongly  alkaline  solution 
of  sodium  hypochlorite.! 

[The  simplest  azotometer  is  that  described  by  IIumpf.:j;     It 

*  Chem.  Centralbl.  1860,  244. 

f  This  is  prepared  as  follows: — Dissolve  1  part  of  sodium  carbonate  in  15 
parts  of  water,  cool  tlie  fluid  with  ice,  saturate  perfectly  wilh  chlorine,  lieeping 
cold  all  the  while,  and  add  strong  soda  solution  (of  25  per  cent.)  till  the  mixture 
on  rubbing  between  the  fingers  makes  the  skin  slippery.  Before  using,  add  to 
the  quantity  required  for  the  series  of  experiments  bromine  in  the  proportion  of 
3-3  grm.  to  the  litre,  and  shake.  X  Fres.  Zeit. ,  VI.  898. 
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consists  of  a  burette  of  50  or  100  c.  c.  stationed  in  a  glass  cylinder 
nearly  filled  with  mercury,  and  connected  by  a  stout  caoutchouc 
tube  with  a  small  bottle,  a,  fig.  49,  to  which  is  fitted  a  soft,  thrice- 
perforated  caoutchouc  stopper.  The  stopper  carries  a  thermometer 
and  two  short  glass  tubes,  one  of  which  joins  it  to  the  burette,  and 
the  other  has  attached  a  short  bit  of  caoutchouc  tubing  and  a  pinch- 
cock,  e.  The  weighed  ammonium  salt  (not  more  than  0-4  grm.)  is 
placed  in  the  tube,  f,  with  10  c.  c.  of  water,  and  50  c.  c.  of  the 
bromized  hypochlorite  solution  are  brought  into  the  bottle,  a. 
The  cock,  e,  being  open,  the  stopper  is  firmly,  fixed  in  its  place,  and 
the  burette  is  depressed  in  the  mercury  un- 
til its  uppermost  degree  exactly  coincides 
with  the  surface  of  the  metal.  The  cock  is 
then  closed,  and  the  bottle  is  inclined  to 
bring  the  two  substances  in  contact.  The 
ammonium  salt  is  speedily  decomposed. 
Wlien  no  further  evolution  of  gas  takes 
place  the  burette  is  so  adjusted  that  the 
level  of  the  mercury  without  and  within  it 
shall  nearly  coincide,  and  the  operator  waits 
10-20  minutes,  or  until  the  thermometer  in 
a  indicates  the  same  temperature  as  the  sur- 
rounding air.  Then  the  adjustment  of  the 
burette  to  exact  coincidence  of  the  mercury 
level,  within  and  without,  is  effected,  and 
the  volume  of  the  gas  is  read  ofE.  The  stand 
of  the  thermometer  and  barometer  are  also 
noted,  and  the  recorded  volume  of  nitrogen 
is  corrected  by  use  of  the  tables  on  pp.  223 
and  224-225,  by  Dieteich. 

The  first  table  gives  a  correction  for  the 
nitrogen  which  is  absorbed  by  the  60  c.  c.  of  liquid  in  the  bottle  a. 
The  amount  varies  with  the  relative  volumes  of  air  and  nitrogen, 
and  is  determined  empirically  by  decomposing  known  quantities  of 
ammonia  and  noting  the  difference  between  the  obtained  and  the 
theoretical  volume  of  nitrogen.  The  correction  holds  strictly,  of 
course,  only  for  a  solution  of  such  strength  as  that  employed  by 
Dietrich  and  at  the  mean  temperatures. 

The  second  table  serves  to  spare  the  labor  of  calculation'.    The 
weight  of  1  c.  c.  of  nitrogen,  measured  e.  g.  at  754  mm.  of  barome- 


Fig.  49. 
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11.  TABLE  OF  THE  -WEIGHT  OF  A 

In  Milligrammes  for  Pressures  from  720  to  770  mm. 

Millimetres. 


720 


723 


724 


726 


728 


730 


732      734, 


736 


738 


740 


743 


744 


10»  1.13380 

11«  1.13881 

i 
12"  1.12376 

I 
1,3°  1.11875 

14°  1.11369 

1S»  1.10859 

16°  1.10346  j 

17°  1.' 


1.13699 
1.13199 
1.13693 
1.12191 
!l.ll684: 
1.11172 
il. 10658 
1.10139 
18°'1.00804'1.09614 


19°  1.08744 
20°  1.08246 

8i°|i.or: 

22°  1,07166 
S3°,  1.06616 


1.06061 
1.05499 


1 

1.08554 

1.08015: 


1 

1.06921 
1.06365 
1.05801 


1.14018  1.14337  1.14656  1.14975  1.15394 

I     j 

1.13617  1.13835  1.14153  1.14471  1.14789 
1.13010  1.13336  1.13643  1.13960  1.14877 
1.13506  1.13823  1.13138  1.13454  1.1371 

1.11999  1.12313  1.13028  1.13942  1.13257i 

I  i 

1.11486  1.11799  1.13113  1.13426  1.13739 

1.10971,1.11283  1.11595  1.119081.12230; 

1.10450  1.10761  1.110731. 11384  1.11695 

III 
1.09934  1.10334  1.10541  1.10854  1.11165 

1.09392  1.09703  1.10011  1.10320  1.10639 

1.08862  1.09170  1.09478  1.09786  1.10094 

1,08333  1  08639  1.08936  1.09343  1.09550 

1.07472^1.07778  1.08084  1.0S390  1.08696  1.09003 

1.07236  1.07531  1.07835  1.08141  1.08446 

1.06669  1.06973  1.07277  1.07581  1.07885 

1.06104  1.06407  1.06710  1.07013  1.07316 


1.16251 


1.15613  1.15932 
1.151071.15434 

1.14593  1.14910 

I 

I 

1.14085  1.14401 

1.13572  1.13886 

1.13053  1.13366 

1.12533  1.12845  1.13158 

1.12006  1.12317  1.12629 


1.15742  1.16060 
1.152371.16543 
1.147161.15032 
1.143011.14515 


1.165701.16889 
1.1637 


1.136801 


1.11476  1.11785 
1.10938  1.11348 


1.13095 


1.13993 
1.13470 
1.13940 


1.15860 
1.15348 
1.14830 
1.14306 
1.13782 


1.17208 

I.ICCOC 

1.161' 

1.15663 

1.15146 

1.14620 

1.14095 


1.13351!1.13562 


1.12406  1.12715!1.13025 


1.11557  1.11866  1.13175U. 12484 


1.10402  1.10710  1.11018  1.11.337, 1.11033, 1.119-13 


1.09857  1.1016S 

1,09308  1.09614 

1.08751  1.000S5 

1, 

1.07619  1,07932 


1  I  ! 

1.10472  1.10;79  1.11086,1.11393 


1.09921,1.1023' 
1.09361  1.09666 

1,08796  1,09100 

I 
1.08225'l,< 


1,103331.10 
1.09971'1.10376 
1.09404  1.09708 
1.088311.09134 


720 


723 


724 


726 


738 


730 


732 


734 


736 


738 


740 


743 


744 


Uiluustubs. 


§99.] 


TABLE   OF  WEIGHTS. 


225 


CUBIC  CENTIMETRE  OP  NITROGEN. 

of  Mercury,  and  for  Temperaturea  from  10°  to  25°  0, 

MiLUUETRES. 


746 

748 

750 

753     754 

756 

758 

760 

763 

764 

766 

768 

770 

1.17587 

1.17846 

1.18165 

1.18484  1.18803 

1,19128 

1.19441 

1,19760 

1.30079 

1.30308 

1,20717 

1.31038 

1.81866 

lo- 

1.17014 

1.17339 

1.17650 

1.17168  1.18286 

1.18603 

1.18931 

1,19839  1,19557 

1.19875 

1,80193 

1.80511 

1.30839 

ll- 

1.16493 

1,16810 

1.17137 

1.17444  1.17760 

1.18077 

1.18394 

1,18710  1.19087 

1.19344 

1,19660 

1.19977 

1.20294 

IS- 

1.15979 

1.16895 

1.16611 

1.16086  1.17S48 

1.17558 

1.17873 

1.181891.18605 

1.18830 

1,19138 

1.19463 

1.10768 

IS- 

1.15459 

1.15774 

1.16088 

1.16403  1.16718 

1.17033 

1.17347 

1.17661 

1,17976 

1.18391 

1,18605 

1.18980 

1.19334 

14° 

1.14983 

1.15847 

1.15580 

1.15873  1.16187 

1.16500 

1.16814 

1,17187 

1,17440 

1.17754 

1,18067 

1.18381 

1.18694 

15- 

1.14407 

1.141^ 

1.15038 

1.15344  1.16657 

1.15969  1.16382 

1,16694 

1,16906 

1.17319 

1.17531 

1.17844 

1.18166 

16° 

1.13873 

1.14185 

1.14496 

1.14807  1.16118 

1.16499  1,15741 

1,16058 

1,16868 

1.16674 

1.16985 

1.17897 

1.17608 

17- 

a 

1.13336 

1.13645 

1.13955 

1.14366  1.14576 

1.14886 

1,15196 

1,16606 

1,16816 

1.16186 

1.16438 

1.16746 

1.17066 

18° 

1.18794 

1.13103 

1.13418 

1.13721 

1.14080 

1.14340 

1,14649 

1,14958 

1.16267 

1.15576 

1.15886 

1.16196 

1.16504 

19- 

S 

1.18851 

118559 

1.18867 

1.13175 

1.13483 

1.1.3791 

1,14099 

1,14408 

1.14716 

1.15024 

1,16333 

1.16640 

1,15948 

20- 

1.11700 

1.12007 

1.18314 

1,12681 

1.18928 

1,13236 

1,13543 

1,13850 

1.14157 

1.14464 

1.14771 

1.16078 

1,16385 

21- 

1.11145  1.11451 

1.11757 

1.18063 

1.18369 

1.18676 

1,18983 

1,13888 

1.13604 

1.13900 

1,14306 

1.14618 

1.14818 

22° 

1.10B81 1.10886 

1.11191 

1.11496 

1.11801 

1.18106 

1,13411 

1,13710 

1.13021 

1.13320 

1,13631 

1.13938 

1.14241 

83- 

1.10018  1.10316 

1.10680 

1.10984 

1.11388 

1.11538 

1,11835 

1,121301,12443 

1.137471,13051 

1.13355 

1.13669 

24° 

1.00437 

1.09740 

1.10043 

1.10346 

1.10649 

1.10958 

1,11285 

1,11658 

1.11861 

1,12164 

1.18487 

1.12770 

1.13073 

85° 

746 

748 

750 

752 

754 

756 

758 

760 

762 

764 

766 

768 

770 

MtuimnuEs. 
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ter  and  15°  C,  is  found  at  the  intersection  of  the  vertical  column 
754  with  the  horizontal  column  15°,  is,  viz.,  1'16187. 

To  the  observed  volume  of  nitrogen  add  the  amount  absorbed 
as  per  Table  I.,  and  correct  the  total  by  Table  II.  It  scarcely 
requires  to  be  mentioned  that  good  results  can  only  be  obtained  in 
an  apartment  where  the  temperature  is  uniform,  and  when  care  is 
exercised  to  avoid  warming  the  apparatus  in  handling.  See  Diet- 
eich's  papers.* 

§100. 
Supplement  to  the  First  Oroup. 

LITHIUM. 

In  the  absence  of  other  bases,  lithium  may,  like  potassium 
and  sodium,  be  converted  into  anhydrous  sulphate,  and  weighed 
in  that  form  (Li^SO,).  As  lithium  forms  no  acid  sulphate,  the 
excess  of  sulphuric  acid  may  be  readily  removed  by  simple  igni- 
tion. Lithium  caebonate  also,  which  is  difficultly  soluble  in 
water,  and  fuses  at  a  red  heat  without  sufEering  decomposition,  is 
well  suited  for  weighing  ;  whilst  lithium  chloride,  which  deliquesces 
in  the  air,  and  is  by  ignition  in  moist  air  converted  into  hydro- 
chloric acid  and  lithium  oxide,  is  uniit  for  the  estimation  of 
lithium. 

In  presence  of  other  alkali  metals,  lithium  is  best  converted 
into  LITHIUM  phosphate  (LijPO,),  and  weighed  in  that  form.  This  is 
effected  by  the  following  process :  add  to  the  solution  a  sufficient 
quantity  of  sodium  phosphate  (which  must  be  perfectly  free  from 
phosphates  of  the  alkali-earth  metals),  and  enough  soda  to  keep  the 
reaction  alkaline,  and  evaporate  the  mixture  to  dryness ;  pour 
water  over  the  residue,  in  sufficient  quantity  to  dissolve  the  soluble 
salts  with  the  aid  of  a  gentle  heat,  add  an  equal  volume  of  solution 
of  ammonia,  digest  at  a  gentle  heat,  filter  after  twelve  hours,  and 
wash  the  precipitate  with  a  mixture  of  equal  volumes  of  water  and 
solution  of  ammonia.  Evaporate  the  filtrate  and  first  washings  to 
dryness,  and  treat  the  residue  in  the  same  way  as  before.  If  some 
more  lithium  phosphate  is  thereby  obtained,  add  this  to  the  prin- 
cipal quantity.  The  process  gives,  on  an  average,  99'61  for  100 
parts  of  lithium  oxide. 

*  Pres.  Zeit.  III.  163 1  IV.  141,  and  V.  86. 
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If  the  quantity  of  lithium  present  is  relatively  very  small, 
the  larger  portion  of  the  potassa  or  soda  compounds  should  first  be 
removed  by  addition  of  absolute  alcohol  to  tlie  most  highly  con- 
centrated solution  of  the  salts  (chlorides,  bromides,  iodides,  or 
nitrates,  but  not  sulphates) ;  since  this,  by  lessening  the  amount  of 
water  required  to  effect  the  separation  of  the  lithium  phosphate 
from  the  soluble  salts,  will  prevent  loss  of  lithium  (W.  Matee).* 

The  precipitated  normal  lithium  phosphate  has  the  formula 
2Li,P0,  +  H,0.  It  dissolves  in  2539  parts  of  pure,  and 
3920  parts  of  ammoniated  water ;  at  100°,  It  completely  loses  Its 
water ;  If  pure.  It  does  not  cake  at  a  moderate  red  heat  (Matee). 

The  objections  raised  by  EAMMELsBEEof  to  Mater's  method 
of  estimating  llthia  I  find  to  be  ungrounded.  According  to  my 
own  experience.  It  appears  that  the  filtrate  and  wash- water  must 
be  evaporated  In  a  platinum  dish  not  only  once,  but  at  least  twice 
— in  fact,  till  a  i-esldue  Is  obtained  which  is  completely  soluble  In 
dilute  ammonia.  Lithium  phosphate  may  be  dried  at  100°,  or 
Ignited  according  to  §  53,  before  being  weighed.  In  the  latter 
case,  care  must  be  taken  to  free  the  filter  as  much  as  possible  from 
the  pi'ecipltate  before  proceeding  to  incinerate  it.  I  have  thus 
obtained,  X  Instead  of  100  parts  lithium  carbonate,  by  drying  at 
100°,  99-84,  99-89,  100-41,— by  Igniting  99-66  and  100-05.  The 
lithium  phosphate  obtained  was  free  from  sodium. 

Second  Group. 

BAEIUM STEONTITJM CALCIITM MAGNESIUM. 

§  101. 

1.  Bakium. 

a.  Solution. 

Caustic  baryta  is  soluble  in  water,  as  are  many  barium  salts. 
Barium  salts  which  are  insoluble  in  water  are,  with  almost  the 
single  exception  of  the  sulphate,  readily  dissolved  by  dilute  hydro- 
chloric acid.  The  solution  of  the  sulphate  is  effected  by  fusion 
with  sodium  carbonate,  &c.     (See  §  182.) 

*  Annal.  der  Chem.  u.  Pharra.  98,  193,  where  Mayer  hag  also  demonstrated 
the  non-existence  of  a  sodium  lithium  phosphate  of  fixed  composition  (Berzelius), 
or  of  varying  composition  (Rammelsberg), 

t  Pogg,  Annal,  102,  443,  t  Zeitschr.  f.  Analyt,  Chem.  1,  43. 
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h.  Determinatimi. 

Barium  is  weighed  either  as  sulphate  or  as  carbonate,  rarely 
(in  the  separation  from  strontia)  as  barium  silico-fluoride  (§  Yl). 
Barium  oxide  or  hydroxide,  also  barium  carbonate,  may  also  be 
determined  by  the  volumetric  (alkalimetric)  method.  Comp. 
§  198. 

"We  may  convert  into 

1.  BAEitTM  Sulphate. 

a.  By  Precipitation.  h.  JBy  Evaporaii/m. 

All  barium  compounds  vt'ith-  All  barium  salts  of  volatile 

out, exception.  acids,  if  no  other  non- volatile 

body  is  present. 

2.  Baeium  Caebonate. 

a.  All  barium  salts  soluble  in  water. 

h.  Barium  salts  of  organic  acids. 

Barium  is  both  precipitated  and  weighed,  by  far  the  most  fre- 
quently as  sulphate,  the  more  so  as  this  is  the  form  in  which  it  is 
most  conveniently  separated  from  other  bases.  The  determination 
by  means  of  evaporation  (1,  5)  is,  in  cases  where  it  can  be  applied, 
and  where  we  are  not  obliged  to  evaporate  large  quantities  of  fluid, 
very  exact  and  convenient.  Barium  is  determined  as  carbonate  in 
the  wet  way,  when  from  any  reason  it  is  not  possible  or  not  desir- 
able to  precipitate  it  as  sulphate.  If  a  fluid  or  dry  substance  con- 
tains bodies  which  impede  the  precipitation  of  barium  as  sulphate 
or  carbonate  (alkali  citrates,  metaphosphorio  acid,  see  §  Tl,  a  and 
h),  such  bodies  must  of  course  be  got  rid  of,  before  proceeding  to 
precipitation. 

1.  Determination  as  Barium  Sulphate. 

a.  By  Precipitation. 

Heat  the  moderately  dilute  solution  of  barium,  which  must  not 
contain  too  much  free  acid  (and  must,  therefore,  if  necessary,  first 
be  freed  therefrom  by  evaporation  or  addition  of  sodium  carbo- 
nate), in  a  platinum  or  porcelain  dish,  or  in  a  glass  vessel,  to  incipi- 
ent ebullition,  add  dilute  sulphuric  acid,  as  long  as  a  precipitate 
forms,  keep  the  mixture  for  some  time  at  a  temperature  very  near 
the  boiling  point,  stirring  if  not  on  a  water-bath,  and  allow  the 
precipitate  to  subside ;  decant  the  almost  clear  supernatant  fluid  on 
a  filter,  boil  the  precipitate  once  with  water  and  a  little  dilute  sul- 
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phuric  acid,  then  three  or  four  times  with  water,  then  transfer  it 
to  the  filter,  and  wash  witli  boiling  water,  until  the  filtrate  is  no 
longer  rendered  turbid  by  barium  chloride.  Dry  the  precipitate, 
and  treat  it  as  directed  in  §  53.  If  the  precipitate  has  been 
properly  washed  in  the  manner  here  directed,  it  is  perfectly  pure. 
In  the  presence  of  alkaU  salts,  however,  the  precipitate  will  still 
contain  small  quantities  of  alkali  sulphate. 

h.  By  Eoaporation. 

Add  to  the  solution,  in  a  weighed  platinum  dish,  pure  sulphuric 
acid  very  sUghtly  in  excess,  and  evaporate  on  the  water-bath; 
expel  the  excess  of  sulphuric  acid  by  cautious  application  of  heat, 
and  ignite  the  residue. 

For  the  properties  of  barium  sulphate,  see  §  71. 

Both  methods,  if  properly  and  carefully  executed,  give  almost 
absolutely  accurate  results. 

2.  Determination  as  Bariuin  Carbonate. 

a.  In  Solutions. 

Mix  the  moderately  dilute  solution  of  the  barium  salt  in  a 
beaker  with  ammonia,  add  ammonium  carbonate  in  slight  excess, 
and  let  the  mixture  stand  several  hours  in  a  warm  place.  Filter, 
wash  the  precipitate  with  water  mixed  with  a  little  ammonia,  dry, 
and  ignite  (§  53). 

For  the  properties  of  the  precipitate,  see  §  Yl.  This  method 
involves  a  trifling  loss  of  substance,  as  barium  carbonate  is  not 
absolutely  insoluble  in  water.  The  direct  experiment,  No.  62, 
gave  99-79  instead  of  100. 

If  the  solution  contains  a  notable  quantity  of  ammonium  salts, 
the  loss  incurred  is  much  more  considerable,  since  the  presence  of 
such  salts  greatly  increases  the  solubility  of  barium  carbonate. 

i.  In  Barium  Salts  of  Organic  Acids. 

Heat  the  salt  slowly  in  a  covered  platinum  crucible,  until  no 
more  fumes  are  evolved;  place  the  crucible  obliquely,  with  the 
lid  leaning  against  it,  and  ignite,  until  the  whole  of  the  carbon  is 
consumed,  and  the  residue  presents  a  perfectly  white  appear- 
ance: moisten  the  residue  with  a  concentrated  solution  of  juniiio- 
nium  carbonate,  evaporate,  ignite  gently,  and  weigh.  The  results 
obtained  by  this  method  are  quite  satisfactory.  A  direct  experi- 
ment, No.  63,  gave  99-61  instead  of  100.  The  loss  of  substance 
which  almost  invariably  attends  this  method  is  owing  to  particles 
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of  the  salt  being  carried  away  with  the  fumes  evolved  upon  ignr 
tion,  and  is  accordingly  the  less  considerable,  the  more  slowly  and 
gradually  the  heat  is  increased.  Omission  of  the  moistening  of 
the  residue  with  ammonium  carbonate  would  involve  a  further  loss 
of  substance,  as  the  ignition  of  barium  carbonate  in  contact  with 
carbon  is  attended  with  formation  of  some  caustic  baryta,  carbon 
monoxide  gas  being  evolved. 

§102. 

2.  Steontium. 

a.  Solution. 

Sec  the  preceding  paragraph  (§  101,  a. — Solution  of  baryta  and 
barium  salts),  the  directions  there  given  apply  equally  here. 

h.  Determination. 

Strontium  is  weighed  either  as  strontium  suVphate  or  as  stron- 
tium carbonate  (§  72).  Strontium  in  the  form  of  oxide,  hydrox- 
ide, or  carbonate,  may  be  determined  also  by  the  volumetric 
(alkalimetric)  method.     Comp.  §  198. 

We  may  convert  into 

1.  Steontium  Sulphate. 
a.  By  Precijpitation. 

All  compounds  of  strontium  without  exception. 
5.  By  Evajporation. 

All  strontium  salts  of  volatile  acids,  if  no  other  non-volatile 
body  is  present. 

2.  Steontium  Caebonate. 

a.  All  strontium  compounds  soluble  in  water. 

ft.  Strontium  salts  of  organic  acids. 

The  method  based  on  the  precipitation  of  strontium  with  sul- 
phuric acid  yields  accurate  results  only  in  cases  where  the  fluid 
from  which  the  strontium  is  to  be  precipitated  may  be  mixed, 
without  injury,  with  alcohol.  "Where  this  cannot  be  done,  and 
where  the  method  based  on  the  evaporation  of  the  solution  of 
strontium  with  sulphuric  acid  is  equally  inapplicable,  the  conver- 
sion into  the  carbonate  ought  to  be  resorted  to  in  preference,  if 
admissible.  As  in  the  case  of  barium,  so  here,  we  have  to  be  on 
our  guard  against  the  presence  of  substances  which  would  impede 
precipitation. 
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1.  Determination  as  Strontium  Sulphate. 

a.  By  Precipitation. 

Mix  the  solution  of  the  strontium  salt  (which  must  not  be  too 
dilute,  nor  contain  much  free  hydrochloric  or  nitric  acid)  with 
dilute  siUpliuric  acid  in  excess,  in  a  beaker,  and  add  at  least  an 
equal  volume  of  alcohol ;  let  the  mixture  stand  twelve  hours, 
and  filter ;  wash  the  precipitate  with  dilute  alcohol,  dry  and  ignite 
(§  53). 

If  the  circumstances  of  the  case  prevent  the  use  of  alcohol,  the 
fluid  must  be  precipitated  in  a  tolerably  concentrated  state,  allowed 
to  stand  in  the  cold  for  at  least  twenty-four  hours,  filtered,  and  the 
precipitate  washed  with  cold  water,  until  the  last  rinsings  manifest 
no  longer  an  acid  reaction,  and  leave  no  perceptible  residue  upon 
evaporation.  If  traces  of  free  sulphuric  acid  remain  adhering  to 
the  filter,  the  latter  turns  black  on  drying,  and  crumbles  to  pieces ; 
too  protracted  washing  of  the  precipitate,  on  the  other  hand,  tends 
to  increase  the  loss  of  substance. 

Care  must  be  taken  that  the  precipitate  be  thoroughly  dry, 
before  proceeding  to  ignite  it ;  otherwise  it  will  be  apt  to  throw 
o£E  fine  particles  during  the  latter  process.  The  filter,  which  is  to 
be  burnt  apart  from  the  precipitate,  must  be  as  clean  as  possible, 
or  some  loss  of  substance  will  be  incurred ;  as  may  be  clearly  seen 
from  the  depth  of  the  carmine  tint  of  the  flame  with  which  the 
filter  burns  if  the  precipitate  has  not  been  properly  removed. 

For  the  properties  of  the  precipitate,  see  §  72.  Wlien  alcohol 
is  used  and  the  directions  given  are  properly  adhered  to,  the  results 
are  very  accurate ;  when  the  sulphate  of  strontium  is  pi'ecipitated 
from  an  aqueous  solution,  on  the  contrary,  a  certain  amount  of  loss 
is  unavoidable,  aa  strontium  sulphate  is  not  absolutely  insoluble  in 
water.  The  direct  experiments,  ISTo.  6-1:,  gave  only  98'12  and  98'02 
instead  of  100.  However,  the  error  may  be  rectified,  by  calculat- 
ing the  amount  of  strontium  sulphate  dissolved  in  the  filtrate  and 
the  wash-water,  basing  the  calculation  upon  the  known  degree  of 
solubility  of  strontium  sulphate  in  pure  and  acidified  water.  See 
Expt.  N^o.  65,  which,  with  this  correction,  gave  99'77  instead  of 
100.  The  necessity  for  making  the  correction  may  be  obviated  by 
washing  with  1  part  sulphuric  acid  mixed  with  % )  parts  water  till 
all  substances  precipitable  by  alcohol  are  removed,  then  with  alco- 
hol till  all  the  sulphuric  acid  is  removed.  Strontium  sulphate  also 
carries  down  sulphates  of  other  strong  bases  in  small  quantities. 
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h.  By  Evaporation. 

The  same  method  as  described  for  barium,  §  101,  1,  5. 

2.  Determination  as  Strontium  Carhonate. 

a.  In  Solutions. 

Tlie  same  method  as  described  §  101,  2,  a.  For  the  proper- 
ties of  the  precipitate,  see  §  72.  The  method  gives  very  accurate 
results,  as  strontium  carbonate  is  nearly  absolutely  insoluble  in 
water  containing  ammonia  and  ammonium  carbonate.  A  direct 
experiment,  Xo.  66,  gave  99"82  instead  of  100.  Presence  of 
ammonium  salts  exercises  here  a  less  adverse  influence  than  the 
precipitation  of  barium  carbonate. 

h.  In  Salts  of  Organic  Acids. 

The  same  method  as  described  §  101,  2,  h.  The  remarks  made 
there,  respecting  the  accuracy  of  the  results,  apply  equally  here. 

§103. 

3.  Calcium. 

a.  Solution. 

See  §  101,  a. — Solution  of  barium.  Calcium  fluoride  is,  by 
means  of  sulphuric  acid,  converted  into  calcium  sulphate,  and  the 
latter  again,  if  necessary,  decomposed  by  boiling  or  fusing  with 
an  alkali  carbonate  (§  132).  [Calcium  sulphate  dissolves  readily 
in  moderately  dilute  hydrochloric  acid.  It  is  much  less  soluble  in 
strong  hydrochloric  acid.J 

h.  Determination. 

Calcium  is  weighed  either  as  calcium  sulphate,  as  calcium 
carhonate,  or  calcium  oxide  (§  73).  Calcium  in  the  form  of  oxide, 
hydroxide,  or  carbonate,  may  be  determined  also  by  the  volumetric 
(alkalimetric)  method.     Comp.  §  198. 

We  may  convert  into 

1.  Calcium  Sulphate. 
a.  By  Precipitation. 

All  calcium  salts  of  acids  soluble  in  alcohol,  provided  no  other 
substance  insoluble  in  alcohol  be  present. 

h.  By  Evaporation. 

All  calcium  salts  of  volatile  acids,  provided  no  non-volatile  body 
be  present. 
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2.  Calcium  Carbonate. 
a.  By  Precipitation  with  Ammon         Carhonate. 
All  calcium  salts  soluble  in  water. 
h.  By  Precipitatiim  with  Ammonium  Oxalate. 
All  calcium  salts  soluble  in  water  or  in  hydrochloric  acid  with- 
out exception. 
c.  By  Ignition. 
Calcium  salts  of  organic  acids. 

Of  these  several  methods,  2,  h  (precipitation  with  ammonium 
oxalate)  is  the  one  most  frequently  resorted  to.  This,  and  the 
method  1,  5,  give  the  most  accurate  results.  The  method,  1,  a,  is 
usually  resorted  to  only  to  effect  the  separation  of  calcium  from 
other  basic  radicals ;  2,  a,  generally  only  to  effect  the  separation 
of  calcium  together  with  the  other  alkali-earth  metals  from  the 
alkalies.  As  many  bodies  (alkali  citrates,  and  metaphosphates) 
interfere  with  the  precipitation  of  calcium  by  the  precipitants 
given,  these,  if  present,  must  be  first  removed. 

1.  Determination  of  Calcium  Sulphate. 
a.  By  Precipitation. 

Mix  the  solution  of  calcium  salt  in  a  beaker,  with  dilute  sul- 
phuric acid  in  excess,  and  add  twice  the  volume  of  alcohol ;  let 
the  mixture  stand  twelve  hours,  filter,  and  thoroughly  wash  the 
precipitate  with  alcohol,  dry,  and  ignite  moderately  (§  53).  For 
the  properties  of  the  precipitate,  see  §  73.  The  results  are  very 
accurate.     A  direct  experiment,  No.  67,  gave  99-64:  instead  of  100. 

h.  By  Evaporation. 

The  same  method  as  described  §  101,  1,  5. 

2.  Determination   as   Calcium    Carhonate   or    Calcium 
Oxide. 

a.  By  Precipitation  with  Am^nonium  Carhonate. 

The  same  method  as  described  §  101,  2,  a.  The  precipitate 
can  be  most  conveniently  weighed  as  calcium  carbonate.  It  must 
be  exposed  only  to  a  very  gentle  red  heat,  but  this  must  be  con- 
tinued for  some  time.  For  the  properties  of  the  precipitate,  see 
§73. 

This  method  gives  very  accurate  results,  the  loss  of  substance 
incurred  being  hardly  worth  mentioning. 

If  the  solution  contains  ammonium  chloride  or  similar  ammo- 
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nium  salts  in  considerable  proportion,  the  loss  of  substance  incurred 
is  far  greater.  The  same  is  the  case  if  the  precipitate  is  washed 
with  pure  instead  of  ammoniacal  water.  A  direct  experiment,  No. 
68,  in  which  pure  water  was  used,  gave  99'IY  instead  of  100  parts 
of  lime. 

h.  By  Precipitation  with  Ammonium  Oxalate, 
a.  The  Calcium  Salt  is  soluble  in  Water. 

To  the  hot  solution  in  a  beaker,  add  ammonium  oxalate  in 
moderate  excess,  and  then  ammonia  sufficient  to  impart  an  ammo- 
niacal smell  to  the  fluid;  cover  the  glass,  and  let  it  stand  in  a 
warm  place  until  the  precipitate  has  completely  subsided,  which 
will  require  twelve  hours,  at  least.  Pour  the  clear  fluid  gently  and 
cautiously,  so  as  to  leave  the  precipitate  undisturbed,  on  a  filter ; 
wash  the  precipitate  two  or  three  times  by  decantation  with  hot 
water ;  lastly,  transfer  the  precipitate  also  to  the  filter,  by  rinsing 
with  hot  water,  taking  care,  before  the  addition  of  a  fresh  portion, 
to  wait  until  the  fluid  has  completely  passed  through  the  filter. 
Small  particles  of  the  jsrecipitate,  adhering  firmly  to  the  glass, 
are  removed  with  a  feather.  If  this  fails  to  effect  their  complete 
removal,  they  should  be  dissolved  in  a  few  drops  of  highly  dilute 
hydrochloric  acid,  ammonia  added  to  the  solution,  and  the  oxalate 
obtained  added  to  the  first  precipitate.  Deviations  from  the  rules 
laid  down  here  will  generally  give  rise  to  the  passing  of  a  turbid 
fluid  through  the  filter.  After  having  washed  the  precipitate,  dry 
it  on  the  filter  in  the  funnel,  and  transfer  the  dry  precipitate  to  a 
platinum  crucible,  taking  care  to  remove  it  as  completely  as 
possible  from  the  filter;  burn  the  filter  on  a  piece  of  platinum 
wire,  letting  the  ash  drop  into  the  hollow  of  the  lid;  put  the 
latter,  now  inverted,  on  the  crucible,  so  that  the  filter  ash  may  not 
mix  with  the  precipitate;  heat  at  first  very  gently,  then  more 
strongly,  until  the  bottom  of  the  crucible  is  heated  to  very  faint 
redness.  Keep  it  at  that  temperature  from  ten  to  fifteen  minutes, 
removing  the  lid  from  time  to  time.  I  am  accustomed  during  this 
operation  to  move  the  lamp  backwards  and  forwards  under  the 
crucible  with  the  hand,  since,  if  you  allow  it  to  stand,  the  heat 
may  very  easily  get  too  high.  Finally  allow  to  cool  in  the  desic- 
cator and  weigh.  After  weighing,  moisten  the  contents  of  the 
crucible,  which  must  be  perfectly  white,  or  barely  show  the  least 
tinge  of  gray,  with  a  little  water,  and  test  this  after  a  time  with  a 
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minute  slip  of  turmeric  paper.  Should  the  paper  turn  brown — a 
sign  that  the  heat  applied  was  too  strong — rinse  off  the  fluid 
adhering  to  the  paper  with  a  little  water  into  the  crucible,  throw 
in  a  small  lump  of  pure  ammonium  carbonate,  evaporate  to  dry- 
ness (best  in  the  water-bath),  heat  to  very  faint  redness,  and  weigh 
the  residue.  If  the  weight  has  increased,  repeat  the  same  opera- 
tion until  the  weight  remains  constant.  This  method  gives  nearly 
absolutely  accurate  results ;  and  if  the  apphcation  of  heat  is 
properly  managed,  there  is  no  need  of  the  tedious  evaporation 
with  ammonium  cai'bonate.  A  direct  experiment,  No.  69,  gave 
99-99  instead  of  100. 

If  a  gas  blowpipe  is  at  hand,  or  any  other  arrangement  by 
means  of  which  a  platinum  crucible  may  be  raised  to  a  white  heat, 
the  calcium  oxalate  may  be  converted  into  caustic  lime  with 
results  almost  equally  accurate ;  and  I  believe  that  this  method, 
which  requires  less  patience  than  the  other,  is  more  certain  to  yield 
good  results  in  the  hands  of  many  persons.  The  calcium  oxalate 
and  the  filter  ash  are  transferred  to  a  moderate-sized  platinum 
crucible,  which  is  ignited  first  over  the  Bunsen,  and  then  over  the 
blowpipe.  The  crucible  is  then  weighed,  and  ignited  again  over 
the  blowpipe.  The  second  ignition  over  the  blowpipe  should  not 
reduce  the  weight.  The  duration  of  the  ignition  necessary  varies 
from  5  to  15  or  more  minutes,  according  to  intensity  of  heat  and 
quantity  of  the  precipitate.  It  is  well  to  weigh  the  emptj'  crucible 
again  at  the  end  of  the  operation,  as  platinum  sometimes  loses 
weight  after  violent  and  prolonged  ignition.  The  results  obtained 
by  Feftzsche,  Cossa,*  and  Souchay  scarcely  differ  from  the  calcu- 
lated numbers.     For  properties  of  calcium  oxide,  see  §  73. 

The  calcium  oxalate  may  also  be  converted  into  sdlpiiate. 
ScHEOTTEK  ignitcs  in  a  covered  platinum  cmcible  with  pure  ammo- 
nium sulphate.  Or  you  may  ignite  in  a  covered  platinum  disli 
till  the  precipitate  is  for  the  most  part  converted  into  oxide,  add  a 
little  water,  then  hydrochloric  acid  to  effect  solution,  then  pure 
sulphuric  acid  in  excess,  evaporate  and  ignite  moderately.  This 
process  is  also  quite  accurate. 

Instead  of  converting  calcium  oxalate  into  carbonate  or  oxide 
for  weighing,  the  quantity  of  calcium  present  in  the  salt  may  be 
determined  also  by  two  different  volumetric  methods. 


*  Fbitzschb  (Zcitschr.  f.  anal.  Chem.  3,  179)  and  A.  Cossa  {lb.  8,  141). 
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a.  Ignite  the  oxalate,  converting  it  thus  into  a  mixture  of  cal- 
cium carbonate  and  oxide,  and  determine  the  quantity  of  the  cal- 
cium by  the  alkalimetric  method  described  in  §  198  ;  or, 

I.  Determine  the  oxalic  acid  in  the  well-washed  but  still  moist 
calcium  oxalate  by  means  of  potassium  permanganate  (§  137). 

With  proper  care,  both  these  volumetric  methods  give  as  accu- 
rate results  as  those  obtained  by  weighing.  (Comp.  Expt.  No. 
71.)  They  deserve  to  be  recommended  more  particularly  in  cases 
where  an  entire  series  of  quantitative  estimations  of  calcium  has 
to  be  made.  Under  certain  circumstances  it  may  also  prove 
advantageous  to  precipitate  calcium  with  a  measured  quantity  of  a 
standard  solution  of  oxalic  acid,  filter,  and  determine  the  excess  of 
oxalic  acid  in  the  filtrate,  or  an  aliquot  part  of  the  same.  (Keaut.*) 
yS.  The  Salt  is  insoluble  in  Water. 

Dissolve  the  salt  in  dilute  hydrochloric  acid.  If  the  acid  of 
the  calcium  salt  is  of  a  nature  to  escape  in  this  operation  {e.g.,  cai 
bonie  acid),  or  to  admit  of  its  separation  by  evaporation  {e.g.,  silicic 
acid),  proceed,  after  the  removal  of  the  acid,  as  directed  in  a.  But 
if  the  acid  cannot  thus  be  readily  got  rid  of  {e.g.,  phosphoric  acid), 
proceed  as  follows  :  Add  ammonia  until  a  precipitate  begins  to 
form,  re-dissolve  this  with  a  drop  of  hydrochloric  acid,  add  ammo- 
nium oxalate  in  excess,  and  finally  sodium  acetate;  allow  the 
precipitate  to  subside,  and  proceed  for  the  remainder  of  the  opera- 
tion as  directed  in  a.  In  this  process  the  free  hydrochloric  acid 
present  reacts  on  the  sodium  acetate  and  ammonium  oxalate, 
forming  sodium  and  ammonium  chlorides,  with  liberation  of  a 
corresponding  amount  of  oxalic  and  acetic  acids  in  which  calcium 
oxalate  is  nearly  insoluble.  The  method  yields  accurate  results. 
A  direct  experiment,  No.  72,  gave  99'78  instead  of  100. 

c.  By  Ignition. 

The  same  method  as  described  §  101,  2,  5  (barium).  The  resi- 
due remaining  upon  evaporation  with  ammonium  carbonate  (which 
operation  it  is  advisable  to  perform  twice)  must  be  ignited  very 
gently.  The  remarks  made  in  §  101,  2,  h,  in  reference  to  the 
accuracy  of  the  results,  apply  equally  here.  By  way  of  control,  the 
calcium  carbonate  may  be  converted  into  oxide  or  into  calcium 
sulphate  (see  5,  a),  or  it  may  be  determined  alkalimetrically  (§  198). 

*  Chem.  Centralblatt,  1856,  316. 
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§104. 

4.  Magnesicm. 

a.  Solution. 

Many  magnesium  salts  are  soluble  in  water ;  those  which  are 
insoluble  in  that  menstruum  dissolve  in  hydrochloric  acid,  with  the 
•  exception  of  some  silicates  and  aluminates. 

h.  Determination. 

Magnesium  is  weighed  (§  74)  either  as  sulphate  or  as  pyro^ 
phosphate,  or  as  magnesium  oxide.  In  the  form  of  oxide  or  car- 
bonate, it  may  be  determined  also  by  the  alkalimetric  method 
described  in  §  198. 

AVe  may  convert  into 

1.  Magnesium  Sulphate. 

a.  Directly.  h.  Indirectly. 

All  magnesium  salts  of  vola-  All  magnesium  salts  soluble 

tile    acids,   provided    no   other    in  water,  and  also  those  which, 

non-volatile  substance   be  pres-    insoluble    in    that    menstruum, 

ent.  dissolve    in    hydrochloric    acid, 

with  separation  of  their  acid 
(provided  no  ammonium  salts 
be  present). 

2.  Magneshtm  Pyrophosphate. 

All  magnesium  compounds  without  exception. 

3.  Magnesium  Oxide. 

a.  Magnesium  salts  of  organic  acids,  or  of  readily  volatile  inor- 
ganic oxygen  acids. 

h.  Magnesium  chloride,  and  magnesium  compounds  convertible 
into  that  salt.   . 

The  direct  determination  as  magnesium  sulphate  is  highly 
recommended  in  all  cases  where  it  is  applicable.  The  indirect  con- 
version into  the  sulphate  serves  only  in  the  case  of  certain  separa- 
tions, and  is  hardly  ever  had  recourse  to  where  it  can  possibly  be 
avoided.  The  determination  as  pyrophosphate  is  most  generally 
resorted  to ;  especially  also  in  the  separation  of  magnesium  from 
other  bases.  The  method  based  on  the  conversion  of  magnesium 
chloride  into  oxide  is  usually  resorted  to  only  to  effect  the  separa- 
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tion  of  magnesium  from  the  alkali  metals.    Magnesium  phosphates 
ai'e  analyzed  as  §  135  directs. 

1.  Determination  as  Magnesium  Sulphate. 

Add  to  the  solution  excess  of  pure  dilute  sulphuric  acid,  evapo- 
rate to  dryness,  in  a  weighed  platinum  dish,  on  the  water-bath ; 
then  heat  at  first  cautiously,  afterwards,  with  the  cover  on  more 
strongly — here  it  is  advisable  to  place  the  lamp  so  that  the  flame 
may  play  obliquely  on  the  cover  from  above — until  the  excess  of 
sulphuric  acid  is  completely  expelled ;  lastly,  ignite  gently  over 
the  lamp  for  some  time;  allow  to  cool,  and  weigh.  Should  no 
fumes  of  hydrated  sulphuric  acid  escape  upon  the  application  of  a 
strongish  heat,  this  may  be  looked  upon  as  a  sure  sign  that  the 
sulphuric  acid  has  not  been  added  in  sufficient  quantity,  in  which 
case,  after  allowing  to  cool,  a  fresh  portion  of  sulphuric  acid  is 
added.  The  method  yields  very  accurate  results.  Care  must  be 
taken  not  to  use  a  very  large  excess  of  sulphuric  acid.  The  resi- 
due must  be  exposed  to  a  moderate  red  heat  only,  and  weighed 
rapidly.     For  the  properties  of  the  residue,  see  §  74. 

2.  Determination  as  Magnesium  Pyrophosphate. 

The  solution  of  the  magnesium  salt  is  mixed,  in  a  beaker,  with 
ammonium  chloride,  and  ammonia  added  in  slight  excess.  Should 
a  precipitate  form  upon  the  addition  of  ammonia,  this  may  be  con- 
sidered a  sign  that  a  sufficient  amount  of  ammonium  chloride  has 
not  been  used ;  a  fresh  amount  of  that  salt  must  consequently  be 
added,  sufficient  to  effect  the  re-solution  of  the  precipitate  formed. 
The  clear  fluid  is  then  mixed  with  a  solution  of  sodium  phosphate 
or  sodium  ammonium  phosphate*  in  excess,  and  the  mixture  stirred, 
taking  care  to  avoid  touching  the  sides  of  the  beaker  with  the  stir- 
ring-rod ;  otherwise  particles  of  the  precipitate  are  apt  to  adhere 
so  firmly  to  the  rubbed  parts  of  the  beaker,  that  it  will  be  found 
difficult  to  remove  them  ;  the  beaker  is  then  covered,  and  allowed 
to  stand  at  rest  for  twelve  hours,  without  warming ;  after  that  time 
the  fluid  is  filtered,  and  the  precipitate  collected  on  the  filter,  tlie 
last  particles  of  it  being  rinsed  out  of  the  glass  with  a  portion  of 
the  filtrate,  with  the  aid  of  a  feather ;  when  the  fluid  has  completely 
passed  through,  the  precipitate  is  washed  with  a  mixture  of  3  parts 
of  water,  and  1  part  of  solution  of  ammonia  of  0'96  sp.  gr.,  the 

*  According  to  Mohe  (NaNH4H)P04  is  preferable  to  (NaaH)P04  as  a  pre- 
cipitant.   (See  Zeitschr.  f.  Anal.  Chem.  12,  36.) 
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operation  being  continned  until  a  few  drops  of  the  fluid  passing 
througli  the  lilter  mixed  with  nitric  acid  and  a  drop  of  silver  nitrate 
show  only  a  very  slight  opalescence. 

The  precipitate  is  now  thoroughly  dried,  and  then  transferred 
to  a  platinum  crucible  (§  53) ;  the  latter,  with  the  lid  on,  is  exposed 
for  some  time  to  a  very  gentle  heat,  which  is  finally  increased  to 
intense  redness.  The  filter,  as  clean  as  practicable,  is  incinerated 
in  a  spiral  of  platinum  wire,  and  the  ash  transferred  to  the  cru- 
cible, which  is  then  once  more  exposed  to  a  red  heat,  allowed  to 
cool,  and  weighed.  If  the  magnesium  pyrophosphate  is  dark 
colored,  moisten  with  a  few  drops  of  nitric  acid,  warm  till  dry, 
and  ignite  again. 

For  the  properties  of  the  precipitate  and  residue,  see  §  74. 

This  method,  if  properly  executed,  yields  most  accurate  results. 
The  precipitate  must  be  washed  completely,  but  not  over-washed, 
and  the  washing  water  must  always  contain  the  requisite  quantity 
of  ammonia. 

Direct  experiments,  No.  73,  a  and  5,  gave  respectively  100'4:3 
and  100-30  instead  of  100. 

3.  Determination  as  Magnesium,  Oxide. 

a.  In  Magnesium  Salts  of  Organic  or  Volatile  Inorganic 
Acids. 

The  magnesium  salt  is  gently  heated  in  a  covered  platinum 
crucible,  increasing  the  temperature  gradually,  until  no  more  fumes 
escape ;  the  lid  is  then  removed,  and  the  crucible  placed  in  an 
oblique  position,  with  the  lid  leaning  against  it.  A  red  heat  is 
now  applied,  until  the  residue  is  perfectly  white.  For  the  prop- 
erties of  the  residue,  see  §  74.  The  method  gives  the  more  accu- 
rate results  the  more  slowly  the  salt  is  heated  from  the  beginning. 
Some  loss  of  substance  is  usually  sustained,  owing  to  traces  of  the 
salt  being  carried  off  with  the  empyreumatic  products.  Mag- 
nesium salts  of  readily  volatile  oxygen  acids  (carbonic  acid,  nitric 
acid),  may  be  transformed  into  magnesium  oxide  in  a  similar  way,  by 
simple  ignition.  Even  magnesium  sulphate  loses  the  whole  of  its 
sulphuric  acid  when  exposed,  in  a  platinum  crucible,  to  the  heat 
of  the  gas  blowpipe-flame  (Sonnensciiein).  As  regards  small  quan- 
tities of  magnesium  sulphate,  I  can  fully  confirm  this  statement. 

b.  Conversion  of  Magnesium  Chloride  into  Magnesium  Oxide. 
See  §  153,  4,  y. 
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THIRD  GROUP  OP  BASIC  RADICALS. 

ALUillNIUM — C  HEOMIUM — (tITANIUm). 

§105. 

1.    ALTJMINItrM. 

a.  Solution. 

Aluminiiim  compounds  wliicli  are  insoluble  in  water,  dissolve, 
for  the  most  part,  in  hydrochloric  acid.  Native  crystallized  alu- 
minium oxide  (sapphire,  ruby,  corundum,  &c.),  and  many  native 
aluminium  compounds,  and  also  artiiicially  produced  aluminium 
oxide  after  intense  ignition,  require  fusing  with  sodium  carbonate, 
caustic  potassa,  or  barium  hydroxide,  as  a  preliminary  step  to  their 
solution  in  hydrochloric  acid.  Many  aluminium  compounds  which 
resist  the  action  of  concentrated  hydrochloric  acid,  may  be  decom- 
posed by  protracted  heating  with  moderately  concentrated  sul- 
phuric acid,  or  by  fusion  with  potassium  disulphato ;  e.g.,  common 
clay. 

i.  Determination. 

Aluminium  is  invariably  weighed  as  alwininium  oxide  (§  Y5). 
The  several  aluminium  salts  are  converted  into  aluminium  oxide, 
either  by  precipitation  as  aluminium  hydroxide,  and  subsequent 
ignition,  or  by  simple  ignition.  Precipitation  as  basic  acetate  or 
basic  formate  is  resorted  to  only  in  cases  of  separation. 

"We  may  convert  into 

ALmmmrM  oxide. 

a.  By  Precipitation.  h.  By  Heating  or  Ignition. 

All  aluminium  salts  soluble  a.   All  aluminium  salts  of 

in  water,  and  those  which,  insolu-  readily    volatile    oxygen    acids 

ble  in  that  menstruum,  dissolve  {e.g.,  aluminium  nitrate), 

in  hydrochloric  acid,  with  sepa-  /?.    All  aluminium  salts  of 

ration  of  their  acid.  organic  acids. 

With  regard  to  the  method  a,  it  must  be  remembered  that  the 
solution  must  contain  no  organic  substances,  which  would  inter- 
fere with  the  precipitation — e.g.,  tartaric  acid,  sugar,  &c.  Should 
such  be  present,  the  solution  must  be  mixed  with  sodium  carbo- 
nate and  potassium  nitrate,  evaporated  to  dryness  in  a  platinum 
dish,  the  residue  fused,  then  softened  with  water,  transfeiTed  to  a 
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beaker,  digested  witli  hydrocliloric  acid,  and  the  solution  filtered, 
and  then,  but  not  before,  precipitated. 

The  methods  h,  a  and  /3,  are  applicable  only  in  cases  where  no 
other  fixed  substances  are  present.  The  methods  of  determining 
aluminium  in  its  combinations  with  phosphoric,  boracic,  silicic,  and 
chromic  acids,  will  be  found  in  Part  II.  of  this  Section,  under  the 
heads  of  these  several  acids. 

Determination  as  Aluminium  Oxide. 

a.  By  Precipitation. 

Mix  the  moderately  dilute  hot  solution  of  the  aluminium  salt, 
in  a  beaker  or  dish,  with  a  tolerable  quantity  of  ammonium  chlo- 
ride, if  that  salt  is  not  already  present ;  add  ammonia  slightly  in 
excess,  boil  gently  till  the  fluid  gives  a  neutral  or  barely  alkaline 
reaction  (the  fluid  adhering  to  the  test  paper  must  be  washed  back). 
The  fluid  must  not  be  heated  too  long,  or  it  may  become  acid 
through  decomposition  of  ammonium  chloride,  and  some  of  the 
precipitate  may  redissolve ;  allow  to  settle ;  then  decant  the  clear 
supernatant  fluid  on  to  a  fllter,  taking  care  not  to  disturb  the  pre- 
cipitate; pour  boiling  water  on  the  latter  in  the  beaker,  stir,  let 
the  precipitate  subside,  decant  again,  and  repeat  this  operation  of 
washing  by  decantation  a  second  and  a  third  time ;  transfer  the 
precipitate  now  to  the  filter,  finish  the  washing  with  boiling  water, 
dry  thoroughly,  ignite  (§  52),  and  weigh.  The  heat  applied  should 
be  very  gentle  at  first,  and  the  crucible  kept  well  covered,  to  guard 
against  the  risk  of  loss  of  substance  from  spirting,  which  is  always 
to  be  apprehended  if  tlie  precipitate  is  not  thoroughly  dry ;  towards 
the  end  of  the  process  the  heat  should  be  raised  to  intense  redness. 
In  the  case  of  aluminium  sulphate  the  foregoing  process  is  apt  to 
leave  some  sulphuric  acid  in  the  precipitate,  which,  of  course, 
vitiates  the  result.  To  insure  the  removal  of  this  sulphuric  acid, 
the  precipitate  should  be  exposed  for  5-10  min.  to  the  heat  of  the 
gas  blowpipe  flame.  If  there  are  difficulties  in  the  way,  prevent- 
ing this  proceeding,  the  precipitate,  either  simply  washed  or  mod- 
erately ignited,  must  be  re-dissolved  in  hydrochloric  acid  (which 
requires  protracted  warming  with  strong  acid),  and  then  ]irecipi- 
tated  again  with  ammonia ;  or  the  sulphate  must  first  be  converted 
into  nitrate  by  decomposing  it  with  lead  nitrate,  added  in  \eiy 
slight  excess,  the  excess  of  lead  removed  by  means  of  liydrosul- 
phuric  acid,  and  the  further  process  conducted  according  to  the 
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directions  of  a  or  5.  For  tlie  properties  of  aluminium  hydroxide 
and  ignited  aluminium  oxide,  see  §  75.  The  method,  if  properly 
executed,  gives  very  accurate  results.  Eut  if  a  considerable  excess 
of  ammonia  is  used,  more  particularly  in  the  absence  of  ammo- 
nium salts,  and  the  liquid  is  filtered  without  boihng  or  long  stand- 
ing in  a  warm  place  to  remove  the  ammonia,  no  trifling  loss  may 
be  incurred.  This  loss  is  the  greater,  the  more  dilute  the  solution, 
and  the  larger  the  excess  of  ammonia.  The  precipitate  cannot 
well  be  sufficiently  washed  on  the  filter  on  account  of  its  gelatinous 
nature ;  on  the  other  hand,  if  it  be  entirely  washed  by  decantation, 
a  very  large  quantity  of  wash-water  must  be  used,  hence  it  is  advis- 
able to  combine  the  two  methods,  as  directed.*  In  case  theBuNSEN 
filtering  apparatus  is  used  for  washing  aluminium  hydroxide,  for 
which  operation  it  is  particularly  desirable,  the  precipitate  may  be 
brought  into  the  filter  without  washing  by  decantation,  and  may 
be  ignited  without  previous  drying.     See  §  53,  5. 

5.  By  Ignition. 

a.  Aluminium  Salts  of  Volatile  Oxygen  Acids. 
Ignite  the  salt  (or  the  residue  of  the  evaporated  solution)  in  a 
platinum  crucible,  gently  at  first,  then  gradually  to  the  very  high- 
est degree  of  intensity,  until  the  weight  remains  constant.  For 
the  properties  of  the  residue,  see  §  75.  Its  purity  must  be  care- 
fully tested.     There  are  no  sources  of  error. 

p.  Aluminium  Salts  of  Organic  Acids. 
The  same  method  as  described  §  104,  3,  a  (Magnesium). 

§106. 

2.  Cheomium. 

a.  Solution. 

Many  chromic  salts  are  soluble  in  water.  Chromic  hydroxide, 
and  most  of  the  salts  insoluble  in  water,  dissolve  in  hydrochloric 
acid.  Ignition  renders  chromic  oxide  and  many  chromium  salts 
insoluble  in  acids ;  this  insoluble  modification  must  be  prepared  for 

*  [When  a  solution  of  aluminium  hydroxide  in  potassium  or  sodium  hydrox- 
ide is  boiled  with  excess  of  ammonium  chloride,  the  aluminium  separates  com- 
pletely as  a  hydrated  oxide  with  two  mol.  of  water,  which  may  be  washed  with 
comparative  ease.  In  certain  cases,  as  where  aluminium  is  separated  from  ferric 
iron  by  boiling  their  hydroxides  with  soda,  this  fact  may  be  taken  advantage  of. 
Lowe,  Fres.  Zeitschrift,  IV.  355.] 
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solution  in  hydrochloric  acid,  by  fusing  with  3  or  4  parts  of  potassa. 
In  the  process  of  fusing  a  small  quantity  of  potassium  chromate  is 
formed  by  the  action  of  air;  this,  however,  can  be  decomposed  by 
heating  with  hydrochloric  acid  with  formation  of  chromic  chloride. 
Addition  of  alcohol  greatly  promotes  the  reduction  to  chromic 
chloride.  Instead  of  this  fusing  with  potassa,  we  frequently  prefer 
to  adopt  a  treatment,  whereby  the  chromium  is  at  once  oxidized 
and  converted  into  an  alkali  chromate  (see  2).  For  the  solution  of 
chromic  iron,  see  §  160. 

i.  Determination. 

Chromium  is  always,  when  directly  determined,  weighed  as 
chromic  oxide.  It  is  brought  into  this  form  either  by  precipitation 
as  hydroxide  and  ignition,  or  by  simple  ignition.  It  may,  how- 
ever, also  be  estimated,  by  conversion  into  chromic  acid,  and  deter- 
mination as  such. 

We  may  convert  into 

1.  Cheomio  Oxide. 
a.  By  Precipitation.  i.  By  Ignition. 

All  chromic  salts  soluble  in  a.  All  chromic  salts  of  vola- 

water,  and  also  those  which,  in-  tile  oxygen  acids,  provided  no 
soluble  in  that  menstruum,  dis-  non-volatile  substances  be  pres- 
solve  in  hydrochloric  acid,  with     ent. 

separation  of  their  acid.     Pro-  /S.  Chromic  salts  of  organic 

vided  always   that  no    organic    acids, 
substances  (such  as  tartaric  acid, 
oxalic  acid,  &c.)  which  interfere 
with  the  precipitation  be  present. 

2.  Cheomio  acid,  or,  more  correctly  speaking,  alkali  chkomate. 

Chromic  oxide  and  all  chromic  salts. 

Tlie  methods  of  analyzing  chromic  phosphates,  borates,  silicates, 
and  chromic  chromate,  will  be  found  in  Part  II.  of  this  Section, 
under  the  heads  of  the  several  acids  of  these  compounds. 

1.  Determination  as  Cliromio  Oxide. 

a.  By  Precipitation. 

The  solution,  which  must  not  be  too  highly  concentrated,  is 
heated  to  100°  in  a  platinum  or  porcelain  dish.  If  the  precipita- 
tion is  effected  in  a  glass  vessel,  considerable  error  is  caused  by 
contamination  of  the  precipitate  with  silica.     If  porcelain  is  used, 
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this  error  is  slight.  Ammonia  is  then  added  slightly  in  excess,  and 
the  mixture  exposed  to  a  temperature  approaching  boiling,  until 
the  fluid  over  the  precipitate  is  perfectly  colorless,  presenting  no 
longer  the  least  shade  of  red ;  let  the  solid  particles  subside,  wash 
three  times  by  decantation,  and  lastly  on  the  filter,  with  hot  water, 
dry  thoroughly,  and  ignite  (§  52).  The  heat  in  the  latter  process 
must  be  increased  gradually,  and  the  crucible  kept  covered,  other- 
wise some  loss  of  substance  is  likely  to  arise  from  spirting  upon 
the  incandescence  of  the  chromic  oxide  which  marks  the  passing  of 
the  soluble  into  the  insoluble  modification.  For  the  properties  of 
the  precipitate  and  residue,  see  §  76.  This  method,  if  properly 
executed,  gives  accurate  results. 

h.  By  Ignition. 

a.  Chromio  salts  of  Volatile  Oxygen  Acids. 
The  same  method  as  described,  §  105,  h,  a  (Aluminium). 

5.  Chromic  salts  of  Organic  Acids. 
The  same  method  as  desci-ibed,  §  104,  3,  a  (Magnesium). 

2.    CONVEESION    OF    ChEOMIUM    IN    ChEOMIC    COMPOUNDS 

mxo  Alkali  Cheomate. 
(For  the  estimation  of  chromic  acid,  see  §  130.) 
The  following  methods  have  been  proposed  with  this  view : — 
a.  The  solution  of  tlie  chromic  salt  is  mixed  with  solution  of 
potassa  or  soda  in  excess,  until  the  chromic  hydroxide,  which  forms 
at  first,  is  redissolved.     Chlorine  gas  is  then  conducted  into  the 
cold  fluid  until  it  acquires  a  yellowish-red  tint ;  it  is  then  mixed 
with  potassa  or  soda  in  excess,  and  the  mixture  evaporated  to  dry- 
ness ;  the  residue  is  ignited  in  a  platinum  crucible.     The  whole  of 
the  potassium  (or  sodium)  chlorate  formed  is  decomposed  by  this 
process,  and  the  residue  consists,  therefore,  now  of  an  alkali  chro- 
mate  and  potassium  (or  sodium)  chloride. — (Yohl.) 

h.  Potassium  hydroxide  is  heated  in  a  silver  crucible  to  calm 
fusion;  the  heat  is  then  somewhat  moderated,  and  the  perfectly 
dry  chromic  compound  projected  into  the  crucible.  When  the 
substance  is  thoroughly  moistened  with  the  potassa,  small  lumps  of 
fused  potassium  chlorate  are  added.  A  lively  effervescence  ensues, 
from  the  escape  of  oxygen  ;  at  the  same  time  the  mass  acquires  a 
more  and  more  yellow  color,  and  finally  becomes  cleaf  and  trans- 
parent.    Loss  of  substance  must  be  carefully  guarded  against  (H. 

SCHWAEZ). 
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c.  Dissolve  chromic  hydroxide  in  sohition  of  potassa  or  soda, 
add  lead  dioxide  in  sufficient  excess,  and  warm.  The  yellow  fluid 
produced  contains  all  the  chromium  as  lead  chromate'  in  alkaline 
solution.  Filter  from  the  excess  of  lead  dioxide,  add  to  the  liltrate 
acetic  acid  to  acid  reaction,  and  determine  the  weight  of  the  pre- 
cipitated lead  chromate  (G.  Chancel*). 

[il  Render  the  solution  of  chromic  salt  nearly  neutral  by  a 
solution  of  sodium  carbonate,  add  sodium  acetate  in  excess,  heat 
and  add  chlorine  water,  or  pass  in  chlorine  gas,  keeping  the  solu- 
tion nearly  neutral  by  occasional  addition  of  sodium  carbonate. 
The  oxidation  proceeds  readily.  Boil  off  excess  of  chlorine,  when 
the  chromic  acid  may  be  precipitated  as  lead  chromate  or  barium 
chromate  (W.  GiBBsf).] 

§107. 

Supplement  to  the  Third  Group. 

Titanium. 

Titanium  is  always  weighed  as  titanic  oxide  (TiO,),  i.e.,  the 
oxide    or    anhydride    corresponding    to    titanic    acid    (Ti(Oir),). 
Titanic  acid  is  precipitated  with  an  alkali  or  by  boiling  its  dilute 
acid  solution.     In  precipitating  acid  solutions  of  titanic  acid  ammo- 
nia is  employed;  take  care  to  add  the  precipitating  agent  only 
in  slight  excess,  let  the  precipitate  formed,  which  resembles  alu- 
minium hydroxide,  deposit,  wash,  first  by  decantation,  then  com- 
pletely on  the  filter,  dry,  and  ignite  {%  52).     If  the  solution  con- 
tained sulphuric  acid,   put  some  ammonium  carbonate  into  the 
crucible,  after  the  first  ignition,  to  secure  the  removal  of  everv 
remaining  trace  of  that  acid.    Lose  no  time  in  weighing  the  ignited 
titanic  oxide,  as  it  is  slightly  hygroscopic.     Occasionally  it  is  more 
convenient  to  precipitate  titanic  acid  from  its  acid  solutions  by 
nearly  neutralizing  with  ammonia,  adding  sodium  acetate  and  boil- 
ing.    The  precipitate  thus  obtained  is  easilj'  filtered  and  waslied. 
If  we  have  titanic  acid  dissolved  in  sulphuric  acid,  as  for  instance 
occurs  when  we  fuse  it  with  potassium  disulphate  and  treat  the 
mass  with  cold  water,  we  may,  by  largely  diluting,  and  long  boil- 
ing, with  renewal  of  the  evaporating  water,  fully  precipitate  the 
titanic  acid.     If  much  free  acid  is  present  it  must  be  nearly  neu- 

*  Comp.  rend.  43,  927.  f  [Am.  Journ.  Scl.  2  Ser.  89,  58.] 
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tralized  with  ammonia  before  boiling.  In  the  process  of  igniting 
the  dried  precipitate,  some  ammonium  cai'bonate  is  added.  From 
dihite  hydrochloric  acid  solutions  of  titanic  acid,  the  latter  sepa- 
rates completely  only  upon  evaporating  the  fluid  to  dryness ;  and 
if  the  precipitate  in  that  case  were  washed  with  pure  water,  the 
filtrate  would  be  milky ;  acid  must,  therefore,  be  added  to  the 
water. 

Titanic  acid  precipitated  in  the  cold,  washed  with  cold  water, 
and  dried  without  elevation  of  temperature,  is  completely  soluble 
in  hydrochloric  acid ;  otherwise  it  dissolves  only  incompletely  in 
that  acid.  The  metatitanic  acid  thrown  down  from  dilute  acid 
solutions  by  boiling,  is  not  soluble  in  dilute  acids.  Titanic  oxide 
resulting  from  ignition  of  titanic  or  metatitanic  acid  does  not  dis- 
solve even  in  concentrated  hydrochloric  acid,  but  it  does  dissolve 
by  long  heating  with  tolerably  concentrated  sulphuric  acid.  The 
easiest  way  of  effecting  its  solution  is  to  fuse  it  for  some  time  with 
potassium  disulphate,  and  treat  the  fused  mass  with  a  large  quan- 
tity of  cold  water.  Upon  fusing  with  sodium  carbonate,  sodium 
titanate  is  formed,  which,  when  treated  with  water,  leaves  acid 
sodium  titanate,  which  is  soluble  in  hydrochloric  acid.  Titanic 
oxide  (TiO,)  consists  of  60-98  per  cent,  of  titanium,  and  39'02  per 
cent,  of  oxygen.  By  fusing  titanic  oxide  with  three  times  it  quan- 
tity of  potassium  hydrogen  fluoride,  potassium  titanium  fluoride  is 
formed,  which  readily  dissolves  in  very  dilute  hydrochloric  acid 
(of  sp.  gr.  1"015)  in  the  heat.  On  fusing  a  very  low  heat  must  be 
applied  at  first,  till  the  excess  of  hydrofluoric  acid  has  escaped,  then 
the  heat  is  quickly  raised  till  the  mass  melts  and  the  titanic  oxide 
is  just  dissolved  (Maeignac*).  On  heating  with  hydrofluoric  and 
sulphuric  acids  practically  no  titanium  fluoride  escapes,  but  by 
heating  with  hydrofluoric  acid  some  loss  does  occur  (RiLErf). 

*  Zeitschr.  f.  anal.  Chem.  7,  112.  \Ib.  2,  71. 
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FOURTH  GROUP  OF   BASIC  RADICALS. 

zinc manganese^nickel — cobalt — ferrous  iron — ferric  iron 

— (uranium  and  uranyl). 

§108. 

1.  Zinc. 

a.  Solution. 

Many  of  the  zinc  salts  are  soluble  in  water.  Metallic  zinc,  zinc 
oxide,  and  the  salts,  which  are  insoluble  in  water,  dissolve  in  hydro- 
chloric acid. 

b.  Determination. 

Zinc  is  weighed  either  as  oxide  or  as  sulphide  (§  77).  The 
conversion  of  zinc  salts  into  the  oxide  is  effected  either  by  precipi- 
tation as  basic  zinc  carbonate  or  sulphide,  or  by  direct  ignition. 
Besides  these  gravimetric  methods,  several  volumetric  methods  are 
in  use. 

We  may  convert  into 

1.  Zinc  Oxide. 

a.  By  Precipitation  as  Zino  h.  By  Precipitation  as  Zinc 

Carbonate.  Sulphide. 

All  zinc  salts  which  are  solu-  All  compounds  of  zinc  with- 

ble  in  water,  and  all  zinc  salts  of  out  exception, 
organic  volatile  acids ;  also  those 
salts  of  zinc  which,  insoluble  in 
water,  dissolve  in  hydrochloric 
acid,  with  separation  of  their 
acid. 

c.  By  direct  Ignition. 

Zinc  salts  of  volatile  inorganic  oxygen  acids 

2.  Zinc  Sulphide. 

All  compounds  of  zinc  without  exception. 

The  method  1,  c,  is  to  be  recommended  only,  as  regards  the 
more  frequently  occurring  compounds  of  zinc,  for  the  carbonate 
and  the  nitrate.  The  methods  1,  b,  or  2,  are  usually  only  resorted 
to  in  cases  where  1,  a,  is  inadmissible.  They  serve  more  especially 
to  separate  zinc  from  other  basic  radicals.     Zinc  salts  of  organic 
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acids  cannot  be  converted  into  the  oxide  by  ignition,  since  this 
process  would  cause  the  reduction  and  volatihzation  of  a  small  por- 
tion of  the  metal.  If  the  acids  are  volatile,  the  zinc  may  be  deter- 
mined at  once,  according  to  method  1,  a :  if,  on  the  contrary,  the 
acids  are  non- volatile,  the  zinc  is  best  precipitated  as  sulphide.  For 
the  analysis  of  zinc  chromate,  phosphate,  borate,  and  silicate,  look 
to  the  several  acids.  The  volumetric  methods  are  chiefly  employed 
for  technical  purposes ;  see  Special  Part. 

1.  Determination  as  Zinc  Oxide. 

a.  By  Precipitation  as  Zinc  Carbonate. 

Heat  the  moderately  dilute  solution  nearly  to  boiling  in  a  capor 
cious  vessel, — a  glass  vessel  is  poorly  adapted  for  this  purpose, 
porcelain  is  better,  and  platinum  best ; — add,  drop  by  drop,  sodium 
carbonate  till  the  fluid  shows  a  strong  alkaline  reaction ;  boil  a  few 
minutes;  allow  to  subside,  decant  through  a  filter,  and  boil  the 
precipitate  three  times  with  water,  decanting  each  time;  then 
transfer  the  precipitate  to  the  filter,  wash  completely  with  hot 
water,  dry,  and  ignite  as  directed  §  53,  taking  care  to  have  the  filter 
as  clean  as  practicable,  before  proceeding  to  incinerate  it.  Should 
the  solution  contain  ammonium  salts,  the  ebullition  must  be  con- 
tinued until,  upon  a  fresh  addition  of  sodium  carbonate,  the  escap- 
ing vapor  no  longer  im^^arts  a  brown  tint  to  turmeric  paper.  If 
the  quantity  of  ammonium  salts  present  is  considerable,  the  fluid 
must  be  evaporated  toiling  to  dryness.  It  is,  therefore,  in  such 
cases  more  convenient  to  precipitate  the  zinc  as  sulphide  (see  V). 

The  presence  of  a  great  excess  of  acid  in  the  solution  of  zinc 
must  be  as  much  as  possible  guarded  against,  that  the  effervescence 
from  the  escaping  carbonic  acid  gas  may  not  be  too  impetuous.  The 
filtrate  must  always  be  tested  with  ammonium  sulphide  (with  addi- 
tion of  ammonium  chloride)  to  ascertain  whether  the  whole  of  the 
zinc  has  been  precipitated ;  a  slight  precipitate  will  indeed  invariably 
form  upon  the  application  of  this  test ;  but,  if  the  process  has  been 
properly  conducted,  this  is  so  insignificant  that  it  may  be  altogether 
disregarded,  being  limited  to  some  exceedingly  slight  and  impon- 
derable flakes,  which  moreover  make  their  appearance  only  after 
many  hours'  standing.  If  the  precipitate  is  more  considerable, 
however,  it  must  be  treated  as  directed  in  b,  and  the  weight  of  the 
zinc  oxide  obtained  added  to  that  resulting  from  the  flrst  process. 
For  the  properties  of  the  precipitate  and  residue,  see  §  77.     This 
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method  yields  pretty  accurate  results,  though  they  are  in  most 
cases  a  little  too  low,  as  the  precipitation  is  never  ahsolutehj  com- 
plete, and  as  particles  of  the  precipitate  will  always  and  unavoid- 
ably adhere  to  the  filter,  which  exposes  them  to  the  chance  of 
reduction  and  volatilization  during  the  process  of  ignition.  On 
the  other  hand,  the  results  are  sometimes  too  high  ;  this  is  owing 
to  defective  washing,  as  may  be  seen  from  the  alkaline  reaction 
which  the  residue  manifests  in  such  cases.  It  is  advisable  also  to 
ascertain  whether  the  residue  will  dissolve  in  hydrochloric  acid 
without  leaving  silica;  this  latter  precaution  is  indispensable  in 
cases  where  the  precipitation  has  been  effected  in  a  glass  vessel. 

[It  is  often  better,  especially  in  presence  of  ammonium  salts,  to 
heat  the  dry  zinc  salt  with  excess  of  sodium  carbonate  in  a  plati- 
num dish  cautiously  to  near  redness,  then  treat  with  hot  water  and 
wash  as  directed.] 

h.  By  Precipitation  as  Zinc  Sulphide. 

Mix  the  solution,  contained  in  a  not  too  large  flask  and  suffi- 
cieutly  diluted,  with  ammonium  chloride,  then  add  ammonia,  till 
the  reaction  is  just  alkaline,  and  then  colorless  or  slightly  yellow 
ammonium  sulpliide  in  moderate  excess.  If  the  flask  is  not  now 
quite  full  up  to  the  neck,  make  it  so  with  ^vater,  cork,  allow  to 
stand  12  to  24  hours  in  a  warm  place,  wash  the  precipitate,  if  con- 
siderable, first  by  decantation,  then  on  the  filter  with  water  con- 
taining ammonium  sulphide  and  also  less  and  less  ammonium  chlo- 
ride (finally  none).  In  decanting  do  not  pour  the  fluid  through  the 
filter,  but  at  once  into  a  fiask.  After  tlirice  decanting,  filter  the 
fluid  that  was  poured  off,  and  then  transfer  the  precipitate  to  the 
filter,  finishing  the  washing  as  directed.  Tlie  fimnel  is  kept  cov- 
ered with  a  glass  plate.  If  the  zinc  is  not  to  be  determined  accord- 
ing to  2,  then  put  the  moist  filter  with  the  precipitate  in  a  beaker, 
and  pour  over  it  moderately  dilute  hydrochloric  acid  slightly  in 
excess.  Put  the  glass  now  in  a  warm  place,  until  the  solution 
smells  no  longer  of  hydrogen  sulphide;  dilute  the  fluid  with  a  little 
water,  filter,  wash  the  original  filter  witli  hot  water,  and  proceed 
with  the  solution  of  zinc  chloride  obtained  as  directed  in  a. 

The  following  method  also  effects  a  practically  complete  pre- 
cipitation of  zinc  from  acid  solution.  Add  sodium  carbonate,  at 
last  drop  by  drop  till  a  lasting  precipitate  forms,  dissolve  the  latter 
by  a  drop  of  hydrochloric  acid,  pass  hydrogen  sulphide  till  the 
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precipitate  ceases  to  increase  perceptibly,  add  sodium  acetate,  and 
again  pass  the  gas.  After  washing  with  water  containing  hydro- 
gen sulphide  (which  when  the  zinc  sulphide  had  been  thrown 
down  by  hydrogen  sulphide  from  acetic  acid  solution,  is  easily 
done),  treat  as  above  directed. 

From  a  solution  of  zinc-  acetate  the  metal  may  be  precipitated 
completely,  or  nearly  so,  with  hydrogen  sulphide  gas,  even  in  pres- 
ence of  an  excess  of  acetic  acid,  provided  always  no  other  free 
acid  be  present  (Expt.  No.  74).  The  precipitated  zinc  sulphide  is 
washed  with  water  impregnated  with  hydrogen  sulphide,  and,  for 
the  rest,  treated  exactly  like  the  zinc  sulphide  obtained  by  precipi- 
tation with  ammonium  sulphide. 

Small  quantities  of  zinc  sulphide  may  also  be  converted  directly 
into  the  oxide,  by  heating  in  an  open  platinum  crucible,  to  gentle 
redness  at  first,  then,  after  some  time,  to  most  intense  redness. 

c.  By  direct  Ignition. 

The  salt  is  exposed,  in  a  covered  platinum  crucible,  first  to  a 
gentle  heat,  finally  to  a  most  intense  heat,  untif  the  weight  of  the 
residue  remains  constant.  The  action  of  reducing  gases  is  to  be 
avoided. 

2.  Determination  as  Zinc  Sulphide. 

The  precipitated  zinc  sulphide,  obtained  as  in  1,  5,  may  be 
ignited  in  hydrogen  and  weighed.  H.  Rose,*  who  has  lately 
recommended  the  process,  employs  the  apparatus  represented  by 
fig.  50. 

a  contains  concentrated  sulphuric  acid,  5,  calcium  chloride. 
The  porcelain  crucible  has  a  perforated  porcelain  or  platinum 
cover,  into  the  opening  of  which  fits  the  porcelain  or  platinum 
tube,  d.  The  latter  is  provided  with  an  annular  projection  which 
rests  on  the  cover,  the  tube  itself  extends  some  distance  into  the 
crucible.  When  the  zinc  sulphide  has  dried  in  the  filter,  it  is 
transferred  to  the  weighed  porcelain  crucible,  the  filter  ashes  added, 
powdered  sulphur  is  sprinkled  over  the  contents  of  the  crucible, 
the  cover  is  placed  on,  and  hydrogen  is  passed  in  a  moderate 
stream,  a  gentle  heat  is  applied  at  first,  which  is  afterwards  raised 
for  five  minutes  to  intense  redness ;  finally  the  crucible  is  allowed 
to  cool  with  continued  transmission  of  the  gas,  and  the  zinc  sul- 
phide is  weighed. 

•  Pogg.  Anal.  110,  138. 
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[Instead  of  the  porcelain  tube  and  perforated  cover,  a  common 
tobacco-pipe  may  be  employed,  the  bowl  of  the  latter  being  inverted 
over  or  within  a  porcelain  crucible.  Hydrogen  sulphide  may  be 
advantageously  substituted  for  hydrogen.] 

Oesten's  experiments,  which  were  adduced  by  Eose  in  support 
of  the  accuracy  of  this  method,  were  highly  satisfactory. 

Zinc  sulphate,  carbonate,  and  oxide  may  be  converted  into  sul- 
phide in  the  manner  just  described.  They  must,  however,  be 
mixed  with  an  excess  of  powdered  sulphur,  otherwise  you  will  lose 
some  zinc  from  the  reducing  action  of  the  hydrogen  (H.  Kose.) 


Fig.  50. 

The  properties  of  the  hydrated  and  anhydrous  zinc  sulphide  are 
given  §  77 ;  the  results  are  accurate.  Loss  occurs  only  when  the 
ignition  is  performed  over  the  gas  blowpipe  (which  is  quite  unnec- 
essary), and  continued  longer  than  five  minutes.     Compare  §  77,  c. 


§109. 

2.  Manganese. 

a.  Solution. 

Many  manganous  salts  are  soluble  in  water.  The  manganous 
salts  which  are  insoluble  in  that  menstruum,  dissolve  in  hydrocldoric 
acid,  which  dissolves  also  all  oxides  of  manganese.     The  solution 
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of  tlie  higher  oxides  is  attended  with  evolution  of  chlorine — equiva- 
lent to  the  amount  of  oxygen  which  the  oxide  under  examination 
contains,  more  than  manganous  oxide  (MnO) — and  the  fluid,  after 
application  of  heat,  is  found  to  contain  manganous  chloride. 

h.  Determination. 

Manganese  is  weighed  either  ^s  protosesquioxide,  as  sulphide, 
or  as  pyrophosphate  (§  78).  Into  the  form  of  protosesquioxide  it 
is  converted  either  by  precipitation  as  manganous  carbonate,  or 
as  manganous  hydroxide,  sometimes  preceded  by  precipitation  as 
manganous  sulphide,  or  as  manganese  dioxide ;  or,  iinally,  by  direct 
ignition.  [When  determined  as  pyrophosphate  it  is  precipitated 
as  ammonium  manganous  phosphate.] 

Manganese  may  be  determined  volumetrically  in  two  different 
ways,  one  being  applicable  to  any  manganous  solution,  provided,  it 
be  free  from  any  other  substance  which  exerts  a  reducing  action 
on  alkaline  solution  of  potassium  ferricyanide,  the  other  being  only 
admissible,  when  we  have  manganese  in  the  condition  of  a  perfectly 
definite  higher  oxide,  and  free  from  other  bodies,  which  evolve 
chlorine  on  boiling  with  hydrochloric  acid. 

We  may  convert  into 

1.  Manganese  Peotosesquioxide. 

a.  By  Precipitation  as  Man-  h.  By  Precipitation  as  Man- 
ganous Carbonate.  ganese  Hydroxide. 

All   soluble  manganous  salts  All  the  compounds  of  manga- 

of  inorganic  acids,  and  all  man-  nese,  with  the  exception  of  its 

ganous  salts  of  volatile  organic  salts  of  non-volatile  organic  acids, 
acids  ;  also  those  manganous  salts 
which,  insoluble   in  water,  dis- 
solve in  hydrochloric  acid  with 
separation  of  their  acid. 

c.  By  Precipitation  as  Man-  d.  By  Separation  as  Manga- 

ganese  Sulphide.  nese  Dioxide. 

All  compounds  of  manganese  All  compounds  of  manganese 

without  exception.  in  a  slightly  acid  solution,  espe- 
cially manganous  acetate  and  ni- 


trate. 


e.  By  direct  Ignition. 

All  manganese  oxides ;  man- 
ganous salts  of  readily  volatile 
acids,  and  organic  acids. 
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2.  Manganese  Sulphide. 

All  compounds  of  manganese  without  exception. 

3.  Manganese  Pyeophospiiate. 

All  the  oxides  of  manganese  and  many  manganous  salts. 

The  method  1,  f,  is  simple  and  accurate,  but  seldom  admissible. 
The  method  1,  a,  is  the  most  usually  employed ;  if  one's  choice  is 
free,  it  is  to  be  preferred  to  1,  h.  The  methods  1,  c,  and  2,  are 
generally  used,  when  the  methods  1,  a,  or  b,  cannot  be  adopted — 
say  on  account  of  the  presence  of  a  non-volatile  organic  substance, 
and  also  when  we  have  to  separate  manganese  from  other  metals. 
The  latter  object  may  be  attained  also  by  the  method  1,  d.  The 
process  3,  is  very  convenient  and  accurate  in  absence  of  alkali-earth 
metals,  and  heavy  metals.  Manganous  phosphate  and  borate  are 
treated,  either  according  to  the  method  1,  h,  as  the  salts  precipi- 
tated from  acid  solution  by  potassa  are  completely  decomposed  upon 
boiling  with  excess  of  potassa,  or  according  to  the  method  2.  In 
silicates  the  manganese  is  determined  after  the  separation  of  the 
silicic  acid  (§  140),  according  to  1,  a,  or  3  ;  for  the  analysis  of  man- 
ganous chromate,  see  §  130  (chromic  acid).  The  volumetric 
method  by  reduction  of  potassium  ferricyanidc  is  especially  suited 
for  technical  work,  in  which  the  highest  degree  of  accuracy  is  not 
required.  The  estimation  of  manganese  from  the  quantity  of  chlo- 
rine disengaged  upon  boiling  the  oxides  with  hydrochloric  acid,  is 
resorted  to,  more  particularly,  to  determine  the  degrees  of  oxidation 
of  manganese,  and  permits  also  the  estimation  of  manganese  in 
presence  of  other  metals  (see  Section  V.). 

1.  Determination  as  Protosesquioxide  of  Manganese. 

a.  By  Precipitation  as  Manganous  Carbonate. 

The  precipitation  and  washing  are  effected  in  exactly  the  same 
way  as  directed  §  108,  1,  a  (determination  of  zinc  as  oxide,  by 
precipitation  as  carbonate).  If  the  filtrate  is  not  absolutely  clear, 
stand  it  in  a  warm  place  for  twelve  to  twenty-four  hours.  A  slight 
precipitate  will  then  separate,  which  is  collected  on  another  small 
filter.  The  precipitate  is  dried,  and  then  ignited  as  directed 
§  53.  The  lid  is  removed  from  the  crucible,  and  a  strong  heat 
maintained  until  the  weight  of  the  residue  remains  constant.  Care 
must  be  taken  to  prevent  reducing  gases  finding  their  way  into  the 
crucible.  For  the  properties  of  the  precipitate  and  residue,  see 
§  78.     This  method,  if  properly  executed,  gives  accurate  results. 
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The  principal  point  is  to  continue  the  application  of  a  sufficiently 
intense  heat  long  enough  to  effect  the  object  in  view.  It  is  neces- 
sary also  to  ascertain  whether  the  residue  has  not  an  alkaline  reac- 
tion, and  having  removed  it  from  the  platinum  crucible,  whether 
it  dissolves  in  hydrochloric  acid  without  leaving  silica. 

h.  By  Precipitation  as  Manganous  Hydroxide. 

The  solution  should  not  be  too  concentrated,  and  it  is  best  to 
have  it  in  a  platinum  dish.  Precipitate  with  solution  of  pure 
soda  or  potassa,  and  proceed  in  all  other  respects  as  in  a. 

If  phosphoric  acid  is  present,  or  boracic  acid,  the  fluid  must  be 
kept  boiling  for  some  time  with  an  excess  of  alkali.  For  the  prop- 
erties of  the  precipitate,  see  §  78. 

c.  By  Precipitation  as  Manganese  Sulphide. 

The  solution  contained  in  a  comparatively  small  flask  and  not 
too  dilute  is  first  mixed  with  ammonium  chloride  (if  an  ammonium 
salt  is  not  already  present  in  sufficient  quantity),  then — if  the  fluid 
is  acid — with  ammonia,  till  it  reacts  neutral  or  very  slightly  alka- 
line ;  now  add  yellow  ammonium  sulphide,  in  moderate  excess,  if 
the  flask  is  not  already  quite  full  up  to  the  neck,  add  water  till 
it  is,  cork,  stand  it  in  a  warm  place  foi*  at  least  twenty-four  hours, 
wash  the  precipitate  if  at  all  considerable,  first  by  decantation,  then 
on  the  filter,  using  water  containing  ammonium  sulphide,  and  also 
gradually-diminished  quantities  of  ammonium  chloride  (finally 
none).  In  decanting,  pour  the  fluid  in  a  flask,  not  on  the  filter. 
After  decanting  three  times,  filter  the  fluids  that  have  been  poured 
off,  transfer  the  precipitate  to  the  filter,  and  finish  the  washing  as 
above  directed,  without  interruption.  Keep  the  funnel  covered 
with  a  glass  plate.  If  you  do  not  prefer  to  determine  according  to 
2,  proceed  as  follows : — Put  the  moist  filter  with  the  precipitate 
into  a  beaker,  add  hydrochloric  acid,  and  warm  until  the  mixture 
smells  no  longer  of  hydrogen  sulphide ;  filter,  wash  the  residuary 
paper  carefully,  and  precipitate  the  filtrate  as  directed  in  a.  The 
results  are  satisfactory,  compare  §  78,  e. 

Tartaric  acid  retards  the  precipitation,  but  does  not  render  it 
less  complete ;  citric  acid  pi-events  precipitation,  or  at  least  makes 
it  incomplete. 

d.  By  Separation  as  Manganese  Dioxide. 

Heat  the  solution  of  manganous  acetate  or  some  other  manga^ 
nous  salt  containing  but  little  free  acid,  after  addition  of  a  sufficient 
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quantity  of  sodium  acetate,  to  from  50°  to  60°,  and  transmit  chlo- 
rine gas  through  the  fluid,  or  add  bromine  (Kammeeer,*  WAAaEf). 
The  whole  of  the  manganese  present  falls  down  as  dioxide  (Schiel, 
EivoT,  Betjdant,  and  Daguin).  Wash,  first  by  decantation,  then 
iipon  the  filter ;  dry,  transfer  the  precipitate  to  a  flask,  add  the  filter 
ash,  heat  with  hydrochloric  acid,  filter,  and  precipitate  as  directed 
in  a.  If  the  sodium  acetate  is  deficient,  and  especially  if  hydro- 
chloric acid  is  present,  it  may  happen  that  the  precipitation  of  the 
manganese  by  chlorine  or  bromine  is  not  quite  complete ;  it  is 
therefore  well,  after  filtering  off  the  dioxide,  to  treat  the  filtrate 
with  more  sodium  acetate,  and  again  pass  chlorine  or  add  bromine. 
The  separation  of  manganese  as  dioxide,  by  evaporating  its  solution 
in  nitric  acid  to  dryness,  and  heating  the  residue,  finally  to  155°,  is 
given  in  Section  V. 

e.  Jiy  direct  Ignition, 

The  manganese  compound  under  examination  is  introduced 
into  a  platinum  crucible,  which  is  kept  closely  covered  at  first,  and 
exposed  to  a  gentle  heat ;  after  a  time  the  lid  is  taken  off,  and 
replaced  loosely  on  the  crucible,  and  the  heat  is  increased  to  the 
highest  degree  of  intensity,  with  careful  exclusion  of  reducing 
gases ;  the  process  is  continued  until  the  weight  of  the  residue 
remains  constant.  The  conversion  of  the  higher  oxides  of  manga- 
nese into  protosesquioxide  of  manganese  requires  more  protracted 
and  intense  heating  than  the  conversion  of  manganous  oxide.  In 
fact,  it  can  hardly  be  effected  without  the  use  of  a  gas  blowpipe. 
In  the  case  of  manganous  salts  of  organic  acids,  care  must  always 
be  taken  to  ascertain  whether  the  whole  of  the  carbon  has  been 
consumed ;  and  should  the  contrary  turn  out  to  be  the  case  the 
residue  must  either  be  dissolved  in  hydrochloric  acid,  and  the  solu- 
tion precipitated  as  directed  in  a,  or  3,  or  it  must  be  repeatedly 
evaporated  with  nitric  acid,  until  the  whole  of  the  carbon  is 
oxidized.  The  method,  if  properly  executed,  gives  accurate  i-esults. 
On  the  other  hand,  if  the  directions  are  not  carefully  attended  to, 
one  must  not  be  surprised  at  considerable  differences.  In  the  igni- 
tion of  manganous  salts  of  organic  acids,  minute  particles  of  the 
salt  are  generally  carried  away  with  the  empyreumatie  products 
evolved  in  the  process,  which,  of  course,  tends  to  reduce  the  weight 
a  little. 

*  Ber.  der  deutsch.  Cliem.  Gtsellsch.  4,  218. 
t  Zeltschr.  f.  anal.  Chem  10,  206. 
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2.  Determination  as  JIanganous  Sulphide. 

The  sulphide  precipitated  as  in  1,  o,  may  be  determined  in  this 
form,  as  follows  :  Dry,  transfer  the  precipitate  to  a  crucible,  burn 
the  filter,  add  the  ashes,  strew  some  sulphur  on  the  top,  ignite 
strongly  in  hydrogen  (till  it  becomes  black)  and  weigh  as  anhy- 
drous manganous  sulphide  (H.  Eose*),  compare  the  analogous 
process  for  zinc,  §  108,  2. 

The  results  obtained  by  Oesten,  and  cited  by  Eose,  are  per- 
fectly satisfactory. 

This  method  is  shorter  and  more  convenient  than  dissolving 
the  moist  sulphide  in  hydrochloric  acid,  and  precipitating  with 
sodium  carbonate. 

Manganous  sulphate  and  all  the  oxides  of  manganese  may  be 
subjected  to  tliis  process  with  the  same  result. 

[3.  Determination  as  Manganous  Pyrophosphate. 

To  the  solution  of  the  manganous  salt,  which  may  contain 
ammonium  or  alkali  salts,  sodium  phosphate  is  added  in  large 
excess  above  vs^hat  is  needful  to  convert  the  manganese  into  phos- 
phate. The  white  precipitate  which  is  formed  unless  considerable 
free  acid  is  already  present  is  then  redissolved  in  sulplmnc  or 
chlorhydric  acid,  the  liquid  is  heated  to  boiling,  best  in  a  platinum 
dish,  and  ammonia  added  in  excess.  The  boiling  is  continued  10 
— 15  minutes,  whereby  the  white,  semi-gelatinous  precipitate  first 
formed  is  converted  into  rose-colored,  pearly  scales.  If  one  is 
obliged  to  precipitate  in  a  glass  beaker  the  precipitate  may  be  con- 
verted into  the  crystalline  form  more  safely  by  heating  on  the 
water-bath  1  or  2  hours,  as  it  is  likely  to  be  thrown  out  of  the 
beaker  by  boiling.  The  whole  is  kept  hot  for  an  hour  longer, 
then  filtered  and  washed  with  water  containing  a  little  ammonia. 
The  precipitate  of  ammonium  manganous  phosphate  is  dried,  sepa- 
rated from  the  filter,  and  converted  by  ignition  into  pyrophos- 
phate.    See  §  78  (GiBBs,t  Heney:}:).] 

It  is  advantageous  to  use  the  Bunsen  filtering  apparatus  for 
washing  the  precipitate  on  account  of  its  slight  solubility  in  water. 
(See  §  78,  g.)  For  the  same  reason  when  great  accuracy  is  required 
it  is  recommended  to  evaporate  the  filtrate  to  dryness,  redissolve 
with  water  and  hydrochloric  acid,  make  alkaline  with  ammonia, 

*  Pogg.  Anal.  110,  122.  f  Am.  Jour.  Sci.  2d  Ser.  44,  p.  216. 

±  lb.  47,  p.  130. 
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and  boil  to  precipitate  and  recover  the  small  amount  of  manganese 
which  may  have  passed  into  the  filtrate. 

4.  Volumetric  deteriniiiation  hy  the  Reduction  of  Ferri- 
cyanide  of  Potassium  (E.  Lenssen*). 
The  method  is  grounded  on  the  fact  that  if  a  solution  of  a 
manganous  salt  is  acted  on  by  excess  of  alkaline  solution  of  potas- 
sium ferricyanide  at  a  boiling  temperature  in  the  presence  of  a 
sufficient  amount  of  a  ferric  salt,  all  the  manganese  is  precipitated 
as  dioxide,  while  a  corresponding  quantity  of  potassium  f  errocyanide 
is  formed.  By  determining  the  latter,  the  amount  of  manganese 
present  is  obtained. 

K,Fe,Cy„+2K,0  +  MnS0.=2K,FeCy,  +  K,SO,  +  MnO,. 

Accordingly  1  at.  manganese  gives  rise  to  2  mol.  potassium 
ferrocyanide.  Of  course  all  other  reducing  substances  must  be 
absent,  and  the  manganese  must  be  present  entirely  in  the  form  of 
a  manganous  salt.  If  the  solution  contains  no  ferric  salt,  the  pre- 
cipitate is  a  combination  of  much  dioxide,  with  little  manganous 
oxide,  not  always  in  the  same  proportions.  In  performing  the 
process,  mix  iirst  with  the  acid  solution  of  the  manganous  salt  so 
much  ferric  chloiide  that  you  may  be  sure  of  having  at  least  1 
mol.  Fe,Cl,  to  1  atom  Mn,  and  add  the  mixture  gradually  to  a 
boiling  solution  of  potassium  ferricyanide,  previously  rendered 
strongly  alkaline  with  potassa  or  soda.  After  boiling  together  a 
short  time  the  brownish-black  precipitate  becomes  granular  and 
less  bulky.  Allow  to  cool  completely,  filter  off  and  wash  the  pre- 
cipitate, acidify  the  filtrate  with  hydrochloric  acid,  and  estimate 
the  potassium  ferrocyanide  with  permanganate,  according  to  §  l-iT, 
II.,  g.  a.  If  the  liquid  is  filtered  hot,  the  results  are  too  high,  as 
the  filter  in  this  case  has  a  reducing  action.  The  method  may  be 
shortened,  as  follows:  After  boiling,  transfer  the  solution,  together 
with  the  precipitate,  to  a  measuring  flask,  allow  to  cool,  fill  up  to 
the  mark  with  water,  shake,  and  allow  to  settle.  Filter  through  a 
dry  filter,  take  out  a  certain  quantity  with  a  pipette,  and  determine 
the  ferrocyanide  in  this.  A  slight  source  of  error  is  here  intro- 
duced by  disregarding  the  volume  of  the  precipitate.  The  results 
adduced  by  Lenssen  are  very  satisfactory.  I  have  myself  repeat- 
edly tested  this  method,  and  I  have  to  remark  as  follows : — 

*  Journ.  f.  prakt.  Chem.  80,  408. 
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a.  If  potassium  ferricyanide  is  long  boiled  with  pure  potassa,  a 
small  quantity  of  ferroeyanide  is  invariably  produced. 

/>.  The  potassa  must  be  quite  free  from  organic  substances,  and 
should  therefore,  if  there  is  any  doubt  on  this  point,  be  fused  in  a 
silver  dish  before  use,  otherwise  the  error  alluded  to  in  a  may  be 
considerably  increased. 

c.  The  complete  washing  of  the  voluminous  precipitate  is 
attended  with  so  much  difficulty  and  loss  of  time  as  to  render  the 
method  more  troublesome  than  a  gravimetric  analysis. 

d.  The  abridged  method,  on  the  other  hand,  may  be  of  great 
service  in  certain  eases,  especially  when  a  series  of  manganese 
determinations  have  to  be  made,  the  manganese  not  being  in  too 
minute  quantities,  and  the  highest  degree  of  accuracy  not  beincr 
required.  In  my  laboratory,  by  employing  a  slight  excess  of  ferric, 
salt,  9r-9— 100-12— 98-21— 98-99,  and  100-4  were  obtained,  instead 
of  100.  The  inaccuracy  increases  on  using  a  large  excess  of  the 
iron.* 

5.  Volumetric  determination  hy  hailing  the  higher  oxides 
with  hydrochloric  acid,  and  estimating  the  chlorine  evolved. 
The  methods  here  employed  will  be  found  all  together  in  the 
Special  Part  under  "  Valuation  of  Manganese  Ores." 

§  110. 

3.  Nickel. 

a.  Solution. 

Many  nickelous  salts  are  soluble  in  water.  Those  which  are 
insoluble,  as  also  nickelous  oxide,  in  its  common  modification, 
dissolve,  without  exception,  in  hydrochloric  acid.  The  peculiar 
modification  of  nickelous  oxide,  discovered  by  Genth,  which  crys- 
tallizes in  octahedra,  does  not  dissolve  in  acids,  but  is  rendered 
soluble  by  fusion  with  potassium  disulphate.  Metallic  nickel  dis- 
solves slowly,  with  evolution  of  hydrogen  gas,  when  warmed  with 
dilute  hydrochloric  or  sulphuric  acid ;  in  nitric  acid,  it  dissolves 
with  great  readiness.  Nickel  sulphide  is  but  sparingly  soluble  in 
hydrochloric  acid,  but  it  dissolves  readily  in  nitrohydrochloric  acid. 
Kickelic  oxide  (Ni^Oj)  dissolves  in  hydrochloric  acid,  upon  the 
application  of  heat,  to  nickelous  chloride,  with  evolution  of 
chlorine. 

*  Zeitsohr.  f .  Anal.  Chem.  3,  209, 
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5.  Determination. 

Nickel  is  best  weighed  as  metal ;  it  may  be  weighed  also  as 
nickelons  oxide,  or  sulphate.  The  compounds  of  nickel  are  con- 
verted into  nickelous  oxide,  usually  by  precipitation  as  nickelous 
hydroxide,  preceded,  in  some  instances,  by  precipitation  as  nickel 
sulphide,  or  by  ignition. 

We  may  convert  into 

1.  NicKELotrs  OxroE. 

a.  By  Precipitation  as  Nich-  h.  By  Precipitation  as  Nich- 

elous  Hydroxide.  el  Sulphide. 

All  nickel  salts  of  inorgamc  All    compounds    of    nickel 

acids  which  are  soluble  in  water,  without  exception, 
and  all  its  salts  of  volatile  or- 
ganic acids ;  likewise  all  salts  of 
nickel  which,  insoluble  in  water, 
dissolve  in  the  stronger  acids, 
with  separation  of  their  acid. 
c.  By  Ignition. 

ISTickel  salts  of  readily  volatile  oxygen  acids,  or  of 
such  oxygen  acids  as  are  decomposed  at  a  high  tem- 
perature (carbonic  acid,  nitric  acid). 

2.  Metallic  nickel  :  Nickelous  oxide,  also  nickel  chloride, 
bromide,  and  iodide. 

3.  Nickel  sulphate:  Nickel  salts,  whose  acids  are  entirely 
expelled  by  heating  and  evaporating  with  sulphuric  acid. 

The  method  1,  c,  is  very  good,  but  seldom  admissible.  The 
method  1,  a,  is  most  frequently  employed.  In  the  presence  of 
*  sugar,  or  other  non-volatile  organic  substance,  it  cannot  be  used. 
In  this  case  we  must  either  ignite  and  thereby  destroy  the  organic 
matter  before  precipitating,  or  we  must  resort  to  the  method  i, 
which  otherwise  is  hardly  used  except  in  separations.  By  what- 
ever method  nickelous  oxide  is  obtained,  it  is  best  to  convert  it 
into  metallic  nickel  (by  method  2)  before  -weighing.  The  conver- 
sion into  nickel  sulphate  (method  3)  is  quickly  executed,  but  it 
requires  the  greatest  care  to  obtain  trustworthy  results.  Nickel 
salts  of  chromic,  phosphoric,  boracic,  and  silicic  acids  are  analyzed 
according  to  the  methods  given  under  the  several  acids. 
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1.  Determination  as  Nickelous  Oxide. 

a.  By  Precipitation  as  Nickelous  Hydroxide. 

Mix  the  solution  with  pure  solution  of  potassa  or  soda  in  excess, 
heat  for  some  time  nearly  to  ebullition,  decant  3  or  4  times,  boiling 
up  each  time,  filter,  wash  the  precipitate  tlioroxighly  ^\\h  hot  water, 
dry  and  ignite  strongly  (avoiding  reducing  gases  if  the  oxide  is  to  be 
weighed)  (Eussell*)  (§  53).  The  precipitation  is  best  effected  in 
a  platinum  dish ;  in  presence  of  nitrohydrochloric  acid,  or,  if  the 
operator  does  not  possess  a  sufficiently  capacious  dish  of  the  metal, 
in  a  porcelain  dish  ;  glass  vessels  do  not  answer  the  purpose  so  well. 
Presence  of  ammoniacal  salts,  or  of  free  ammonia,  does  not  inter- 
fere with  the  precipitation.  For  the  properties  of  the  precipitate 
and  residue,  see  §  19.  Instead  of  weighing  the  oxide  it  is  better 
to  reduce  it  to  metal  according  to  §  110,  2.  The  thorough  washing 
of  the  precipitate  is  a  most  essential  point.  It  is  necessary  also  to 
ascertain  whether  the  weighed  metal  (or  oxide)  has  not  an  alkaline 
reaction,  and  whether  it  dissolves  completely  in  nitric  acid  (or 
hydrochloric  in  case  oxide  is  weighed). 

h.  By  Precipitation  as  Sulphide  of  NicJcel. 

\_a.  Add  to  the  solution,  which  should  be  concentrated,  a  large 
quantity  of  ammonium  chloride.  The  precipitation  is  effected 
more  readily  if  enough  ammonium  chloride  is  present  to  make  the 
solution  nearly  saturated  when  cold.  Make  the  solution  neutral 
or  better  slightly  acid  by  addition  of  ammonia  or  hydrochloric  acid 
as  the  case  demands.  Heat  to  boiling  in  a  flask  and  add  drop  by 
drop  ammonium  sulphide  (which  should  be  more  or  less  yellow 
and  contain  no  free  ammonia),  not  fast  enough  to  check  the  boiling. 
Use  the  least  possible  excess  of  ammonium  sulphide.  Ascertain 
when  enough  has  been  added  by  stopping  the  boiling  long  enough  • 
for  the  nickel  sulphide  to  settle,  and  adding  a  drop  to  the  clear 
surface  of  the  solution.  If  more  is  required,  raise  the  heat  to 
boiling  before  adding  it.  "When  further  addition  of  ammonium 
sulphide  produces  no  more  precipitate  boil  a  few  minutes  longer, 
and  add  enough  acetic  acid  to  give  a  decided  acid  reaction.  Add 
next  a  little  hydrogen  sulphide  solution  and  filter,  washing  with  a 
dilute  solution  of  hydrogen  sulphide.  Teat  the  filtrate  by  neutral- 
izing with  ammonia  and  adding  one  or  two  drops  of  ammonium 

*  Journ.  Chem.  Soc.  16,  58. 
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sulphide.  If  this  causes  a  blackening  of  the  fluid,  boil  with 
addition  a  slight  excess  of  acetic  to  separate  the  nickel. 

/?.  Prepare  the  solution  as  above  described  (1,  h,  a).  Add 
sodium  or  ammonium  acetate,  if  acetates  are  not  already  present ; 
heat  to  boiling;  transmit  H^S  gas  through  the  boiling  solution 
about  ten  minutes.  The  precipitated  nickel  sulphide  settles 
readily.  Ascertain  whether  nickel  has  been  completely  separated 
by  adding  a  drop  of  ammonium  sulphide  to  the  clear  surface  of 
the  liquid.  If  no  blackening,  or  only  a  white  cloud  of  sulphur 
appeai-s,  add  a  little  cold  strong  solution  of  hydrogen  sulphide 
in  water,  filter,  wash  the  precipitate  and  test  further  the  filtrate 
for  nickel  as  above  described.  If,  on  the  contrary,  the  drop  of 
ammonium  sulphide  causes  a  black  coloration  (nickel  sulphide)  an 
incomplete  separation  of  nickel  is  indicated,  which  may  be  due  to 
the  presence  of  too  much  free  acetic  acid.  Add,  therefore,  a  few 
drops  of  ammonia,  leaving  the  solution  however  stiR  slightly  acid, 
heat  again  to  boiling  and  pass  hydrogen  sulphide,  and  so  proceed 
till  complete  precipitation  is  effected.  It  should  be  borne  in  mind 
that  a  large  amount  of  free  acetic  prevents  precipitation  of  nickel 
as  sulphide,  while  a  small  amount  does  not.  The  slight  quantity 
of  acetic  present  throughout  the  operation  prevents  the  formation 
of  ammonium  sulphide  wliich  is  a  solvent  for  ISTiS,  and  also  pre- 
vents the  precipitation  of  the  alkali-earth  metals  if  they  are 
present.] 

Dry  the  washed  nickel  sulphide  in  the  funnel,  and  transfer 
from  the  filter  to  a  beaker ;  the  filter  is  incinerated  in  a  porcelain 
crucible  and  added  to  the  dry  precipitate.  The  precipitate  is  now 
treated  with  concentrated  nitrohydrochloric  acid,  and  the  mixture 
digested  at  a  gentle  heat,  until  the  whole  of  the  nickel  sulphide  is 
dissolved,  and  the  undissolved  sulphur  appears  of  a  pure  yellow ; 
the  fiuid  is  then  diluted,  filtered,  and  the  filtrate  precipitated  as 
directed  in  1,  a,  and  the  nickel  oxide  thus  obtained  is  reduced  to 
metal  according  to  directions  in  2. 

c.  By  direct  Ignition. 

The  same  method  as  described  §  109,  1,  e.     (Manganese.) 

2.  Determination  as  metallic  Nichl. 
Ignite  the  oxide  or  chloride   to  be  reduced   in   a  porcelain 
crucible  in  a  slow  strcnm  of  hydrogen,  at  first  gently,  then  more 
strongly  till  the  weight  is  constant.     For  properties  of  the  residue, 
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see  §  79,  c.     If  on  dissolving  the  metal  in  nitric  acid  any  silica 
remains,  this  must  be  weighed  aud  deducted. 

3.  Determination  as  Nickel  Sulphate. 
The  nickel  solution  should  be  free  from  other  non-volatile  salts. 
Evaporate  with  a  slight  excess  of  pure  sulphuric  acid  in  a  platinum 
dish  to  dryness  and  heat  for  15  or  20  minutes  moderately,  so  as 
just  to  drive  off  the  excess  of  sulphuric  acid  without  blackening 
the  yellow  sulphate  at  the  edges.  It  is  difficult  to  be  sure  of 
hitting  the  exact  point,  hence  we  cannot  place  dependence  on  this 
method  nor  on  that  of  Gibes,  which  consists  in  dissolving  the 
sulphide  in  nitric  acid  and  evaporating  the  solution  with  sulphuric 
acid.     For  the  properties  of  the  residue,  see  §  79,  d. 

§111. 

4.  Cobalt. 

a.  Solution. 

Cobalt  and  its  compounds  behave  with  solvents  like  the  corre- 
sponding compounds  of  nickel.  The  protosesquioxide  of  cobalt 
obtained  by  Schwaezenbeeg  in  microscopic  octahedra  does  not 
dissolve  in  l)oiling  hydrochloric  acid,  or  nitric  acid,  or  nitrohydro- 
chloric  acid  ;  but  it  dissolves  in  concentrated  sulphuric  acid,  and  in 
fusing  potassium  disulphate. 

1).  Determination. 

Col)alt  is  determined  in  the  metallic  state  or  as  sulphate,  being 
usually  first  precipitated  as  cobaltous  hydroxide,  sulpliide  or  tripo- 
tassium  cobaltic  nitrate. 

"We  may  convert  into 

1.  Metallic  cobalt: 

a.  By  direct  reduction.  All  salts  of  cobalt,  which  can  be 
immediately  reduced  by  hydrogen  (chloride,  nitrate,  carbonate, 
&c.). 

h.  By  precipitation  as  cobaltous  hydroxide.  All  salts  soluble 
in  water  of  inorganic  acids,  and  insoluble  salts  of  such  acids  as  may 
be  removed  by  solution.     All  salts  of  volatile  organic  acids. 

c.  By  precipitation  as  sulphide.  AW  compounds  of  cobalt 
without  exception. 

d.  By  precipitation  as  tripotassium  cobaltic  nitrite.  All  com- 
pounds of  cobalt  soluble  in  water  or  dilute  acetic  acid. 
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2.  Cobalt  sulphate: 

a.  By  simple  evaporation  and  ignition. — The  oxygen  com- 
pounds of  cobalt  and  all  cobaltous  salts  of  acids  which  may  be 
completely  expelled  by  e\aporation  and  ignition  with  sulphuric 
acid. 

1).  By  precipitation  as  sulphide. — All  compounds  of  cobalt 
without  exception. 

The  method  1,  a,  is  preferable  to  all  others  when  it  can  be 
applied ;  it  is  quick  and  gives  exact  results.  The  method  1,  h, 
gives  better  results  than  it  used  to  be  credited  with.  The  direct 
conversion  of  suitable  cobalt  compounds  into  sulphate  is  also  quite 
satisfactory.  The  precipitations  as  sulphide  and  as  tripotassium 
cobaltic  nitrate  are  rarely  used  except  in  separations. 

1.  Determination  as  metalliG  Coialt. 

a.  By  direct  reducticni. 

Evaporate  the  solution  of  cobaltous  chloride,  or  nitrate  (which 
must  be  free  from  sulphuric  acid  and  alkali),  in  a  weighed  crucible, 
to  dryness,  cover  the  cracible  with  a  lid  having  a  small  ajierture  in 
the  middle,  conduct  through  this  a  moderate  current  of  pure  dry 
hydrogen,  and  then  apply  a- gentle  heat,  which  is  to  be  increased 
gradually  to  intense  redness.  "When  the  reduction  is  considered 
complete,  allow  to  cool  in  the  current  of  hydrogen,  and  weigh ; 
ignite  again  in  the  same  way  and  repeat  the  process  until  the 
weight  remains  constant.  The  results  are  accurate.  For  the 
properties  of  cobalt,  see  §  80. 

As  regards  the  apparatus  to  be  employed,  see  §  108,  2. 

h.  By  precipitation  as  cobaltous  hydroxide. 

The  best  material  for  the  precipitating  vessel  is  platinum, 
porcelain  may  also  be  used,  but  not  glass.  First  remove  any  large 
excess  of  acid  which  may  be  present  by  e\'aporation.  Heat  nearly 
to  boiling,  add  pure  potash  in  slight  excess,  and  continue  heating 
till  the  precipitate  is  brownish-black.  Pour  the  supernatant  fluid 
through  a  filter,  wash  the  precipitate  by  decantation  with  boiling 
water  repeatedly,  transfer  it  to  the  filter,  and  continue  the  washing 
with  boiling  water  till  the  washings  are  free  from  any  trace  of 
dissolved  substance.  Dry,  ignite  in  a  porcelain  crucible  (§  52)  till 
the  filter  is  thoroughly  burnt,  reduce  in  a  current  of  hydrogen, 
wash  the  metal  several  times  with  boiling  water,  dry,  ignite  again 
in  hydrogen  and  weigh.     Test  the  weighed  cobalt  by  dissolving  in 
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nitric  acid.  If  any  silica  remains,  this  must  be  weighed  and 
deducted.  Mix  the  solution  with  ammonium  chloride  and  ammo- 
nium carbonate,  if  a  small  precipitate  (aluminium  or  ferric  hydrox- 
ide) forms,  ignite  and  weigh  this  too  and  deduct  it.  The 
results  are  excellent;  the  amount  of  alkali  which  remains  with 
the  inetal  when  the  work  is  done  properly  being  exceedingly 
minute.     Compare  §  SO,  ch. 

c.  By  precipitation  as  sulphide. 

Put  the  solution  in  a  flask,  add  ammonium  chloride,  then 
ammonia  just  in  excess,  then  ammonium  sulphide  as  long  as  a 
precipitate  is  produced,  fill  up  to  the  neck  with  water,  cork  and 
allow  to  stand  12  or  24  hours  in  a  warm  place.  Decant,  filter,  and 
wash  as  directed  §  109,  2.  Tinally,  djy  and  proceed  as  directed 
§  110,  h,  /?,  to  redissolve  the  cobalt  sulphide.  Determine  the 
cobalt  according  to  5.  There  are  no  sources  of  error  in  the  pre- 
cipitation with  ammonium  sulphide.  For  the  properties  of  cobalt 
sulphide,  see  §  80.  It  cannot  be  brought  into  a  weighable  form 
by  ignition  in  hydrogen,  as  the  residue  is  a  variable  mixture  of 
different  sulphides  (H.  Hose).  Cobalt  may  also  be  thrown  down 
as  sulphide  by  the  other  methods  given  under  Nicleel.  The 
thorough  precipitation  of  cobalt  is  much  easier  than  that  of  nickel. 

d.  By  precipitation  as  tripotassium  cobaltic  nitrate. 

To  the  moderately  concentrated  solution  of  the  cobalt  salt  add 
potash  in  excess,  then  acetic  acid  till  the  precipitate  is  just  redis- 
solved,  then  a  concentrated  solution  of  potassium  nitrite  jjreviously 
just  acidified  with  acetic  acid,  and  allow  to  stand  24  hours  at  a 
gentle  heat.  Filter,  wash  with  solution  of  potassium  acetate  (1  in 
10)  containing  some  potassium  nitrite,  till  all  foreign  substances  are 
removed,  dry,  dissolve  with  the  filter  ash  in  hydrochloric  acid, 
filter  and  determine  the  cobalt  according  to  1,  5.  This  method 
was  introduced  by  A.  Steomeyee  ;*  the  present  modification,  first 
suggested  by  H.  Kose,  and  improved  by  Fe.  Gauhb,  is  the  surest 
to  yield  good  results  (GAD-HEf).  For  the  properties  of  the  precipi- 
tate, see  §  80,  e. 

2.  Determination  as  sulphate. 
a.  By  direct  conversion. 

Add  to  the  solution  a  little  more  sulphuric  than  will  sufiice  to 
form  cobaltous  sulphate  with  all  the  cobalt  present.     Evaporate, 
*  Annal.  d.  Cliem.  u.  Pliarm.  96,  218.         \  Zeitsclir.  f.  anal.  Chem.  4,  60. 
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using  a  platinum  dish  or  platinum  crucible,  at  all  events,  to  finish 
the  operation.  Heat  the  residue  cautiously  over  the  lamp,  gradu- 
ally increasing  the  temperature  to  dull  redness,  and  maintiiin  at 
this  point  for  15  minutes.  Should  the  edges  blacken,  moisten  with 
dilute  sulphuric  acid,  dry,  and  ignite  again  with  greater  caution. 
Properties  of  the  precipitate,  §  80.     Eesults  quite  satisfactory.* 

h.    With  previous  precipitation  as  sulphide. 

Precipitate  the  cobalt  as  sulphide  according  to  1,  c,  dissolve  it 
as  directed,  evaporate  with  excess  of  sulphuric  acid  in  a  porcelain 
dish  to  dryness,  talte  up  the  residue  with  water,  transfer  the  solu- 
tion to  a  weighed  platinum  dish  and  proceed  according  to  2,  a. 

§  112. 

5.  Feebous  Ieon. 

a.  Solution. 

Many  ferrous  compounds  are  soluble  in  water.  Those  which 
are  insoluble  in  water  dissolve  almost  without  exception  in  hydro- 
chloric acid  ;  the  solutions,  if  not  prepared  with  perfect  exclusion 
of  air,  and  with  solvents  absolutely  free  from  air,  contain  invariably 
more  or  less  ferric  chloride.  In  cases  where  it  is  wished  to  avoid 
the  chance  of  oxidation,  the  solution  of  the  ferrous  compound  is 
effected  in  a  small  flask,  through  which  a  slow  current  of  carbonic 
acid  gas  is  passed,  the  transmission  of  the  gas  being  continued 
until  the  solution  is  cold.  Many  native  ferrous  compounds  cannot 
be  thus  dissolved.  They  are,  indeed,  rendered  soluble  by  fusing 
with  sodium  carbonate,  but  in  this  process  ferric  oxide  is  formed. 
It  is  therefore  advisable  to  heat  such  substances  (in  the  finest  pow- 
der) Avith  a  mixture  of  3  parts  concentrated  sulphuric  acid  and  1 
part  water  in  a  strong  sealed  tube  of  Bohemian  glass  for  2  hours 
at  about  210°,  or — in  the  case  of  silicates — to  warm  them  with  a 
mixture  of  2  parts  hydrochloric  acid  and  1  part  strong  hydrofluoric 
acid  in  a  covered  platinum  dish  (A.  MrrscnEELicHf.  See  also 
Cooke's  method  of  solution,  §  160,  84).  Metallic  iron  dissolves  in 
hydrochloric  acid,  and  in  dilute  sulphuric  acid,  with  evolution  of 
hydrogen,  as  ferrous  chloride  or  sulphate  respectively ;  in  warm 
nitric  acid  it  dissolves  as  ferric  nitrate,  and  in  nitrohydrochloric 
acid  as  ferric  chloride. 

*  Compare  Gauhb,  Zeitschr.  f .  anal.  Chem.  4,  55. 
t  Journ.  f.  prakt.  Chem.  81,  110. 
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h.  Determination. 

Ferrous  iron  may  be  estimated  1,  by  dissolving,  converting 
into  ferric  iron,  and  determining  the  latter  gravimetrically  or  volii- 
metrically;  2,  by  precipitating  as  sulphide,  and  weighing  it  as 
such,  or  determining  it  after  conversion  into  a  ferric  salt ;  3,  by  a 
direct  volumetric  method. 

The  methods  1  and  2  are,  of  course,  only  applicable  when  no 
ferric  compound  is  present ;  the  method  2  is  scarcely  ever  used 
except  for  separations.  The  methods  included  under  3  are  adapted 
to  most  cases,  and,  in  absence  of  other  reducing  substances,  are 
especially  worthy  of  recommendation. 

As  the  determination  of  iron  as  ferric  oxide  belongs  to  §  113, 
and  as  the  process  for  precipitating  ferrous  iron  as  sulphide  is  the 
same  as  that  for  precipitating  ferric  iron  in  this  form,  nothing 
remains  for  us  here  but  to  describe  the  methods  of  converting 
ferrous  into  ferric  salts  and  the  processes  included  under  3. 

1.  Methods  of  converting  Ferrous  into  Ferric  Iron. 

a.  Methods,  applicable  in  all  cases. 

Heat  the  solution  of  the  ferrous  salt  with  hydrochloric  acid  and 
add  small  portions  of  potassium  chlorate,  till  the  fluid,  even  after 
warming  for  some  time,  still  smells  strongly  of  chlorine.  Our 
object  may  be  also  attained  by  passing  chlorine  gas  or — in  the  case 
of  small  quantities — by  addition  of  chlorine  water,  or  very  con- 
veniently by  adding  solution  of  bromine  in  hydrochloric  acid.  If 
the  solution  is  required  to  be  free  from  excess  of  chlorine  or 
bromine,  it  is  finally  heated,  till  all  odor  of  chlorine  or  bromine 
lias  disappeared. 

5.  Methods  which  are  only  suitable  wlien  the  iron  is  to  be  subse- 
quently precipitated  by  ammonia,  as  ferric  hydroxide. 

Mix  the  solution  of  the  ferrous  salt  in  a  flask  with  a  little 
hydrochloric  acid,  if  it  does  not  already  contain  any;  add  some 
nitric  acid,  and  heat  the  mixture  for  some  time  to  incipient  ebulli- 
tion. The  color  of  the  fluid  will  show  whether  the  nitric  acid  has 
been  added  in  sufficient  quantity.  Though  an  excess  of  nitric  acid 
does  no  harm,  still  it  is  better  to  avoid  adding  too  much  on  account 
of  the  subsequent  precipitation.  In  concentrated  solutions,  the 
addition  of  nitric  acid  produces  a  dark-brown  color,  which  disap- 
pears upon  heating.     This  color  is  owing  to  the  nitrogen  dioxide 
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(]Sr,0,)  formed  dissolving  in  the  portion  of  the  solution  wliich  still 
contains  ferrous  salt. 

c.  Methods  which  can  he  o/ijiloi/ed  only  when  the  ferric  iron  is 
to  le  determined  volumetricalhj. 

Add  to  the  hydrochloric  solution  small  quantities  of  artificially 
prepared  iron-free  manganese  dioxide,  till  the  solution  is  of  a  dark 
olive-green  color  from  the  formation  of  manganic  chloride ;  boil 
till  this  coloration  and  the  odor  of  chlorine  liave  disappeared  (Fk. 
Mohe)  ;  or  you  may  add  pure  potassium  permanganate  (in  crystals 
or  concentrated  solution)  till  the  fluid  is  just  red  and  then  boil,  till 
the  red  color  and  chlorine-odor  have  vanished.  These  methods 
present  the  advantage  of  permitting  complete  conversion  of  ferrous 
into  ferric  salts  -without  the  use  of  any  considerable  excess  of  the 
oxidizing  agent. 

2.   Yolumetric  Determination. 

a.  Maeguekite's  2Iethod. 

If  we  add  to  a  solution  of  ferrous  salt,  containins:  an  excess  of 
sulphuric  acid,  potassium  permanganate,  the  fortner  is  converted 
into  a  ferric  salt  by  the  oxidizing  action  of  the  latter  (lOFeSO^  -|- 
8H,SO.  +  K,Mn,03==  5re/SO,)3+K,SO,  +  2MnS0,  +  SH,0). 
Now  if  we  possess  a  solution  of  potassium  permanganate,  and  know 
how  much  iron  100  c.c.  of  it  can  convert  from  the  ferrous  to  the  ferric 
condition,  we  can,  with  this,  readily  determine  an  unknown  quan- 
tity of  iron ;  we  have  simply,  for  this  purpose,  to  dissolve  the  iron 
in  acid,  in  the  form  of  a  ferrous  salt,  to  oxidize  the  solution  accu- 
rately, and  note  how  many  c.c.  of  the  solution  of  potassium  per- 
manganate have  been  used  to  accomplish  that  object. 

In  the  presence  of  hydrochloric  acid  (see  ;'),  the  change  is  not 
exactly  in  accordance  with  the  above  equation  (Lowentiial  and 
Lenssen*). 

a.  Titration  of  the  Solution  of  Potassium  Permangan- 
ate. 
Dissolve  5  grm.  (roughly  weighed)  of  pure  crystallized  potas- 
sium permanganate  in  distilled  water  by  the  aid  of  heat,  dilute  to  1 
litre,  and' preserve  in  a  stoppered  bottle.  Action  of  direct  sunlight 
on  the  solution  should  be  avoided.  The  solution,  if  carefully  kept, 
does  not  alter,  but  still  it  is  well  to  titrate  it  afresh  occasionally. 

*  Zeitschr.  f.  anal.  Chem.  1,  339. 
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aa.  Titration  hy  MetalliG  Iron. 

Weigh  off  accurately  about  1  grm.  thin  soft  iron  wire,  previ- 
ously cleaned  with  emery  paper,  transfer  to  a  ^  litre  measuring 
ilask,  containing  100  c.c.  dilute  sulphuric  acid  (1  to  5),  add  about  1 
rm.  sodium  bicarbonate,  to  produce  carbonic  acid  and  expel  the 
air,  and  then  close  the  flask  with  an  india-rubber  stopper,  provided 
with  an  evolution  tube,  as  shown  in  fig.  51  ;  c  contains  20  or  30 
^  c.c.  water.      Heat  the  flask  at 

first  gently,  finally  to  gentle 
boiling  till  the  iron  is  dissolved. 
The  clip  h  is  open,  and  the  hydro- 
gen escapes  through  the  water 
in  c.  Meanwhile  boil  about  300 
c.c.  distilled  water,  to  drive  out 
all  the  air  it  contains,  and  then 
allow  it  to  cool.  As  soon  as  the 
iron  is  entirely  dissolved,  remove 


=C: 


Fig.  51. 


the  lamp  and  close  the  evolution  tube  with  the  clip.  When  the 
iron  solution  has  cooled  a  little  loose  the  clip,  and  allow  the  water 
in  c  to  recede,  pour  the  boiled  water  into  c,  and  allow  this  also  to 
recede  till  the  solution  nearly  reaches  the  mark.  Take  out  the 
evolution  tube  and  close  the  flask  with  an  unperforated  stopper, 
allow  to  cool  to  the  temperature  of  the  room,  fill  with  water  to  the 
mark,  shake  and  allow  to  stand,  so  that  the  particles  of  carbon 
usually  present  may  deposit.  ISTow  take  out  with  a  pipette  50  c.c. 
of  the  clear  and  nearly  colorless  fluid  (containing  \  of  the  iron 
weighed  off),  transfer  to  a  400  c.c.  beaker,  and  dilute  till  the  beaker 
is  half  full.  Place  the  beaker  on  a  sheet  of  white  paper,  or  better, 
on  a  sheet  of  glass,  with  white  paper  underneath. 

Fill  a  Gat-Lussac's  or  Geissler's  burette  of  30  c.c.  capacity, 
divided  into  -^-^  c.c.  (see  p.  41,  figs.  13  and  14),  up  to  zero,  with  solu- 
tion of  potassium  permanganate,  of  M'hich  take  care  to  have  ready 
a  sufficient  quantity,  perfectly  clear  and  uniformly  mixed. 

Now  add  the  permanganate  to  the  ferrous  solution,  stirring  the 
latter  all  the  while  with  a  glass  rod.  At  first  the  red  drops  dis- 
appear very  rapidly,  then  more  slowly.  The  fiuid,  which  at  first 
was  nearly  colorless,  gradually  acquires  a  yellowish  tint.  From 
the  instant  the  red  drops  begin  :o  disappear  more  slowly,  add  the 
permanganate  with  more  caution  and  in  single  drops,  until  the  last 
drop  imparts  to  the  fluid  a  faint,  but  unmistakable  reddish  color, 
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whicli  remains  oij  stirring.  A  little  practice  will  enable  you  readily 
to  hit  the  right  point.  As  soon  as  the  fluid  in  the  burette  has 
sufficiently  collected  again  read  off,  and  mark  the  number  of  c.c. 
used.  The  reading  off  must  be  performed  with  the  greatest  exact- 
ness (see  §  22) ;  the  whole  error  should  not  amount  to  ^  c.c. 

The  amount  of  permanganate  solution  used  should  be  about 
20  c.c.  Kepeat  the  experiment  with  another  50  c.c.  of  the  iron 
solution.  The  difference  between  the  permanganate  used  in  the 
two  cases  should  not  be  more  than  '1  c.c. ;  if  it  is,  make  one  more 
experiment  and  when  the  results  are  sufficiently  near  take  the 
mean.  Now  calculate  what  quantity  of  iron  is  represented  by  100 
c.c.  of  the  permanganate.  To  this  end  first  divide  the  iron 
weighed  off  by  5,  and  then  multiply  by  "996,  since  soft  iron  wire 
contains  on  the  average  'i  per  cent,  carbon,  &c. ;  this  gives  the 
quantity  of  pure  iron  contained  in  50  c.c.  of  the  solution.  Suppose 
we  took  1'050  grm.  iron  wire,  and  used  a  mean  of  21'3  c.c.  per- 
manganate, -L"%5JL  =  -210,  -210  X  -996  =  -20916.  And  then  by 
rule  of  three : — 


21-3  :  -20916::  100  :  w a;  =  -98197 


therefore,  100  c.c.  permanganate  =  -98197  pure  iron. 

If  there  is  a  deficiency  of  free  acid  in  the  solution  of  iron,  the 
fluid  acquires  a  brown  color,  turns  turbid,  and  deposits  a  brown 
precipitate  (manganese  dioxide  and  ferric  hydroxide).  The  same 
may  happen  also  if  the  solution  of  potassium  permanganate  is 
added  too  quickly,  or  if  the  proper  stirring  of  the  iron  solution  is 
omitted  or  interrupted.  Experiments  attended  with  abnormal 
manifestations  of  the  kind  had  always  better  be  rejected.  That 
the  fluid  reddened  by  the  last  drop  of  solution  of  potassium 
permanganate  added,  loses  its  color  again  after  a  time,  need  create 
no  surprise  or  uneasiness ;  this  decolorization  is,  in  fact,  quite 
inevitable,  as  a  dilute  solution  of  free  permanganic  acid  cannot 
keep  long  undecomposed. 

ii.  Titration  iy  Ammonium  Ferrous  Sulphate. 

Weigh  off,  with  the  greatest  accuracy,  about  1-4  grm.  of  the 
pure  salt  prepared  according  to  tlie  directions  given  in  §  65,  4, 
dissolve  in  about  200  c.c.  distilled  water,  previously  mixed  with 
about  20  c.c.  dilute  sulphuric  acid,  and  proceed  as  in  aa. 

By  dividing  the  amount  of  salt  weighed  off  by  7-0014  (or  where 
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great  accuracy  is  not  required  by  7)  we  obtain  the  quantity  of  iron 
corresponding. 

If  the  salt  is  not  pure,  if,  for  instance,  it  contains  basic  radicals 
isomorphous  with  ferrous  iron  (manganese,  magnesium,  &c.) ;  or  if 
it  contains  ferric  iron,  or  is  moist,  the  result  will  of  course  be  too 
high. 

cc.  Titration  hy  Oxalic  Acid. 

If  solution  of  potassium  permanganate  is  added  to  a  warm 
solution  of  oxalic  acid,  mixed  with  sulphuric  acid,  the  liberated 
permanganic  acid  oxidizes  the  oxalic  acid  to  carbon  dioxide  and 
water  [5H,C,0,  +  K,Mn,0,  +  3H,S0,  =  K,SO,  +  2MnS0,  + 
loco,  +  8H,0].  For  the  oxidation  of  1  mol.  oxalic  acid  (H,C,0,) 
and  2  at.  iron  (in  the  ferroiis  state)  equal  quantities  of  permanganic 
acid  are  accordingly  required ;  therefore,  126  parts  (1  mol.)  of 
crystallized  oxalic  acid  correspond,  in  reference  to  the  oxidizing 
action  of  permanganic  acid,  to  112  parts  (2  at.)  of  iron. 

A  solution  of  oxalic  acid  is  altered  by  the  action  of  light;  it  is, 
therefore,  well  only  to  dissolve  as  much  as  will  be  required  for 
immediate  use.  Dissolve  1  to  1'2  grm.  pure  acid  prepared  by 
§  65,  1,  to  250  cc. ;  50  cc.  of  this  solution  are  introduced  into 
a  beaker,  diluted  with  about  100  cc.  water,  from  6  to  8  ce.  cone, 
sulphuric  acid  added,  and  the  fluid  heated  to  about  60°.  The  beaker 
is  then  placed  on  a  sheet  of  white  paper,  and  permanganate  added 
from  the  burette,  with  stirring.  The  red  drops  do  not  disappear 
at  first  very  rapidly,  but  when  once  the  reaction  has  fairly  set  in, 
they  continue  for  some  time  to  vanish  instantaneously.  As  soon 
as  the  red  drops  begin  to  disappear  more  slowly,  the  solution  of 
potassium  permanganate  must  be  added,  with  great  caution;  if 
proper  care  is  taken  in  this  respect,  it  is  easy  to  complete  the 
reaction  with  a  single  drop  of  permanganate ;  this  completion  of 
the  reaction  is  indicated  with  beautiful  distinctness  in  the  colorless 
fluid.  To  find  the  iron  corresponding  to  the  permanganate  used, 
multiply  the  amount  of  crystallized  oxalic  acid  in  the  50  cc.  by  8 
and  divide  by  9. 

If  the  oxalic  acid  was  not  perfectly  dry,  or  not  quite  pure,  the 
result  of  the  experiment  will,  of  course,  lead  to  fixing  the  strength 
of  the  solution  of  potassium  permanganate  too  high.  Instead  of 
pure  oxalic  acid,  Saint-Gilles  has  proposed  to  use  crystallized 
oxalate  of  ammonium  (NH,)5CjO,  -\- 11,0).  This  can  easily  be  pre- 
pared in  the  pure  state,  keeps  well,   and   can  be  weighed  with 
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accuracy.     142-08  parts  of  the  crystallized  salt  correspond  to  112 
parts  iron. 

Of  the  foregoing  three  methods  of  standardizing  solntion  of 
potassium  permanganate,  the  first  is  the  one  originally  proposed  by 
Maegueeite.  Ammonium  ferrous  sulphate  was  first  proposed  by 
Fk.  Mohk,  and  oxalic  acid  by  Hempel,  as  agents  suitable  for  the 
purpose.  AVith  absolutely  pure  and  thoroughly  dry  reagents,  and 
proper  attention,  all  three  methods  give  correct  results. 

For  myself,  I  prefer  the  first  method,  as  the  most  direct  and 
positive,  the  only  doubtful  point  about  it  being  the  question 
whether  the  assumption  that  the  iron  wire  contains  99-6  per  cent, 
of  chemically  pure  iron  is  quite  correct ;  this,  however,  is  of  very 
trifling  importance,  as  the  error  could  not  exceed  -^^  or  y\  per 
cent.*  The  other  two  methods  are,  as  may  readily  be  seen,  some- 
what more  convenient,  but  they  are  not  so  trustworthy  unless  you 
can  insure  the  purity  and  dryness  of  the  preparations. 

For  the  analysis  of  very  dilnte  solutions  of  iron,  e.g.,  chalybeate 
water,  in  which  the  amount  of  iron  may  be  very  approximately 
detei-mined  with  great  expedition,  by  direct  oxidization  with  per- 
manganate, a  very  dilute  standard  solution  must  be  prepared. 
Such  a  solution  may  be  made  by  diluting  the  previous  solution 
with  9  parts  of  water  or  by  dissolving  '5  grm  crystals  of  potassium 
permanganate  in  1  litre  of  water.  It  is  to  be  directly  standardized 
with  correspondingly  small  quantities  of  iron,  ferrous  salt,  or  oxalic 
acid. 

In  experiments  of  this  kind,  the  fact  that  a  certain  quantity  of 
permanganate  is  required  to  impart  a  distinct  color  to  pure  acidi- 
fied water  (which  is  of  no  consequence  in  operations  where  the 
concentrated  solution  is  used)  must  be  taken  into  consideration  ;  for 
where  the  solution  used  is  so  highly  dilnte,  it  takes  indeed  a  measur- 
able quantity  of  it  to  impart  the  desired  reddish  tint  to  the  amount 
of  water  employed.  In  such  cases,  the  volume  of  the  solution  of 
iron  used  for  standardizing  the  permanganate  and  the  volume  of 
the  weak  ferruginous  solution  subjected  to  analysis  should  be  the 
same,  and  either  the  two  solutions  should  contain  about  the  same 
quantity  of  iron,  or  by  means  of  a  special  experiment,  it  is  ascer- 
tained how  many  ^   c.c.  of  the  permanganate  are  required  to 

*  If  you  are  ofton  making  iron  determinations,  you  may  of  course  procure  a 
quantity  of  wire  and  determine  tlie  amount  of  the  foreign  matter  in  it. 
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impart  the  desired  pale  red  color  to  the  same  volume  of  acidified 
water.  In  the  latter  case,  these  yV  c.c.  will  be  deducted  from  the 
amount  of  permanganate  used  in  the  regular  experiments. 


Fig.  53. 

p.  Performance  of  the  Analytical  Process. 
This  has  been  fully  indicated  in  a.  The  compound  to  be 
examined  is  dissolved,  preferably  with  application  of  a  current  of 
carbon  dioxide*  (see  fig.  52),  in  dilute  sulphuric  acid,  allowed  to 
cool  in  the  current  of  carbon  dioxide,  and  suitably  diluted  (if  prac- 
ticable, the  solution  of  a  substance  containing  about  -2  grm.  iron 
should  be  diluted  to  about  200  c.c.) ;  if  free  acid  is  not  present  in 
sufficient  quantity,  dilute  sulphuric  acid  is  added  till  about  20  c.  c. 
are  present  altogether,  and  then  standard  permanganate  from  the 
burette,  to  incipient  reddening  of  the  fluid.  The  volume  of  stand- 
ard solution  used  is  then  read  off.  The  strength  of  the  solution  of 
permanganate  being  known,  the  quantity  of  iron  present  in  the 
examined  fluid  is  found  by  a  very  simple  calculation.  Suppose 
100  c.  c.  of  solution  of  potassium  permanganate  to  correspond  to 
•98  grm.  iron,  and  25  c.c.  of  the  solution  to  have  been  used  to 
effect  the  oxidation  of  the  ferrous  compound  examined,  then 

100  :  25:: -98  :  x;  x  =  -245. 


*  If  commercial  hydrochloric  acid  is  used  for  the  preparation  of  COj  by  action 
on  marble,  it  must  be  free  from  sulphurous  acid — an  impurity  which  it  often 
contains. 
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The  quantity  of  ferrous  iron  originally  present  amounted 
accordingly  to  "245  grm. 

For  the  method  of  determining  the  total  amount  of  iron 
present  in  a  solution  containing  both  ferrous  and  ferric  salts,  I 
refer  to  §  113 ;  for  that  of  determining  the  amount  in  each  con- 
dition separately,  to  Section  V. 

y.  Process  to  he  used  with  hydrochloric  solutions  of  Iron. 

In  titrating  hydrochloric  acid  solutions  of  iron  with  perman- 
ganate, it  is  essential  that  the  standardizing  of  the  reagent  and  the 
actual  analysis  be  performed  under  the  same  circumstances  as 
regards  dilution,  amount  of  acid,  and  temperature.  Besides  the 
proper  reaction  lOFeCl,  +  K,Mn,0,  +  16PIC1  =  5re,Cl.  +  2KCl 
+  2MnCl, -f  8H,0,  the  collateral  reaction  K,Mn,0,  +  16HC1  = 
2KC1  +  2MnCl,  -|-  SH^O  +  lOCl  also  takes  place,  in  consequence 
of  which  a  little  chlorine  is  liberated.  This  chlorine  does  not 
combine  with  the  ferrous  chloride  to  form  ferric  chloride  in  the 
case  of  considerable  dilution,  but  there  occurs  a  condition  of 
equilibrium  in  the  fluid  containing  ferrous  chloride,  chlorine,  and 
hydrochloric  acid,  which  is  destroyed  by  addition  of  a  further 
quantity  of  either  body  (Lowenthal  and  Lenssen*).  But  since 
it  is  difiicult  to  observe  the  above  conditions  of  obtaining  correct 
results,  the  determination  in  presence  of  hydrocliloric  acid  is 
always  less  trustworthy  than  it  is  in  sulphuric  acid  solutions. 

The  following  method  I  have,  however,  found  \  to  give  the 
best  results : — 

Standardize  the  permanganate  by  means  of  iron  dissolved  in 
dilute  sulphuric  acid,  make  the  iron  solution  to  be  tested  up  to  \ 
litre,  add  50  c.c.  to  a  large  quantity  of  water  acidified  with  sul- 
phuric acid  (about  1  litre),  titrate  with  permanganate,  tlien  again  add 
50  c.c.  of  the  iron  solution,  and  titrate  again,  &c.  &c.  Tlie  num- 
bers obtained  at  the  third  and  fourth  time  are  taken.  These  are 
constant,  while  the  number  obtained  the  first  time,  and  sometimes 
also  the  second  time,  differs.  The  result  multiplied  by  5  gi\'ea 
exactly  the  quantity  of  permanganate  proportional  to  the  amount 
of  ferrous  iron  present. 

i.  Penny's  Method  (recommended  subsequently  by  Schabus). 

If  potassium  dichromate  is  added  to  a  solution  of  a  ferrous  salt 
in  presence  of  a  strong  free  acid,  the  ferrous  salt  is  converted  into 

*  Zeitschr.  f.  anal.  Chem.  1.  329.  \Ib.  1,  361. 
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ferric  salt,  whilst  a  potassium,  and  a  chromic  salt  of  the  free  acid  is 
formed  (6FeS0,  +  K,Cr,0,  +  7H,SO,=3Fe,(SO,),  +  K,SO,  +  Cr, 

(so,)3+m,o). 

Now,  with  29'522  gr.  potassium  dichromate  dissolved  to  2  litres 
of  fluid,  33'6  gr.  iron  may  be  changed  from  a  ferrous  to  a  ferric 
salt,  (295-22  being  the  mol.  weight  of  K,Cr,0„  and  336  being  6 
times  the  at.  weight  of  iron ;)  50  c.c.  of  the  above  solution  corre- 
spond accordingly  to  'Si  grm.  iron. 

Care  must  be  taken  to  use  perfectly  pure  potassium  dichromate ; 
the  salt  is  heated  in  a  porcelain  crucible  until  it  is  just  fused ;  it  is 
then  allowed  to  cool  under  the  desiccator,  and  the  required  quan- 
tity weighed  off  when  cold.  Besides  the  above  solution,  another 
should  also  be  prepared,  ten  times  more  dilute. 

It  is  always  advisable  to  test  the  correctness  of  the  standard 
solution  of  potassium  dichromate,  by  oxidizing  with  it  a  known 
amount  of  pure  iron  dissolved  to  a  ferrous  salt  (see  p.  2G8,  aa). 

The  ferrous  solution  is  sufficiently  diluted,  mixed  with  a  suf- 
ficient quantity  of  dilute  sulphuric  acid,  and  the  standard  solution 
of  potassium  dichromate  slowly  added  from  the  burette,  the  liquid 
being  stirred  all  the  while  with  a  thin  glass  rod.  The  fluid,  which 
is  at  first  nearly  colorless,  speedily  acquires  a  pale  green  tint,  which 
changes  gradually  to  a  darker  chrome-green.  A  very  small  drop 
of  the  mixture  is  now  from  time  to  time  taken  out  by  means  of 
the  stirring-rod,  and  brought  into  contact  with  a  drop  of  a  solution 
of  potassium  ferricyanide  (free  from  f errocyanide)  on  a  porcelain 
plate,  which  has  been  spotted  with  several  of  such  drops.  When 
the  blue  color  thereby  produced  begins  to  lose  the  intensity  which 
it  exhibited  on  the  first  trials,  and  to  assume  a  paler  tint,  the 
addition  of  the  solution  of  potassium  dichromate  must  be  more 
carefully  regulated  than  at  first,  and  towards  the  end  of  the  pi-ocess, 
a  fresh  essay  must  be  made,  and  with  larger  drops  than  at  first, 
after  each  new  addition  of  two  drops,  and  finally,  even  of  a  single 
drop ;  drops  must  also  be  left  for  some  time  in  contact  before  the 
observation  is  taken.  "When  no  further  blue  coloration  ensues,  the 
oxidation  is  terminated.  From  the  remarkable  sensitiveness  of  the 
reaction,  the  exact  point  may  be  easily  hit  to  a  drop.  To  heighten 
the  accuracy  of  the  results,  the  dilute  (ten  times  weaker)  standard 
.  fluid  should,  just  at  the  end  of  the  process,  be  substituted  for  the 
concentrated  solution  of  potassium  dichromate. 

For  the  manner   of   proceeding   in  presence  of  ferric  salts. 
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I  refer  to  §  113.  If  there  is  a  deficiency  of  free  acid  in  the 
sohition,  hrown  cliromic  ehromate  may  form,  upon  wliich  the 
sohition  of  ferrons  salt  exercises  no  longer  a  deoxidizing  action. 

This  method  is  usually  preferred  to  the  preceding  when  hydro- 
chloric acid  is  unavoidably  present. 

§113. 

6.  Feeeic  Ieon. 
a.  Solution. 

Many  ferric  compounds  are  soluble  in  water.  Ferric  oxide  and 
most  fei'ric  comj^ounds  which  are  insoluble  in  water,  dissolve  in 
hydrochloric  acid,  Hut  many  of  them  only  slowly  and  with  diffi- 
culty ;  compounds  of  this  nature  are  best  dissolved  in  concentrated 
hydrochloric  acid,  in  a  flask,  with  the  aid  of  heat ;  which,  however, 
should  not  be  allowed  to  reach  the  boiling-point ;  the  compound 
must,  moreover,  be  finely  powdered,  and  even  then  it  will  often 
take  many  hours  to  effect  complete  solution.  Fusion  with  sodium 
carbonate  or  potassium  disulphate  must  sometimes  be  resorted  to 
in  case  of  native  ferric  compounds. 

J).  Determination. 

The  iron  of  ferric  compounds  is  usually  weighed  as  ferric 
oxide,  but  sometimes  as  ferrous  sulphide  (§  81).  It  may,  however, 
be  estimated  also  indirectly,  and  also  by  volumetric  analysis,  both 
directly  and  after  reduction  to  ferrous  iron.  The  conversion  of 
compounds  of  iron  into  feri-ic  oxide  is  effected  either  by  precipita- 
tion as  ferric  hydroxide,  preceded  in  some  cases  by  precipitation  as 
ferrous  sulphide,  or  as  basic  ferric  acetate,  succinate,  or  formate ; 
or  by  ignition.  "While  the  volumetric  and  the  now  seldom-used 
indirect  methods  are  applicable  in  almost  all  cases,  we  may  convert 
into 

1.  Feeeic  Oxide. 

a.  By  Precipitation  as  Ferric  Hydroxide. 

All  salts  soluble  in  water  of  inorganic  or  volatile  organic  acids, 
and  likewise  those  which,  insoluble  in  water,  dissolve  in  hydro- 
chloric acid,  with  separation  of  their  acid. 

h.  By  Precipitation  as  Ferrous  Sulphide. 

All  compounds  of  iron  without  exception. 

c.  By  ignition. 

All  ferric  salts  of  volatile  oxygen  acids. 
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2.  Feekotjs  Sulphide. 

All  compounds  of  iron  without  exception. 

The  method  1,  o,  is  the  most  expeditious  and  accurate,  and  is 
tlierefore  preferred  in  all  cases  where  its  application  is  admissible. 
The  method  1,  a,  is  the  most  generally  used.  The  methods  1, 1, 
and  2,  serve  principally  to  effect  the  separation  of  the  iron  from 
other  bases ;  they  are  resorted  to  also  in  certain  instances  where  a 
is  inapjjlicable,  especially  in  cases  where  sugar  or  other  non-volatile 
organic  substances  are  present ;  and  also  to  determine  iron  in  ferric 
phosphates  and  borates.  For  the  manner  of  determining  iron  in 
ferric  chromate  and  silicate,  I  refer  to  §§  130  and  140.  The  volu- 
metric methods  for  estimating  the  iron  of  ferric  compounds  are 
used  in  technical  work  almost  to  the  exclusion  of  all  others,  and 
are  very  frequently  employed  in  scientific  analyses. 

1.  Determination  as  Ferric  Oxide. 

a,.  By  Precipitation  as  Ferric  Hydroxide. 

Mix  the  solution  in  a  dish  or  beaker  with  ammonia  in  excess, 
heat  nearly  to  boiling,  decant  repeatedly  on  to  a  filter,  wash  the 
precipitate  carefully  with  hot  water,  dry  thoroughly  (which  very 
greatly  reduces  the  bulk  of  the  precipitate),  and  ignite  in  the 
manner  directed  in  §  53. 

For  the  properties  of  the  precipitate  and  residue,  see  §  81.  The 
method  is  free  from  sources  of  error.  The  precipitate,  under  ah 
circumstances,  even  if  there  are  no  fixed  bodies  to  be  washed  out, 
must  be  most  carefully  and  thoroughly  washed,  since,  should  it 
retain  any  traces  of  ammonium  chloride,  a  portion  of  the  iron 
would  volatilize  in  the  form  of  ferric  cliloride.  It  is  also  highly 
advisable  to  dissolve  the  weighed  residue,  or  a  portion  of  it,  in 
strong  hydrochloric  acid,  to  see  whether  it  is  quite  free  from  silicic 
acid.  The  solution  is  most  readily  effected  in  hydrochloric  acid 
if  the  oxide  is  previously  reduced  to  metallic  iron  by  ignition  in 
hydrogen. 

T).  By  Precipitation  as  Ferrous  Sulphide. 

The  solution,  in  a  not  too  large  flask,  is  mixed  with  ammonia, 
till  all  the  free  acid  is  neutralized.  (In  the  absence  of  organic, 
non-volatile  substances,  this  leads  to  the  precipitation  of  a  little 
ferric  hydroxide,  which,  however,  is  of  no  consequence.)  Add 
ammonium  chloride,  if  not  already  present  in  sufficient  quantity, 
then  colorless  or  yellowish  ammonium  sulphide  in  moderate  excess, 
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lastly  water,  till  the  fluid  reaches  to  the  neck  of  the  flask.  Cork 
it  up  and  stand  in  a  warm  place  till  the  precipitate  has  subsided, 
and  the  supernatant  fluid  has  a  clear  yellowish  appearance  (without 
a  tinge  of  green).  Wash  as  directed  in  the  case  of  manganese 
sulphide  (§  109,  1,  c).  Neglect  of  any  of  these  precautions  will 
occasion  some  loss  of  substance,  the  ferrous  sulphide  gradually 
combining  with  the  oxygen  of  the  air,  and  passing  thus  into  the 
filtrate  as  ferrous  sulphate.  As  this  sulphate  is  reprecipitated  by 
the  ammonium  sulphide  present,  the  filtrate  assumes,  in  such  cases, 
a  greenish  color,  and  gradually  deposits  a  black  precipitate,  the 
separation  of  which  is  highly  promoted  by  addition  of  ammonium 
chloride.     [See  remarks  in  [  ]  §  81,  5,  c.  p.  165.] 

When  the  operation  of  washing  is  completed,  the  moist  pre- 
cipitate (if  it  is  not  dried  and  determined  according  to  2)  is  put, 
together  with  the  filter,  into  a  beaker,  some  water  added,  and  then 
hydrochloric  acid,  until  the  whole  is  redissolved.  Heat  is  now 
applied,  until  the  solution  smells  no  longer  of  hydrogen  sidphide ; 
the  fluid  is  then  filtered  into  a  flask,  the  residual  paper  carefully 
washed,  incinerated,  the  ash  treated  with  warm  strong  hydrochloric 
acid.  The  solution  thus  obtained  (if  yellowish)  is  added  to  the 
main  filtrate,  which  is  next  heated  with  nitric  acid  (see  §  112,  1) ; 
the  solution  (now  ferric)  is  finally  precipitated  with  ammonia,  as 
in  a. 

If  a  solution  of  potassium  ferric,  ammonium  ferric,  or  sodium 
ferric  tartrate  contains  a  considerable  excess  of  alkali  carbonate, 
the  precipitation  of  the  iron  as  sulphide  is  prevented  to  a  greater 
or  less  extent  (BLrMENAtr).  In  such  cases  the  fluid  must  therefore 
be  nearly  neutralized  with  an  acid,  before  the  precipitation  with 
the  ammonium  sulphide  can  be  effected. 

c.  By  Ignition. 

Expose  the  compound,  in  a  covered  crucible,  to  a  gentle  heat 
at  flrst,  and  gradually  to  the  highest  degree  of  intensity ;  continue 
the  operation  until  the  weight  of  the  residuary  ferric  oxide  remains 
constant. 

2.  Determination  as  Anhydrous  Ferrous  Sulphide. 

The  hydrated  ferrous  sulphide  obtained,  as  in  1,  5,  may  be  very 
conveniently  determined  by  conversion  into  the  anhydrous  sul- 
phide. The  process  is  the  same  as  for  zinc  (§  108,  2).  The  heat 
to  which  it  is  finally  exposed  in  the  current  of  hydrogen  must  be 
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strong,  as  an  excess  of  sulphur  is  retained  with  some  obstinacy.  In 
fact,  it  is  advisable  after  weighing  to  re-ignite  in  hydrogen  and 
weigh  a  second  time.  It  is  of  no  importance  if  the  hydrated  sul- 
phide has  oxidized  on  drying. 

Ferrous  sulphate  and  ferric  hydroxide  can  be  transformed  into 
sulphide  in  the  same  manner,  after  having  been  dehydrated  by 
ignition  in  a  porcelain  crucible  (H.  Rose*). 

The  results  obtained  by  Oesten,  and  adduced  by  Rose,  as  well 
as  those  obtained  in  my  own  laboratory,  are  exceedingly  satisfac- 
tory.    (Expt.  No.  75.) 

3.  Volumetric  Determination. 

a.  JP receded  hy  Reduction  of  Ferric  to  Ferrous  Iron. 

"We  have  to  occupy  ourselves  simply  with  the  reduction  of  fer- 
ric to  ferrous  solutions,  the  other  part  of  the  process  having  been 
fully  discussed  in  §  112  (Ferrous  Iron).  This  reduction  can  be 
effected  by  many  substances  (zinc,  stannous  chloride,  hydrogen 
sulphide,  sulphurous  acid,  &c.),  but  only  those  can  be  used  with 
advantage,  an  excess  of  which  may  be  added  with  impunity.  If 
an  excess  must  be  very  carefully  avoided,  or,  being  added,  must  be 
carefully  removed,  the  method  becomes  troublesome,  and  a  ready 
source  of  inaccuracy  is  introduced. 

Reduction  'by  Zinc. — Heat  the  hydrochloric  or  sulphuric  acid 
solution,  which  must  contain  a  moderate  excess  of  acid,  but  be  free 
from  nitric  acid,  in  a  small  long-necked  flask,  placed  in  a  slanting 
position  ;  drop  in  small  pieces  of  iron-free  zinc  (§  60),  and  conduct 
a  slow  current  of  carbon  dioxide  through  the  flask  (fig.  52,  p.  2T2). 
Evolution  of  hydrogen  gas  begins  at  once,  and  the  color  of  the 
solution  becomes  paler  in  proportion  as  the  ferric  sulphate  (or 
chloride)  changes  to  ferrous  sulphate  (or  chloride).  Apply  a  mode- 
rate heat,  to  promote  the  action ;  and  add  also,  if  necessary,  a  little 
more  zinc.  As  soon  as  the  hot  solution  is  completely  decolorized 
(one  cannot  judge  of  the  perfect  reduction  of  a  cold  solution  so 
well,  as  the  color  of  a  ferric  salt  is  deeper  when  hot),  allow  to  cool 
completely  in  the  stream  of  carbon  dioxiode ;  to  hasten  the  cooling 
the  flask  may  be  immersed  in  cold  water ;  then  dilute  the  contents 
with  water,  pour  off  and  wash  carefully  into  a  beaker,  leaving 
behind  any  undissolved  zinc,  and  also  (as  far  as  possible)  any  flocks 
of  lead  that  may  have  separated  from  the  zinc,  and  proceed  as 

*  Pogg.  Annal.  110,  136. 
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directed  in  §  112,  2.  If  the  solution  contain  metals  precipitable 
by  zinc,  these  will  separate,  and  may  render  filtration  necessary. 
In  this  case  the  filtrate  mnst  be  again  heated  with  zinc  before  using 
the  standard  solution.  If  iron-free  zinc  cannot  be  procured,  the 
percentage  of  iron  in  the  metal  used  must  be  determined,  and 
weighed  portions  of  it  employed  in  the  process  of  reduction ;  the 
known  amount  of  iron  contained  in  the  zinc  consumed  is  then  sub- 
tracted from  the  total  amount  of  iron  found. 

[Reduction  by  Hydrogen  SuljpMde. — Pass  hydrogen  sulphide 
through  the  cold  ferric  solution  in  a  flask.  The  solution  should 
occupy  about  two-thirds  of  the  capacity  of  the  flask,  and  should 
not  contain  much  more  than  "2  gr.  iron  per  100  c.c,  but  may 
be  more  dilute  when  but  little  iron  is  present.  Continue 
the  treatment  with  hydrogen  sulphide  at  least  10  minutes 
after  the  color  due  to  the  ferric  salt  has  disappeared,  or  until  the 
solution  appears  to  be  well  saturated  with  that  gas.  Heat,  at  first 
cautiously,  to  boiling.  Escape  of  hydrogen  sulphide  at  this  period 
indicates  that  enough  of  that  reagent  has  been  applied.  Continue 
boiling  so  rapidly  that  air  cannot  enter  the  flask,  the  mouth  of 
which  may  be  partially  closed  by  a  loose  roll  of  filter  paper,  or  other 
means,  until  the  solution  is  reduced  to  one  half  its  first  volume. 
This  will  insure  the  removal  of  excess  of  hydrogen  sulphide.  (The 
escaping  vapor  will  cease  to  blacken  paper  dipped  in  an  alkaline 
lead  solution  somewhat  before  this  point  is  reached.)  During  the 
boiling,  let  the  flask  be  inclined  so  as  to  prevent  mechanical  loss. 
When  the  boiling  is  discontinued  fill  the  flask  immediately  with 
cold  water  to  within  an  inch  of  the  mouth,  close  with  a  stopper, 
and  cool  in  a  stream  of  water. 

Before  reducing  the  ferric  solution  by  either  of  the  above  pro- 
cesses, it  is  desirable  to  remove  hydrochloric  acid,  if  it  is  present, 
so  that  the  iron  after  reduction  can  be  satisfactorily  determined  by 
means  of  potassium  permanganate. 

Chlorides  can  be  decomposed  and  hydrochloric  acid  removed 
by  evaporating  the  solution  with  excess  of  sulphuric  acid  so  long 
as  hydrochloric  acid  vapors  are  given  off  at  a  temperature  slightly 
exceeding  100°  C.  A  liberal  excess  of  sulphuric  acid  is  ad\'anta- 
geous.  After  cooling  add  water  and  digest  till  the  ferric  sulphate 
is  dissolved.  This  treatment  is  simple  and  safe  when  nothing  is 
present  which  is  thereby  converted  into  a  compound  insoluble  in 
dilute  sulphuric  acid  (silicic  acid,  barium,  strontium,  much  cal- 
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cium,  &c.).  Such  insoluble  compounds  may  persistently  retain 
iron. 

When,  therefore,  by  evaporation  with  sulphuric  acid  and  sub- 
sequent treatment  with  water  an  insoluble  residue  remains,  it 
should  not  be  thrown  away  before  testing  it  to  ascertain  whether 
it  retains  iron.] 

h.   Without  jpj^evious  Reduction  to  Ferrd'us  Iron,  after  OtiDE- 

MANS.* 

If  an  acid  solution  of  ferric  chloride  is  mixed  with  a  little  cupric 
sulphate  and  some  potassium  sulphocyanate  and  then  sodium  thio- 
sulphate  is  added,  the  red  color  of  the  ferric  sulphocyanate  gets 
paler  and  paler,  and  finally  when  the  ferric  salts  are  reduced  to  fer- 
rous, disappears  altogether.  Warming  is  unnecessary.  To  hit  the 
point  is  not  easy,  so  we  add  a  slight  excess  of  sodium  thiosulphate, 
and  then  titrate  back  with  standard  iodine.  The  reaction  is  as  fol- 
lows :  Fe.Cl,  -f  2lsra,S,0,  =  2FeCl,  +  2]SraCl  +  N"a,S.O, ;  it  is  pro- 
moted by  the  addition  of  a  small  quantity  of  cupric  sulphate,  which 
is  alternately  reduced  by  the  thiosulphate  and  oxidized  by  the  fer- 
ric chloride.  If  a  small  quantity  of  cuprous  salt  is  produced  by 
the  excess  of  thiosulphate  this  does  not  matter,  as  its  action  on  the 
iodine  solution  is  the  same  in  extent  as  the  action  of  the  thiosul- 
phate which  produced  it.  The  method  is  not  accurate  unless  the 
fluid  remains  clear ;  neither  cuprous  sulphocyanate  nor  cuprous 
iodide  nor  sulphur  must  be  thrown  down.  Hence  care  must  be 
taken  to  maintain  the  proper  amounts  of  the  reagents  and  to  dilute 
the  fluid  sufiiciently. 

We  require — 1.  A  solution  of  sodium  thiosulphate  containing 
about  24  gr.  (of  the  crystallized  salt)  per  litre.  2.  A  solution  of 
ferric  chloride  of  known  strength,  prepared  by  dissolving  10'04 
grm.  of  clean,  fine,  and  soft  iron  wire  (=  10  grm.  pure  iron),  in 
hydrochloric  acid  in  a  slanting  long-necked  flask,  oxidizing  the  solu- 
tion with  potassium  chlorate,  completely  removing  the  excess  of 
chlorine  by  protracted  gentle  boiling,  and  finally  diluting  the  solu- 

*  Sodium  thiosulphate  was  first  employed  by  Scherbr  (Gel.  Anz.  der  K. 
Bayerischen  Akademie,  vom  81  Aug.  1859),  afterwards  by  Krembr  and  Lan- 
DOLT  (Zeitschr.  f.  anal.  Chem.  1,  214).  The  method  of  Oudemans  is  to  be  found 
in  Zeitschr.  f.  anal.  Chem.  6, 139 ;  it  was  criticised  and  rejected  in  Mohr's  Lehrb. 
d.  Titrirmethode,  3  Aufl.  391.  Oudemans  replied  to  MoHKin  Zeitschr.  f.  anal. 
Chem.  9,  343,  and  an  examination  of  the  method  by  C.  Balling,  appeared  in 
the  same  journal,  9,  99. 
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tion  to  1  litre.  3.  A  solution  of  cupric  sulphate,  1  in  100.  4.  A 
solution  of  potassiiim  sulphocyanate,  1  in  100.  5.  A  solution  of 
iodine  in  potassium  iodide,  containing  5  or  6  grm.  iodine  in  the 
litre  (compare  §  146,  a).     6.  Thin  starch  paste. 

Measure  ofE  some  of  the  sodium  thiosulphate,  add  starch  paste 
(§  146,  a),  and  then  titrate  with  iodine  solution,  in  order  to  deter- 
mine the  relation  between  the  two  solutions.  Now  transfer  10  or 
20  c.c.  of  the  ferric  chloride  to  a  beaker,  add  2  c.c.  concentrated 
hydrochloric  acid,  100  or  150  c.c.  water,  3  c.c.  copper  solution,  and 
1  c.c.  potassium  sulphocyanate,  titrate  with  sodium  thiosiilphate 
till  the  fluid  just  loses  its  color,  add  at  once  some  starch  paste,  and 
titrate  back  with  iodine  solution  till  the  blue  color  appears.  Deduct 
the  thiosulphate  equivalent  to  the  iodine  solution  from  the  total 
quantity  of  thiosulphate  used,  and  the  remainder  will  represent  the 
amount  required  to  reduce  the  iron  present.  In  the  analysis  the 
conditions  should  be  similar  to  those  in  the  standardizing  of  the 
thiosulphate. 

This  method  is  very  rapid,  and  the  results,  though  not  so  accu- 
rate as  those  by  method  a,  are  quite  good  enough  for  many  tech- 
nical purposes. 

Supplement  to  the  Fourth  Group. 

§114. 

7.  Ueanium  and  Ueantl. 

If  the  compound  in  which  the  uraniuin  is  to  be  determined 
contains  no  other  fixed  substances,  it  may  often  be  converted  into 
uranous  uranate  U(UO,), — (called  also  uranoso-uranic  oxide  UO,- 
2U0,) — by  simple  ignition.  If  sulphuric  acid  is  present,  small  por- 
tions of  ammonium  carbonate  must  be  thrown  into  the  crucible 
towards  the  end  of  the  operation. 

In  cases  where  the  application  of  this  method  is  inadmissible, 
the  solution  of  uranium  (which,  if  it  contains  uranous  salts,  must 
first  be  warmed  with  nitric  acid,  until  they  are  converted  into  uranyl 
salts)  is  nearly  boiled  in  a  platinum  or  porcelain  dish,  and  pre- 
cipitated with  ammonia  in  slight  excess.  The  yellow  precipitate 
formed,  which  consists  of  hydrated  rnnmnnium  uranate,  is  filtered 
off  hot  and  washed  with  a  dilute  solution  of  ammonium  chloride,  to 
prevent  the  fluid  passing  milky  through  the  filter.  The  precipitate 
is  dried  and  ignited  (§  53).     To  make  quite  sure  of  obtaining  the 
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uranous  uranate  in  the  pure  state,  the  crucible  is  ignited  for  some 
time  in  a  slanting  position  and  uncovered  ;  the  lid  is  then  put  on, 
while  the  ignition  is  still  continuing ;  the  crucible  is  allowed  to 
cool  under  the  desiccator,  and  weighed  (Rammelsbkeo). 

If  the  solution  from  which  the  uranyl  is  to  be  precipitated  con- 
tains other  basic  radicals  (alkali-earth  metals,  or  even  alkali  metals), 
portions  of  these  will  precipitate  along  with  the  ammonium  uranate. 
For  the  measures  to  be  resorted  to  in  such  cases,  I  refer  to  Sec- 
tion Y. 

The  reduction  of  the  uranous  uranate  to  the  state  of  uranous 
oxide  (UO,)  is  an  excellent  means  of  ascertaining  its  purity  for  the 
purpose  of  control.  This  reduction  should  never  be  omitted,  since 
Peligot  has  found  the  uranous  uranate  to  be  variable  in  composi- 
tion. It  is  effected  by  ignition  in  a  current  of  hydrogen  gas,  in  the 
way  described  §  111,  1  (Cobalt).  In  the  case  of  large  quantities 
the  ignition  must  be  several  times  repeated,  and  the  residue  must 
be  occasionally  stirred  with  a  platinum  wire.  While  cooling 
increase  the  cui-rent  of  gas  to  prevent  reabsorption  of  oxygen.  By 
intense  heating  the  property  of  spontaneous  ignition  in  the  air  is 
destroyed.  If  after  evaporating  a  solution  of  uranyl  chloride,  the 
residue  is  to  be  ignited  in  hydrogen,  heat  gently  at  first  in  the  gas 
to  avoid  loss  by^  volatilization.  The  separation  of  uranyl  from 
phosphoric  acid  is  effected  by  fusing  the  compound  with  potassium 
cyanide  and  sodium  carbonate.  Upon  extracting  the  fused  mass 
with  water,  the  phosphoric  acid  is  obtained  in  solution,  whilst  ura- 
nium is  left  as  uranous  oxide.  Knop  and  Aeendt*  have  employed 
this  method. 

Taking  237'6  as  the  atomic  weight  of  uranium,  U(UO,),  ura- 
nous uranate  contains  84-77  per  cent,  of  uranium  and  15-23  per 
cent,  of  oxygen.  UO,  uranous  oxide  contains  88-13  per  cent,  ura- 
nimu  and  11-87  per  cent,  of  oxygen. 

According  to  Belohoubeok,!  uranium  may  be  also  determined 
volumetrically  by  reducing  the  solution  of  uranyl  acetate  or  sul- 
phate to  uranous  salts  with  zinc,  as  in  the  case  of  iron  (§  113,  3,  a). 
As  the  color  of  the  solution  is  no  safe  criterion  of  the  end  of  the 
reduction,  you  must  allow  the  action  of  the  zinc  to  continue  for  a 
considerable  time.  Belohoubeck  says,  a  quarter  of  an  hour  is 
sufficient  for  small  quantities,  half  an  hour  for  large  quantities. 

*  Chem.  Centralblatt,  1856,  773.  f  Zeitsohr.  f.  anal.  Chem.  6,  130. 
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The  solution  of  the  uranous  salt  is  diluted,  mixed  with  dilute  sul- 
phuric acid,  and  then  titrated  with  permanganate  to  incipient  red- 
dening. The  permanganate  is  standardized  by  §  112,  2,  1  at. 
uranium  =  2  at.  iron. 

Eelohoubeck  obtained  good  results  also  in  hydrochloric  solu- 
tions, but  experiments  made  in  this  laboratory  have  shown  that 
these  are  liable  to  the  error  pointed  out  in  the  case  of  iron  (Comp. 
p.  273,  y),  at  least  in  the  presence  of  considerable  quantities  of 
hydrochloric  acid. 

Fifth  Group. 

SILVER LEAD MEECtTRT    IN    MEECUEOUS    COMPOUNDS — MEECUET    IN 

MEECURIC     COMPOUNDS COFFEE BISMUTH — CADMIUM — (PALLA- 
DIUM). 

§115. 

1.    SiLVEE. 

a.  Solution. 

Metallic  silver,  and  those  of  its  compounds  which  are  insoluble 
in  water,  are  best  dissolved  in  nitric  acid  (if  soluble  in  that  acid). 
Dilute  nitric  acid  sufBces  for  most  compounds ;  silver  sulphide, 
however,  requires  concentrated  acid.  The  solution  is  effected  best 
in  a  flask,  which  should  be  heated  if  necessary,  and  placed  in  a 
slanting  position  if  gas  is  evolved.  In  the  case  of  metallic  silver, 
or  silver  sulphide,  the  solution  is  heated  finally  to  gentle  boiling 
to  drive  off  nitrous  acid.  Silver  chloride,  bromide,  and  iodide  are 
insoluble  in  water  and  in  nitric  acid.  To  get  the  silver  contained 
in  chloride  and  bromide  in  solution,  proceed  as  follows : — Fuse  the 
salt  in  a  porcelain  crucible  (this  operation,  though  not  absolutely 
indispensable,  had  better  not  be  omitted),  pour  water  over  it,  put 
a  piece  of  clean  cadmium,  zinc,  or  iron  upon  it,  and  add  some 
dilute  sulphuric  acid.  "Wash  the  reduced  spongy  silver,  first  with 
dilute  sulphuric  acid,  then  with  water,  and  finally  dissolve  it  in 
nitric  acid.  However,  as  we  shall  see  below,  the  quantitative 
analysis  of  these  salts  does  not  necessarily  involve  their  solution. 

h.  Determination. 

Silver  may  be  weighed  as  chloride,  sulphide,  or  cyanide,  or  in 
the  metallic  state  (§  82).  It  is  also  frequently  determined  by  volu- 
metric analysis. 


284  DETERMINATION.  [§  115. 

We  may  convert  into 

1.  SiLVEE  CHLOEIDE :  All  compounds  of  silver  without  excep- 
tion. 

2.  SiLVEE  stTLPHiDE  :  3.  SiLVEE  cTANiDE :  All  compounds  solu- 
ble in  water  or  nitric  acid. 

4.  Metallic  silvee  :  Silver  oxide  and  some  silver  salts  of  readily 
volatile  acids;  silver  salts  of  organic  acids;  silver  chloride,  bro- 
mide, iodide,  sulphide,  and  sulphate. 

The  method  4  is  the  most  convenient,  especially  when  con- 
ducted in  the  dry  way,  and  is  preferred  to  the  others  in  all  cases 
where  its  application  is  admissible.  The  method  1  is  that  most 
generally  resorted  to.  2  and  3  serve  mostly  only  to  effect  the 
separation  of  silver  from  other  metals. 

In  assays  for  the  Mint,  silver  is  usually  determined  volumetric- 
ally  by  Gat-Lussac's  method.  Pisani's  volumetric  method  is 
especially  suited  to  the  determination  of  very  small  quantities  of 
silver.     H.  Vogel's  method  is  specially  useful  to  photographers. 

1.  Determination  of  Silver  as  Chloride. 

a.  In  the  Wet  Way. 

Mix  the  moderately  dilute  solution  in  a  beater  with  nitric  acid, 
heat  to  about  70°,  and  add  hydrochloric  acid  with  constant  stirring 
till  it  ceases  to  produce  a  precipitate.  A  large  excess  of  hydro- 
chloric acid  must  be  avoided,  as  the  precipitate  is  not  absolutely 
insoluble  therein.  While  protecting  the  contents  of  the  beaker 
from  the  action  of  direct  sunlight  continue  the  heat  till  the  precipi- 
tate has  fully  settled,  pour  off  the  clear  fluid  through  a  small  filter, 
rinse  the  precipitate  on  to  the  latter  by  means  of  hot  water  mixed 
with  some  nitric  acid,  wash  with  hot  water  containing  nitric  acid, 
then  with  pure  hot  water,  dry  thoroughly,  transfer  the  precipitate 
to  a  watch-glass  as  nearly  as  possible,  incinerate  the  filter  in  a 
weighed  porcelain  crucible,  treat  the  ash  (which  always  contains 
some  metallic  silver)  with  a  few  drops  of  nitric  acid  in  the  heat; 
add  two  or  three  drops  of  hydrochloric  acid,  evaporate  cautiously 
to  dryness,  add  the  main  bulk  of  the  precipitate,  using  a  camel's- 
hair  brash  to  transfer  the  last  portions,  heat  cautiously  till  it  begins 
to  fuse  at  the  edge,  allow  to  cool,  and  weigh. 

To  remove  the  fused  mass  without  breaking  the  cracible,  lay 
a  small  piece  of  iron  or  zinc  upon  it,  and  then  add  very  dilute 
hydrochloric  or  sulphuric  acid.     The  chloride  will  be  reduced,  and 
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the  silver  may  now  be  detached  from  the  crucible  with  the  greatest 
ease. 

For  the  properties  of  the  precipitate  see  §  82.  The  method 
gives  very  exact  results,  at  all  events  in  the  absence  of  any  con- 
siderable quantities  of  those  salts  in  which  silver  chloride  is  some- 
what soluble ;  compare  §  82.  To  avoid  error  in  this  respect,  it  ia 
well  to  test  the  clear  filtrate  with  hydrogen  sulphide. 

b.  In  the  Dry  Way. 

This  method  serves  more  exclusively  for  the  analysis  of  silver 
bromide  and  iodide,  although  it  can  be  applied  in  the  case  of  other 
compounds. 


Fig.  53. 

The  process  is  conducted  in  the  apparatus  illustrated  by  fig. 
53,  leaving  off  the  U  tube  e,  and  employing  a  straight  bulb- 
tube  or  a  plain  tube  with  porcelain  ti-ay  instead  of  the  bent  tube  d. 

a  is  a  flask  for  disengaging  chlorine,  it  is  completely  filled  with 
pieces  of  pyrolusite  (native  manganese  dioxide)  of  the  size  of  hazel- 
nuts, and  half  filled  with  strong  hydrochloric  acid.  The  chlorine 
is  conducted  to  the  bottom  of  c,  which  contains  a  layer  of  suljjhuric 
acid  and  is  filled  above  with  pumice-stone  moistened  with  strong 
sulphuric  acid.  The  flow  of  chlorine  may  be  regulated  by  the 
stop-cock,  while  any  excess  accidentally  produced  is  conducted  by  a 
second  tube  to  the  bottom  of  the  cylinder  5,  in  which  it  is  absorbed 
by  a  soda  solution ;  c?  is  a  bulb-tube  intended  for  the  reception 
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of  the  silver  iodide  or  bromide.  The  operation  is  commenced 
by  introducing  the  compound  to  be  analyzed  into  the  bulb,  and 
applying  heat  to  the  latter  imtil  its  contents  are  fused ;  when  cold, 
the  tube  is  weighed  and  connected  with  the  apparatus.  Chlorine 
gas  is  then  evolved  from  a ;  when  the  evolution  of  the  gas  has 
proceeded  for  some  time,  the  contents  of  the  bulb  are  heated  to 
fusion,  and  kept  in  this  state  for  about  fifteen  minutes,  agitating 
now  and  then  the  fused  mass.  The  bulb-tube  is  then  removed 
from  the  apparatus,  allowed  to  cool,  and  held  in  a  slanting  position 
to  replace  the  chloi'ine  by  atmospheric  air ;  it  is  subsequently 
weighed,  then  again  connected  with  the  apparatus,  and  the  former 
process  repeated,  keeping  the  contents  of  (?  in  a  state  of  fusion  for 
a  few  minutes.  By  jneans  of  a  light  glass  tube  attached  by  a  piece 
of  rubber  tube  to  the  end  of  d  the  chlorine  escaping  during  the 
operation  may  be  conducted  into  the  open  air  or  into  a  flue.  The 
operation  may,  in  ordinary  cases,  be  considered  concluded  if  the 
weight  of  the  tube  suffers  no  variation  by  the  repetition  of  the 
process.  If  the  highest  degree  of  accuracy  is  to  be  attained,  heat 
the  silver  chloride  again  to  fusion,  passing  at  the  same  time  a  slow 
stream  of  pure,  dry  carbon  dioxide  through  the  tube,  in  order  to 
drive  out  the  traces  of  chlorine  absorbed  by  the  fused  chloride. 
Allow  to  cool,  hold  obliquely  for  a  short  time,  so  as  to  replace  the 
cai'bon  dioxide  by  air,  and  finally  weigh.     See  §  82. 

2.  Determination  as  Silver  Sulphide. 
Hydrogen  sulphide  precipitates  silver  completely  from  acid, 
neutral,  and  alkaline  solutions  ;  ammonium  sulphide  precipitates  it 
from  neutral  and  alkaline  solutions.  The  precipitate  does  not 
settle  clearly  and  rapidly  except  a  free  acid  or  salt  be  present  (such 
as  nitric  acid  or  an  alkali  nitrate).  Kecently  prepared  perfectly 
clear  solution  of  hydrogen  sulphide  may  be  employed  to  precipitate 
small  quantities  of  silver ;  to  precipitate  larger  quantities,  the  solu- 
tion of  the  salt  of  silver  (which  must  not  be  too  acid)  is  moderately 
diluted,  and  washed  hydrogen  sulphide  gas  conducted  into  it. 
After  complete  precipitation  has  been  effected,  and  tlie  silver  sul- 
phide lias  perfectly  subsided  (with  exclusion  of  air),  it  is  collected 
on  a  weighed  filter,  washed,  dried  at  100°,  and  weighed.  For  the 
properties  of  the  precipitate,  see  §  82.  This  method,  if  properly 
executed,  gives  accurate  results.  The  operator  must  take  care  to 
filter  quickly,  and  to  prevent  the  access  of  air  as  much  as  possible 
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during  the  filtration,  since,  if  this  precaution  be  neglected,  suljjhur 
is  likely  to  separate  from  the  liydrog'en  sulphide  water,  which,  of 
course,  M'ould  add  falsely  to  the  Aveight  of  the  silver  sulphide.  If 
the  presence  of  a  minute  quantity  of  sulphur  in  the  preci]:)itate  is 
suspected,  treat  it  after  drying  -svith  pure  carbon  disulpliide  on  the 
filter  repeatedly,  till  the  fluid  running  through  gives  no  residue  on 
evaporation  in  a  watch-glass ;  dry  and  weigh. 

The  sulphide  must,  however,  never  be  weiglied  as  just  described, 
unless  the  analyst  is  satisfied  that  no  considerable  amount  of  sul- 
phur has  fallen  down  with  it,  as  would  occur  if  the  fluid  contained 
liyponitric  acid,  a  ferric  salt,  or  any  other  substance  which  decom- 
poses hydrogen  sulphide.  In  case  the  precipitate  does  contain 
much  admixed  sulphur,  the  simplest  process  is  to  convert  it  into 
metallic  silver  (II.  Eose*).  For  this  purpose  it  is  transferred  to  a 
weighed  porcelain  crucible,  the  filter  ash  is  added,  and  the  whole 
is  heated  to  redness  in  a  stream  of  hydrogen,  the  apparatus 
described  in  §  108  being  employed.     Kesults  accurate. 

Should  the  apparatus  in  question  not  be  at  the  operator's  dis- 
posal, he  may,  after  complete  washing  of  the  precipitate,  carefully 
rinse  it  into  a  porcelain  dish  (without  injuring  the  weighed  filter), 
heat  it  once  or  twice  with  a  moderately  strong  solution  of  pure 
sodium  sulphite,  retransfer  the  precipitate  (now  freed  from  admixed 
sulphur)  to  the  old  filter,  wash  well,  dry  and  weigh  (J.  LuwEf) ; 
or  he  may  treat  the  dried  precipitate,  together  with  the  filter-ash, 
with  moderately  dilute  chlorine-free  nitric  acid  at  a  gentle  heat, 
till  complete  decomposition  has  been  effected  (till  the  undissolved 
sulphur  has  a  clean  yellow  appearance),  filter,  wash  well,  and  pro- 
ceed according  to  1,  a. 

3.  Detennination  as  Silver  Cyanide. 
Mix  the  neutral  solution  of  silver  with  potassium  cyanide,  until 
the  precipitate  of  silver  cyanide  which  forms  at  first  is  redissolved  ; 
add  nitric  acid  in  slight  excess,  and  apply  a  gentle  heat.  If  the 
solution  contains  free  acid,  this  must  be  first  neutralized  with  pot- 
ash or  sodium  carbonate.  After  some  time,  collect  the  precipitated 
silver  cyanide  on  a  weighed  filter,  wash,  dry  at  100°,  and  weigh. 
For  the  properties  of  the  precipitate,  see  §  82.  Tlie  results  are 
accurate. 

*  Pogg.  Annal.  110,  139.  t  Journ.  f.  prakt.  Chem.  77,  73. 
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4.  Determination  as  Metallic  Silver. 

Silver  oxide,  silver  carbonate,  &c.,  are  easily  reduced  by  simple 
ignition  in  a  porcelain  crucible.  In  the  reduction  of  salts  of 
organic  acids,  the  crucible  is  kept  covered  at  first,  and  a  moder- 
ate heat  applied ;  after  a  time  the  lid  is  removed,  and  the  heat 
increased,  until  the  whole  of  the  carbon  is  consumed.  For  the 
properties  of  the  residue,  see  §  82.  The  results  are  absolutely 
accurate,  except  as  regards  silver  salts  of  organic  acids;  in  the 
analysis  of  the  latter,  it  not  unfrequently  happens  that  the  reduced 
silver  contains  a  minute  portion  of  carbon,  which  increases  the 
weight  of  the  residue  to  a  trifling  extent. 

If  it  is  desired  to  transform  silver  chloride,  bromide,  or  sulphide 
into  metallic  silver,  for  the  purpose  of  analysis,  they  are  heated  in 
a  current  of  pure  hydrogen  to  redness,  till  the  weight  remains 
constant.  The  process  may  be  conducted  in  a  porcelain  crucible 
or  a  bulb-tube.  In  the  former  case,  the  apparatus  described  p.  251, 
§  108,  is  used;  in  the  latter  the  apparatus  represented  p.  285,  with  the 
substitution,  of  course,  of  hydrogen  for  chlorine.  If  the  bulb-tube 
is  used,  it  must,  after  cooling  and  before  being  weighed,  be  held  in 
an  inclined  position,  so  that  the  hydrogen  may  be  replaced  by  air. 
The  results  are  perfectly  accurate.  Silver  iodide  cannot  be  reduced 
in  this  way. 

5.  Volumetric  Methods. 
I.  Gay-Lcssac's. 

This,  the  most  exact  of  all  known  volumetric  processes,  was 
introduced  by  Gay-Lussac  as  a  substitute  for  the  assay  of  silver  by 
cupellatlon,  was  thoroughly  investigated  by  him,  and  will  be  found 
fully  described  in  his  work  on  the  subject.  This  method  has  been 
rendered  still  more  precise  by  the  researches  of  G.  J.  Muldee,  to 
whose  exhaustive  monograph*  I  refer  tlie  special  student  of  this 
branch.  I  shall  here  confine  myself  to  giving  the  process  so  far 
as  to  suit  the  requirements  of  the  chemical  laboratory,  taking  only 
for  granted  that  the  analyst  has  the  ordinary  measuring  apparatus, 
&c.,  at  his  disposal.  Muldee's  results  will  be  made  use  of  to  the 
full  extent  possible  under  these  circumstances. 

a.  Eequisites. 

a.  Solution    of    sodium    chloeide.       Take    chemically  pure 

*  Die  Silberprobirmethode  (see  note  p.  167). 
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sodium  chloride — either  artificially  prepared  or  pnre  rock-salt — 
powder  it  roughly  and  ignite  moderately  (not  to  fusion*).  Now 
dissolve  54202  grm.  in  distilled  water  to  1  litre,  measured  at  16°. 
100  c.c.  of  this  solution  contains  a  quantity  of  sodium  chloride 
equivalent  to  1  grm.  of  silver.  The  solution  is  kept  in  a  stoppered 
bottle  and  shaken  before  use. 

p.  Decimal  solution  of  sodidm  chloeide.  Transfer  50  c.c. 
of  the  solution  described  in  «  to  a  500  c.c.  measuring  flask, 
fill  up  to  the  mark  with  distilled  water  and  shake.  Each  c.c. 
of  this  decimal  solution  corresponds  to  -001  grm.  silver.  The 
measuring  must  be  performed  at  16°.  The  solution  is  kept  as  the 
other. 

y.  Decimal  bilvee  solution.  Dissolve  "5  grm.  chemically 
pure  silver  f  in  2  to  3  c.c.  pure  nitric  acid  of  1-2  sp.  gr.,  and  dilute 
the  solution  with  water  exactly  to  500  c.c.  measured  at  16°.  Each 
c.c.  contains  -001  grm.  silver.  The  solution  is  kept  in  a  stoppered 
bottle  and  protected  against  the  influence  of  light. 

S.  Test-bottles.  Tliese  should  be  of  colorless  glass,  holding 
easily  200  c.c,  closed  with  well-ground  glass-stoppers,  running  to 
a  point  below.  The  bottles  fit  into  cases  blackened  on  the  inside, 
and  reaching  up  to  their  necks.  In  order  to  protect  the  latter  also 
from  the  action  of  light,  a  black-cloth  cover  is  employed. 

5.  Peinciple. 

Suppose  we  know  the  value  of  a  solution  of  sodium  chloride, 
■?'.«.,  the  quantity  that  is  necessary  to  precipitate  a  given  amount  of 
silver,  say  1  grm.,  we  are  in  the  position,  with  the  aid  of  this  solu- 

*  On  fusion,  if  the  flame  can  in  the  least  way  act  upon  it,  it  takes  an  alkaline 
reaction,  since  under  the  influence  of  vapor  of  water  and  carbon  dioxide,  a  little 
hydrochloric  acid  is  formed  and  escapes,  while  a  corresponding  quantity  of 
sodium  carbonate  remains. 

t  For  the  preparation  of  pure  silver  Stas  recommends  the  following  method : 
Take  crude  silver  nitrate  containing  copper,  fuse  in  order  to  decompose  any 
platinum  nitrate  which  may  be  present,  dissolve  in  dilute  ammonia,  allow  to 
stand  48  hours,  Alter  and  dilute  till  the  fluid  does  not  contain  more  than  3  per 
cent,  silver.  Add  ammonium  sulphite  in  excess.  To  ascertain  how  much  sul- 
phite will  be  required  make  a  small  preliminary  test;  as  soon  as  after  heating  the 
blue  solution  loses  all  color,  you  may  be  sure  that  enough  of  the  sulphide  has 
been  added.  Warm  on  a  water-bath  to  60°  or  70°,  when  all  the  silver  will  be 
thrown  down  as  a  metallic  powder,  allow  to  cool  and  wash  by  decantation  with 
diluted  ammonia  till  the  washings  are  free  from  copper  and  sulphuric  acid.  Now 
digest  the  metal  for  several  days  with  strong  ammonia,  wash,  dry,  and  fuse  with 
fi'flux  of  borax  and  sodium  nitrate. 
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tion,  to  determine  an  unknown  amount  of  silver,  for  if  we  put  x 
for  the  unknown  amount  of  silver,  then 

c.c.  of  solution  \ised  for  1  grm.  :  c.c.  used  for  x::l  grm.  :  x. 

But  if  we  examine  whether  1  mol.  sodium  chloride  dissolved  in 
water  actually  precipitates  1  at.  of  silver  dissolved  in  nitric  acid 
exactly,  we  find  that  this  is  not  the  case.*  On  the  contrary,  the 
clear  supernatant  fluid  gives  a  small  precipitate  both  on  the  addition 
of  a  little  solution  of  sodium  chloride,  and  on  the  addition  of  a 
little  silver  solution,  as  Muldee  has  most  accurately  determined. 
The  value  of  a  solution  of  sodium  chloride  in  the  sense  explained 
above  cannot,  therefore,  be  reckoned  from  the  amount  of  salt  it 
contains,  by  calculating  1  at.  silver  for  1  mol.  sodium  chloride,  but 
it  can  only  be  obtained  by  experiment.  Muldee  has  shown  that 
the  temperature  and  the  degree  of  dilution  have  some  influence, 
and  also  that  this  fact  is  to  be  explained  on  the  groimd  of  the  sol- 
vent power  of  the  sodium  nitrate  produced  on  the  silver  chloride. 
In  the  solution  thus  formed  we  have  to  imagine  NaJSTOj  and  NaCl 
with  AglSTOj  in  a  certain  state  of  equilibrium,  which  on  the  addition 
of  either  NaCl  or  AgNO^  is  destroyed,  silver  chloride  being  pre- 
cipitated. 

From  this  interesting  observation  it  follows,  that  if  to  a  silver- 
soliition  we  add  at  first  concentrated  solution  of  sodium  chloride, 
then  decimal  solution  drop  by  drop,  till  the  exact  point  is  reached 
when  no  more  precipitate  appears,  now,  on  addition  of  decimal 
silver-solution,  a  small  precipitate  will  be  again  produced ;  and  if 
we  add  the  latter  drop  by  drop,  till  the  last  drop  occasions  no  tur- 
bidity, then  again  decimal  solution  of  sodium  chloride  will  give  a 
small  precipitate.  On  noticing  the  number  of  drops  of  both  deci- 
mal solutions  which  are  required  to  pass  from  one  limit  to  the 
other,  we  find  that  the  same  number  of  each  are  used.  Let  us 
suppose  that  we  had  added  decimal  solution  of  sodium  chloride  till 
it  ceased  to  react,  and  had  then  used  20  dropsf  of  decimal  silver- 
solution,  till  this  ceased  to  produce  a  further  turbidity,  we  must 
now  again  add  20  drops  of  decimal  solution  of  sodium  chloride,  in 

*  If  sodium  bromide  or  potassium  bromide  is  used,  complete  precipitation 
■would  ensue  on  addition  of  an  equivalent  quantity  of  silver  solution,  since  bro- 
mide of  silver  is  not  at  all  soluble  in  the  supernatant  fluid  (Stas,  Compt.  rend. 
67,  1107). 

f  Twenty  drops  from  Mulder's  dropping  apparatus  are  equal  to  1  c.c. 
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order  to  reach  the  point  at  which  this  ceases  to  react.  "Were  we  to 
add  only  10  instead  of  these  20  drops,  we  have  the  neutral  point, 
as  Mulder  calls  it,  i.e.,  the  point  at  which  both  silver  and  sodium 
chloride  produce  equal  precipitates. 

We  have,  therefore,  3  different  points  to  choose  from  for  our 
final  reaction :  a,  the  point  at  which  sodium  chloride  has  just 
ceased  to  precipitate  the  silver ;  h,  the  neutral  point ;  c,  the  point 
at  which  silver-solution  has  just  ceased  to  precipitate  sodium 
chloride.  Whichever  we  may  choose,  we  must  keep  to  it,  i.e.,  we 
must  not  use  a  different  point  in  standardizing  the  sodium  chloride 
solution  and  in  performing  an  analysis.  The  difference  obtained, 
by  using  fi]-st  a  and  then  h  is,  according  to  Moldee,  for  1  grm. 
silver,  at  16°,  about -5  mgrm.  silver;  by  employing  first  a  and 
then  c,  as  was  permitted  in  the  original  process  of  Gat-Lussao,  the 
difference  is  increased  to  1  m^rm. 

For  our  object,  it  appears  most  convenient  to  consider,  once  for 
all,  the  point  a  as  the  end,  and  never  to  finish  with  the  silver- 
solution.  If  the  point  has  been  overstepped  by  the  addition  of  too 
large  an  amount  of  decimal  solution  of  sodium  chloride,  2  or  3 
c.c.  of  decimal  silver-solution  should  be  added  all  at  once.  The 
end-point  is  then  found  by  carefully  adding  decimal  solution  of 
sodium  chloride  again,  and  the  quantity  of  silver  in  the  silver-solu- 
tion added  is  added  to  the  original  amount  of  silver  weighed  off. 

c.  Peefoemaxce  of  the  Peocess. 

This  is  divided  into  two  operations — a,  the  titration  of  the 
sodium  chloride  solution ;  /S,  the  assay  of  the  silver  aUoy  to  be 
examined. 

a.    TiTEATION   OF   THE    SoDItJir    CnLOErDE    SOLUTION. 

Weigh  off  exactly  from  1-001  to  1-003  grm.  chemically  pure 
silver,*  put  it  into  a  test-bottle,  add  5  c.c.  perfectly  pure  nitric 
acid,  of  1-2  sp.  gr.,  and  heat  the  bottle  in  an  inclined  position  in  a 
water-  or  sand-bath  till  complete  solution  is  effected.  K"n\v  blow 
out  the  nitrous  fumes  from  the  upper  part  of  the  bottle,  and  after 
it  has  cooled  a  little,  place  it  in  a  stream  of  water,  the  temperature 
of  which  is  about  lfi°,  and  let  it  remain  there  till  its  contents  are 
cooled  to  this  degree,  wipe  it  dry,  and  place  it  in  its  case. 

IV ow  fill  the  100  c.c.  pipette  with  the  concentrated  solution  of 
sodium  chloride,  which  is  then  allowed  to  flow  into  the  test-bottle 


*  See  note,  p.  289. 
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containing  the  silver-sohition*.  Insert  the  glass-stopper  firmly 
(after  moistening  it  with  water),  cover  the  neck  of  the  bottle  with 
the  cap  of  black  stufE  belonging  to  it,  and  shake  violently  without 
delay,  till  the  silver  chloride  settles,  leaving  the  iiuid  perfectly 
clear.  Then  take  the  stopper  out,  rub  it  on  the  neck,  so  as  to 
remove  all  silver  chloride,  replace  it  firmly,  and  by  giving  the 
bottle  a  few  dexterous  turns,  rinse  the  chloride  down  from  the 
tipper  part.  After  allowing  to  rest  a  little,  again  remove  the 
stopper,  and  add,  from  a  burette  divided  into  -^-^  c.c,  decimal 
sodium  chloride  solution,  allowing  the  drops  to  fall  against  the 
lower  part  of  the  neck,  the  bottle  being  held  in  an  inclined 
position.  If,  as  above  directed,  I'OOl  to  1'003  grm.  silver  have 
been  employed,  the  portions  of  sodium  chloride  solution  at  first 
added  may  be  -J-  c.c.  After  each  addition,  raise  the  bottle  a  little 
out  of  its  case,  observe  the  amount  of  precipitate  produced,  shake 
till  the  fluid  has  become  clear  again,  and  proceed  as  above,  before 
adding  each  fresh  quantity  of  sodium  chloride  solution.  The 
smaller  the  precipitate  produced,  the  smaller  should  be  the  quan- 
tity of  sodium  chloride  next  added ;  towards  the  end  only  two 
drops  should  be  added  each  time ;  and  quite  at  the  end  read  off 
the  height  of  the  fluid  in  the  burette  before  each  further  addition. 
When  the  last  two  drops  give  no  more  precipitate,  the  previous 
reading  is  the  correct  one. 

If  by  chance  the  point  has  been  overstepped,  and  the  time  has 
been  missed  for  the  proper  reading  off  of  the  burette,  add  2  to  3 
c.c.  of  the  decimal  silver  solution  (the  silver  in  which  is  to  be 
added  to  the  quantity  first  weighed),  and  try  again  to  hit  the  point 
exactly  by  careful  addition  of  decimal  sodium  chloride  solution. 

Tlie  value  of  the  sodium  chloride  solution  is  now  known. 
Eeckon  it  to  1  grm.  silver. 

Suppose  we  had  used  for  1-002  grm.  silver,  100  c.c.  of  concen- 
trated and  3  c.c.  of  decimal  sodium  chloride  solution ;  this  makes 
altogether  lOO'S  of  concentrated  ;  then 

1-002  :  1-000  ::  100-3  :  x 

X  =  100-0998 

We  may  without  scruple  put  100-1  for  this  number.     "We  now 

*  The  pipette,  having  been  filled  above  the  mark,  should  be  fixed  in  a  support, 
before  the  excess  is  allowed  to  run  out,  otherwise  the  measuringswill  not  be  suffi- 
ciently accurate. 
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know  that  lOO'l  c.c.  of  the  concentrated  solution  of  sodium 
chloride,  measured  at  16°,  exactly  precipitates  1  grm.  of  silver. 
This  relationship  serves  as  the  foundation  of  the  calculation  in 
actual  assaying,  and  must  be  re-examined  whenever  there  is  reason 
to  imagine  that  the  strength  of  the  sodium  chloride  solution  may 
have  altered. 

/?.  The  actual  assay  of  the  Silvee-Allot. 

Weigh  off  so  njuch  as  contains  about  1  grm.  of  silver,  or  better, 
a  few  mgrm.  more  ;*  dissolve  in  a  test-bottle  in  5  to  Y  c.c.  nitric 
acid,  and  proceed  in  all  respects  exactly  as  in  a. 

Suppose  we  had  taken  1-116  grm.  of  the  alloy,  and  in  addition 
to  the  100  c.c.  of  concentrated  sodium  chloride  solution,  had  used 
5  c.c.  of  the  dilute  (=  '5  concentrated),  how  much  silver  would 
the  alloy  contain  ? 

Presuming  that  we  use  the  same  sodium  chloride  solution 
which  served  as  our  example  in  »,  lOO'l  c.c.  of  which  =  1  grm. 
silver,  then 

100-1  :  100-5  : :  1-000  :  x 

X  =  1-003996  (say  (1-004). 

We  may  also  arrive  at  the  same  result  in  the  following  manner  : — 

NaCl  Solution. 
For  the  precipitation  of  the  silver  in  the  alloy 

were  used 100-5  c.c. 

For  1  grm.  silver  are  necessary 100-1  c.c. 

Difference -4  c.c. 

There  are,  therefore,  4  mgrm.  of  silrer  present  more  than  a  grm., 
on  the  presumption  that  -1  of  the  concentrated  sodium  chloride 
solution  (=  1  c.c.  of  the  decimal  solution)  corresponds  to  1  mgrm. 

*  In  coins  containing  9  parts  of  silver  and  1  part  of  copper,  therefore  take 
about  1-115  or  1-120.  In  weighing  off  alloys  of  silver  and  copper,  which  do  not 
correspond  to  the  formula  AgaCuj  (standard  .1^^^,)=  we  must  remember  that 
they  are  never  homogeneous  in  the  mass  ;  thus,  for  instance,  the  pieces  of  metal, 
from  which  coins  are  stamped,  often  show  1-5  to  17  in  a  thousand  more  silver  in 
the  middle  than  at  the  edges.  In  assaying  alloys,  then,  portions  from  various 
parts  of  the  mass  must  be  taken,  in  order  to  get  a  correct  result.  The  inaccuracy, 
however,  proceeding  Irom  the  cause  above-mentioned,  can  only  be  completely 
overcome  by  fusing  the  alloy  and  taking  out  a  portion  from  the  well-stirred  mass 
for  the  assay. 
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silver.  This  supposition,  although  not  absolutely  correct,  may  be 
safely  made,  for  the  inexactness  it  involves  is  too  minute,  as  is 
evident  from  the  previous  calculation. 

Before  we  can  execute  this  process  exactly,  we  must  know  the 
quantity  of  silver  the  alloy  contains  very  approximately.  In 
assaying  coins  of  known  value  this  is  the  case,  but  with  other  silver 
alloys  it  is  usually  not  so.  Under  the  latter  circumstances  an 
approximate  estimation  must  precede  the  regular  assay.  This  is 
performed  by  weighing  off  ^  grm.  (or  in  the  case  of  alloys  that  are 
poor  in  silver,  1  grm.),  dissolving  in  3  to  6  c.c.  nitric  acid,  and 
adding  from  the  burette  sodium  chloride  solution, — first  in  larger, 
then  in  smaller  quantities — till  the  last  drops  produce  no  further 
turbidity.  The  last  drops  are  not  reckoned  with  the  rest.  The 
operation  is  conducted,  as  regards  shaking,  &c.,  as  previously 
given.  Suppose  we  had  weighed  off  "5  grm.  of  the  alloy,  and 
employed  25  c.c.  of  the  sodium  chloride  solution — taking  the 
above  supposed  value  of  the  latter — 

■\Veliave  100-1  :  25  ::  1-000  :  « 

X  =  -2497 

that  is,  the  silver  in  -5  grm.  of  the  alloy ;  and  as  to  the  quantity  of 
alloy  we  have  to  weigh  off  for  the  assay  proper, 

We  have  -2497  :  1-003  : :  -5  :  a; 

X  =  2-008. 

This  quantity  will,  of  course,  require  more  nitric  acid  for  solution 
than  was  previously  used  (use  10  c.c).  In  cases  where  the  highest 
degree  of  accuracy  is  not  required,  the  results  afforded  by  this 
rough  preliminary  estimation  M'ill  be  accurate  enough,  if  the 
experiment  is  cai-efully  conducted,  since  they  give  the  quantity  of 
silver  pi-esent  to  within  XTyVo-  o^  ■jw- 

With  alloys  which  contain  sulphur,  and  with  such  as  consist  of 
gold  and  silver,  and  contain  a  little  tin,  Levol*  employs  concen- 
trated sulpliuric  acid  (about  25  grm.)  as  solvent.  The  portion  of 
the  alloy  is  Iwiled  with  it  till  dissolved  ;  after  cooling,  the  fluid  is 
treated  in  the  usual  manner.  As,  however,  concentrated  sulphuric 
acid  fails  to  dissolve  all  the  silver  when  there  is  much  copper 
present,  MASoAzzmif  digests  the  weighed  portion  of  alloy  (which 

*  Annal.  de  Chim.  ct  de  Phys.  (3)  44,  347.       t  Cliem.  Centralbl.  1857,  300. 
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may  contain  small  quantities  of  lead,  tin,  and  antimony,  besides 
gold)  "first  with  the  least  possible  amount  of  nitric  acid,  as  long  as 
red  vapors  are  formed ;  he  then  adds  concentrated  sulphuric  acid, 
boils  till  the  gold  has  settled  Avell  together,  adds  water  after 
cooling,  and  then  titrates.  In  the  presence  of  mercury,  the 
chloride  of  that  metal  is  carried  down  with  the  silver,  rendering 
the  method  inaccurate.  If  the  quantity  of  mercury  is  but  small, 
you  may  get  over  the  difficulty  by  adding  25  c.c.  ammonia  and 
20  c.c.  acetic  acid  (Levol).  The  ammonium  acetate  acts  by 
decomposing  the  mercuric  chloride,  and  thus  preventing  its 
precipitation  (Debeay*).  If  the  quantity  of  mercury  is  large  the 
addition  of  an  alkali  acetate  is  not  effective,  and  Debkay  recom- 
mends to  drive  off  the  mercury  by  igniting  for  four  hours  in  a 
small  crucible  of  gas  carbon  in  a  muffle.  The  presence  of  other 
volatile  metals,  such  as  zinc,  does  not  interfere  with  this  oper- 
ation. 

II.    PiSANl's    METHOD.f 

This  process  depends  on  the  following  reaction :  a  solution  oi 
iodide  of  starch  added  to  a  very  dilute  neutral  solution  of  silver 
nitrate,  forms  silver  iodide  and  silver  hypoiodite.  The  blue  color 
consequently  vanishes,  and  on  continued  addition  of  the  iodide  of 
starch,  the  fluid  does  not  become  permanently  blue  till  all  the  sil- 
ver niti'ate  present  is  decomposed  in  the  above  manner.  The 
iodide  of  starch  solution  used  is  therefore  proportional  to  the  quan- 
tity of  silver  nitrate.  Hence,  if  the  value  of  the  iodide  of  starch 
solution  be  determined,  by  allowing  it  to  act  on  a  certain  amount 
of  silver  solution  of  known  strength,  we  shall  be  able  to  estimate 
unknown  quantities  of  silver  with  the  greatest  ease,  provided  that 
tlie  silver  solution  is  free  from  all  other  substances  Mhich  exert  a 
decomposing  action  on  the  iodide  of  starch.  Besides  the  ordinai-y 
reducing  agents,  the  following  salts  must  be  especially  mentioned 
as  possessing  this  power :  mercurous  and  mercuric  salts,  stannous 
salts,  manganous,  ferrous,  and  antimonious  salts,  also  auric  chloride 
and  arsenites ;  lead  and  copper  salts,  on  the  other  hand,  do  not 
affect  iodide  of  starch. 

The  iodide  of  starch  is  prepared  as  follows :  make  an  intimate 

»  Compt.  rend.  70,  849.  \  Annal.  d.  Mln.  10,  83- 
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mixture  in  a  mortar  of  2  grrn.  iodine  and  15  gi-m.  starch  with  tlie 
addition  of  6  to  8  drops  of  water,  and  heat  the  sliglitly-moist  mix- 
ture in  a  closed  flask  in  a  water-bath,  till  the  original  violet-blue 
color  has  passed  into  dark  grayish-blue — it  takes  about  au  hour. 
The  iodide  of  starch  thus  prepared  is  then  digested  with  water ;  it 
dissolves  completely  to  a  deep  bluish-black  fluid. 

The  value  of  this  fluid  is  determined  by  allowing  it  to  act  on 
10  c.c.  of  a  neutral  solution  of  silver  nitrate,  containing  1  grm.  of 
pure  silver  in  1  litre — the  silver  solution  is  mixed  with  a  little 
pure  precipitated  calcium  carbonate  before  adding  the  iodide  of 
starch.  The  strength  of  this  latter  is  right,  if  50  to  60  c.c.  are 
used  in  this  experiment.  On  adding  it,  at  flrst  the  blue  color  dis- 
appears rapidly,  and  the  fluid  becomes  yellowish  from  the  silver 
iodide.  The  end  of  the  operation  is  attained  as  soon  as  the  fluid  is 
bluish-green.  The  point  is  pretty  easy  to  hit,  and  an  eiTor  of  "5 
c.c.  is  of  no  importance,  as  it  only  corresponds  to  about  '0001  grm. 
silver.  The  calcium  carbonate,  besides  neutralizing  the  free  acid, 
has  the  effect  of  rendering  the  final  change  of  the  color  more  dis- 
tinctly observable.  To  analyze  an  alloy  of  silver  and  copper,  dis- 
solve about  '5  grm.  in  nitric  acid,  dilute  to  100  c.c.  to  lower  the 
color  of  the  copper,  saturate  5  c.c.  with  calcium  carbonate,  and  add 
iodide  of  starch  till  the  coloration  appears.  Or  you  may  deter- 
mine very  approximately  the  amount  of  silver  in  2  c.c.  of  the  solu- 
tion, then  precipitate  the  greater  part  (about  99-^)  of  the  silver 
from  50  c.c.  of  the  solution  with  standard  solution  of  potassium 
iodide,  and  without  filtering  estimate  the  remainder  of  the  silver 
by  means  of  iodide  of  starch.  If  the  amount  of  silver  to  be  deter- 
mined is  more  than  "020  gnn.,  it  is  always  better  to  employ  the 
latter  method.  In  the  case  of  a  nitric  acid  solution  containing  sil- 
ver with  lead,  the  latter  metal  is  first  precipitated  with  sulphuric 
acid  and  filtered  ofi^,  calcium  carbonate  is  added  to  the  filtrate  till 
all  free  acid  is  neutralized,  the  fluid  is  filtered  again  (if  necessary), 
and  lastly,  more  calcium  carbonate  is  added,  and  then  the  iodide  of 
starch.  Yery  dilute  solutions  must  be  concentrated,  so  that  one  may 
have  no  more  than  from  50  to  100  c.c.  to  deal  with.  The  method  is 
worthy  of  notice  and  specially  suited  for  .the  estimation  of  small 
quantities  of  silver.  "With  such  it  has  afforded  me  perfectly  satis- 
factory results.  Instead  of  the  standard  iodide  of  starch,  a  dilute 
standard  solution  of  iodine  in  potassium  iodide  may  be  equally  well 
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employed — with  addition  of  starch  schition  (Field*).  If  this  is 
used  you  must  bear  in  mind  that  any  substance  which  decomposes 
potassium  iodide  with  separation  of  iodine  will  interfere. 

III.  Method  depending  on  the  action  of  silver  niteate  on 

SODIUM   CHLOEIDE  IN  THE  PEESENCE  OF  POTASSIUM    CHKOMATE. 

This  is  the  reverse  of  the  method  for  the  estimation  of  chlorine 
§  141   I,  a,  and  will  be  described  in  that  place. 

§116. 

2.  Lead. 
a.  Solution. 

Few  of  the  lead  salts  are  soluble  in  water.  Metallic  lead,  lead 
oxide,  and  most  of  the  lead  salts  that  are  insoluble  in  water  dissolve 
in  dilute  nitric  acid.  Concentrated  nitric  acid  efEects  neither  com- 
plete decomposition  nor  complete  solution,  since,  owing  to  the 
insolubility  of  lead  nitrate  in  concentrated  nitric  acid,  the  first  por- 
tions of  nitrate  formed  protect  the  yet  undecomposed  parts  of  the 
salt  from  the  action  of  the  acid.  For  the  solubility  of  lead  chloride 
and  sulphate,  see  §  S3.  As  we  shall  see  below,  the  analysis  of 
these  compounds  may  be  effected  without  dissolving  them,  lead 
iodide  dissolves  readily  in  moderately  dilute  nitric  acid  upon  appli- 
cation of  heat,  with  separation  of  iodine.  Solution  of  potassa  is 
the  only  menstruum  in  which  lead  chromate  dissolves  without 
decomposition. 

h.  Determination. 

Lead  may  be  determined  as  oxide,  sulphate,  chromate,  or  sul- 
phide •  also  by  volumetric  analysis. 

We  may  convert  into 

1.  Lead  Oxide: 

a.  By  Precipitation. 

All  lead  salts  soluble  in  water,  and  those  of  its  salts  which, 
insoluble  in  that  menstruum,  dissolve  in  nitric  acid,  with  separa- 
tion of  their  acid. 

5.  By  Ignition. 

a.  Lead  salts  of  readily  volatile  or  decomposable  inorganic  acids. 

ft.  Lead  salts  of  organic  acids. 

*  Chem.  News,  2,  17. 
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2.  Lead  Sulphide: 

All  lead  salts  in  solution. 

3.  Lead  Sulphate: 
a.  By  Precipitation. 

The  salts  that  are  insoluble  in  water,  hut  soluhle  iu  nitric  acid, 
whose  acid  cannot  be  separated  from  the  solution. 

5.  By  Evaporation; 

a.  All  the  oxides  of  lead,  and  also  the  lead  salts  of  volatile  acids. 

/?.  Many  of  the  organic  compounds  of  lead. 

4.  Lead  Cheomate: 

The  compounds  of  lead  soluble  in  water  or  nitric  acid. 

The  application  of  these  several  methods  must  not  be  under- 
stood to  be  rigorously  confined  to  the  compounds  specially  enu- 
merated under  their  respective  heads  ;  thus,  for  instance,  all  the 
compounds  enumerated  sub  1,  may  likewise  be  determined  as  lead 
sulphate ;  and,  as  above  mentioned,  all  soluble  compounds  of  lead 
may  be  converted  into  lead  sulphide ;  also,  in  lead  sulphate  the  lead 
may  be  without  difficulty  determined  as  sulphide,  Lead  chloride, 
bromide,  and  iodide  are  most  conveniently  reduced  to  the  metallic 
state  in  a  current  of  hydrogen  gas,  in  the  manner  described  §  115 
(Reduction  of  silver  chloride),  if  it  is  not  deemed  preferable  to  dis- 
solve them  in  water,  or  to  decompose  them  by  a  boiling  solution  of 
sodium  carbonate.  If  the  reduction  method  is  resorted  to,  the 
heat  applied  should  not  be  too  intense,  since  this  might  cause  some 
lead  chloride  to  volatilize. 

The  higher  oxides  of  lead  are  reduced  by  ignition  to  the  state 
of  lead  monoxide,  and  may  thus  be  readily  analyzed  and  dissolved. 
Should  the  operator  wish  to  avoid  having  recourse  to  ignition,  the 
most  siaiple  mode  of  dissolving  the  higher  oxides  of  lead  is  to  act 
upon  them  with  dilute  nitric  acid,  with  the  addition  of  alcohol. 
For  the  methods  of  analyzing  lead  sulphate,  chromate,  iodide,  and 
bromide,  I  refer  to  the  paragraphs  treating  of  the  corresponding 
acids,  in  the  second  part  of  tliis  section.  To  effect  the  estimation 
of  lead  in  the  oxide  and  in  many  lead  salts,  especially  also  in  the 
sulphate,  the  compound  under  examination  may  be  fused  with 
potassium  cyanide,  and  the  metallic  lead  obtained  well  washed,  and 
weighed.     From  the  sulpliide  also  the  greater  portion  of  the  lead 


§  116.]  LEAD.  299 

may  be    separated   by  this  method,   but  never  the   whole   (H. 

EOSE*). 

1.  Determination  as  Oxide, 
a.  By  Precipitation. 

Mix  the  moderately  dilute  solution  -with  ammonium  carbonatef 
slightly  in  excess,  add  some  caustic  ammonia,  apply  a  gentle  heat, 
allow  to  cool  and  filter  through  a  small  thin  filter.  Wash  with 
pure  water,  dry,  and  transfer  the  precipitate  to  a  watch-glass, 
removing  it  as  completely  as  possible  from  the  filter ;  burn  the 
latter  in  a  weighed  porcelain  crucible.  After  the  crucible  is  cold, 
moisten  the  ash  with  nitric  acid,  allow  it  to  evaporate,  ignite  gently, 
allow  to  cool,  add  the  precipitate  and  ignite  gently  till  all  the  car- 
bonic acid  is  driven  off.  For  the  properties  of  the  precipitate  and 
residue,  see  §  S3.  The  results  are  very  satisfactory,  although  gen- 
erally a  trifie  too  low,  owing  to  lead  carbonate  not  being  absolutely 
insoluble,  particularly  in  fluids  rich  in  ammonium  salts  (Expt.  No. 
47,  b). 

h.  £i/  Ignition. 

Compounds  like  lead  carbonate  or  nitrate  are  cautiously  ignited 
in  a  porcelain  crucible,  until  the  weight  remains  constant.  In  case 
of  lead  salts  of  organic  acids,  the  substance  is  very  gently  heated 
in  a  small  covered  porcelain  crucible,  wliich  is  included  within  a 
large  one,  also  covered,  until  the  organic  matter  is  completely 
carbonized ;  the  lids  are  then  removed,  when  the  mass  begins  to 
ignite,  and  a  mixture  of  lead  oxide  with  metallic  lead  results, 
which  may  still  contain  unconsumed  carbon.  A  few  pieces  of 
recently  fused  ammonium  nitrate  are  now  thrown  into  the  inner 
crucible,  which  has  previously  been  removed  from  the  flame,  and 
both  are  again  covered.  The  salt  fuses,  oxidizes  the  lead,  and 
converts  it  partly  into  nitrate.  The  whole  is  now  very  gradually 
raised  to  a  red  heat,  until  no  more  fumes  of  hyponitric  acid  escape. 
The  residuary  oxide  is  then  weighed. 

The  results  are  satisfactory. 

2.  Determination  an  Sulphide. 

Lead  may  be  completely  precipitated  from  acid,  neutral  and 

*Pogg.  Annal.  91,  144. 

f  Ammonium  oxalate,  -which  has  been  so  highly  recommended  as  a  precipi- 
tant for  lead,  is  not  so  delicate  as  the  carbonate.  My  experience  iu  this  respect 
coincides  with  F.  Mohr's  (Expt.  No.  48). 
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alkaline  solutions  by  hydrogen  sulphide,  and  also  from  neutral  and 
alkaline  solutions  by  ammonium  suljjhide.  Precipitation  from 
acid  solution  is  usually  employed,  especially  in  separations.  A 
large  excess  of  acid  and  also  warming  should  both  be  avoided. 
The  former  is  prejudicial  to  complete  precipitation  (§  83,  f),  the 
latter  maj'  readily  occasion  the  re-solution  of  the  sulphide  that  has 
already  been  precipitated.  In  order  to  guard  against  incomplete 
precipitation,  before  filtering,  test  a  portion  of  the  supernatant 
fluid  by  mixing  with  a  relatively  large  quantity  of  strong  hydrogen 
sulphide  water. 

If  the  fluid  contained  no  hydrochloric  acid  or  metallic  chloride, 
the  lead  sulphide  is  pure.  After  it  has  been  filtered  off,  washed 
with  cold  water  and  dried,  it  is  transferred,  together  with  the 
filter-ash,  to  a  porcelain  crucible,  a  little  sulphur  added,  and  ignited 
in  hydrogen  at  gentle  redness  till  its  weight  is  constant.  It  should 
always  be  allowed  to  cool  in  a  current  of  the  gas,  before  being 
weighed.  As  regards  the  apparatus,  see  §  108,  2,  fig.  50.  For  the 
properties  of  the  residue,  see  §  83,/.  The  results  are  satisfactory 
(il.  Eose).  The  heat  of  the  ignition  must  not  be  too  low,  or  the 
residue  will  contain  too  much  sulphur,  nor  too  high,  or  the  lead 
sulphide  will  begin  to  volatilize,  and  lead  disulphide  will  also  be 
formed  with  loss  of  hydrogen  sulphide.  Drying  the  precipitate 
at  100°  cannot  be  i-ecommended  (§  83,/).  If  the  fluid,  on  the 
contrary,  contained  hydrochloric  acid  or  a  metallic  chloride,  the 
lead  sulphide  contains  chloride  which  cannot  be  removed  even  by 
boiling  the  precipitate  with  ammonium  sulphide.  If  the  precipi- 
tate were  treated  as  above,  we  should  obtain  a  tolerably  pure 
sulphide,  but  not  without  loss  from  volatilization  of  chloride.  A 
precipitate  of  this  kind  must  therefore  be  decomposed  with  strong 
hydrochloric  acid,  the  solution  evaporated  to  dryness,  the  residue 
dissolved  by  heating  with  a  concentrated  solution  of  sodium 
acetate,  and  this  solution  diluted  and  poured  with  stirring  into 
excess  of  strong  hydrogen  sulphide  water.  Or  the  lead  chloride 
obtained  may  be  evaporated,  heated  to  200°,  and  weighed  as  such 

(FiNKENEE*). 

3.  Determination  as  Sulphate. 
a.  By  Precipitation. 
a.  Mix  the  solution  (which  should  not  be  over  dilute)  with 

*  Handb.  der  anal.  Cliem.  von  H.  Rose,  6  Aufl.  von  Flnkenbk,  933. 
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moderately  dilute  pure  sulphuric  acid  slightly  in  excess,  and  add 
to  the  mixture  double  its  volume  of  common  alcohol ;  wait  a  few 
hours,  to  allow  the  precipitate  to  subside ;  filter,  wash  the  precipi- 
tate with  common  alcohol,  dry,  and  ignite  after  the  method 
•  described  in  §  53.  Though  a  careful  operator  may  use  a  platinum 
crucible,  still  a  thin  porcelain  crucible  is  preferable.  See  also  the 
remarks,  1,  a. 

/3.  In  cases  where  the  addition  of  alcohol  is  inadmissible,  a 
greater  excess  of  sulphuric  acid  must  be  used,  and  the  precipitate, 
which  is  allowed  some  time  to  subside,  filtered,  and  washed  first 
with  water  acidulated  with  a  few  drops  of  sulphuric  acid,  then 
repeatedly  with  alcohol.  The  remainder  of  the  process  is  con- 
ducted as  in  a. 

If  the  fluid  contained  nitric  acid,  whether  alcohol  is  used  or 
not,  it  is  advisable  to  evaporate  on  the  water-bath  after  the 
addition  of  the  sulphuric  acid,  till  the  nitric  acid  has  escaped, 
other^vise  the  precipitation  will  not  be  complete.  If  the  fluid 
contained  hydrochloric  acid  or  a  metallic  chloride,  lead  chloride  is 
thrown  down  with  the  sulphate.  In  this  case  yon  must  either 
evaporate  the  fluid  with  excess  of  sulphuric  acid  and  heat  the 
residue  till  sulphuric  acid  fumes  escape  to  drive  off  the  hydro- 
chloric acid,  or  you  must  treat  the  precipitate  and  filter-ash  in  the 
crucible  with  concentrated  sulphuric  acid,  evaporate  and  ignite  to 
convert  it  into  pure  lead  sulphate  (Finkenee*). 

For  the  properties  of  the  precipitate,  see  §  83.  The  method  a 
gives  accurate  results  ;  those  obtained  by  /S  are  less  exact  (a  little 
too  low),  but  still  however  satisfactory,  if  the  directions  given  are 
adhered  to.  If,  on  the  contrary,  a  proper  excess  of  sulphuric  acid 
is  not  added,  in  the  presence,  for  instance,  of  ammonium  salts,  the 
lead  is  not  completely  precipitated,  and  if  pure  water  is  used  for 
washing,  decided  traces  of  the  precipitate  are  dissolved. 

h.  By  Evaporation. 

a.  Put  the  substance  into  a  weighed  dish,  dissolve  in  dilute 
nitric  acid,  add  moderately  dilute  pure  sulphuric  acid  slightly  in 
excess,  and  evaporate  at  a  gentle  heat ;  at  last  high  over  the  lamp, 
until  the  excess  of  sulphuric  acid  is  completely  expelled.  In  the 
absence  of  organic  substances,  the  evaporation   may  be   effected 

*  Handb.  der  anal.  Chem.  von  H.  Rose,  6  Aufl.  von  Finkenkr,  933. 
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■withoiit  fear  in  a  platinum  dish ;  but  if  organic  substances  are 
present,  a  light  porcelain  dish  is  preferable.  "With  due  care  in  the 
process  of  evaporation,  the  results  are  perfectly  accurate. 

/?.  Organic  compounds  of  lead  are  converted  into  the  sulphate 
by  treating  them  in  a  porcelain  crucible,  with  pure  concentrated 
sulphuric  acid  in  excess,  evaporating  cautiously  in  the  well-covered 
crucible,  until  the  excess  of  sulphuric  acid  is  completely  expelled, 
and  igniting  the  residue.  Should  the  latter  not  look  perfectly 
white,  it  must  be  moistened  once  more  with  sulphuric  acid,  and 
the  operation  repeated.  The  method  gives,  when  conducted  with 
great  care,  accurate  results  ;  a  trifling  loss  is,  however,  usually  in- 
curred, the  escaping  sulphur  dioxide  and  carbon  dioxide  gases 
being  liable  to  carry  away  traces  of  the  salt. 

i.  Determination  as  L<>.ad  Chromate. 
If  the  solution  is  not  already  distinctly  acid  render  it  so  with 
acetic  acid,  then  add  potassium  dichromate  in  excess,  and,  if  free 
nitric  acid  is  present,  add  sodium  acetate  in  sufficient  quantity  to 
replace  the  free  nitric  acid  by  free  acetic  acid ;  let  the  precipitate 
subside  at  a  gentle  heat,  and  collect  on  a  weighed  filter  dried  at 
100°,  wash  with  water,  dry  at  190°,  and  weigh.  The  precipitate 
may  also  be  ignited  according  to  §  53,  but  in  this  case  care  must  be 
taken  that  hardly  any  of  the  salt  remains  adhering  to  the  paper, 
and  that  the  heat  is  not  too  high.  For  the  properties  of  the 
precipitate,  see  §  93,  2.     The  results  are  accurate.     (Expt.  No.  76.) 

5.  Determination  of  Lead  hy  Volumetric  Analysis. 

Although  there  is  no  lack  of  proposed  methods  for  the  volu- 
metric estimation  of  lead,  we  are  still  without  a  really  good  method 
for  practical  purposes,  that  is,  a  method  which  can  be  generally 
employed,  and  which  is  at  the  same  time  simple  and  exact.  For 
the  present,  therefore,  in  almost  all  cases  the  gravimetric  deter- 
mination of  lead  is  to  be  preferred  to  the  volumetric.  On  my  own 
part,  at  least,  I  cannot  see  that  it  is  easier  or  any  better,  when  one 
has  the  precipitate  washed,  to  subject  it  to  a  volumetric  process — 
whereby  the  accuracy  is  necessarily  diminished — instead  of  igniting 
it  gently  and  weighing.  For  this  reason,  the  better  volumetric 
methods  will  be  but  briefly  described,  the  rest  being  altogether 
omitted. 

a.  The  solution  of  the  normal  lead  salt  must  be  free  from 
alkali  salts,  more  especially  from  ammonium  salts.     It  is  precipi- 
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tated  %vitli  oxalic  acid  (not  with  ammonium  oxalate),  tlie  well- 
■waslied  precipitate  is  dissolved  in  nitric  acid,  sulphuric  acid  added, 
and  the  oxalic  acid  in  the  solution  determined  by  potassium 
permanganate  (§  137)  IIempicl. 

h.  II.  Scn-\vAEz'8  method.*  To  the  nitric  acid  solution  add 
ammonia  or  sodium  carbonate,  as  long  as  the  precipitate  redissolves 
on  shaking,  mix  with  sodium  acetate  in  not  too  small  quantity,  and 
then  run  in  from  a  burette  a  solution  of  potassium  diehromate 
(containing  li'tCl  grm.  in  the  litre)  till  the  precipitate  begins  to 
settle  rapidly.  Xow  place  on  a  porcelain  plate  a  number  of  drops 
of  a  neutral  solution  of  silver  nitrate,  and  proceed  with  the  addition 
of  the  chromate,  two  or  three  drops  at  a  time,  stirring  carefully 
after  each  addition.  AYhen  the  precipitate  has  settled  tolerably 
clear,  which  takes  only  a  few  seconds,  remove  a  drop  of  the  super- 
natant liquid  and  mix  it  Avith  one  of  the  drops  of  silver  solution 
on  the  plate.  A  small  excess  of  chromate  gives  at  once  a  distinct 
red  coloration  ;  the  precipitated  lead  chromate  does  not  act  on  the 
silver  solution,  but  remains  suspended  in  the  drop.  The  number 
of  c.c.  of  solution'  of  chromate  used  {minus  "1  which  Schwaez 
deducts  for  the  excess)  multiphed  by  "0207  =  the  quantity  of  lead. 
If  the  fluid  appear  yellow  befoi'e  the  reaction  with  the  silver  salt 
occurs,  sodium  acetate  is  wanting.  In  such  a  case  first  add  more 
sodium  acetate,  then  1  c.c.  of  a  solution  containing  -0207  lead  in 
1  c.c,  complete  the  process  in  the  usual  way,  and  deduct  1  c.c. 
from  the  quantity  of  chromate  used  on  account  of  the  extra  lead 
added.  Any  iron  present  must  be  in  the  form  of  a  ferric  salt ; 
metals  whose  chromates  are  insoluble,  must  be  removed  before 
the  method  can  be  employed. 

c.  The  lead  is  precipitated  according  to  1,  a,  the  carbonate  (its 
composition  is  a  matter  of  indifference  in  the  present  case)  is 
washed,  dissolved  in  a  measured  quantity  of  standard  nitric  acid, 
and  a  neutral  solution  of  sodium  sulphate  added,  whei-eby  lead 
sulphate  is  precipitated  and  an  equivalent  quantity  of  sodium 
nitrate  formed.  If  the  nitric  acid  still  free  is  now  determined 
with  standard  alkali,  we  shall  find  the  quantity  of  acid  that  has 
been  neutralized  by  means  of  the  lead,  from  which  the  amount  of 
lead  may  be  calculated.  You  may  also  determine  the  free  nitric 
acid  by  adding  standard  sodium  carbonate  till,  the  vessel  being  on 


'  DiDgl.  polyt.  Journ.  169,  284. 
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a  black  surface,  a  permanent  turbidity  is  visible.    Eesults  good 

(F.  MOHE*). 

§117. 
3.  Meeoitrt  in  Meecueous  Compounds. 

a.  Solution. 

Mercurous  oxide  and  mercurous  salts  may  generally  be  dissolved 
by  means  of  dilute  nitric  acid,  but  without  application  of  heat  if 
conversion  into  mercuric  compounds  is  to  be  avoided.  If  all  that 
is  required  is  to  dissolve  the  mercury,  the  easiest  way  is  to  warm 
the  suljstance  for  some  time  with  nitric  acid,  then  add  hydrochloric 
acid,  drop  by  drop,  and  continue  the  application  of  a  moderate  heat 
until  a  perfectly  clear  solution  is  produced,  which  now  contains  all 
the  mercury  in  form  of  mercuric  salts.  Heating  the  solution  to 
boiling,  or  evaporating,  must  be  carefully  avoided,  as  otherwise 
mercuric  chloride  may  escape  with  the  steam. 

h.  Determination. 

If  it  is  impracticable  to  produce  a  solution  of  the  mercurous 
compound  without  formation  of  mercuric  salts,  it  becomes  neces- 
sary to  convert  the  mercury  completely  into  mercuric  salts,  when 
it  may  be  determined  as  directed  §  118.  But  if  a  solution  of  a 
mercurous  compound  has  been  obtained,  quite  free  from  mercuric 
salts,  the  determination  of  the  mercury  may  be  based  upon  the 
insolubilitj'  of  mercurous  chloride,  and  effected  either  gravimetri- 
cally  or  volumetrically.  The  process  of  determining  mercury, 
described  §  118, 1,  a,  may,  of  course,  be  applied  equally  well  in  the 
case  of  mercurous  compounds. 

1.  Determination  as  Mercurous  Chloride. 

Mix  the  cold  highly  dilute  solution  with  solution  of  sodium 
chloride,  as  long  as  a  precipitate  forms ;  let  the  precipitate  subside, 
collect  on  a  weighed  filter,  dry  at  100°,  and  weigh.  For  the 
properties  of  the  precipitate,  see  §  84.  Eesults  accurate.  If  the 
mercurous  solution  contains  much  free  nitric  acid,  the  greater  part 
of  this  should  be  neutralized  with  sodium  carbonate  before  adding 
the  sodium  chloride. 

*  His  Lehrbucli  der  Titrirmethode,  8  Aufl.  115. 
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2.  Volumetric  Methods. 

Several  methods  have  been  proposed  under  this  head:  the 
following  are  those  which  are  most  worthy  of  recommendation : 

a.  Mix  the  cold  solution  with  decinormal  solution  of  sodium 
chloride  (§  141,  J,  a\  until  this  no  longer  produces  a  precipitate, 
and  is  accordingly  present  in  excess ;  filter  and  wash  thoroughly, 
taking  care,  however,  to  limit  the  quantity  of  water  used ;  add  a 
few  drops  of  solution  of  potassium  chromate,  then  pure  sodium 
carbonate,  sufficient  to  impart  a  light  yellow  tint  to  the  fluid,  and 
determine  by  means  of  solution  of  silver  nitrate  (§  141,  J,  «)  the 
quantity  of  sodium  chloride  in  solution,  consequently  the  quantity 
which  has  been  added  in  excess ;  this  shows,  of  course,  also  the 
amount  of  sodium  chloride  consumed  in  effecting  the  precipitation. 
One  mol.  of  Hg,0  is  reckoned  for  2  mols.  of  NaCl,  consequently 
for  every  c.c.  of  the  decinormal  solution  of  sodium  chloride,  -0208 
grm.  of  mercurous  oxide.  As  filtering  and  washing  form  indis- 
pensable parts  of  the  process,  this  method  affords  no  great  advan- 
tage over  the  gravimetric ;  however,  the  results  are  accurate 
(Fe.  Mohb*).  The  two  methods,  1  and  2,  a,  may  also  be  advan- 
tageously combined. 

h.  Precipitate  the  mercurous  solution,-]-  according  to  1,  with 
sodium  chloride  iu  a  stoppered  bottle,  allow  to  subside,  filter,  wash, 
push  a  hole  through  the  bottom  of  the  filter,  and  rinse  the  precipi- 
tate into  the  bottle,  which  usually  has  some  of  the  washed  mercu- 
rous chloride  adliering  to  its  inside.  Add  a  sufficient  quantity  of 
solution  of  potassium  iodide,  together  ^vith  standard  iodine  solution 
(to  1  grm.  HgjCl,  about  2-5  grm.  KI  and  100  c.c.  -^  normal  iodine 
solution:}:),  insert  the  stopper,  and  shake  till  the  precipitate  has 
entirely  dissolved  (Hg,Cl,  +  6KI  +  21  =  2[HgI,(KI),]  +  2KC1). 
As  iodine  is  in  excess,  the  solution  appears  brown.  If  any  mercu- 
ric iodide  separates,  add  potassium  iodide  to  redissolve  it.  Kow 
add  from  a  burette  solution  of  sodium  thiosulphate — correspond- 
ing to  decinormal  iodine  solution— till  the  fluid  is  decolorized  and 
appears  like  water,  transfer  to  a  measuring  flask,  rinse  and  fill  up 
to  the  mark,  shake,  take  out  an  aliquot  part,  add  starch  paste  to  it, 
and  determine  the  excess  of  sodium  thiosulphate  with  ^  iodine 
solution.  After  nmltiplying  by  the  proper  number,  add  the  c.c. 
originally  employed,  subtract  the  c.c.  of  thiosulphate  used,  and 

•  Lehrbuch  der  Titrirmethode,  3  Aufl.  395. 

f  If  oxide  of  mercury  is  also  present,  see  §  118,  2.  %  See  §  146,  2. 
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reckon  the  quantity  of  mercury  from  the  remainder,     2  at,  iodine 
—  1  mol.  HgjCl,.     Eesults  good  (Hempel  *). 

§118. 
4.  Mbecuet  in  Meecueic  Compounds. 

a.  Solution. 

Mercuric  oxide,  and  those  mercuric  compounds  which  are 
insohible  in  water,  are  dissolved,  according  to  circumstances,  in 
hydrochloric  acid  or  in  nitric  acid.  Mercuric  sulphide  is  heated 
with  hydrochloric  acid,  and  nitric  acid  or  potassium  chlorate  added 
until  complete  solution  ensues;  it  is,  however,  most  readily  dis- 
solved by  suspending  it  in  dilute  potassa  and  transmitting  chlorine, 
at  the  same  time  gently  warming  (H.  Rose).  When  a  solution  of 
mercuric  chloride  is  evaporated  on  the  water-bath,  mercuric  chlo- 
ride escapes  with  the  aqueous  vapor. 

b.  Determination. 

Mercury  may  be  weighed  in  the  metallic  state,  or  as  mercurous 
chloride,  m^ercuric  sulphide,  or  m,ercuric  oxide  (84) ;  in  separations 
it  is  sometimes  determined  as  loss  on  ignition.  It  may  also  be 
estimated  volumetrically. 

The  three  first  methods  may  be  used  in  almost  all  cases ;  the 
determination  as  mercuric  oxide,  on  the  contrary,  is  possible  only 
in  mercurous  or  mercuric  nitrates.  The  methods  by  which  the 
mercury  is  determined  as  mercurous  chloride  or  mercuric  sulphide 
are  to  be  preferred  before  those  in  which  it  is  separated  in  the 
metallic  form.  The  volumetric  method  5,  is  of  very  limited  appli- 
cation. The  mercurous  chloride  obtained  by  method  2,  instead  of 
being  weighed,  may  be  detennined  volumetrically  as  in  §  117,  2,  i. 

1.  Deter Tnination  as  Metallic  Mercury, 

a.  In  the  Dry  Way. 

The  process  is  conducted  in  the  apparatus  illustrated  by  fig.  54. 

Take  a  tube  18  inches  long,  and  about  4  lines  wide,  made 
of  difficultly  fusible  glass,  and  sealed  at  one  end.  First  put  into 
the  tube  a  mixture  of  sodium  hydrogen  carbonate  and  powdered 
chalk,  then  a  layer  of  quick-lime ;  these  two  will  occupy  the  space 
from  a  to  h.  (Let  the  mixture  for  generating  carbon  dioxide  take 
up  about  two  inches.)     Then  add  the  intimate  mixture  of  the  sub- 

*Annal.  d.  Chem.  u.  Pharm.  110,  176. 
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stance  with  an  excess  of  quick-lime  (5-o),  then  the  h'me-rinsings  of 
the  mortar  (c-d),  then  a  layer  of  quick-lime  (d-e),  and  lastly,  a 
loose  stopper  of  asbestus  {e-f).  The  anterior  end  of  the  tube  is 
then  drawn  out,  and  bent  at  a  somewhat  obtuse  angle.  The 
manipulations  in  the  processes  of  mixing  and  filling  being  the 
same  as  in  organic  analysis,  they  will  be  found  in  detail  in  the 
"••  '^''  that  subject. 

^^  icw  gentle  taps  upon  the  table  are  sufficient  to  shake  the 
contents  of  the  tube  down  so  as  to  leave  a  free  passage  through  the 
whole  length  of  the  tube.  The  tube,  so  prepared  and  arranged,  is 
now  placed  in  a  combustion  furnace,  the  point  being  inserted  into 
a  flask  containing  water,  the  surface  of  which  it  should  just  touch, 
so  that  the  opening  may  be  just  closed. 

The  tube  is  now  surrounded  with  red-hot  charcqal,  in  the  same 
way  as  in  organic  analysis,  proceeding  slowly  from  e  to  a,  the  last 
traces  of  mercurial  vapor  being  expelled  by  heating  the  mixture  at 


Fig.  54. 

the  sealed  end  of  the  tube.  "Whilst  the  tube  still  remains  in  a  state 
of  intense  ignition,  the  neck  is  cut  off  aty,  and  carefully  and  com- 
pletely rinsed  into  the  receiving  flask,  by  means  of  a  washing-bottle. 
The  small  globules  of  mercury  which  have  distilled  over  are  united 
into  a  large  one,  by  agitating  the  flask,  and,  after  the  lapse  of  some 
time,  the  perfectly  clear  water  is  decanted,  and  the  mercury  poured 
into  a  weighed  porcelain  crucible,  where  the  greater  portion  of  the 
water  still  adhering  to  it  is  removed  with  blotting-paper.  The 
mercury  is  then  finally  dried  under  a  bell-jar,  over  concentrated 
sulphuric  acid,  until  the  weight  remains  constant.  Heat  must  not 
be  applied.  For  the  properties  of  the  metal,  see  §  8-i.  In  the 
case  of  sulphides,  in  order  to  avoid  the  presence  of  vapor  of  water 
in  the  tube,  which  would  give  rise  to  the  formation  of  sulphuretted 
hydrogen,  the  mixture  of  sodium  hydrogen  carbonate  and  chalk  is 
replaced  by  magnesite.     Mercuric  iodide   cannot  be   completely 
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decomposed  by  lime.  To  analyze  this  in  the  dry  way,  substitute 
finely  divided  metallic  copper  for  the  lime  (H.  Rose*).  The  accu- 
racy of  the  results  is  entirely  dependent  upon  the  care  bestowed. 
The  most  highly  accurate  results  are,  however,  obtained  by  the 
application  of  the  somewhat  more  complicated  modification  adopted 
by  Eedmann  and  Maechand  for  the  determination  of  the  atomic 
weight  of  mercury  and  of  sulphur.  For  the  details  of  this  modi- 
fied process,  I  refer  to  the  original  essay,t  simply  remarking  here, 
that  the  distillation  is  conducted,  in  a  combustion-tube,  in  a  cur- 
rent of  carbon  dioxide  gas,  and  that  the  distillate  is  received  in  a 
weighed  bulb  apparatus  with  the  outer  end  filled  with  gold-leaf,  to 
insure  the  condensation  of  every  trace  of  mercury  vapor.  This 
way  of  receiving  and  condensing  may  be  employed  also  in  the 
analysis  of  amalgams  (Konig:}:). 

h.  In  tJie  Wet  Way. 

The  solution,  free  from  nitric  acid,  and  mixed  with  free  hydro- 
chloric acid,  is  precipitated,  in  a  fiask,  with  an  excess  of  a  clear 
solution  of  stannous  chloride,  containing  free  hydrochloric  acid; 
the  mixture  is  boiled  for  a  short  time,  and  then  allowed  to  cool. 
After  some  time,  the  perfectly  clear  sxipernatant  fluid  is  decanted 
from  the  metallic  inercury,  which,  under  favorable  circumstances, 
will  be  found  united  into  one  globule;  if  this  is  the  case,  the 
globule  of  mercury  may  be  washed  at  once  by  decantation,  first 
with  water  acidulated  with  hydrochloric  acid,  and  finally  with  pure 
water ;  it  is  dried  as  in  a. 

If,  on  the  other  hand,  the  particles  of  the  mercury  have  not 
united,  their  union  in  one  globule  may  as  a  rule  be  readily  effected 
by  boiling  a  short  time  with  some  moderately  dilute  hydrochloric 
acid  mixed  with  a  few  drops  of  stannous  chloride  (having,  of 
course,  previously  removed  by  decantation  the  supernatant  clear 
fluid).     For  the  properties  of  metallic  mercury,  see  §  84. 

Instead  of  stannous  chloride,  other  reducing  agents  may  be 
used,  especially  phosphorous  acid  at  a  boiling  temperature.  This 
method  gives  accurate  results  only  when  conducted  with  the 
greatest  care.  In  general,  a  little  mercury  is  lost  (Comp.  Expt. 
No.  Y7). 

*  Pogg.  Annal.  110,  546. 

f  Joui-n.  f.  prakt.  Chem.  31,  385;  also  Pliarm.  Centralbl.  1844,  354 

X  Joura.  f .  prakt.  Chem.  70,  64. 
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2.  Determination  as  Mercurous  Chloride. 

a.  After  H.  Rose.*  Mix  the  mercuric  solution  (which  may 
contain  niti-ic  acid)  with  hydrochloric  acid  and  excess  of  phospho- 
rous acid  (obtained  by  the  deliquescence  of  phospliorus  in  moist 
air),  allow  to  stand  for  12  hours  in  the  cold  or  at  a  very  gentle 
heat  (at  all  events  under  60°),  collect  the  mercury,  now  completely 
separated  as  mercurous  chloride,  on  a  weighed  filter,  wash  with 
hot  water,  dry  at  100°,  and  weigh.     Results  perfectly  satisfactory. 

3.  Determination  as  Merourio  Sulphide. 

The  solution  is  sufficiently  diluted,  acidulated  with  hydrochloric 
acid,  and  precipitated  with  clear  saturated  hydrogen  sulphide  water 
(or  in  the  case  of  large  quantities,  by  passing  the  gas) ;  filter  after 
allowing  the  precipitate  a  short  time  to  deposit,  wash  quickly  with 
cold  water,  dry  at  100°,  and  weigh.     Results  very  satisfactory. 

If  from  any  cause  {e.g.  presence  of  ferric  salts,  free  chlorine,  or 
the  like)  the  precipitate  should  contain  free  sulphur,  the  filter  is 
spread  out  on  a  glass  plate,  the  precipitate  removed  to  a  porcelain 
dish  by  the  aid  of  a  jet  fi-om  the  wash-bottle,  and  warmed  for  some 
time  with  a  moderately  strong  solution  of  sodium  sulphite.  The 
filter,  having  been  in  the  mean  while  somewhat  dried  on  the  glass 
plate,  is  replaced  in  the  funnel,  the  supernatant  fluid  is  poured  on 
to  it,  the  treatment  with  sodium  sulphite  is  repeated,  and  the  pre- 
cipitate (now  free  from  sulphur)  is  finally  collected  on  the  filter, 
washed,  dried,  and  weighed.     Results  very  good  (J.  LowEf). 

Should  the  quantity  of  sulphur  mixed  with  the  precipitate  be 
not  very  large,  it  may  be  removed  also  as  follows  :  the  precipitate 
is  first  washed  with  water,  then  twice  with  strong  alcohol,  then 
repeatedly  with  carbon  disulphide,  till  a  few  drops  of  the  washings 
evaporate  on  a  watch-glass  withoiit  leaving  a  residue.  (The  pre- 
cipitate is  retained  on  the  filter  throughout  this  operation.) 

Properties  of  mercuric  sulphide,  §  84: 

4.  Determination  as  Oxide. 

In  the  mercurous  and  mercuric  salts  of  the  nitrogen  acids,  the 
metal  may  be  very  conveniently  determined  in  the  form  of  mer- 
curic oxide  (Maeignao*).     For  this  pui-pose,  the  salt  is  heated  in 

*  Pogg.  Annal.  110,  529. 

f  Journ.  f.  pvakt.  Chera.  77,  73. 

X  Jahresber.  von  Liebig  u.  Kopp,  1849,  594. 
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a  bulb-tube,  of  wliich  the  one  end,  drawn  out  to  a  point,  dips  under 
watei*,  the  other  end  being  connected  with  a  gasometer,  by  means 
of  which  dry  air  is  transmitted  through  the  tube,  as  loag  as  the 
application  of  heat  is  continued.  In  this  way  complete  decomposi- 
tion of  the  salt  is  readily  effected,  witho^it  reaching  the  tempera- 
ture at  which  the  oxide  itself  would  be  decomposed. 

5.  Volumetric  MetJwds. 

After  J.  J.  ScHEEEE.*  Mercuric  nitrate  or  chloride  may  be 
directly  determined  with  sodium  thiosulphate.  The  reactions  are 
as  follows :  2H,0  +  3Hg(N0,),  +  SNa^S^O,  =  (HgS),  •  Hg(N"0,),+ 
2Na,S0.  +  4HNO3;  or,  2H,0  +  3HgCl,_+  2Na,S,0.  =  (HgS),-  Hg 
CI5  -|-  2]Sra2SOj  -j-  411 CL  The  process  is  conducted  as  follows  in 
the  case  of  mercuric  nitrate :  Mix  the  highly  dilute  solution  with 
a  little  free  nitric  acid  in  a  tall  glass,  and  add  drop  by  drop  solution 
of  sodium  thiosulphate — 12-4  grm.  in  a  litre.  Each  drop  produces 
an  intense  yellow  cloud,  which  on  shaking  quickly  subsides  in  the 
form  of  a  heavy  flocculent  precipitate  (HgS),  •  Hg(]Sr03)2.  In  order 
to  distinguish  clearly  the  exact  end  of  the  reaction,  Scheeee 
recommends  to  transfer  the  fluid  towards  the  end  to  a  measuring 
flask,  to  take  out  ^  or  f  of  the  clear  fluid  and  to  finish  with  this. 
The  portion  of  thiosulphate  last  used  is  multiplied  by  3  or  2,  as 
the  case  may  be,  and  added  to  the  quantity  first  used.  1  c.c.  of 
the  solution  corresponds  to  '015  mercury,  or  '0162  mercuric  oxide. 
The  relation  is  not  changed  even  when  the  fluid  contains  another 
acid  (sulphuric,  phosphoric). 

In  the  case  of  mercuric  chloride,  the  highly  dilute  solution  is 
mixed  with  a  little  hydrochloric  acid  and  warmed,  nearly  to  boil- 
ing, before  beginning  to  add  the  sodium  thiosulphate.  At  first  a 
white  turbidity  is  formed,  then  the  precipitate  separates  in  thick 
flocks.  When  the  solution  begins  to  appear  transparent,  the  pre- 
cipitant is  added  more  slowly.  In  order  to  hit  the  end  of  the 
reaction  exactly,  small  portions  must  be  filtered  ofE  towards  the 
close.  The  precipitate  nmst  be  completely  white ;  if  too  much 
thiosulphate  has  been  added,  it  is  gray  or  blackish,  and  the  experi- 
ment must  be  repeated.  Scheeee  obtained  very  accurate  results. 
Of  course  no  other  metals  must  be  present  that  exert  a  decompos- 
ing action  on  sodium  thiosulphate. 

*  His  Lehrbuch  der  Chemie,  i.  513. 
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5.  Copper. 

a.  Solution 

Many  cnpric  salts  dissolve  in  water.  Metallic  copper  is  best 
dissolved  in  nitric  acid.  Cvipric  oxide,  and  those  cupric  salts  which 
are  insoluble  in  water,  may  be  dissolved  in  nitric,  hydrochloric,  or 
sulphuric  acid.  Cupric  sulphide  is  treated  with  fuming  nitric  acid, 
or  it  is  heated  witli  moderately  dilute  nitric  acid,  until  the  separated 
sulphur  exhibits  a  pure  yellow  tint ;  addition  of  a  little  hydro- 
chloric acid  or  potassium  chlorate  greatly  promotes  the  action  of 
the  dilute  acid. 

5.   Determination. 

Copper  may  be  weighed  in  the  form  of  cupric  oxide,  or  in  the 
metallic  state,  or  as  cuprous  sulphide  (§  85).  Into  the  form  of 
cupric  oxide  it  is  converted  by  precipitation,  or  ignition,  sometimes 
with  previous  precipitation  as  sulphide.  The  determination  as 
cuprous  sulphide  is  preceded  usually  by  precipitation  either  as 
cupric  sulphide  or  as  cuprous  sulphocyanate.  Copper  may  be  deter- 
mined also  by  various  volumetric  and  indirect  methods. 

We  may  convert  into 

1.  CuPEIC    OXIDE  : 

a.  By  Precipitation  as  hydrated  cupric  oxide  and  subsequent 
ignition :  All  cupric  salts  soluble  in  water,  and  also  those  insoluble 
salts,  the  acids  of  which  may  be  removed  upon  solution  in  nitric 
acid,  provided  no  non-volatile  organic  substances  be  present. 

h.  By  Precipitation,  preceded  hy  Ignition  of  the  compound : 
Such  of  the  salts  enumerated  under  a  as  contain  a  non-volatile 
organic  substance,  thus  more  particularly  cupric  salts  of  non-vola- 
tile organic  acids. 

c.  By  Ignition :  Cupric  salts  of  oxygen  acids  that  are  readily 
volatile  or  decomposable  at  a  high  temperature  (cupric  carbonate, 
cupric  nitrate). 

2.  Metallic  coppee  :  Copper  in  all  solutions  free  from  other 
metals  precipitable  by  zinc  or  the  galvanic  current,  also  the  oxides 
of  copper. 

3.  CuPEOua  SULPHIDE :  Copper  in  all  cases  in  which  no  other 
metals  are  present  that  are  precipitable  by  hydrogen  sulphide  or 
potassium  sulphocyanate. 
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Of  the  several  methods  of  effecting  the  estimation  of  copper, 
No.  3  is  particularly  to  be  recommended  for  use  in  laboratories' 
method  2  is  also  very  couvenient,  and  well  adapted  for  assaying. 
Of  the  volumetric  methods,  one  is  suited  for  technical  purposes, 
the  other  for  the  estimation  of  small  quantities  of  copper.  For 
technical  purposes  there  are,  besides,  also  several  colorimetric 
methods,  proposed  by  Heine,  von  Hubeet,  Jacqtjelain,  A.  MtJL- 
LEE,  and  others,  which  are,  all  of  them,  based  upon  the  comparison 
of  an  ammoniacal  solution  of  copper,  of  unknown  strength,  with 
others  of  known  strength.* 

Levol's  indirect  method  of  estimating  copper,  which  is  based 
upon  the  diminution  of  weight  suffered  by  a  strip  of  copper  when 
digested  in  a  close-stoppered  flask  with  ammoniacal  solution  of 
copper  till  decolorization  is  effected,  takes  too  much  time,  and  is 
apt  to  give  false  results  (PHiLLiPS,t  Eedmann;]:).  The  latter  .remark 
applies  also  to  the  indirect  method  proposed  by  Runge,  which  con- 
sists in  boiling  the  solution  of  copper,  free  from  nitric  acid  and 
ferric  salts,  in  presence  of  some  free  hydrochloric  acid,  in  a  flask, 
with  a  weighed  strip  of  copper,  and,  after  decolorization  of  the 
fluid,  determining  the  loss  of  weight  suffered  by  the  copper. 

1.  Determination  as  Cupric  Oxide. 

a.  By  direct  Precipitation  as  Oxide. 

Heat  the  rather  dilute  neutral  or  acid  solution  in  a  platinum  or 
porcelain  dish,  to  incipient  ebullition,  add  a  somewhat  dilute  solu- 
tion of  pure  soda  or  potassa  until  the  formation  of  a  precipitate 
ceases,  and  keep  the  mixture  a  few  minutes  longer  at  a  tempera- 
ture near  boiling.  Allow  to  subside,  filter,  wash  by  decantation 
twice  or  thrice,  boiling  up  each  time,  then  collect  it  on  the  filter, 
wash  thoroughly  with  hot  water,  dry,  and  ignite  in  a  porcelain  or 
platinum  crucible,  as  directed  §  53.  Do  not  use  the  blow-pipe. 
After  ignition,  and  having  added  the  ash  of  the  filter,  let  the 
crucible  cool  in  the  desiccator,  and  weigh.  The  action  of  reducing 
gases  must  be  carefully  guarded  against  in  the  process  of  ignition. 

It  will  sometimes  happen,  though  mostly  from  want  of  proper 
attention  to  the  directions  here  given,  that  particles  of  the  precipi- 

*  Tills  subject  hardly  comes  within  the  scope  of  the  present  work,  I  there- 
fore refer  to  Al.  MtfLLER,  das  Complementarcolorimeter,  Chemnitz,  1854;  Bo- 
DEMANs's  Probirkunst  von  Kerl,  223;  also  to  Dehms,  Zeitschr.  f.  anal.  Chem. 
3,  218,  and  Gustav  Bischof,  jun.,  lb.  6,  459. 

t  Annal.  d.  Chem.  u.  Pharm.  81,  208.        X  Jour.  f.  prakt.  Chem.  75,  211. 
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tate  adhere  so  tenaciously  to  the  dish  as  to  be  mechanically  irremov- 
able. In  a  case  of  this  kind,  after  washing  the  dish  thoroughly, 
dissolve  the  adhering  particles  with  a  few  drops  of  nitric  acid,  and 
evaporate  the  solution  over  tlie  principal  mass  of  the  precipitated 
oxide,  before  you  proceed  to  ignite  the  latter.  Should  the  solution 
be  rather  copious,  it  must  first  be  concentrated  by  evaporation, 
until  only  very  little  of  it  is  left.  For  the  properties  of  the  pre- 
cipitate, see  §  85. 

With  proper  attention  to  the  directions  here  given,  the  results 
obtained  by  this  method  are  quite  accurate,  otherwise  they  may  be 
either  too  high  or  too  low.  Thus,  if  the  solution  be  not  sufficiently 
dilute,  the  precipitant  will  fail  to  throw  down  the  whole  of  the 
copper ;  or  if  the  precipitate  be  not  thoroughly  washed  with  hot 
water,  it  will  retain  a  portion  of  the  alkali ;  or  if  the  ignited  pre- 
cipitate be  allowed  to  stand  exposed  to  the  air  before  it  is  weighed, 
an  increase  of  weight  will  be  the  result ;  and  so,  on  the  other  hand, 
a  diminution  of  weight,  if  the  oxide  be  ignited  with  the  filter  or 
under  the  influence  of  reducing  gases,  as  thereby  ciiproiis  oxide 
would  be  formed.  Should  a  portion  of  the  oxide  have  suffered 
reduction,  it  must  be  reoxidized  by  moistening  with  nitric  acid, 
evaporating  cautiously  to  dryness,  and  exposing  the  residue  to  a 
gentle  heat,  increasing  this  gradually  to  a  high  degree  of  intensity. 

Let  it  be  an  invariable  rule  to  test  the  filtrate  for  copper  with 
hydrogen  sulphide  water.  If,  notwithstanding  the  strictest  compli- 
ance with  the  directions  here  given,  the  addition  of  this  reagent 
produces  a  precipitate,  or  imparts  a  brown  tint  to  the  fluid,  this  is 
to  be  attributed  to  the  presence  of  organic  matter ;  in  that  case, 
concentrate  the  filtrate  and  wash-water  by  evaporation,  acidify, 
precipitate  with  hydrogen  sulphide  water,  filter,  incinerate  the 
filter,  heat  with  nitric  acid,  dilute,  filter,  concentrate,  precipitate 
with  soda,  and  add  the  oxide  obtained  to  the  main  quantity. 

K'ever  neglect  to  test  the  cupric  oxide  after  weighing  for  alkali 
or  alkali  salt  by  boiling  it  with  water.  If  either  is  present,  the 
oxide  must  be  exhausted  with  hot  water,  and  then  reignited  and 
reweighed.  Finally,  dissolve  the  oxide  in  hydrochloric  acid  to 
detect  and  if  necessary  to  estimate  any  silicic  acid  it  may- contain. 
In  default  of  sufiiciently  pure  potash  or  soda,  the  carbonate 
may  be  used,  but  the  solution  must  not  contain  more  than  1  grm. 
copper  in  the  litre;  the  alkali  carbonate  must  only  be  added 
sHghtly  in  excess,  and  the  mixture  must  be  boiled  for  half  an  hour. 
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The  bluish-green  precipitate  will  then  turn  dark  hrown  and  gran- 
ular, and  may  be  easily  washed  (Gibbs*). 

From  ammoniacal  solutions,  also,  copper  may  be  precipitated 
by  soda  or  potassa.  In  the  main,  the  process  is  conducted  as  above. 
After  precipitation  the  mixture  is  heated,  until  the  supernatant 
fluid  has  become  perfectly  colorless ;  the  fluid  is  then  filtered  off 
with  the  greatest  possible  expedition.  If  allowed  to  cool  with  the 
precipitate  in  it,  a  small  portion  of  the  latter  would  redissolve. 

i.  By  Precipitation  as  Oxide,  preceded  hy  Ignition  of  the 
Substance. 

Heat  the  substance  in  a  porcelain  cn^cible,  until  the  organic 
matter  present  is  totally  destroyed  ;  dissolve  the  residue  in  dilute 
nitric  acid,  filter  if  necessary,  and  treat  the  clear  solution  as 
dii'ected  in  a. 

c.  By  Ignition. 

The  salt  is  put  into  a  platinum  or  porcelain  crucible,  and 
exposed  to  a  very  gentle  heat,  which  is  gradually  increased  to 
intense  redness ;  the  residue  is  then  weighed.  As  cupric  nitrate 
spirts  strongly  when  ignited,  it  is  always  advisable  to  put  it  into  a 
small  covered  platinum  crucible,  and  to  place  the  latter  in  a  large 
one,  also  covered.  "With  proper  care,  the  results  are  accurate, 
Cupric  salts  of  organic  acids  may  also  be  converted  into  cupric  oxide 
by  simple  ignition.  To  this  end,  the  residue  first  obtained,  which 
contains  cuprous  oxide,  is  completely  oxidized  by  ignition  with 
mercuric  oxide  (which  leaves  no  residue  on  ignition),  or,  with  less 
advantage,  by  repeated  moistening  with  nitric  acid,  and  ignition. 
A  loss  of  substance  is  generally  incurred  by  the  use  of  nitric  acid 
from  the  difiiculty  of  avoiding  spirting. 

2.  Determination  as  Metallic  Copper. 
a.  By  Precipitation  with  Zinc  or  Cadinium.\ 
Introduce  the  solution  of  copper,  after  having,  if  required,  first 
freed  it  from  nitric  acid,  by  evaporation  with  hydrochloric  acid  or 

*  Zeitschr.  f.  anal.  Chem.  7,  258. 

■)■  The  method  of  precipitating  copper  by  iron  or  zinc,  and  weighing  it  in  the 
metallic  form,  was  proposed  long  ago;  see  Pfafp's  Handbuch  der  analytisclicn 
Chemie,  Altoua,  182a,  2,  269;  where  the  reasons  are  given  for  preferring  zinc  as 
a  precipitant,  and  hydrogen  sulphide  is  recommended  as  a  test  for  ascertaining 
whether  the  precipitation  is  complete.  I  mention  this  with  reference  to  F.  Mohe's 
paper  in  the  Annal.  d.  Chom.  u.  Pharm.  96,  215,  and  Bodemann's  Probirkunst 
von  Kekl,  220. 
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sulphuric  acid,  into  a  weiglied  platinum  dish ,  dilute,  if  necessary 
with  some  water,  throw  in  a  piece  of  zinc  (soluble  in  hydrochloric 
acid  without  residue),  and  add,  if  necessary,  hydrochloric  acid  in 
sufficient  quantity  to  produce  a  moderate  evolution  of  hydrogen. 
If,  on  the  other  hand,  this  evolution  should  be  too  brisk,  owing  to 
too  large  excess  of  acid,  add  a  little  water.  Cover  the  dish  with  a 
watch-glass,  which  is  afterwards  rinsed  into  the  dish  with  the  aid 
of  a  washing-bottle.  The  separation  of  the  copper  begins  imme- 
diately ;  a  large  proportion  of  it  is  deposited  on  the  platinum  in 
form  of  a  solid  coating ;  another  portion  separates,  more  particu- 
larly from  concentrated  solutions,  in  the  form  of  red  spongy  masses. 
Application  of  heat,  though  it  promotes  the  reaction,  is  not  abso- 
lutely necessary ;  but  there  must  always  be  sufficient  free  acid 
present  to  keep  up  the  evolution  of  hydrogen.  After  the  lapse  of 
about  an  hour  or  two,  the  whole  of  the  copper  has  separated.  To 
make  sure  of  this,  test  a  small  portion  of  the  supernatant  fluid 
with  hydrogen  sulphide  water ;  if  this  fails  to  impart  a  brown  tint 
to  it,  you  may  safely  assume  that  the  precipitation  of  the  copper  is 
complete.  Ascertain  now,  also,  whether  the  zinc  is  entirely  dis- 
solved, by  feeling  about  for  any  hard  lumps  with  a  glass  rod,  and 
observing  whether  renewed  evolution  of  hydrogen  will  take  place 
upon  addition  of  some  hydrochloric  acid.  If  the  results  are  satis- 
factory in  this  respect  also,  press  the  copper  together  with  the  glass 
rod,  decant  the  clear  fluid,  which  is  an  easy  operation,  pour,  with- 
out loss  of  time,  boiling  water  into  the  dish,  decant  again,  and 
repeat  this  operation  until  the  washings  are  quite  free  from  hydro- 
chloric acid.  Decant  the  water  now  as  far  as  practicable,  rinse  the 
dish  with  strong  alcohol,  dry  at  100°,  let  it  cool,  and  weigh.  If 
you  have  no  platinum  dish,  the  precipitation  may  be  effected  also 
in  a  porcelain  crucible  or  glass  dish ;  but  it  will,  in  that  case,  take 
a  longer  time ;  and  the  whole  of  the  copper  will  be  obtained  in 
loose  masses,  and  not  fii-mly  adhering  to  the  sides  of  the  crucible 
or  dish,  as  in  the  case  of  precipitation  in  platinum  vessels. 

The  results  are  very  accui-ate.  The  direct  experiment.  No. 
78,  gave  100-0  and  100-06,  instead  of  100.  Fb.  Mohe  {loo.  cit.) 
obtained  equally  satisfactory  results  by  precipitating  in  a  porcelain 
crucible.* 

*  Stoker  (On  the  alloys  of  copper  and  zinc,  Cambridge,  1860,  p.  47)  says  that 
the  precipitated  copper  retains  water,  but  I  have  not  found  this  to  be  the  case. 
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Zinc  being  sometimes  difficult  to  obtain  of  sufficient  purity, 
cadmium  may  be  used  instead ;  it  dissolves  with  less  violence  in 
strongly  acid  copper  solutions.  It  may  be  used  in  the  form  of  rod 
in  which  it  usually  occurs  in  commerce  (Classen*). 

I.  By  Precipitation  with  the  Oalvanio  Current. 

This  method  makes  us  independent  of  pure  zinc  or  cadmium, 
and  yields  the  copper  in  a  compact  form,  readily  washed  and  deter- 
mined. It  is  now  largely  used  in  copper  works,  constant  batteries 
have  been  employed  for  it,  and  the  whole  process  has  been  organ- 
ized for  use  on  a  large  scale  by  LtrcKow,  and  adopted  by  the  Mans- 
feld  Ober-Berg-und  Hiitten-Direction  in  Eisleben.f  A  small  elec- 
trolytic apparatus  without  separate  battery,  for  single  precipitations, 
has  been  described  by  IJLLGEEN.it 

c.  By  Ignition  in  Hydrogen. 

The  oxides  of  copper  when  ignited  in  a  current  of  pure  hydro- 
gen are  converted  into  metallic  copper,  and  may  thus  be  conven- 
iently analyzed.  Occasionally  the  cupric  oxide  obtained  by  1,  a  or 
5,  is  reduced  either  at  once,  or  after  weighing ;  in  the  latter  case 
the  reduction  serves  as  a  control. 

3.  Determination  as  Cuprous  Sulphids. 

a.  By  Precipitation  as  Cupric  Sulphide. 

Precipitate  the  solution — which  is  best  moderately  acid,  but 
should  not  contain  a  great  excess  of  nitric  acid — according  to  the 
quantity  of  copper  present,  either  by  the  addition  of  strong  hydro- 
gen sulphide  water,  or  by  passing  the  gas.  In  the  absence  of  nitric 
acid  it  is  well  to  heat  nearly  to  boiling  while  the  gas  is  passing,  as 
this  makes  the  precipitate  denser,  and  it  is  more  easily  washed. 
When  the  precipitate  has  fully  subsided,  and  you  have  made  sure 
that  the  supernatant  fluid  is  no  longer  colored  or  precipitated  by 
strong  hydrogen  sulphide  water,  filter  quickly,  wash  the  precipi- 
tate without  intermission  with  water  containing  hydrogen  sulphide, 
and  dry  on  the  filter  with  some  expedition.  Transfer  to  a  weighed 
porcelain  crucible,  add  the  filtei'-ash  and  some  pure  powdered  sul- 
phur, and  ignite  strongly  in  a  stream  of  hydrogen  (§  108,  fig.  50). 
It  is  advisable  to  use  a  glass  blow-pipe.  .  The  results  are  very  accu- 
rate (H.  EosE§). 

*  Journ.  f .  prakt.  Chem.  96,  259. 

f  Zeitschr.  f.  anal.  Chem.  8,  23  and  11, 1.  Compare  also  Gibbs,  Ih.  3, 334,  and 
Lecoq  dk  Boisbaxjdan,  lb.  7,  253.        %  lb.  7,  442.        §  Pogg.  Annal.  110,  138. 
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This  method,  which  was  recommended  by  Bbezelius,  and  after- 
wards by  Beunnee,  has  only  lately  received  a  very  practical  form, 
from  the  apparatus  introduced  by  II.  Rose.  I  feel  great  pleasure 
in  recommending  it.     In  my  own  laboratory  it  is  in  frequent  use. 

i.  By  Preeipitation  as  Cuprous  Sulphocyanate,  after  Rivot.* 

The  solution  should  be  as  free  as  possible  from  nitric  acid  and 
free  chlorine,  and  should  contain  little  or  no  free  acid.  Add  sul- 
phurous or  hypophosphorous  acid  in  sufficient  quantity,  and  then 
solution  of  potassium  sulphocj-anate  in  the  least  possible  excess. 
The  copper  precipitates  as  white  cuprous  sulphocyanate.  It  is 
filtered  after  standing  some  time,  washed  and  dried,  mixed  with 
sulphur,  ignited  in  hydrogen  in  the  apparatus  mentioned  in  a,  and 
this  ignition  with  sulphur  is  repeated  till  the  weight  is  constant. 
The  precipitate  may  also  be  collected  on  a  weighed  filter,  dried  at 
100°,  and  then  weighed.  The  experiment.  No.  80,  conducted  in 
the  latter  way,  gave  99 '66  instead  of  100.  The  process  yields 
satisfactory  results,  but  they  are  always  inclined  to  be  a  little  too 
low,  as  the  ciiprous  sulphocyanate  is  not  absolutely  insoluble.  The 
loss  is  larger  in  the  presence  of  much  free  acid. 

c.  Cuprous  and  cupric  oxide,  cupric  sulphate,  and  many  other 
salts  of  copper  (but  not  chloride,  bromide,  or  iodide)  may  be  directly 
converted  into  cuprous  sulphide,  by  mixing  with  sulphur  and 
igniting  in  hydrogen  as  in  a  (H.  Rose,  loc.  cit.).  The  results  are 
thoroughly  satisfactory. 

4.  Volumetric  Methods. 

a.    De   Haen's    METHOD.f 

I  recommend  this  method,  which  was  devised  in  my  own 
laboratory,  as  more  especially  apjilicable  in  cases  where  small 
quantities  of  copper  are  to  be  estimated  in  an  expeditious  way. 
The  method  is  based  upon  the  fact  that,  when  a  cupric  salt  in 
solution  is  mixed  with  potassium  iodide  in  excess,  cuprous  iodide 
and  free  iodine  are  formed,  the  latter  remaining  dissolved  in  the 
solution  of  potassium  iodide  :  CuSO,  -f  2KI  =  Cul  +  K,SO,  +  I. 
Now,  by  estimating  the  iodine  by  Bunsen's  method,  or  with  sodium 
thiosulphate  (§  146),  we  learn  the  quantity  of  copper,  as  1  a*:. 
iodine  (126-85)  corresponds  to  1  at.  copper  (63-4).  The  following 
is  the  most  convenient  way  of  proceeding :  Dissolve  the  compound 


*Compt.  Rend.  38,  868;  Journ.  f.  prakt.  Chem.  63,  353. 
t  Annal.  d.  Chem.  u.  Pharm.  91,  337. 
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of  copper  in  sulphuric  acid,  best  to  a  neutral  solution ;  a  nioucrate 
excess  of  free  sulphuric  acid,  however,  does  not  injuriously  affect 
the  process.  Dilute  the  solution,  in  a  measuring  flask,  to  a  defi- 
nite volume ;  100  c.c.  should  contain  from  1  to  2  grm.  of  copper. 
Introduce  now  about  10  c.c.  of  potassium  iodide  solution  (1  in  10) 
into  a  stoppered  bottle,  add  10  c.c.  of  the  copper  solution,  mix, 
allow  to  stand  10  minutes,  and  then  determine  the  separated 
iodine,  either  with  sulphurous  acid  and  iodine  (§  146,  1),  or  with 
sodium  thiosulphate  (§  146,  2).  The  copper  solution  must  be  free 
from  ferric  salts  and  other  bodies  which  decompose  potassium 
iodide,  also  free  nitric  acid,  and  free  hydrochloric  acid ;  and  the 
solution  must  not  be  allowed  to  stand  too  long  before  titration. 
With  strict  attention  to  these  rules,  the  results  are  accurate.  De 
Haen  obtained,  for  instance,  •3567  instead  of  "3566  of  cupric  sul- 
phate, 99'89  and  lOO'l  instead  of  100  of  metallic  copper.  Further 
experiments  (No.  81)  have  convinced  me,  however,  that,  though 
the  results  attainable  by  this  method  are  satisfactory,  they  are  not 
always  quite  so  accurate  as  would  be  supposed  from  the  above 
figures  given  by  De  Haen.  Acting  upon  Fe.  Mohr's  suggestion, 
I  tried  to  counteract  the  injurious  influence  of  the  presence  of 
nitric  acid,  by  adding  to  the  solution  containing  nitric  acid,  first, 
ammonia  in  excess,  then  hydrochloric  acid  to  slight  excess;  the 
result  was  by  no  means  satisfactory.  The  reason  of  this  is  that  a 
solution  of  ammonium  nitrate,  mixed  with  some  hydrochloric  acid, 
will,  even  after  a  short  time,  begin  to  liberate  iodine  from  solution 
of  potassium  iodide. 

§120. 

6.    ElSMTTTH. 

a.  Solution. 

Metallic  bismuth,  bismuth  trioxide,  and  all  other  compounds  of 
that  metal,  are  dissolved  best  in  nitric  acid,  more  or  less  diluted. 
It  must  be  borne  in  mind  that  hydrochloric  acid  solutions  of 
bismuth,  if  concentrated,  cannot  be  evaporated  without  loss  of 
bismuth  chloride. 

5.  Determination. 

Bismuth  is  weighed  in  the  form  of  tnoxide,  of  chromate,  of 
sidphide,  or  in  the  metallic  state.  The  compounds  of  bismuth  are 
converted  into  trioxide  by  ignition,  by  precipitation  as. basic  car- 
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bonate,  or  by  repeated  evaporation  of  the  nitric  solution.     These 
are  sometimes  preceded  by  separation  as  sulphide.     The   deter- 
mination as  metallic  bismuth  is  frequently  preceded  by  precipita- 
tion as  sulphide  or  as  basic  'chloride. 
AVe  may  convert  into 

1.  Bismuth  teioxide: 

a.  By  Precipitation  as  hasic  Bismuth  Carbonate.  All  com- 
pounds of  bismuth  which  dissolve  in  nitric  acid  to  nitrate,  no  other 
acid  remaining  in  the  solution. 

i.  By  Ignition. 

a.  Bismuth  salts  of  readily  volatile  oxygen  acids. 

/?.  Bismuth  salts  of  organic  acids. 

c.  By  Evaporation.     Bismuth  in  nitric  acid  solution. 

d.  By  Precipitation  as  Bismuth  Trisulpldde.  All  compounds 
of  bismuth  without  exception. 

2.  Bismuth  chkomate.     All  compounds  named  in  1,  a. 

3.  Bismuth  teisulphide.  The  compounds  of  bismuth  without 
exception. 

4.  Metallic  bismuth  :  The  trioxide  and  oxygen  salts,  the 
sulphide,  the  basic  chloride,  in  which  latter  form  the  bismuth  may 
be  precipitated  out  of  all  its  solutions. 

1.  Determination  of  Bismuth  as  Trioxide. 

a.  By  Precipitation  as  Bismuth  Carbonate. 

If  the  solution  is  concentrated  add  water,  taking  no  notice  of 
any  precipitate  of  basic  nitrate  that  may  be  formed.  Mix  with 
ammonium  carbonate  in  very  slight  excess,  and  heat  for  some  time 
nearly  to  boiling ;  filter,  dry  the  precipitate,  and  ignite  in  the  man- 
ner directed  §  116,  1  (Ignition  of  lead  carbonate) ;  the  process  of 
ignition  serves  to  convert  the  carbonate  into  bismuth  trioxide.  For 
the  properties  of  the  precipitate  and  residue,  see  §  86.  The  method 
gives  accurate  results,  though  generally  a  trifle  too  low,  owing  to 
the  circumstance  that  bismuth  carbonate  is  not  absolutely  insoluble 
in  ammonium  carbonate.  Were  you  to  attempt  to  precipitate 
bismuth,  by  means  of  ammonium  carbonate,  from  solutions  con- 
taining sulphuric  acid  or  hydrochloric  acid,  you  would  oUtain 
incorrect  results,  since  with  the  basic  cai'bonate,  basic  sulphate  or 
basic  chloride  would  be  precipitated,  which  are  not  decomposed  by 
excess  of  ammonium  carbonate.  Were  you  to  filter  off  the  precipi- 
tate without  warming,  a  considerable  loss  would  be  sustained,  as 
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the  whole  of  the  basic  carbonate  would  not  have  been  separated 
(Expt.  No.  83). 

h.  By  Ignition. 

a.  Compounds  like  bismuth  carbonate  or  nitrate  are  ignited  in 
a  porcelain  crucible  nntil  their  weight  remains  constant. 

/J.  Salts  of  organic  acids  are  treated  like  the  corresponding 
compounds  of  copper  (§  119,  1,  c). 

c.  By  JEvaporatlon. 

The  solution  of  the  nitrate  is  evaporated,  in  a  porcelain  dish  on 
the  water-bath,  till  the  neutral  salt  remains  in  syrupy  solution; 
add  water,  loosen  the  white  crust  that  is  formed  with  a  glass  rod 
from  the  sides,  evaporate  again  on  a  water-bath,  reprecipitate  with 
water,  and  repeat  the  whole  operation  three  or  four  times.  After 
the  dry  mass  on  the  water-bath  has  ceased  to  smell  of  nitric  acid, 
it  is  allowed  to  cool  thoroughly,  and  then  treated  with  cold  water 
containing  a  little  ammonium  nitrate  (1  in  500) ;  after  the  residue 
and  fluid  have  been  a  short  time  together,  filter,  wash  with  the 
weak  solution  of  ammonium  nitrate,  dry  and  ignite  (§  53).  Eesults 
very  satisfactory  (J.  Lowe*). 

d.  By  Precipitation  as  Bismuth  Trisulphide. 

Dilute  the  solution  with  water  slightly  acidulated  with  acetic 
acid  (to  prevent  the  precipitation  of  a  basic  salt),  and  precipitate 
with  hydrogen  sulphide  water  or  gas ;  allow  the  precipitate  to 
subside,  and  test  a  portion  of  the  supernatant  fluid  with  hydrogen 
sulphide  water:  if  it  remains  clear,  which  is  a  sign  that  the 
bismuth  is  completely  precipitated,  filter  (the  filtrate  should  smell 
strongly  of  H^S),  and  wash  the  precipitate  with  water  containing 
hydrogen  sulphide.  Or  mix  with  ammonia  until  the  free  acid  is 
neutralized,  then  add  ammonium  sulphide  in  excess,  and  allow  to 
dio^est  for  some  time. 

The  washed  precipitate  may  now  be  weighed  in  three  different 
forms,  viz.,  as  trisulphide,  as  metal,  or  as  trioxide.  The  treatment 
in  the  two  former  cases  will  be  described  in  3  and  4 :  in  the  latter 
case  proceed  as  follows : 

Spread  the  filter  out  on  a  glass  plate  and  remove  the  precipitate 
to  a  vessel  by  means  of  a  jet  of  water  from  the  wash-bottle — or,  if 
this  is  not  practicable,  put  the  precipitate  and  filter  together  into 
the  vessel — and  heat  gently  with  moderately  strong  nitric  acid 

*  Journ.  f .  prakt.  Chem.  74,  344. 
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until  complete  decomposition  is  effected ;  the  solution  is  then 
diluted  with  water  slightly  acidulated  with  acetic  or  nitric  acid, 
and  filtered,  the  filter  being  washed  with  the  acidulated  water;  the 
filtrate  is  then  finally  precipitated  as  directed  in  a. 

2.  Determination  of  Bismuth  as  Chromate  (J.  Lowe*). 
Pour  the  solution  of  bismuth,  which  must  be  as  neutral  as 

possible,  and  must,  if  necessary,  be  first  freed  from  the  excess  of 
nitric  acid  by  evaporation  on  the  watei'-bath,  into  a  warm  solution 
of  pure  potassium  dichromate  in  a  porcelain  dish,  with  stirring, 
and  take  care  to  leave  the  alkali  chromate  slightly  in  excess. 
Kinse  the  vessel  which  contained  the  solution  of  bismuth  with 
water  containing  nitric  acid  into  the  porcelain  dish.  The  precipi- 
tate formed  must  be  orange-yellow,  and  dense  throughout ;  if  it  is 
flocculent,  and  has  the  color  of  the  yolk  of  an  egg,  this  is  a  sign 
that  there  is  a  deficiency  of  potassium  dichromate ;  in  which  case 
add  a  fresh  quantity  of  this  salt,  taking  care,  however,  to  guard 
against  too  great  an  excess,  and  boil  until  the  precipitate  presents 
the  proper  appearance.  Boil  the  contents  of  the  dish  for  ten 
minutes,  with  stirring  ;  then  wash  the  precipitate,  first  by  repeated 
boiling  with  water  and  decantation  on  to  a  weighed  filter,  at  last 
thoroughly  on  the  latter  with  boiling  water ;  dry  at  about  120°, 
and  weigh.  For  the  properties  and  composition  of  the  precipitate, 
see  §  86.     Eesults  very  satisfactory. 

3.  Determination  of  Bismuth  as  Trisulphide. 
Precipitate  the  bismuth  as  trisulphide  according  to  1,  d.     I? 

the  precipitate  contains  free  sulphur,  extract  the  latter  by  boiling 
with  solution  of  sodium  sulphite,  or  by  treatment  with  carbon 
disulphide  (compare  the  determination  of  mercury  as  sulphide, 
§  118,  3),  collect  on  a  weighed  filter,  dry  at  100°,  and  weigh. 

The  drying  must  be  conducted  with  caution.  At  fii-st  the 
precipitate  loses  weight,  by  tlie  evaporation  of  water,  then  it  gains 
weight,  from  the  absorption  of  oxygen.  Hence  you  should  weigh 
every  half  hour,  and  take  the  lowest  weight  as  the  correct  one. 
Compare  Expt.  No.  58.     Properties  and  composition,  §  Sfi,  g. 

The  bismuth  sulphide  cannot  be  conveniently  converted  into 
the  metallic  state  by  ignition  in  hydrogen,  as  its  complete  decom- 
position is  a  work  of  considerable  time.'  As  regards  reduction 
with  potassium  cyanide,  see  4. 

*  Journ.  f.  prakt.  Chem.  67,  464. 
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4.  Determination  of  JSism/uth  as  Metal. 

The  oxide,  sulphide,  or  basic  chloride  that  are  to  be  reduced 
are  fused  in  a  porcelain  crucible  with  five  times  their  quantity  of 
ordinary  potassium  cyanide.  The  crucible  must  be  large  enouo-h. 
In  the  case  of  oxide  and  basic  chloride,  the  reduction  is  completed 
in  a  short  time  at  a  gentle  heat ;  sulphide,  on  the  other  hand, 
requires  longer  fusion  and  a  higher  temperature.  The  operatioa 
has  been  successful  if  on  treatment  with  water  metallic  grains  are 
obtained.  These  grains  are  first  washed  completely  and  rapidly 
with  water,  then  with  weak  and  lastly  with  strong  alcohol,  dried 
and  weighed.  If  you  have  been  reducing  the  sulphide,  and  on 
treating  the  fused  mass  with  water  a  black  powder  (a  mixture  of 
bismuth  witli  bismuth  sulphide)  is  visible,  besides  the  metallic  grains, 
it  is  necessary  to  fuse  the  former  again  with  potassium  cyanide. 

It  sometimes  happens  that  the  crucible  is  attacked,  and  particles 
of  porcelain  are  found  mixed  with  the  metallic  bismuth  ;  to  prevent 
this  from  spoiling  the  analysis,  weigh  the  crucible  together  with  a 
small  dried  filter  before  the  experiment,  collect  the  metal  on  the 
filter,  dry  and  weigh  the  crucible  with  the  filter  and  bisnir/Ji  again. 
Eesults  good  (H.  Rose*). 

The  precipitation  of  bismuth  as  basic  chloride,  and  the  reduc- 
tion of  the  latter  with  potassium  cyanide,  has  been  recommended 
by  H.  EosE.f  The  process  is  conducted  as  follows :  Nearly  neu- 
tralize any  large  excess  of  acid  that  may  be  present  with  potassa, 
soda,  or  ammonia,  add  ammonium  chloride  in  sufiicient  quantity 
(if  hydrochloric  acid  is  not  already  present),  and  then  a  rather  largo 
quantity  of  water.  After  allowing  to  stand  some  time,  test  whether 
a  portion  of  the  clear  supernatant  fiuid  is  rendered  turbid  by  a 
further  addition  of  water  ;  and  then,  if  required,  add  water  to  the 
whole  till  the  precipitation  is  complete.  Finally  filtei',  wash  com- 
pletely with  cold  water,  dry  and  fuse  according  to  the  directions 
just  given  with  potassium  cyanide.  It  is  less  advisable  to  dry  the 
precipitate  at  100°,  weigh  and  calculate  the  metal  present  from  the 
formula  BiOCl,  as  washing  causes  a  slight  alteration  in  its  com- 
position (unless  a  little  hydrochloric  acid  is  added  to  tlie  wash- 
water,  which  is  inconvenient  when  the  precipitate  is  collected  on 
a  weighed  filter),  and  if  precipitated  in  the  presence  of  sulphuric, 
phosphoric  acids,  &c.,  it  is  liable  to  contain  small  quantities  of 
these  acids.     Results  accurate. 

*  Pogg.  Annal.  91, 104,  and  110, 136.  f  P'  WO.  425. 
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§121. 

7.  Cadmium. 
a.  Solution. 

Cadmium,  its  oxide,  and  all  the  other  compounds  insoluhle  in 
water,  are  dissolved  in  hydrochloric  acid  or  in  nitric  acid. 

h.  Determination. 

Cadmium  is  weighed  either  in  the  form  of  oxide,  or  in  that  of 
sulphide  (§  87).  It  may  also  be  weighed  as  sulphate,  and  in  the 
absence  of  other  bases  precipitable  by  oxalic  acid,  it  may  be  esti- 
mated volumetrically. 

We  may  convert  into 

1.  Cadmium  oxide: 

a.  By  P fecipitation.  The  compounds  of  cadmium  which  are 
soluble  in  water ;  the  insoluble  compounds,  the  acid  of  which  is 
removed  upon  solution  in  hydrochloric  acid ;  cadmium  salts  of 
organic  acids. 

5.  By  Ignition.  Cadmium  salts  of  readily  volatile  or  easily 
decomposable  inorganic  oxygen  acids. 

2.  Cadmium  sulphide  :  All  compounds  of  cadmium  without 
exception. 

3.  Cadmium  sulphate  :  All  compounds  of  cadmium,  in  the 
absence  of  other  non-volatile  substances. 

1.  Deteriiiinatiorb  as  Cadmium  Oxide. 

a.  By  Precipitation. 

Precipitate  with  potassium  carbonate,  wash  the  precipitated 
cadmium  carbonate,  and  convert  it,  by  ignition,  into  oxide.  The 
precipitation  is  conducted  as  in  the  case  of  zinc,  §  108,  1,  a.  The 
cadmium  oxide  which  adhei-es  to  the  filter  may  easily  be  reduced 
and  volatilized ;  it  is  therefore  necessary  to  be  cautious.  In  the 
first  place  choose  a  thin  filter,  transfer  the  dried  precipitate  as  com- 
pletely as  possible  to  the  crucible,  replace  the  filter  in  the  funnel, 
and  moisten  it  with  ammonium  nitrate  solution,  allow  to  dr^',  and 
then  burn  carefully  in  a  coil  of  platinum  wire.  Let  the  ash  fall 
into  the  cracible  containing  tlie  mass  of  the  precipitate,  ignite 
carefully,  avoiding  the  action  of  reducing  gases,  and  finally  weigh. 
It  is  difficult  to  remove  the  last  portions  of  carbonic  acid  ;  you  must 
therefore  repeat  the  ignition  till    the  weight   remains  constant. 
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Properties  of  precipitate  and  residue,  §  87.     Kesults  generally  a 
little  too  low. 

h.  By  Ignition. 

Same  process  as  for  zinc,  §  108,  1,  o. 

2.  Deiermination  as  Cadmium  Sulphide. 

It  is  best  to  precipitate  the  moderately  acid  solution  with  hydro- 
gen sulphide  water  or  gas,  which  must  be  used  in  sufficient  excess. 
The  presence  of  a  considerable  qiiantity  of  free  hydrochloric  or 
nitric  acid  may — especially  if  the  solution  is  not  enough  diluted — 
prevent  complete  precipitation,  hence  such  an  excess  should  be 
avoided,  and  the  clear  supernatant  fluid  should  in  all  cases  be  tested, 
by  the  addition  of  a  relatively  large  amount  of  hydrogen  sulphide 
water  to  a  portion,  before  being  filtered.  Alkaline  solutions  of 
cadmium  may  be  precipitated  with  ammonium  sulphide.  If  the 
cadmium  sulphide  is  free  from  admixed  sulphur,  it  may  be  at  once 
collected  on  a  weighed  filter,  washed  first  with  diluted  hydrogen 
sulphide  water  mixed  with  a  little  hydrochloric  acid,  then  with 
pure  water,  dried  at  100°,  and  weighed ;  if,  on  the  contrary,  it  con- 
tains free  sulphur,  it  may  be  purified  by  boiHng  with  a  solution  of 
sodium  sulphite,  or  by  treatment  with  carbon  disulphide  (see  Mer- 
curic Sulphide,  §  118,  3).  Results  accurate.  The  precipitation  of 
sulphur  may  occasionally  be  obviated  by  adding  to  the  cadmium 
solution  potassium  cyanide  till  the  precipitate  first  formed  is  redis- 
solved,  and  then  precipitating  this  solution  with  hydrogen  sulphide. 

If  the  cadmium  sulphide  is  not  to  be  weighed  as  such,  warm  it, 
together  with  the  filter,  with  moderately  strong  hydrochloric  acid, 
till  the  precipitate  has  dissolved  and  the  odor  of  hydrogen  sulphide 
is  no  longer  perceptible,  filter  and  precipitate  the  solution  as  in 
1,  a,  after  having  removed  the  excess  of  free  acid  for  the  most  part 
by  evaporation. 

3.  Determination  as  GadmiuTn  Sulphate. 

Same  process  as  for  magnesium  (§  104,  1).  The  CdSO,  may 
be  rather  strongly  ignited  without  decomposition. 

4.  "W.  GiBBS*  determines  cadmium  volumetrically  by  mixing 
the  concentrated  solution  of  the  sulphate,  nitrate,  or  chloride  with 
excess  of  oxalic  acid  and  a  quantity  of  strong  alcohol,  filtering, 
washing  with  alcohol,  dissolving  in  hot  hydrochloric  acid  and 

*Zeitsclir.  f.  anal.  Chem.7,  259. 
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determining  the  oxalic  acid  with  permanganate  (§  137).    W.  G. 
Leison*  obtained  satisfactory  results  by  this  process. 


Supplement  to  the  Fifth  Oroup. 
§122. 

8.   PALLADItm. 

Palladium  is  converted,  for  the  purpose  of  estimation,  into  the 
metaUic  state  ;  or — in  many  separations — hiio  potassium  palladia 
chloride. 

1.  Determination  as  Palladium. 

a.  IS^eutralize  the  solution  of  palladious  chloride  almost  com- 
pletely with  sodium  carbonate,  mix  with  solution  of  mercuric 
cyanide ;  and  heat  gently  for  some  time,  until  the  odor  of  hydro- 
cyanic acid  has  gone  off.  A  yellowish-white  precipitate  of  pallr.di- 
ous  cyanide  will  subside ;  from  dilute  solutions,  only  after  the  lapse 
of  some  time.  Wash  first  by  decantation,  then  on  the  filter,  dry 
thoroughly,  ignite  cautiously,  finally  over  the  gas  blowpipe  till  the 
palladium  paracyanide  first  formed  is  decomposed,  then  ignite  in 
hydrogen,  since  the  palladium  has  been  slightly  oxidized.  As  soon 
as  the  lamp  is  removed,  stop  the  hydrogen  to  prevent  absorption, 
and  weigh  the  metal.  If  the  solution  contains  palladious  nitrate, 
evaporate  it  first  with  hydrochloric  acid  to  dryness ;  as  otherwise 
the  precipitate  obtained  deflagrates  upon  ignition  (Wollaston). 
Results  exact. 

h.  Mix  the  solution  of  palladious  chloride  or  nitrate  with 
sodium  or  potassium  formate,  and  warm  until  no  more  carbonic 
acid  escapes.  The  palladium  precipitates  in  brilliant  scales  (Dobe- 
eeinee). 

c.  Precipitate  the  acid  solution  of  palladium  with  hydrogen 
sulphide,  filter,  wash  with  boiling  water,  roast,  dissolve  in  hydro- 
chloric acid  and  nitric  acid,  and  precipitate  as  in  a. 

Exposed  to  a  moderate  red  heat  mstallio  palladium  becomes 
covered  with  a  film  varying  from  violet  to  blue,  but  at  a  higher 
temperature  it  recovers  its  lustre,  which  it  keeps  after  being  sud- 
denly cooled,  for  instance,  with  cold  water.  This  tarnishing  and 
recovery  of  the  metallic  lustre  is  not  attended  with  any  percepti- 

*  Zeitschr.  f.  anal.  Chem.  10,  343. 
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ble  difference  of  weight.  Palladium  which  has  taken  up  oxygen 
is  immediately  reduced  in  hydrogen ;  when  cooled  in  the  current 
of  gas,  it  retains  some  absorbed  hydrogen.  Palladium  requires  the 
very  highest  degree  of  heat  for  its  fusion.  It  dissolves  readily  in 
nitrohydrochloric  acid,  with  difficulty  in  pure  nitric  acid,  more 
easily  in  nitric  acid  containing  nitrous  acid,  with  difficulty  in  boil- 
ing concentrated  sulphuric  acid. 

2.  Determination  as  Potassium  Palladic  Chloride. 

Evaporate  the  solution  of  palladic  chloride  with  potassium 
chloride  and  nitric  acid  to  dryness,  and  treat  the  mass  when  cold 
with  alcohol  of  -SSS  sp.  gr.,  in  which  the  double  salt  is  insoluble. 
Collect  on  a  weighed  filter,  dry  at  100°,  and  weigh.  Results  a 
little  too  low,  as  traces  of  the  double  salt  pass  away  with  the  alcohol 
washings  (Beezelius).  Instead  of  weighing  the  double  salt  you 
may  ignite  in  hydrogen,  remove  the  potassium  chloride  with  water 
and  weigh  the  metal  obtained.  This  method  is  indeed  to  be  pre- 
ferred, as  it  prevents  any  potassium  chloride  in  the  precipitate  from 
affecting  the  result. 

Potassium  palladic  chloride  consists  of  microscopic  octa- 
hedra ;  it  presents  the  appearance  of  a  vermilion  or,  if  the  crystals 
are  somewhat  large,  of  a  brown  powder.  It  is  very  slightly  solu- 
ble in  cold  water ;  it  is  almost  insoluble  in  cold  alcohol  of  the  above 
strength.     It  contains  26'806|-  palladium. 

Sixth  Group. 

GOLD — PLATHTTTM Al^TIMONY ^Tm   IN    STANNIC  OOMPOTINDS — TIN    IN 

STANNOUS     COMPOUNDS — AUSENIOUS    AND    AESENIO    ACIDS — (mO- 

ltbdio  acid). 

§123. 

1.  Gold. 

a.  Solution. 

Metallic  gold,  and  all  compounds  of  gold  insoluble  in  water, 
are  warmed  with  hydrochloric  acid,  and  nitric  acid  is  gradually 
added  until  complete  solution  is  effected ;  or  they  are  repeatedly 
digested  with  strong  chlorine  water.  The  latter  method  is  resorted 
to  more  especially  in  cases  where  the  quantity  of  gold  to  be  dis- 
solved is  small,  and  mixed  with  foreign  oxides  which  it  is  wished 
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to  leave  undissolved.  According  to  "W".  Sket*  tincture  of  iodine, 
or,  for  larger  quantities  of  gold,  bromine  water,  is  better  than  chlo- 
rine water.  Thej  give  solutions  freer  from  other  metals  than  the 
chlorine  water  gives. 

b.  Deterinhiation. 

Gold  is  always  weighed  in  the  metallic  state.  The  compounds 
are  brought  into  this  form,  either  by  ignition  or  by  precipitation, 
as  gold,  or  auric  sulphide. 

We  convert  into 

Metallic  gold  : 

a.  By  Ignition.  All  compounds  of  gold  which  contain  no  fixed 
acid,  or  other  body. 

h.  By  Precipitation  as  metallic  gold.  All  compounds  of  gold 
without  exception  in  cases  where  a  is  inapplicable. 

c.  By  Precipitation  as  auric  sulphide.  This  method  serves  to 
effect  the  separation  of  gold  from  certain  other  metals  which  may 
be  mixed  with  it  in  a  solution. 

Determination  as  Metallic  Gold. 

a.  By  Ignition. 

Heat  the  compound,  in  a  covered  porcelain  crucible,  very  gently 
at  first,  but  finally  to  redness,  and  weigh  the  residuary  pure  gold. 
For  properties  of  the  residue,  see  §  88.  The  results  are  most 
accurate. 

h.  By  Precipitation  as  Metallic  Gold. 

a.  The  solution  is  free  from  Nitric  Acid.  Mix  the  solution 
with  a  little  hydrochloric  acid,  if  it  does  not  already  contain  some 
of  that  acid  in  the  free  state,  and  add  a  clear  solution  of  ferrous 
sulphate  in  excess ;  heat  gently  for  a  few  hours  until  the  precipi- 
tated fine  gold  powder  has  completely  subsided ;  filter,  wash,  dry, 
and  ignite  according  to  §  52.  A  porcelain  dish  is  a  more  appro- 
priate vessel  to  effect  the  precipitation  in  than  a  beaker,  as  the 
heavy  fine  gold  powder  is  more  readily  rinsed  out  of  the  former 
than  out. of  the  latter.  There  are  no  sources  of  error  inherent  in 
the  method. 

/?.  The  solution  of  Gold  contains  Nitric  Acid.  Evaporate  the 
solution,  on  a  water-bath,  to  the  consistence  of  syrup,  adding  from 
time  to  time  hydrochloric  acid  ;  dissolve  the  residue  in  water  con- 

*  Zeitschr.  f.  anal.  Chem.  10,  221. 
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taining  hjdrocUoric  acid,  and  treat  the  solution  as  directed  in  a. 
It  will  sometimes  happen  that  the  residue  does  not  dissolve  to  a 
clear  fluid,  in  consequence  of  a  partial  decomposition  of  auric  clilo- 
ride  into  aurous  chloride  and  metallic  gold ;  however,  this  is  a  mat- 
ter of  perfect  indifference. 

y.  In  cases  where  it  is  wished  to  avoid  the  presence  of  iron  in 
the  filtrate,  the  gold  raaj  be  reduced  by  means  of  oxalic  acid.  To 
this  end,  the  dilute  solution — freed  previously,  if  necessary,  from 
nitric  acid,  in  the  manner  directed  in  /? — is  mixed,  in  a  beaker, 
with  oxalic  acid,  or  with  ammonium  oxalate  in  excess,  some  sul- 
phuric acid  added  (if  that  acid  is  not  already  present  in  the  free 
state),  and  the  vessel,  covered  with  a  glass  plate,  is  kept  standing 
for  two  days  in  a  moderately  warm  place.  At  the  end  of  that 
time,  the  whole  of  the  gold  will  be  found  to  have  separated  in 
small  yellow  scales,  which  are  collected  on  a  filter,  washed  first 
with  dilute  hydrochloric  acid,  then  with  water,  dried,  and  ignited. 
If  the  gold  solution  contains  a  large  excess  of  hydrochloric  acid, 
tlie  latter  should  be  for  the  most  part  evaporated,  before  the  solu- 
tion is  diluted  and  the  oxalic  acid  added.  If  the  gold  solution  con- 
tains chlorides  of  alkali  metals,  it  is  necessary  to  dilute  largely,  and 
allow  to  stand  for  a  long  time,  in  order  to  effect  complete  precipi- 
tation (H.  Eose). 

S.  The  gold  may  also  be  thrown  down  in  the  metallic  form  by 
hydrate  of  chloral*  in  the  presence  of  potash.  Warm  the  solution, 
add  the  chloral,  then  pure  potash  in  excess,  and  boil  for  a  minute 
or  so.     The  gold  is  precipitated  with  evolution  of  chloroform. 

f.  Finally,  gold  may  be  thrown  down  by  many  metals,  such  as 
zinc,  cadmium,  magnesium,  &c.  The  latter  has  been  recommended 
by  ScHEiBLEEf  for  the  analysis  of  the  gold  salts  of  organic  bases. 
The  precipitate  is  first  washed  with  hydrochloric  acid,  then  with 
water. 

c.  By  Precipitation  as  Auric  Sulphide. 

Hydrogen  sulphide  gas  is  transmitted  in  excess  through  the 
dilute  solution  containing  some  free  acid ;  the  precipitate  formed 
is  speedily  filtered  off,  without  heating,  washed,  dried,  and  ignited 
in  a  porcelain  crucible.  For  the  properties  of  the  precipitate,  see 
S  88.     No  sources  of  error. 


*  Hager's  pharmac.  Centralhalle,  11,  893. 
t  Ber.  der  deutsch.  chem.  Gesellach.  1869,  295. 
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§124. 

2.  Platinijm. 

a.  Solution. 

Metallic  platinum,  and  the  compounds  of  platinum  wliich  are 
insoluble  in  water,  are  dissolved  by  digestion,  at  a  gentle  heat,  with 
nitrohydrochloric  acid. 

h.  Determination. 

Platinum  is  invariably  weighed  in  the  metallic  state,  to  which 
condition  its  compounds  are  brought,  either  by  precipitation  as 
ammonium  platinic  chloride,  potassium  platinic  chloride,  or  pla- 
tinic  sulphide,  or  by  ignition,  or  by  precipitation  with  reducing 
agents.  All  compounds  of  platinum,  without  exception,  may,  in 
most  cases,  be  converted  into  platinum  by  either  of  these  methods. 
Which  is  the  most  advantageous  process  to  be  pursued  in  special 
instances,  depends  entirely  upon  the  circumstances.  The  reduc- 
tion to  the  metallic  state  by  simple  ignition  is  preferable  to  the 
other  methods,  in  all  cases  where  admissible.  The  precipitation  as 
platinic  sulphide  is  resorted  to  exclusively  to  effect  the  separation 
of  platinum  from  other  metals. 

Determination  as  Metallic  Platinum. 

a.  By  Precipitation  as  Amm,onium  Platinic  Chloride. 

The  solution  must  be  concentrated  if  necessary  by  evaporation 
on  a  water-bath.  Mix,  in  a  beaker,  with  ammonia  until  the  excess 
of  acid  (that  is,  supposing  an  excess  of  acid  to  be  present)  is  nearly 
saturated;  add  ammonium  chloride  in  excess,  and  mix  the  fluid 
with  a  pretty  large  quantity  of  strong  alcohol.  Cover  the  beaker 
now  with  a  glass  plate,  and  let  it  stand  for  twenty-four  hours,  after 
wliich  filter,  wash  the  precipitate  with  alcohol  of  about  80  per 
cent.,  till  the  substances  to  be  separated  are  removed,  dry  carefully, 
ignite  according  to  §  99,  2,  and  weigh.  In  the  case  of  large  quan- 
tities the  final  ignition  is  advantageously  conducted  in  a  stream  of 
hydrogen  (§  108,  fig.  50),  in  order  to  be  quite  sure  of  effecting 
complete  decomposition.  For  the  properties  of  the  precipitate  and 
residue,  see  §  89.  The  results  are  satisfactory,  though  generally  a 
little  too  low,  as  the  ammonium  platinic  chloride  is  not  altogether 
insoluble  in  alcohol  of  the  above  strength  (Expt.  No.  16),  and  ns 
the  fumes  of  ammonium  chloride  are  liable  to  carry  away  traces  of 
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the  yet  nndecomposed  double  chloride,  if  the  application  of  heat  is 
not  conducted  with  the  greatest  care. 

If  the  precipitated  ammonium  platinic  chloride  were  weighed 
in  that  form,  the  results  would  be  inaccurate,  since,  as  I  have  con- 
vinced myself  by  direct  experiments,  it  is  impossible  to  completely 
free  the  double  chloiide,  by  washing  with  alcohol,  from  all  traces 
of  the  ammonium  chloride  thrown  down  Math  it,  without  dissolving 
at  the  same  time  a  notable  portion  of  the  double  chloride.  As  a 
general  rule,  the  results  obtained  by  weighing  the  ammonium  pla- 
tinic chloride  in  that  form  are  one  or  two  per  cent,  too  high. 

h.  By  Precipitation  as  Potassium  Platinic  Chloride. 

Mix  the  solution,  in  a  beaker,  with  potassa,  until  the  greater 
part  of  the  excess  of  acid  (if  there  be  any)  is  neutralized;  add 
potassium  chloride  slightly  in  excess,  and  finally  a  pretty  large 
quantity  of  strong  alcohol ;  should  your  solution  of  platinum  be 
very  dilute,  you  must  concentrate  it  previously  to  the  addition  of 
the  alcohol.  After  twenty-four  hours,  collect  the  precipitate  upon 
a  rather  small  unweighed  filter,  wash  with  alcohol  of  80  per  cent., 
dry  thoroughly  at  100°,  and  transfer  to  a  porcelain  crucible,  dis- 
solving the  portion  which  adheres  to  the  filter,  and  evaporating  the 
solution  in  the  crucible.  See  §  97,  3.  Next,  by  igniting  with 
hydrogen  by  means  of  apparatus  described  in  §  108,  page  251,  con- 
vert the  compound  into  metallic  platinum  and  potassium  chloride. 
Keduction  is  best  effected  if  the  heat  is  very  gradually  applied,  and 
does  not  at  all  quite  reach  the  point  at  which  potassium  chloride 
fuses.  After  reduction,  wash  out  the  potassium  chloride,  ignite 
and  weigh  the  platinum.  For  the  properties  of  the  precipitate 
and  residue,  see  §  89. 

The  results  are  more  accurate  than  those  obtained  by  method  «, 
since,  on  the  one  hand,  the  potassium  platinic  chloride  is  more 
insoluble  in  alcohol  than  the  corresponding  ammonium  salt ;  and, 
on  the  other  hand,  loss  of  substance  is  less  likely  to  occur  during 
ignition.  To  weigh  the  potassium  platinic  chloride  in  that  form 
would  not  be  practicable,  as  it  is  impossible  to  remove,  by  washing 
with  alcohol,  all  traces  of  the  potassium  chloride  thrown  down 
with  it,  without,  at  the  same  time,  dissolving  a  portion  of  the 
double  chloride. 

c.  By  Precipitation  as  Platinic  Sulphide. 

Precipitate  the  solution  with  hydrogen  sulphide  water  or  gas, 
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according  to  circumstances,  heat  the  mixture  to  incipient  ebulH- 
tion,  filter,  wash  the  precipitate,  dry,  and  ignite  according  to  §  52. 
For  the  properties  of  the  precipitate  and  residue,  see  §  89.  The 
resuhs  are  accurate. 

d.  By  Ignition. 

Same  process  as  for  gold,  §  123.  For  the  properties  of  the 
residue,  see  §  89.     The  results  are  most  accurate. 

e.  By  Precipitation  with  Beducing  Agents. 

Yarious  reducing  agents  may  be  employed  to  precipitate  plati- 
num from  its  solutions  in  the  metallic  state.  The  reduction  is 
very  promptly  effected  by  ferrous  sulphate  and  potassa  or  soda 
(the  protosesquioxide  of  iron  being  removed  by  subsequent  addi- 
tion of  hydrochloric  acid,  Hempel),  or  by  pure  zinc  or  magnesium 
(the  excess  of  which  is  removed  by  hydrochloric  acid) ;  somewhat 
more  slowly,  and  only  with  application  of  heat,  by  alkali  formiates. 
Mercurous  nitrate  also  precipitates  the  whole  of  the  platinum  from 
solution  of  platinic  chloride ;  upon  igniting  the  brown  precipitate 
obtained,  fumes  of  mercuroua  chloride  escape,  and  metallic  plati- 
num remains. 

§125. 

3.  Antimony. 

a.  Solution. 

Antimonious  oxide,  and  the  compounds  of  antimony  which  are 
insoluble  in  water,  or  are  decomposed  by  that  agent,  are  dissolved 
in  more  or  less  concentrated  hydrochloric  acid.  Metallic  antimony 
is  dissolved  best  in  nitrohydrochloric  acid.  The  ebullition  of  a 
hydrochloric  acid  solution  of  antimonious  chloride  is  attended  with 
volatilization  of  traces  of  the  latter ;  the  concentration  of  a  solution 
of  the  kind  by  evaporation  involves  accordingly  loss  of  substance. 
Solutions  so  highly  dilute  as  to  necessitate  a  recourse  to  evapora- 
tion must  therefore  previously  be  supersaturated  with  potassa. 
Solutions  of  antimonious  chloride,  which  it  is  intended  to  dilute 
with  water,  must  previously  be  mixed  with  tartaric  acid,  to  prevent 
the  separation  of  basic  salt.  In  diluting  an  acid  solution  of  anti- 
monic  acid  in  hydrochloric  acid,  the  water  must  not  be  added 
gradually  and  in  small  quantities  at  a  time,  which  would  make  the 
fluid  turbid,  but  in  sufficient  quantity  at  once,  which  will  leave  the 
fluid  clear. 
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h.  Determination. 

Antimony  may  be  weighed  as  antimonious  sulphide  or  antimony 
tetroxide,  in  separations  it  is  sometimes  weighed  as  metallio  anti- 
mony •  or  it  is  estimated  volumetrically. 

Antimony  in  solution  is  almost  invariably  first  precipitated  as 
sulphide,  which  is  then,  with  the  view  of  estimation,  converted 
into  anhydrous  sulphide,  or  determined  volumetrically. 

1.  Precipitation  as  Antimonious  Sulphide. 

Add  to  the  antimony  solution  hydrochloric  acid,  if  not  already 
present,  then  tartaric  acid,  and  dilute  with  water,  if  necessary. 
Introduce  the  clear  fluid  into  a  flask,  closed  with  a  doubly  perfo- 
rated cork;  through  one  of  the  perforations  passes  a  tube,  bent 
outside  at  a  right  angle,  which  nearly  extends  to  the  bottom  of  the 
flask ;  through  the  other  perforation  passes  another  tube,  bent  out- 
side twice  at  right  angles,  which  reaches  only  a  short  way  into  the 
flask ;  the  outer  end  of  this  tube  dips  slightly  under  water.  Con- 
duct through  the  first  tube  hydrogen  sulphide  gas,  until  it  pre- 
dominates strongly ;  put  the  flask  in  a  moderately  warm  place,  and 
after  some  time  conduct  carbon  dioxide  into  the  fluid,  until  the 
excess  of  the  other  gas  is  almost  completely  removed.  If  there  is 
no  reason  against  it,  from  the  presence  of  a  large  quantity  of 
hydrochloric  acid,  or  from  the  presence  of  nitric  acid,  it  is  well  to 
heat  the  solution  during  the  passing  of  the  gas,  finally  even  boiling. 
The  precipitate  is  then  denser,  and  may  be  very  easily  washed 
(Shaeples*). 

If  the  amount  of  the  lyrecipitate  is  at  all  considerable,  filter 
withoiit  intermission  through  a  weighed  filter,  wash  rapidly  and 
thoroughly  with  water  mixed  with  a  few  drops  of  hydrogen  sul- 
phide water,  dry  at  100°,  and  weigh.  The  precipitate  so  weighed 
always  retains  some  water,  and  may,  besides,  contain  free  sulphur ; 
in  fact,  it  always  contains  the  latter  in  cases  where  the  antimony 
solution,  besides  antimonious  salts,  contains  antimonic  acid  or 
pentachloride  of  antimony,  since  the  precipitation  under  these 
circumstances  is  preceded  by  a  reduction  of  antimonic  to  antinio 
nious  compounds,  accompanied  by  separation  of  sulphur  (H.  Eose) 
A  further  examination  of  the  precipitate  is  accordingly  indispensa- 
ble. To  this  end,  treat  a  sample  of  the  weighed  precipitate  with 
strong  hydrochloric  acid.     If 

•  Zeitschr.  f.  anal.  Chem.  10,  843. 
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a.  The  sample  dissolves  to  a  clear  fluid,  this  is  a  proof  that  the 
precipitate  only  contains  Sb,S, ;  but  if 

J.  Sulphur  separates,  this  shows  that  free  sulphur  is  present. 

In  case  a  (in  order  to  remove  the  water  retained  at  100°)  the 
greater  portion  of  the  dried  precipitate  is  weighed  in  a  porcelain 
boat,  which  is  then  inserted  into  a  glass  tube,  about  2  decimetres 
long ;  a  slow  current  of  dry  carbon  dioxide  is  transmitted  through 
the  latter,  and  the  boat  cautiously  heated  by  means  of  a  lamp, 
moved  to  and  fro  under  it,  until  the  orange  precipitate  becomes 
black.  The  precipitate  is  then  arllowed  to  cool  in  the  current  of 
carbon  dioxide,  and  weighed ;  from  the  amount  found,  the  total 
quantity  of  anhydrous  antimonious  sulphide  contained  in  the  entire 
precipitate  is  ascertained  by  a  simple  calculation.  The  results  are 
accurate.  Expt.  'No.  8-i  gave  99-22  instead  of  100.  But  if  the 
precipitate  is  simply  dried  at  100°,  the  results  are  about  2  per 
cent,  too  high — see  the  same  experiment.  For  the  properties  of 
the  precipitate,  see  §  90. 

In  case  h,  the  precipitate  is  subjected  to  the  same  treatment  as 
in  a,  with  this  diiierence  only,  that  the  contents  of  the  boat  are 
heated  much  more  intensely,  and  the  process  is  continued  until  no 
more  sulphur  is  expelled.  This  removes  the  whole  of  the  admixed 
sulphur ;  the  residue  consists  of  pure  antimonious  sulphide.  It 
must  be  completely  soluble  in  fuming  hydrochloric  acid  on  heating. 

If  the  amount  of  ths  jpi^ecipitate  is  small.,  collect  it  in  a  weighed 
asbestos  filtering  tube,  dry  in  a  slow  current  of  carbon  dioxide  at  a 
gentle  heat,  heat  finally  rather  more  strongly  till  the  sulphide  has 
turned  black  and  any  free  sulphur  present  has  volatilized,  allow  to 
cool,  replace  the  gas  in  the  tube  by  air,  and  weigh.  Results  quite 
satisfactory.* 

For  the  method  of  estimating  the  antimony  in  the  sulphide 
volumetrically  and  indirectly,  see  3. 

2.  Determination  as  Antimony  Tetroxide. 
,  a.  In  the  case  of  antimonious  oxide  or  a  compound  of  the 
same  with  an  easily  volatile  or  decomposable  oxygen  acid,  evapo- 
rate carefully  with  nitric  acid,  and  ignite  finally  for  some  time  till 
the  weight  is  constant.  The  experiment  may  be  safely  made  in  a 
platinum  crucible.  With  antimonic  acid,  the  evaporation  with 
nitric  acid  is  unneceseary. 

*  Zeitschr.  f .  anal.  Chem.  8, 155. 
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h.  If  antiinonious  sulphide  is  to  be  converted  into  antimony 
tetroxide,  one  of  the  two  following  methods  given  by  Btjnsen*  is 
employed : 

a.  Moisten  the  dry  sulphide  of  antimony  with  a  few  drops  of 
nitric  acid  of  142  sp.  gr.,  then  treat,  in  a  weighed  porcelain 
crucible,  with  concave  lid,  with  8 — 10  times  the  quantity  of 
fuming  nitric  acid,f  and  let  the  acid  gradually  evaporate  on  the 
water-bath.  The  sulphur  separates  at  first  as  a  fine  powder,  which, 
however,  is  readily  and  completely  oxidized  during  the  process  of 
evaporation.  The  white  residual  mass  in  the  crucible  consists  of 
antimonic  acid  and  sulphuric  acid,  and  may  by  ignition  be  con- 
verted, without  loss,  into  antimony  tetroxide.  If  the  sulphide  of 
antimony  contains  a  large  excess  of  free  sulphur,  this  must  be 
removed  by  washing  with  bisulphide  of  carbon. 

/J.  Mix  the  sulpliide  of  antimony  with  30 — 50  times  its  quantity 
of  pure  mercuric  oxide,:]:  and  heat  the  mixture  gradually  in  an 
open  porcelain  crucible.  As  soon  as  oxidation  begins,  which  may 
be  known  by  the  sudden  evolution  of  gray  mercurial  fumes, 
moderate  the  heat.  "When  the  evolution  of  mercurial  fumes 
diminishes  raise  the  temperature  again,  always  taking  care,  how- 
ever, that  no  reducing  gases  come  in  contact  with  the  contents  of 
the  crucible.  Remove  the  last  traces  of  mercuric  oxide  over  the 
blast  gas-lamp,  then  weigh  the  residual  fine  white  powder  of  anti- 
mony tetroxide.  As  mercuric  oxide  generally  leaves  a  trifling  fixed 
residue  upon  ignition,  the  amount  of  this  should  be  determined 
once  for  all,  the  mercuric  oxide  added  approximately  weighed,  and 
the  corresponding  amount  of  fixed  residue  deducted  from  the 
antimony  tetroxide.  The  volatilization  of  the  oxide  of  mercury 
proceeds  much  more  rapidly  when  efEected  in  a  platinum  crucible 
instead  of  a  porcelain  one.  But,  if  a  platinum  crucible  is  employed, 
it  must  be  effectively  protected  from  the  action  of  antimony  upon 
it,  by  a  good  lining  of  mercuric  oxide. §     If  the  sulphide  of  anti- 

*  Annal.  d.  Chem.  u.  Pharm.  106,  3. 

f  Nitric  acid  of  1  '43  sp.  gr.  is  not  suitable  for  this  purpose,  as  its  boiling  point 
is  almost  10°  above  the  fusing  point  of  sulphur,  whereas  fuming  nitric  acid  boils 
at  86°,  consequently  below  the  fusing  point  of  sulphur.  With  nitric  acid  of  1'42 
sp.  gr.,  therefore,  the  separated  sulphur  fuses  and  forms  drops,  which  obstinately 
resist  oxidation. 

X  Prepared  by  precipitation  from  mercuric  chloride  by  excess  of  soda  solution 
and  thorough  washing. 

§  This  is  effected  best,  according  to  BunBen,  in  the  following  way:  Soften  the 
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mony  contains  free  snlpliur,  this  must  iirst  be  removed  by  washing 
with  bisulphide  of  carbon,  before  the  oxidation  can  be  proceeded 
with,  since  otherwise  a  slight  deflagration  is  unavoidable. 

According  to  later  experiments  made  by  Btjnsen,*  it  is  some- 
what difficult  to  obtain  good  results  by  this  method,  because  a 
temperature  a  little  above  that  required  to  reduce  Sb,Oj  to  Sb,0, 
will  reduce  the  latter  Sb^O,.  Ignition  over  a  blast-lamp  in  a  very 
large  covered  platinum,  or  rather  large  open  porcelain  crucible,  keep- 
ing only  the  bottom  at  a  full  red  heat,  is  recommended  as  a  method 
by  which  it  is  possible  to  drive  off  just  one  atom  O  from  Sb^O^. 

3.  Yolumetric  Methods. 

a.  Conversion  of  Antimonious  Chloride  to  Antimonic  Chlo- 
ride hy  Hydrochloric  Acid  and  Potassium  Chromate  or  Perman- 
ganate. 

F.  KESSLEE'sf  first  description  of  this  method  was  so  wanting 
in  precision,  that  it  could  not  be  depended  upon.  However,  he 
has  since:]:  determined  most  accurately  the  conditions  under  which 
antimony  in  acid  solution  may  be  satisfactorily  titrated  either  with 
potassium  chromate  (the  excess  of  the  standard  solution  being 
determined  with  ferrous  sulphate)  or  with  potassium  permanganate. 

I.  Titration  with  Potassium  Dichromate. 

1.  EEQUisrrES. 
a.  Standard  Solution  of  Arsenious  Acid.  Dissolve  exactly 
5  grm.  pure  arsenious  oxide  by  the  aid  of  some  soda  solution,  add 
hydrochloric  acid  till  slightly  acid,  then  100  c.c.  more  of  hydro- 
chloric acid  of  1"12  sp.  gr.,  and  dilute  to  1000  c.c.  Each  c.c.  con- 
tains '005  grm.  arsenious  oxide  and  corresponds  to  •007374  antimo- 
nious oxide. 

sealed  end  of  a  common  test-tube  before  the  glass-blower's  lamp  ;  place  the 
softened  end  in  the  centre  of  the  platinum  crucible,  and  blow  into  it,  which  will 
cause  it  to  expand  and  assume  the  exact  form  of  the  interior  of  the  crucible. 
Crack  oflE  the  bottom  of  the  little  flask  so  formed,  and  smooth  the  sharp  edges 
cautiously  by  fusion.  A  glass  is  thus  obtained,  open  at  both  ends,  wliich  exactly 
fits  the  cnicible.  To  effect  the  lining  by  means  of  this  instrument,  fill  the  crucible 
loosely  with  mercuric  oxide  up  to  the  brim,  then  force  the  glass  gradually  and 
slowly  down  to  the  bottom  of  the  crucible,  occaj^ionally  shaking  out  the  oxide 
of  mercury  from  the  interior  of  the  glass.  The  inside  of  the  crucible  is  thus 
covered  with  a  layer  of  oxide  of  mercury  i — 1  line  thick,  whicli,  after  the  removal 
of  the  glass,  adheres  with  suflBcient  firmness,  even  upon  ignition. 

*  Zeitschr.  f.  anal.  Chem.  18,  268.  t  Pogg-  Annal.  95,  204. 

t  lb.  118,  17;  and  Zeitschr.  f.  anal.  Chem.  3,  383. 
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fi.  Solution  of  Potassium  Bichromate.  Dissolve  about  2-5  grm. 
to  1  litre. 

y.  Solution  of  Ferrous  Sulphate.  Dissolve  about  1-1  grm.  iron 
wire  in  20  c.c.  dilute  sulphuric  acid  (1  to  4),  filter,  and  dilute  to 
1  litre. 

S.  Solution  of  Potassium  Ferricyanide.  Should  be  tolerably 
dilute  and  freshly  prepared. 

2.  Deteemination  of  the  Soltttions. 

a.  Relation  hetween  the  Solution  of  Chromate  and  the  Solution 
of  Ferrous  Sulphate.  Eun  into  a  beaker  10  c.c.  of  the  chromate 
solution  from  the  burette,  add  5  c.c.  of  hydrochloric  acid  and  50 
c.c.  water,  and  then  add  iron  solution  from  a  burette  till  the  fluid 
is  green.  Continue  adding  the  iron  solution,  a  c.c.  at  a  time,  test- 
ting  after  each  addition  whether  a  drop  of  the  fluid,  when  brought 
in  contact  with  a  drop  of  the  potassium  ferricyanide,  on  a  porcelain 
plate,  manifests  a  distinct  reaction  for  ferrous  iron.  As  soon  as 
this  point  is  attained,  add  -5  c.c.  of  chromate  solution  and  then  iron 
solution  two  drops  at  a  time,  till  the  blue  reaction  just  occurs. 
Now  read  off  both  burettes,  and  calculate  how  much  chromate 
solution  corresponds  to  10  c.c.  of  iron  solution.  This  experiment 
is  to  be  repeated  before  every  fresh  series  of  analyses,  as  the  iron 
solution  gradually  oxidizes. 

p.  Relation  hetween  the  Chromate  Solution  am,d  the  Solution  of 
Arsenious  Acid.  Transfer  10  c.c.  of  the  arsenious  solution  to  a 
beaker,  add  20  c.c.  hydrochloric  acid  of  1-2  sp.  gr.,  and  80—100 
c.c*  water,  run  in  chromate  solution  till  the  yellow  color  of  the 
fluid  shows  an  excess,  wait  a  few  minutes,  add  excess  of  iron  solu- 
tion, then  again  -5  chromate  solution,  and  finally  again  iron  solu- 
tion till  the  end-reaction  appears  (see  above).  Deduct  from  the 
total  quantity  of  chromate  solution  employed,  the  amount  corre- 
sponding to  the  iron  used,  and  from  the  datum  thus  afforded  calcu- 
late how  much  antimony  corresponds  to  100  c.c.  of  chromate  solu- 
tion ;  in  other  words,  how  much  antimony  is  converted  by  the 
quantity  of  chromate  mentioned  from  SbClj  into  SbCl^. 

3.  The  Actual  Analysis. 
In  the  absence  of  organic  matter,  heavy  metallic  oxides,  and  otlier 

*  The  water  must  be  measured,  for  the  action  of  chromic  acid  on  arsenious 
acid  (and  also  on  antimonious  chloride)  is  normal  only  if  the  fluid  contains  at 
least  one  sixth  of  its  volume  of  hydrochloric  acid  of  1'13  sp.  gr. 
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bodies  which  are  detrimental  to  the  reaction,  dissolve  the  antimo- 
nious  compound  at  once  in  hydrochloric  acid.  The  solution  should 
contain  not  less  than  ^  of  its  volume  of  hydrochloric  acid  of  1-12 
sp.  gr.  It  is  not  advisable,  on  the  other  hand,  that  it  should  con- 
tain moi'e  than  -J,  otherwise  the  end-reaction  with  potassium  f  erri- 
cyanide  is  slower  in  making  its  appearance  and  loses  its  nicety. 
Tartaj-ic  acid  cannot  be  employed  as  a  solvent,  since  it  interferes 
with  the  action  of  chromic  acid  on  ferrous  salts.  Now  proceed  as 
directed  in  2.  If  the  direct  determination  of  antimony  in  the 
hydrochloric  acid  solution  is  not  practicable,  precipitate  it  with 
hydrogen  sulphide.  "Wash  the  precipitate,  transfer  it,  together 
with  the  filter,  to  a  small  flask  ;  treat  it  with  a  sufiiciency  of  hydro- 
chloric acid,  dissolve  by  digestion  on  the  water-bath,  add  a  suffi- 
cient quantity  of  a  nearly  saturated  solution  of  mercuric  chloride 
in  hydi-ochloric  acid  of  1'12  sp.  gr.  to  remove  the  hydrogen  sul- 
phide, and  then  proceed  as  directed. 

II.  Titration  with  Potassium  Permanganate. 

Here  also  the  fluid  must  contain  at  least  ^  of  its  volume  of 
hydrochloric  acid  of  1.12  sp.  gr.  The  permanganate  solution, 
which  may  contain  about  1'5  grm.  of  the  crystallized  salt  in  a  litre, 
is  added  to  permanent  reddening.  The  end-reaction  is  exact,  and 
the  conversion  of  antimonious  to  antimonic  chloride  goes  on  uni- 
formly, although  the  degree  of  dilution  may  vary,  provided  the 
above  relation  between  hydrochloric  acid  and  water  is  kept  up. 
It  is  not  well  that  the  hydrochloric  acid  should  exceed  ^  of  the 
volume  of  the  fluid,  as  in  that  case  the  end-reaction  would  be  too 
transitory.  Tartaric  acid,  at  least  in  the  proportion  to  antimony  in 
which  it  exists  in  tartar  emetic,  does  not  interfere  with  the  reac- 
tion. Hence  the  permanganate  may  be  standardized  by  the  aid  of 
solution  of  tartar  emetic  of  known  strength. 

If  you  have  to  analyze  antimonious  sulphide,  proceed  as  directed 
I.  3 ;  make  the  fluid  mixed  with  mercuric  chloride  up  to  a  certain 
volume,  allow  to  settle,  and  use  a  measured  portion  of  ih.e  j>erfectly 
clear  solution  for  the  experiment. 

My  own  experiments*  have  shown  that  Kesslee's  methods  are 
also  suitable  for  the  estimation  of  very  small  quantities  of  anti- 
mony. 

*  Zeitschr.  f.  anal.  Chem.  8,  155. 
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i.  Yolu7netriG  Estimation  hy  determining  the  Hydrogen  Sul- 
phide given  up  hy  the  Sulphide  (R.  Schneider*). 

Eotli  antimonioiis  and  antimonie  sulphides  yield  under  tlie 
action  of  boiling  hydrochloric  acid  3  mol.  hydr.ogen  sulphide  for 
every  2  atoms  of  antimony.  Hence,  if  the  amount  of  the  gas 
evolved  under  such  circumstances  is  estimated,  the  amount  of  anti- 
mony is  known. 

For  decomposing  the  sulphide  and  absorbing  the  gas,  the  same 
apparatus  serves  as  Bunsen  employs  for  his  iodimetric  analyses 
(§  130).  The  size  of  the  boiling-flask  should  depend  on  the  quan- 
tity of  sulphide ;  for  quantities  up  to  ■•1  grm.  Sb^Sj,  a  flask  of  100 
c.c.  is  large  enough ;  for  '4 — 1  grm.,  use  a  200  c.c.  flask.  The  body 
of  the  flask  should  be  spherical,  the  neck  rather  narrow,  long,  and 
cylindrical.  If  the  sulphide  of  antimony  is  on  a  filter,  put  both 
together  into  the  flask.  The  hydrochloric  acid  should  not  be  too 
concentrated. 

The  determination  of  the  hydrogen  sulphide  is  best  conducted 
according  to  the  method  given  in  §  148,  h.  The  results  obtained 
by  Schneider  are  satisfactory.  If  the  precipitate  contains  anti- 
uionious  chloride,  the  results  are  of  course  false,  and  this  would 
actually  be  the  case  if  on  precipitation  with  hydrogen  sulphide  the 
addition  of  the  tartaric  acid  were  omitted. 

§126. 
4.  Tin  in  Stannous  Compounds,  and  5.  Tin  in  Stannic  Compounds. 

a.  Solution. 

In  dissolving  compounds  of  tin  soluble  in  water,  a  little  hydro- 
chloric acid  is  added  to  insure  a  clear  solution.  Nearly  all  the 
compounds  of  tin  insoluble  in  water  dissolve  in  hydrochloric  acid, 
or  in  aqua  regia.  The  hydrate  of  metastannic  acid  may  be  dissolved 
by  boiling  with  hydrochloric  acid,  decanting  the  fluid,  and  treating 
the  residue  with  a  large  proportion  of  water.  Ignited  stannic  oxide, 
and  stannic  compounds  insoluble  in  acids,  are  prepared  for  solution 
in  hydrochloric  acid,  by  reducing  them  to  the  state  of  a  fine  pow- 
der, and  fusing  in  a  silver  crucible  with  potassium  or  sodium 
hydroxide,  in  excess.  Metallic  tin  is  dissolved  best  in  aqua  regia; 
the  solution  frequently  contains  metastannic  chloride  mixed  with 
the  stannic  chloride  (Th.  ScHEEKEEf).    It  is  generally  determined, 

*  Posg.  Annal.  110,  634.  \  Journ.  f.  prakt.  Chcm.  N.  F.  3,  473. 
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however,  by  converting  it  into  stannic  oxide,  without  previous 
solution.  Acid  sohitions  of  stannic  salts,  which  contain  hydrochlo- 
ric acid,  or  a  chloride,  cannot  be,  concentrated  by  evaporation,  not 
even  after  addition  of  nitric  acid  or  sulphuric  acid,  without  volatili- 
zation of  stannic  chloride  taking  place. 

5.  Determination. 

Tin  is  weighed  in  the  form  of  stannic  oxide,  into  which  it  is 
converted,  either  by  the  agency  of  nitric  acid,  or  by  precipitation 
as  stannic  (or  metastannic)  acid,  or  by  precipitation  as  sulphide.  A 
great  many  volumetric  methods  of  estimating  tin  have  been  pro- 
posed. They  all  depend  on  obtaining  the  tin  in  solution  in  the 
condition  of  stannous  chloride,  and  converting  this  into  stannic 
chloride  either  in  alkaline  or  acid  solution.  A  few  only  yield  satis- 
factory results. 

"We  may  convert  into 

Staitnic  oxide: 

a.  By  the  Agency  of  Nitric  Acid.  Metallic  tin,  and  those  com- 
pounds of  tin  which  contain  no  fixed  acid,  provided  no  compounds 
of  chlorine  be  present. 

h.  By  Precipitation  as  Stannic  {or  Metastannic)  Acid.  All  tin 
salts  of  volatile  acids,  provided  no  non- volatile  organic  substances 
nor  ferric  salts  be  present. 

c.  By  Precipitation  as  Sulphide.  All  compounds  of  tin  with- 
out exception. 

In  methods  a  and  c,  it  is  quite  indifferent  whether  the  tin  is 
present  as  a  stannous  or  a  stannic  compound.  The  method  h 
requires  the  tin  to  be  present  as  a  stannic  salt.  The  volumetric 
methods  may  be  employed  in  all  cases ;  but  the  estimation  is  simple 
and  direct  only  where  the  tin  is  in  solution  as  stannous  chloride 
and  free  from  other  oxidizable  bodies,  or  can  readily  be  brought 
into  this  state.  For  the  methods  of  determining  stannous  and 
stannic  tin  in  presence  of  each  other,  I  refer  to  Section  Y. 

1.  Deter viination  of  Tin  as  Stannic  Oxide. 

a.  By  Treating  with  Nitric  Acid. 

This  method  is  resorted  to  principally  to  convert  the  metallic 
tin  into  stannic  oxide.  For  this  purpose  the  finely-divided  metal 
is  put  into  a  capacious  flask,  and  moderately  concentrated  pure 
nitric  acid  (about  1-3  sp.  gr.)  gradually  poured  over  it ;  the  flask  is 
covered  with  a  watch  glass.     When  the  first  tumultuous  action  of 
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the  acid  has  somewhat  abated,  a  gentle  heat  is  appKed  until  the 
metastannic  acid  formed  appears  of  a  pure  white  color,  and  further 
action  of  the  acid  is  no  longer  perceptible.  The  contents  of  the 
flask  are  then  transferred  to  a  porcelain  dish  and  evaporated  on  a 
water-bath  nearly  to  dryness,  water  is  then  added,  and  the  precipi- 
tate is  collected  on  a  filter,  washed,  till  the  washings  scarcely  red- 
den litmus  paper,  dried,  ignited,  and  weighed.  The  ignition  is 
effected  best  in  a  small  porcelain  crucible,  according  to  §  53  ;  still 
a  platinum  crucible  may  also  be  used.  A  simple  red  heat  is  not 
suificient  to  drive  off  all  the  water  ;  the  ignition  must  therefore  be 
finished  over  a  gas  blowpipe.  Compounds  of  tin  which  contain  no 
fixed  substances  may  be  converted  into  stannic  oxide  by  treating 
them  in  a  porcelain  crucible  with  nitric  acid,  evaporating  to  dry- 
ness, and  igniting  the  residue.  If  sulphuric  acid  be  present,  the 
expulsion  of  that  acid  may  be  promoted,  in  the  last  stages  of  the 
j^rocess,  by  ammonium  carbonate,  as  in  the  case  of  acid  potassium 
sulphate  (§  97) ;  here  also  the  heat  must  be  increased  as  much  as 
possible  at  the  end.  For  the  properties  of  the  residue,  see  §  91. 
There  are  no  inhei'ent  sources  of  error. 

h.  By  Precipitation  as  Stannic  {or  Metastannic)  Acid. 

The  application  of  this  method  presupposes  the  whole  of  the 
tin  to  be  present  in  the  state  of  stannic  salts.  Therefore,  if  a  solu- 
tion contains  stannous  salts,  either  mix  with  chlorine  water,  or  con- 
duct chlorine  gas  into  it,  or  heat  gently  with  chlorate  of  potassa, 
until  the  conversion  of  the  stannous  into  stannic  salts  is  effected. 
When  this  has  been  done,  add  ammonia  until  a  permanent  precipitate 
just  begins  to  form,  and  then  hydrochloric  acid,  drop  by  drop,  until 
this  precipitate  is  completely  redissolved ;  by  this  means  a  large 
excess  of  hydrochloric  acid  in  the  solution  will  be  avoided.  Add 
to  the  fluid  so  prepared  a  concentrated  solution  of  ammonium 
nitrate  (or  sodium  sulphate),  and  apply  heat  for  some  time,  where- 
upon the  whole  of  the  tin  will  precipitate  as  stannic  acid.  Decant 
three  times  on  to  a  fllter,  then  collect  the  precipitate  on  the  latter, 
wash  thoroughly,  dry,  and  ignite.  To  make  quite  sure  that  tlie 
whole  of  the  tin  has  separated,  you  need  simply,  before  proceeding 
to  filter,  add  a  few  drops  of  the  clear  supernatant  fluid  to  a  hot 
solution  of  ammonium  nitrate,  or  sodium  sulphate,  when  the  for- 
mation or  non-formation  of  a  precipitate  will  at  once  decide  the 
question.  The  tin  is  also  precipitated  from  metastannic  chloride 
by  the  above  reagents. 
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•  This  method,  which  we  owe  to  J.  Lowenthal,  has  been  repeat- 
edly tested  by  him  in  my  own  laboratory,*  is  easy  and  convenient, 
and  gives  very  accurate  results.  The  decomposition  is  expressed 
by  the  equation,  SnCl,  +  iNa.SO,  +  3H,0  =  H.SnO,  +  iNaCl 
-|-  4]SraHS0„  or  in  precipitating  with  ammonium  nitrate :  SnCl, 
+  4NH,N03  +  3H,0  =  H^SnO,  +  4]SrH,Cl  +  4HN0,. 

Tin  may  also,  according  to  H.  Rose,-!-  be  completely  precipi- 
tated from  stannic  solutions  by  sulphuric  acid.  If  the  solution 
contains  metastannic  acid  or  metastannic  chloride,  the  precipitation 
is  efEected  without  extraordinary  dilution ;  the  other  stannic  com- 
pounds, however,  require  very  considerable  dilution.  If  free 
hydrochloric  acid  is  absent,  the  precipitation  is  rapid ;  in  other 
cases  12  or  24  hours  at  least  are  required  for  perfect  precipitation. 
Allow  to  settle  thoroughly,  before  filtering,  wash  well  (if  hydro- 
chloric acid  was  present,  till  the  washings  give  no  turbidity  with 
silver  nitrate),  dry  and  ignite,  at  last  intensely  with  addition  of 
some  ammonium  carbonate.  The  results  obtained  by  Oesten,  and 
communicated  by  H.  Kose,  are  exact. 

c.  By  P recijyitation  as  Stannous  or  Stannic  Sulphide. 

Precipitate  the  dilute  moderately  acid  solution  with  hydrogen 
sulphide  water  or  gas.  If  the  tin  was  present  in  the  solution  as  a 
stannous  salt,  and  the  precipitate  consists  accordingly  of  the  brown 
stannous  sulphide,  keep  the  solution,  supersaturated  with  hydrogen 
sulphide,  standing  for  half  an  hour  in  a  moderately  warm  place, 
and  then  filter.  If,  on  the  other  hand,  the  solution  contain  a  stan- 
nic salt,  or  metastannic  acid,  and  the  precipitate  is  yellow  and  consists 
of  stannic  sulphide  mixed  with  stannic  oxide,  or  yellowish  brown 
and  consists  of  hydrated  metastannic  sulphide  mixed  with  meta- 
stannic acid  (Baefoed,  p.  189,  Tn.  Scheeeee:}:),  put  the  fluid, 
loosely  covered,  in  a  warm  place,  until  the  odor  of  hydrogen  sul- 
phide has  nearly  gone  off,  and  then  filter.  The  washing  of  the 
stannic  sulphide  precipitate,  which  has  a  great  inclination  to  pass 
through  the  filter,  is  best  effected  with  a  concentrated  solution  of 
sodium  chloride,  the  remains  of  the  latter  being  got  rid  of  by  a 
solution  of  ammonium  acetate  containing  a  small  excess  of  acetic 
acid.  If  there  is  no  objection  to  having  the  latter  salt  in  the  fil- 
trate, the  washing  may  be  entirely  effected  by  its  means  (Bunsen§). 

*  Journ.  f.  prakt.  Chem.  56,  366.  f  PogS-  Annal.  113,  164. 

t  Journ.  f.  prakt.  Chem.  N.  F.  3,  473.     §  Annal.  d.  Chem.  u.  Pharm.  106, 13. 


342  DETEEMIWATIOK.  [§  126. 

Transfer  the  dry  precipitate  as  completely  as  possible  to  a  watch 
glass,  burn  the  filter  carefully  in  a  weighed  porcelain  crucible, 
moisten  the  ash  with  nitric  acid,  ignite,  allow  to  cool,  add  the  pre- 
cipitate, cover  the  crucible,  heat  gently  for  some  time  (slight  decrep- 
itation often  occurs),  remove  the  lid  and  heat  gently  with  access  of 
air,  till  sulphur  dioxide  has  almost  ceased  to  be  formed.  (If  too 
much  heat  is  applied  at  first,  stannic  sulphide  volatilizes,  the  fumes 
of  which  give  stannic  oxide.)  Now  heat  strongly,  allow  to  cool, 
and  heat  repeatedly  with  pieces  of  ammonium  carbonate  to  a  high 
degree,  to  drive  out  the  last  portions  of  sulphuric  acid.  "When  the 
weight  remains  constant  the  experiment  is  ended  (H.  Rose).  For 
tlie  properties  of  the  precipitates,  see  §  91.  The  results  are  accu- 
rate. 

2.  Volumetric  Methods. 

The  determination  of  tin  by  the  conversion  of  stannous  into 
stannic  chloride  with  the  aid  of  oxidizing  agents  (potassium  dichro- 
mate  iodine,  potassium  permanganate,  etc.)  offers  peculiar  difiiculties, 
inasmuch  as  on  the  one  hand  the  stannous  chloride  takes  up  oxygen 
from  the  air  and  from  the  water  used  for  dilution,  with  more  or 
less  rapidity,  accoi'ding  to  circumstances ;  and  on  the  other  hand, 
the  energy  of  the  oxidizing  agent  is  not  always  the  same,  being 
influenced  by  the  state  of  dilution  and  the  presence  of  a  larger  or 
smaller  excess  of  acid. 

In  the  following  methods,  these  sources  of  error  are  avoided  or 
limited  in  such  a  manner  as  to  render  the  results  satisfactory. 

1.  Determination  of  Stannous  Chloride  hy  Iodine  in 
Alkaline  Solution  {after  Lessen*). 
Dissolve  the  stannous  salt  or  the  metallic  tinf  in  hydrochloric 
acid  (preferably  in  a  stream  of  carbon  dioxide),  add  Eochelle  salt, 
then  sodium  hydrogen  carbonate  in  excess.     To  the  clear  slightly 
alkaline  solution  thus  formed  add  some  starch-solution,  and  after- 
wards the  iodine  solution  of  §  146,  till  a  permanent  blue  coloration 
appears.     2  at.  free  iodine  used  corresponds  to  1  at.  tin. 
Lenssen's  results  are  entirely  satisfactory. 

*  Journ.  f.  prakt.  Chem.  78,  200;  Annal.  d.  Chem.  u.  Phann.  tU,  113. 

f  The  solution  of  metallic  tin  is  much  assisted  by  the  presence  of  platinum 
foil,  which  is  accordingly  added.  Lenssen  found  this  addition  of  platinum  1o 
be  objectionable;  but  no  other  experimenter  Las  observed  that  it  interferes  with 
the  accuracy  of  the  results. 


§  126.]      TIN   IN   STANNOUS   AND   STANNIC   COMPOUNDS.        343 

2.  Determination  of  Stannous  Chloride  after'  addition 
of  Ferric  Chloride. 

The  fact  that  stannous  chloride  in  acid  sohition  can  be  far  more 
accuratelj-  converted  into  stannic  by  oxidizing  agents  after  being 
mixed  with  ferric  chloride  (or  even  with  cupric  chloride)  than 
without  this  addition,  was  first  settled  by  Lowenthal.*  Sub- 
sequently SxEOMEYEBf  published  some  experiments  leading  to  the 
same  results,  together  with  practical  remarks  on  the  best  way  of 
carrying  out  the  method  in  different  cases.  The  processes  thus 
originated,  and  which  have  been  well  tested,  are  as  follows : 

a.  The  given  substance  is  a  stannous  salt.  Dissolve  in  pure 
ferric  chloride  (free  from  ferrous  chloride)  with  addition  of  hydro- 
chloric acid,  dilute  and  add  standard  permanganate  froui  the 
burette.  JS'ow  make  another  experiment  with  the  same  quantity 
of  water  similarly  colored  with  ferric  chloride  to  ascertain  how 
much  permanganate  is  required  to  tinge  the  liquid,  and  subtract 
the  quantity  so  used  from  the  amount  employed  in  the  actual 
analysis,  and  from  the  remainder  calculate  the  tin. 

The  reaction  between  the  tin  salt  and  the  iron  solution  is  SnCl, 
-|-Fe5Clj=SnCl, -(-2FeCl5.  The  solution  thus  contains  ferrous 
chloride  in  the  place  of  stannous  salt,  the  former  being,  as  is  well 
known,  far  less  susceptible  of  alteration  from  the  action  of  free 
oxygen  than  the  latter.  2  at.  iron  found  correspond  to  1  at.  tin. 
It  must  not  be  forgotten  that  the  titration  takes  place  in  presence 
of  hydrochloric  acid.  The  results  cannot  be  considered  accurate 
unless  the  standardizing  of  the  permanganate  and  the  analysis  take 
place  under  similar  conditions  as  regards  dilution  and  amount  of 
hydrochloric  acid. 

h.  The  given  substance  is  metallic  tin.  Either  dissolve  in 
hydrochloric  acid — preferably  with  addition  of  platinum  and  in  an 
atmosphere  of  carbon  dioxide — and  treat  the  solution  according  to 
a,  or  place  the  substance  at  once  in  a  concentrated  solution  of  ferric 
chloride  mixed  with  a  little  hydrochloric  acid ;  under  these  cii-- 
cumstances  it  will,  if  finely  divided,  dissolve  quickly  even  in  the 
cold  and  without  evolution  of  hydrogen.  Gentle  warming  is 
unobjectionable.  Now  add  the  permanganate.  The  reaction  is 
Sn  +  2Fe,C],=SnCl,  +  4FeCl„  therefore  every  4  at.  iron  found 
reduced  correspond  to  1  at.  tin.     The  results  are  of  course  only 

*  Journ.  f.  prakt.  Chem.  76,  484.      f  Annal.  d.  Chem.  u.  Pharm.  117,  S61. 
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correct  when  iron  is  not  present.     "Where  this  is  the  case,  proceed 
with  the  impure  tin  solution  according  to  c. 

c.  The  given  substance  is  stannic  chloride  or  stannic  oxide,  or  a 
compound  of  tin  containing  iron.  Dissolve  in  water  with  addition 
of  hydrochloric  acid,  place  a  plate  of  zinc  in  the  solution  and  allow 
to  stand  twelve  hours,  then  remove  the  precipitated  tin  with  a 
brush,  wash  it,  dissolve  in  ferric  chloride,  and  proceed  as  in  h. 

d.  The  given  substance  is  pure  stannic  sulphide,  precipitated 
out  of  an  acid  stannic  solution  containing  no  stannous  salt.  Mix 
with  ferric  chloride,  heat  gently,  filter  off  the  sulphur,  and  then 
add  the  permanganate.  4  at.  iron  correspond  to  1  at.  tin,  for  Sn 
S,  +  2Fe,Cl,=SnCl,  +  4FeCl,  +  2S.  The  results  obtained  by 
Steomeyee  are  quite  satisfactory.  As  regards  the  precipitated 
stannic  sulphide,  see  Baefoed,  p.  189. 

§m. 

6.  Aesenious  Acid,  and  7.  Aesenio  Aom. 

a.  Solution. 

The  compounds  of  arsenious  and  arsenic  acids  which  are  not 
soluble  in  water  are  dissolved  in  hydrochloric  acid  or  in  nitrohydro- 
chloric  acid.  Some  native  arsenates  require  fusing  with  sodium 
carbonate.  Metallic  arsenic,  arsenious  sulphide,  and  metallic  arsen- 
ides are  dissolved  in  fuming  nitric  acid  or  nitrohydrochloric  acid, 
or  a  solution  of  bromine  in  hydrochloric  acid;  those  metallic 
arsenides  which  are  insoluble  in  these  menstrua  are  fused  with 
sodium  carbonate  and  potassium  nitrate,  by  which  means  they  are 
converted  into  soluble  alkali  arsenates  and  insoluble  metallic  oxides, 
or  they  may  be  suspended  in  potassa  solution  and  treated  with 
chlorine  (§  164,  137  and  138).  In  this  last  manner,  too,  arsenious 
sulphide,  dissolved  in  concentrated  potassa,  may  be  very  easily  ren- 
jered  soluble.  All  solutions  of  compounds  of  arsenic  which  have 
been  effected  by  long  heating  with  fuming  nitric  acid,  or  by  warm- 
ing with  excess  of  nitrohydrochloric  acid,  or  chlorine,  contain 
arsenic  acid.  A  solution  of  arsenious  acid  in  hydrochloric  acid 
cannot  be  concentrated  by  evaporation,  since  arsenious  chloride 
would  escape  with  the  hydrochloric  acid  fumes.  This,  however, 
less  readily  takes  place  if  the  solution  contains  arsenic  acid ;  in 
fact,  it  only  occurs  in  the  presence  of  a  large  proportion  of  hydro- 
chloric acid  (for  instance,  half  the  volume  of  hydrochloric  acid  of 
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1'12  sp.  gr.*).  It  is  therefore  advisable  in  most  cases  where  a 
hydrochloric  acid  solution  containing  arsenic  is  to  be  concentrated, 
previously  to  render  the  same  alkaline. 

5.  Determination. 

Arsenic  is  weighed  as  lead  arsenate,  as  ammonium  magnesium 
arsenate,  as  magnesium  pyroa7'senate,  as  uranyl  pyroarsenute,  or  as 
arsenious  sulphide.  The  detei-mination  as  anunonium  magnesium 
arsenate  is  sometimes  preceded  by  precipitation  as  ammonium 
arsenio-raolybdate.  The  method  recommended  by  Beethiee  and 
modified  by  v.  Kobell  of  separating  the  arsenic  as  basic  ferric 
arsenate  is  only  used  in  separations.  Arsenic  may  be  estimated  also 
in  an  indirect  way,  and  by  volumetric  inetliods. 

We  may  convert  into 

1.  Lead  Aesenate  :  Arsenious  and  arsenic  acids  in  aqueous  or 
nitric  acid  solution.  (Acids  or  halogens  forming  fixed  salts  with 
lead,  and  also  ammonium  salts,  must  not  be  present.) 

2.  Ammonium  Magnesium   Aesenate,    or   Magnesium  Pteo- 

AESENATE  : 

a.  By  direct  Precipitation.  Arsenic  acid  in  all  solutions  free 
from  bases  or  acids  precipitable  by  magnesia  or  ammonia. 

h.  Preceded  by  Precipitation  as  Ammonium  Arsenio-mohjh- 
date.  Arsenic  acids  in  all  cases  where  no  phosphoric  acid  is  present, 
little  or  no  hydrochloric  acid,  nor  any  substance  which  decomposes 
molybdic  acid. 

3.  TJeantl  Pteoaesenate  :  Arsenic  acid  in  all  combinations 
soluble  in  water  and  acetic  acid. 

4.  Aesenious  Sulphide  :  All  compounds  of  arsenic  without 
exception. 

Arsenic  may  be  determined  volumetrically  in  a  simple  and 
exact  manner,  whether  present  in  the  form  of  arsenious  acid  or  an 
alkali  arsenite,  or  as  arsenic  acid  or  an  alkali  arsenate.  The  volu- 
metric methods  have  now  almost  entirely  superseded  the  indirect 
gravimetric  methods  formerly  employed  to  effect  the  determination 
of  arsenious  acid. 

1.  Determination  as  Lead  Arsenate, 
a.  Arsenic  Acid  in  Aqueous  Solution. 

A  weighed  portion  of  the  solution  is  put  into  a  platinum  or 
porcelain  dish,  and  a  weighed  amount  of  recently  igniied  pure  lead 

*  Zeitschr.  f .  Chem.  1,  448. 
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oxide  added  (about  five  or  six  times  the  supposed  quantity  of  arse- 
nic acid  present) ;  the  mixture  is  cautiously  evaporated  to  dryness 
and  the  residue  heated  to  gentle  redness,  and  maintained  some 
time  at  this  temperature.  The  residue  is  lead  arsenate  +  lead 
oxide.  The  quantity  of  arsenic  acid  is  now  readily  found  by  sub- 
tracting from  the  weight  of  the  residue  that  of  the  oxide  of  lead 
added.  For  the  properties  of  lead  arsenate,  see  §  92.  The  results 
are  accurate,  provided  the  residue  be  not  heated  beyond  gentle  red- 
ness. 

b.  Arsenious  Acid  in  Solution. 

Mix  the  solution  with  nitric  acid,  evaporate  to  a  small  bulk, 
add  a  weighed  quantity  of  lead  oxide  in  excess,  evaporate  to  dry- 
ness, and  ignite  the  residue  most  cautiously  in  a  covered  crucible, 
until  the  whole  of  the  lead  nitrate  is  decomposed.  The  residue 
consists  here  also  of  arsenic  acid  -|-  lead  oxide.  This  method 
requires  considerable  care  to  guard  against  loss  by  decrepitation 
upon  ignition  of  the  lead  nitrate. 

2.  Estimation  as  Ammonium  Magnesium  Arsenate,  or 
Magnesium  Pyroarsenate. 

a.  By  direct  Precipitation. 

This  method,  which  was  first  recommended  by  Lbvol,  presup- 
poses the  whole  of  the  arsenic  in  the  form  of  arsenic  acid.  Where 
this  is  not  the  case,  the  solution  is  gently  heated,  in  a  capacious 
flask,  with  hydrochloric  acid,  and  potassium  chlorate  added  in 
small  portions,  until  the  fluid  emits  a  strong  smell  of  chlorous  acid ; 
it  is  then  allowed  to  stand  at  a  gentle  heat  until  the  odor  of  tliis 
gas  is  nearly  gone  off. 

The  arsenic  acid  solution  is  now  mixed  with  ammonia  in  excess, 
which  must  not  produce  turbidity,  even  after  standing  some  time; 
magnesia  mixture  is  then  added  (p.  113,  §  62,  6).  The  fluid,  which 
smells  strongly  of  ammonia,  is  allowed  to  stand  24  or  48  hours  in 
the  cold,  well  covered,  and  then  filtered  through  a  weighed  filter. 
The  precipitate  is  then  transferred  to  the  filter,  with  the  aid  of 
portions  of  the  filtrate,  so  as  to  use  no  more  washing  water  than 
necessary,  and  washed  with  small  quantities  of  a  mixture  of  three 
parts  water  and  one  part  annnonia,  till  the  washings,  on  being 
mixed  with  nitric  acid  and  silver  nitrate,  show  no  opalescence.  The 
precipitate  is  dried  at  102°  to  103°,  and  weighed.     It  has  the  for- 


§  127.]  AKSENIOUS   AND   AKSENIO   ACIDS.  347 

niula  (MgNH,AsO,),-)-HjO.*  As  the  drying  of  ammonium  mag- 
nesium arsenate  till  its  weight  is  constant,  requires  much  time  and 
repeated  weighings,  it  is  a  great  advantage  that  we  can  now  con- 
vert it  without  loss  of  arsenic  into  magnesium  pyroarsenate  (Mg, 
As,0,),  thanks  to  the  researches  of  H.  EosE,t  Wittstein:]:  and 
PuLLEK.§  For  this  purpose  first  transfer  the  dried  precipitate  as 
completely  as  possible  to  a  watch-glass,  saturate  the  filter  with 
a  solution  of  ammonium  nitrate,  dry  and  burn  it  cautiously  in  a 
porcelain  crucible.  After  cooling,  transfer  the  precipitate  to  the 
crucible,  heat  in  an  air-bath  to  about  130°,  continue  heating  for  2 
houi's  on  a  sand-bath,  then  heat  for  an  hour  or  two  on  an  iron  plate 
a  little  more  strongly,  and  when  the  ammonia  has  been  thus  entirely 
expelled  ignite  strongly  for  some  time  over  the  lamp.  The  pro- 
cess may  be  shortened  by  conducting  the  heating  in  a  Rose's  cruci- 
ble in  a  slow  current  of  oxygen.  The  ammonia  may  then  be 
driven  ofE  in  10  minutes,  and  after  the  precipitate  has  been  at  last 
strongly  heated  it  will  be  ready  to  weigh.  For  the  properties  of 
the  ammonium  magnesium  arsenate  and  magnesium  pyroarsenate, 
see  §92.  The  method  yields  satisfactory  results,  since  the  small 
loss  of  precipitate  dissolved  in  the  filtrate  and  washings  is  coun- 
terbalanced by  the  presence  of  a  trace  of  basic  magnesium  sulphate 
(Pitllee).  Pullee  with  a  quantity  of  -37  grm.  ammonium  mag- 
nesium arsenate  lost  only  a  fraction  of  a  milligramme  ;  on  the  ad- 
dition of  a  large  proportion  of  ammonium  chloride  the  loss  rose  to 
about  -002  grm.  The  correction  for  the  solubility  of  the  precipi- 
tate in  the  ammoniacal  filtrate  containining  excess  of  magnesia 
mixture  is  -001  grm.  of  (MglSTH.AsO.X+H.O  for  30  c.c. 

h.  Preceded  hy  Pi^ecipitation  as  Ammonium  Arsenio-molyb- 
date. 

Mix  the  acid  solution,  which  must  be  free  from  phosphoric  and 
silicic  acids,  with  an  excess  of  solution  of  ammonium  molybdate. 
The  ammonium  molybdate  solution  should  have  been  previously 
mixed  with  nitric  acid  in  excess,  and  the  whole  process  is  con- 
ducted exactly  as  in  the  case  of  phosphoric  acid — see  §  134,  5,  /?. 

*  If  it  is  dried  ia  a  water-bath,  the  drying  must  be  extremely  prolonged, 
or  otherwise  more  than  1  eq.  will  be  left.  After  brief  drying  in  the  water-bath 
the  compound  contains  between  1  and  3  eq.  water.  If  it  is  dried  between  lOo" 
and  110°,  part  of  the  1  eq.  water  is  lost. 

t  His  Handbuch  der  anal.  Chem.  6  Aufl.  3,  390. 

X  Zeitschr.  f.  anal.  Chem.  2,  19.  §  lb.  10,  63. 
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After  dissolving  the  ammonium  arsenio-molybdate  in  ammonia, 
neutralize  the  latter  partially  with  hydrochloric  acid.  Treat  the 
ammonium  magnesium  arsenate  as  in  a.     Results  satisfactory. 

3.  Estimation  as  TJranyl  Pyroarsenate. 

This  method  was  first  proposed  by  Weethee.*  It  has  been 
carefully  studied  by  PuLLEKf  in  my  laboratory,  and  gives  thor- 
oughly satisfactory  results.  Mix  the  arsenic  acid  solution  with 
potash  or  ammonia  in  excess,  and  then  a  good  excess  of  acetic  acid. 
(If  a  precipitate  of  ferric  or  aluminium  arsenate  here  remains 
insoluble,  the  method  would  be  inapplicable.)  Add  ui-anyl  acetate 
in  excess,  and  boil.  "Wash  the  slimy  precipitate  of  uranyl  arsenate 
or  of  ammonium  uranyl  arsenate  by  decantation  with  boiling  water, 
and  then  transfer  to  a  filter.  The  addition  of  a  few  drops  of  chlo- 
roform to  the  partly  cool  fluid  will  hasten  the  deposition  of  the  pre- 
cipitate. Dry,  transfer  the  precipitate  to  a  watch-glass,  cleaning 
the  filter  as  much  as  possible  ;  saturate  the  latter  with  ammonium 
nitrate,  dry  it,  incinerate  in  a  porcelain  crucible,  and  add  the  pre- 
cipitate. If  the  precipitate  contains  ammonium,  heat  very  cau- 
tiously, finally  adding  nitric  acid,  or  ignite  in  oxygen.  (See  2,  a) 
If  the  precipitate  is  free  from  ammonium,  ignite  in  the  ordinary 
way.  Ammonium  salts  do  not  interfere.  Properties  of  the  pre- 
cipitate and  residue,  §  92,  e. 

4.  Estimation  as  Arsenious  Sulphide. 

a.  In  solutions  of  Arsenious  Acid  or  Arsenites  free  from 
Arsenic  Acid. 

The  solution  should  be  strongly  acid  with  hydrochloric  acid. 
Precipitate  with  hydrogen  sulphide  and  expel  the  excess  with  car- 
bon dioxide.  Pass  the  latter  through  the  solution  for  an  hour,  a 
longer  time  is  useless.  (See  §  125,  1.)  Wash  the  precipitate  thor- 
oughly and  dry  at  100°  till  the  weight  is  constant.  Particles  of 
the  precipitate  which  adhere  so  firmly  to  the  glass  that  they  can- 
not be  removed  mechanically  are  dissolved  in  ammonia  and  repre- 
cipitated  with  hydrocholric  acid.  Properties  of  the  precipitate, 
§  92.  Do  not  omit  to  test  a  weighed  portion  to  see  whether  it 
completely  volatilizes  on  heating.  If  a  residue  remains  it  is  to  be 
weighed  and  the  proportional  quantity  deducted  from  the  total 
weight  of  the  precipitate.     Pesults  accurate. 

*  Journ.  f.  prakt.  Chem.  43,  346.  f  Zeitschr.  f.  analyt.  Chem.  10,  72. 
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If  the  solution  contains  any  substance  wliich  decomposes  hydro- 
gen sulphide,  such  as  ferric  chloride,  chromic  acid,  etc.,  the  i)recip- 
itate  produced  in  the  cold  contains  an  admixture  of  finely  divided 
sulphur.  It  should  be  collected  in  the  same  manner  on  a  filter 
dried  at  100°,  and  weighed,  washed  and  dried.  Extract  the 
admixed  sulphur  with  purified  carbon  disulphide  (which  should 
leave  no  residue  on  evaporation),  continuing  till  the  fiuid  which 
runs  through  leaves  no  residue.  Dry  at  100°  till  the  weight  is 
constant.  From  experiments  made  in  my  laboratory  it  appears 
that  the  results  thus  obtained  are  quite  accurate,  even  when  the 
amount  of  admixed  sulphur  is  large  ;  but  the  pi-ecipitation  must 
have  been  effected  in  the  cold.  If,  on  the  contrary,  heat  is  used, 
the  sulphur  is  in  the  form  of  small  agglutinated  grains  and  cannot 
be  completely  extracted  by  cold  carbon  disulphide  on  the  filter. 
However,  it  may  be  extracted  by  removing  the  precipitate  from  the 
filter  and  repeatedly  digesting  it  with  the  disulphide  on  a  water- 
bath  (Puller*). 

Instead  of  purifying  the  arsenious  sulphide  you  may  estimate 
the  arsenic  in  the  mixture  of  the  sulphide  with  sulphur  as  follows : 
Dissolve  the  precipitate  in  strong  potash,  and  pass  chlorine  into  the 
solution  (§  lis,  II.  2,  i).  The  arsenic  and  the  sulphur  are  con- 
verted into  arsenic  and  sulphuric  acid  respectively ;  the  former 
may  be  estimated  according  to  2,  a,  or  the  latter  according  to  §  132. 
In  the  latter  case,  deduct  the  sulphur  found  from  the  weight  of  the 
arsenical  precipitate.  There  is  no  loss  of  arsenic  in  this  process 
from  volatilization  of  the  chloride,  as  the  solution  remains  alkaline. 
The  object  may  also  be  conveniently  attained  by  the  use  of  nitric 
acid.  A  very  strong  fuming  acid,  of  86°  boiling  point,  is 
employed  ;  an  acid  of  1-42  sp.  gr.  which  boils  at  a  higher  tempera- 
ture does  not  answer  the  purpose,  as  the  separated  sulphur  would 
fuse,  and  its  oxidation  would  be  much  retarded.  The  well  dried 
precipitate  is  shaken  into  a  small  porcelain  dish,  treated  with  a  tol- 
erably large  excess  of  the  fuming  nitric  acid,  the  dish  immediately 
covered  with  a  watch-glass,  and  as  soon  as  the  turbulence  of  the 
first  action  has  somewhat  abated,  heated  on  a  water-bath  till  all  the 
sulphur  has  disappeared,  and  the  nitric  acid  has  evaporated  to  a 
small  volume.  The  filter  to  which  the  unremovable  traces  of 
arsenious  sulphide  adhere  is  treated  separately  in  the  same  manner, 

*  Zeitschr.  f.  anal.  Cliem.  10,  46  et  seq. 
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the  complete  destruction  of  the  organic  matter  being  finally  effected 
l)y  gently  -\\'arming  the  somewhat  dilute  solution  with  potassium 
chlorate  (Btjnsen*).  Or  the  filter  may  instead  be  extracted  with 
ammonia,  the  solution  evaporated  in  a  separate  dish,  and  the  resid- 
ual sulphide  treated  as  above.  In  the  mixed  solution  the  arsenic 
acid  is  finally  precipitated  as  ammonious  magnesium  arsenate. 
(§  127,  2,  a).  Treatment  of  the  impure  precipitate  with  ammonia, 
whereby  the  sulphide  is  dissolved,  and  the  sulphur  is  supposed  to 
remain  behind,  only  gives  approximate  results,  as  the  amraoniacal 
solution  of  arsenious  sulphide  takes  up  a  little  sulphur. 

h.  In  solutions  of  Arsenic  Acid,  or  of  a  mixture  of  the  two 
Oxides  of  Arsenic. 

Heat  the  solution  in  a  flask  (preferably  on  an  iron  plate)  to 
about  70°,  and  conduct  hydrogen  sulphide  at  the  same  time  into 
the  fluid,  as  long  as  precipitation  takes  place.  The  precipitate 
formed  is  always  a  mixture  of  sulphur  and  arsenious  sulphide,  since 
the  arsenic  acid  is  first  reduced  to  arsenious  acid  with  separation  of 
sulphur,  and  then  the  latter  is  decomposed  (H.  EosEf).  Only  in 
the  case  when  a  sulphosalt  containing  pentasulphide  of  arsenic  is 
decomposed  with  an  acid,  is  the  precipitate  actually  pentasulphide, 
and  not  merely  a  mixture  of  sulphur  with  arsenious  sulphide  (A. 
FucHs:}:).  To  convert  this  mixture  of  arsenious  sulphide  and 
granular  sulphur  into  pure  arsenious  sulphide,  suitable  for  weigh- 
ing, treat  it  as  follows :  Extract  the  washed  and  still  moist  pre- 
cipitate on  the  filter  with  ammonia,  wash  the  residual  sulphur, 
precipitate  the  solution  with  hydrochloric  acid  without  heat,  fil- 
ter, dry,  extract  with  carbon  disulphide,  dry  at  100°,  and  weigh. 
Results  accurate.  The  mixture  of  arsenious  sulphide  and  sulphur 
obtained  by  hot  precipitation  may,  of  course,  also  be  estimated 
directly  or  indirectly  after  one  of  the  other  methods  in  4,  a. 

5.  Volumetric  Methods. 

a.  Method  lohich  presupposes  the  -presence  of  Arsenious  Acid. 

Bunsen's  method. §  This  method  is  based  upon  the  following 
facts : 

aa.  If  potassium  dichromate  is  boiled  with  concentrated  hydro- 
chloric acid,  6  at.  chlorine  are  disengaired  to  every  2  mol.  chromic 
acid  2Cr03  +  12HC1  =  Cr.Cl,  +  6H,0  +  6C1. 

*  Annal.  d.  Chem.  u.  Pharm.  106,  10.  f  Pogg.  Annal.  107,  186. 

tZeitschr.  f.  anal.  Chem.  1,  189.      §  Annal.  d.  Cfaein.  u.  Pharm.  86,  290. 
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U.  But  if  arsenious  acid  is  present  (not  in  excess)  there  is  not 
the  quantity  of  chlorine  disengaged  corresponding  to  tlie  cliromic 
acid,  but  so  much  less  of  that  element  as  is  required  to  convert  the 
arsenious  into  arsenic  acid  (HjAsO,  -f-  2C1  +  H,0  =  ri^AsO,  +  2 
IICl).  Consequently,  for  every  2  at.  chlorine  Avanting  is  to  be 
reckoned  1  mol.  arsenious  acid. 

cc.  The  quantity  of  chlorine  is  estimated  by  determining  the 
quantity  of  iodine  liberated  by  it  from  potassium  iodide. 

These  are  the  principles  of  Bunsen's  method.  For  the  manner 
of  execution  I  refer  to  the  Estimation  of  Chromic  Acid. 

b.  Method,  which  presupposes  the  presence  of  Ar  seme  Acid. 

This  method  depends  on  the  precipitation  of  the  arsenic  acid 
by  uranium  solution  and  the  recognition  of  the  end  of  the  reaction 
by  means  of  potassium  ferrocyanide.  It  is  therefore  the  same  as 
was  suggested  for  phosphoric  acid  by  Lecomte,  and  brougbt  into 
use  by  Neubauee,*  and  afterwards  by  PiNcus.t 

BoDEKEE,:j:  who  first  employed  the  process  for  arsenic  acid, 
recommends  the  employment  of  a  solution  of  uranyl  nitrate,  as 
this  is  more  permanent  than  the  hitherto  used  acetate,  which  is 
gradually  decomposed  by  the  action  of  light. 

The  uranium  solution  has  the  correct  degree  of  dilution,  if  it 
contains  about  17  grm.  of  uranium  in  1  litre.  It  should  contain 
as  little  free  acid  as  possible.  The  determination  of  its  value  may 
be  effected  with  the  aid  of  pure  sodium  arsenate  or  by  means  of 
arsenious  acid — the  latter  is  converted  into  arsenic  acid  by  boilincr 
with  fuming  nitric  acid.  The  solution  is  rendered  strongly  alka- 
hne  with  ammonia,  and  then  distinctly  acid  with  acetic  acid.  The 
uranium  solution  is  now  run  in  from  the  burette  slowly,  the  liquid 
being  well  stirred  all  the  while,  till  a  drop  of  the  mixture  spread 
out  on  a  porcelain  plate,  gives  with  a  drop  of  potassium  ferrocya- 
nide placed  in  its  centre,  a  distinct  reddish-brown  line  where  the 
two  fluids  meet.  The  height  of  the  fluid  in  the  burette  is  now 
read  off,  the  level  of  the  mixture  in  the  beaker  is  marked  with  a 
strip  of  gummed  paper,  and  the  beaker  is  emptied  and  washed, 
filled  with  water  with  addition  of  about  as  much  ammonia  and 
acetic  acid  as  was  before  employed,  and  the  uranium  solution  is 
cautiously  dropped  in  from  the  burette,  till  a  drop  taken  out  of  the 
beaker  and  tested  as  above,  gives  an  equally  distinct  reaction.    The 

*  Archiv  fllr  wisscnscliaftliche  Heilkunde,  4,  238. 

t  Journ.  f.  prakt.  Cbcm.  76,  104.      %  Annal.  de  Chem.  u.  Pharm.  117,  195. 
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quantity  of  uranium  solution  used  in  this  last  experiment  is  tlie 
excess,  whicli  must  be  added  to  make  the  end-reaction  plain  for  the 
dilution  adopted.  This  amount  is  subtracted  from  that  used  in  the 
iirst  experiment,  and  we  then  know  the  exact  value  of  the  uranium 
solution  with  reference  to  arsenic  acid. 

In  an  actual  analysis,  the  arsenic  is  first  brought  into  the  form 
of  arsenic  acid,  a  clear  solution  is  obtained  containing  ammonium 
acetate  and  some  free  acetic  acid,*  and  the  process  is  conducted 
exactly  as  in  determining  the  value  of  the  standard  solution.  The 
experiment  to  ascertain  the  correction  must  not  be  omitted  here, 
otherwise  errors  are  sure  to  arise  from  the  diiferent  degrees  of  dilu- 
tion of  the  arsenic  acid  solutions  used  in  the  determination  of  the 
value  of  the  standard  solution  and  in  the  actual  analyses.  The  results 
of  two  determinations  of  arsenic  given  by  Bodekee  are  satisfactory. 
To  execute  the  method  well  requires  practice.  The  results  are  not 
exact  enough  unless  the  conditions  as  regards  amount  and  quality 
of  alkali  salts  are  nearly  similar  in  the  standardizing  of  the  uranium 
solution  and  in  its  use.     Compare  "WAiTz.f 

6.  Estimation  of  Arsenious  Acid  hy  Indirect  Grammet- 
rio  Analysis. 

a.  Rose's  method.  Add  to  the  hydrochloric  acid  solution,  in 
the  preparation  of  which  care  must  be  taken  to  exclude  oxidizing 
substances,  a  solution  of  sodium-  or  ammonium-auric  chloride  in 
excess,  and  digest  the  mixture  for  several  days,  in  the  cold,  or,  in 
the  case  of  dilute  solutions,  at  a  gentle  warmth ;  then  weigh  the 
separated  gold  as  directed  in  §  123.  Keep  the  filtrate  to  make 
quite  sure  that  no  more  gold  will  separate.  2  at.  gold  correspond 
to  3  mol.  arsenious  acid. 

h.  Yohl's:}:  method.  Mix  the  solution  with  a  weighed  quan- 
tity of  potassium  dichromate,  and  free  sulphuric  acid;  estimate  the 
chromic  acid  still  present  by  the  method  given  in  §  130,  c,  and 
deduce  from  the  quantity  of  that  acid  consumed  in  the  process,  i.e., 
reduced  by  the  arsenious  acid,  the  quantity  of  the  latter,  after  the 
formula  SH, AsO,  -f  2Cr03  =  3H3ASO,  +  Cr,0,. 

*  Alkalies,  alkali  earths,  and  zinc  oxide  may  be  preseilt,  but  not  such  metals 
as  yield  colored  precipitates  with  ferrocyanide  of  potassium,  as,  for  instance, 
copper.  t  Zeitschr.  f.  anal.  Chem.  10,  182. 

l  Anna!  de  Chem.  u.  Pharm.  94,  219. 
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Supplement  to  the  Sixth  Group. 

§128. 

8.  MoLTBDic  Acid. 

Molybdic  acid  is  converted,  for  the  purpose  of  its  determina- 
tion, either  into  molybdenum  dioxide,  or  into  lead  molybdate,  or 
into  molybdenum  disulphide. 

a.  Molybdic  anhydride  (MoOj),  and  also  ammonium  molybdate, 
may  be  reduced  to  dioxide  by  heating  in  a  current  of  hydrogen  gas. 
This  may  be  done  either  in  a  porcelain  boat,  placed  in  a  wide  glass 
tube,  or  in  a  platinum  or  porcelain  crucible  -with  perforated  cover 
(§  108,  fig.  50).  The  operation  is  continued  till  the  weight  remains 
constant.  The  temperature  must  not  exceed  a  gentle  redness, 
otherwise  the  dioxide  itself  might  lose  oxygen  and  become  partially 
converted  into  metal.  In  the  case  of  ammonium  molybdate  the 
heat  must  be  very  low  at  first  on  account  of  the  frothing.  If  you 
have  a  platinum  tube  it  is  safer  to  ignite  the  molybdic  acid  in  this 
for  2  or  3  hours  in  a  slow  current  of  hydrogen,  thus  reducing  it  to 
the  metallic  state.  When  reducing  to  dioxide  the  contents  of  the 
crucible  are  frequently  gray  below,  and  brown  above  (Rammels- 

BEEG*). 

h.  The  following  is  the  best  method  of  precipitating  molybdic 
acid  from  an  alkaline  solution :  Dilute  the  solution,  if  necessary, 
neutralize  the  free  alkali  with  nitric  acid,  and  allow  the  carbonic 
acid,  which  may  be  liberated  in  the  process,  to  escape,  then  add 
neutral  mercurous  nitrate.  The  yellow  precipitate  formed  appears 
at  first  bulky,  but  after  several  hours'  standing  it  shrinks ;  it  is 
insoluble  in  the  fluid,  which  contains  an  excess  of  mercurous 
nitrate.  Collect  on  a  filter,  and  wash  with  a  dilute  solution  of  mer- 
curous nitrate,  as  it  is  slightly  soluble  in  pure  water.  Dry,  remove 
the  precipitate  as  completely  as  practicable  from  the  filter,  and  deter- 
mine the  molybdenum  in  it  as  directed  in  a  (H.  Rose)  ;  or  mix  the 
precipitate,  together  with  the  filter-ash,  with  a  weighed  quantity 
of  ignited  lead  oxide,  and  ignite  until  all  the  mercury  is  expelled  ; 
then  add  some  ammonium  nitrate,  ignite  again  and  weigh.  The 
excess  obtained,  over  and  above  the  weight  of  the  lead  oxide  used, 
is  molybdenum  trioxide  (SELiGSOHNf). 

*  Pogg.  Annal.  127,  281 ;  Zeitschr.  f.  anal.  Chem.  5,  203. 
t  Journ.  f.  prakt.  Chem.  67,  472. 
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c.  Chatakd*  recommends  estimating  molybdic  acid  in  the  solu- 
tion of  its  alkali  salts  by  adding  lead  acetate  in  slight  excess  to  the 
boiling  solution  and  boiling  for  a  few  minutes.  The  precipitate 
which  is  at  first  milky  becomes  granular,  deposits  well,  and  may  be 
easily  washed  with  hot  water.  It  is  dried,  removed  from  the  filter 
as  much  as  possible,  ignited  and  weighed  as  PbMoOj.  The  method 
is  only  applicable  for  solutions  oi  pure  alkali  molybdates. 

d.  The  precipitation  of  molybdenum  as  sulphide  is  always  a 
difficult  operation.  If  the  acid  solution  is  supersaturated  with 
hydrogen  sulphide,  warmed,  and  filtered,  the  filtrate  and  washings 
are  generally  still  colored.  They  must,  accordingly,  be  wanned, 
and  hydrogen  sulphide  again  added,  and  the  operation  must  after- 
wards, if  necessary,  be  repeated  until  the  washings  appear  almost 
colorless.  The  precipitation  succeeds  better  when  the  molybdenum 
sulphide  is  dissolved  in  a  relatively  large  excess  of  ammonium  sul- 
phide, and,  after  the  fluid  has  acquired  a  reddish-yellow  tint,  precipi- 
tated with  hydrochloric  acid.  Zenkee-J-  advises  then  to  boil,  until 
the  hydrogen  sulphide  is  expelled,  and  to  wash  with  hot  water,  at 
first  slightly  acidified.  To  make  quite  sure  that  all  the  molyb- 
denum is  precipitated,  treat  the  filtrate  and  washings  again  with 
hydrogen  sulphide  and  allow  to  stand  for  some  time.  The  brown 
molybdenum  sulphide  is  collected  on  a  weighed  filter,  and  the 
molybdenum  determined  in  an  aliquot  part  of  it,  by  gentle  ignition 
in  a  current  of  hydrogen  gas,  as  in  a.  The  brown  molybdenum 
sulphide  changes  in  this  process  to  the  gray  disulphide  (H.  Rose). 

e.  F.  PisANi;];  gives  the  following  method  for  estimating  molyb- 
dic acid  volumetrically.  Digest  the  molybdic  acid  with  hydro- 
chloric acid  and  zinc,  dissolving  any  precipitate  which  may  form 
from  want  of  acid  and  also  the  excess  of  zinc.  The  molybdic  acid 
is  thus  reduced  to  a  molybdenum  salt  corresponding  to  molybdenum 
sesquioxide.  Convert  the  molybdenum  in  this  solution  again  into 
molybdic  acid  by  standard  permanganate  of  potash.  The  brown 
color  of  the  solution  turns  first  green,  and  then  disappears.  Ram- 
m:elsbeeg§  confirms  the  statements  of  PisiNi. 

*  Sill.  Amcr.  Journ.  (3),  1.  416.  \  Journ.  f.  prakt.  Chem,  58,  259. 

X  Compt,  rend.  59,  301. 

§  Pogg.  Annal.  137,  281;  Zeitschr.  f.  anal.  Chem.  5,  203. 
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II.  DETERMINATION  OF  ACIDS  IN  COMPOUNDS  CONTAINING 
ONLY  ONE  ACID,  FREE  OR  COMBINED;— AND  SEPARATION 
OF  ACID  FROM  BASIC  RADICALS. 

First  Group, 

FIEST     DIVISION. 

Aesenious  Acid — Aesenio  Acid — Cheomio  Acid — (Selenious 
Acid,  Sulphurous  and  Hyposulpliurous  Acids,  Iodic  Acid). 

§129. 

1.  AssENiors  and  Aesenic  Acids. 

These  have  been  ah-eady  treated  of  among  the  bases  (§  12Y)  on 
account  of  their  behavior  with  hydrogen  sulphide  ;  they  are  merely 
mentioned  here  to  indicate  the  place  to  which  they  properly  be- 
long. The  methods  of  separating  them  from  the  bases  will  be 
found  in  Section  Y. 

§130. 
2.  Cheomic  Acid. 

I.    DETEEMmATION. 

Chromic  acid  is  determined  either  as  chromio  oxide  or  lead 
chromate.  But  it  may  be  estimated  also  from  the  quantity  of  car- 
bon dioxide  disengaged  by  its  action  upon  oxalic  acid  in  excess, 
and  also  by  volumetric  analysis.  In  employing  the  first  method 
it  must  be  borne  in  mind  that  1  mol.  chromic  oxide  corresponds  to 
2  mol.  chromic  acid. 

a.  Determination  as  Chromio  Oxide. 

a.  The  chromic  acid  is  reduced  to  the  state  of  a  chromic  salt 
and  the  amount  of  chromium  in  the  latter  determined  (§  106).  The 
reduction  is  effected  either  by  heating  the  solution  with  hydro- 
chloric acid  and  alcohol ;  or  by  mixing  hydrochloric  acid  with  the 
solution,  and  conducting  hydrogen  sulphide  into  the  mixture ;  or 
by  adding  a  strong  solution  of  sulphurous  acid,  and  applying  a  gen- 
tle heat.  "With  concentrated  solutions  the  first  method  is  gener- 
ally resorted  to,  with  dilute  solutions  one  of  the  two  latter.  With 
respect  to  the  first  method,  I  have  to  remark  that  the  alcohol  must 
be  expelled  before  the  chromium  can  be  precipitated  as  hydroxide 
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by  ammonia ;  and  with  respect  to  the  second,  that  the  solution 
supersaturated  with  hydrogen  sulphide  must  be  allowed  to  stand  in 
a  moderately  warm  place,  until  the  separated  sulphur  has  com- 
pletely subsided.  The  results  are  accurate,  unless  the  weighed  pre- 
cipitate contains  silica  and  lime,  which  is  always  the  case  if  the  pre- 
cipitation is  effected  in  glass  vessels. 

/?.  The  neutral  or  slightly  acid  (nitric  acid)  solution  is  precipi- 
tated with  mercurous  nitrate,  after  long  standing  the  red  precipitate 
of  mercurous  chromate  is  filtered  ofE,  washed  with  a  dilute  solution 
of  mercurous  nitrate,  dried,  ignited,  and  the  residuary  chromic 
oxide  weighed  (H.  Rose).    Results  accurate. 

h.  Determination  as  Lead  Chromate. 

The  solution  is  mixed  with  sodium  acetate  in  excess,  and  acetic 
acid  added  until  the  reaction  is  strongly  acid ;  the  solution  is  then 
precipitated  with  neutral  lead  acetate.  The  washed  precipitate  is 
either  collected  on  a  weighed  filter,  dried  in  the  water-bath,  and 
weighed;  or  it  is  gently  ignited  as  directed  §  53,  and  then 
weighed.  For  the  properties  of  the  precipitate,  see  §  93,  2.  Results 
accurate. 

0.  Determination  1y  m,eans  of  Oxalic  Acid  (after  Yohl). 

When  chromic  acid  and  oxalic  acid  are  brought  together  in  the 
presence  of  water  arid  excess  of  sulphuric  acid,  chromic  sulphate 
and  carbon  dioxide  are  formed,  SH^CjO, +  2H5CrO^  +  3HjSO,= 
6C0,-|-  Cr,(S0,)3+  SHjO.  Accordingly  the  amount  of  chromic  acid 
can  be  calculated  from  the  weight  of  carbon  dioxide  evolved.  The 
process  is  the  same  as  in  the  analysis  of  manganese  ores  (§  203).  1 
part  of  chromic  acid  requires  2J  parts  of  sodium  oxalate.  If  it  is 
intended  to  determine  potassium  or  sodium  in  the  residue,  ammo- 
nium oxalate  is  used. 

d.  Determination  iy  Yolumetrio  Analysis. 
a.  ScHWAEz's  method. 

The  principle  of  this  very  accurate  method  is  identical  with 
that  upon  which  Penny's  method  of  determining  iron  is  based  (§113, 
2,  h).  The  execution  is  simple :  acidify  the  not  too  dilute  solution 
of  the  chromate  with  sulphuric  acid,  add  in  excess  a  measured  quan- 
tity of  solution  of  a  ferrous  salt,  the  strength  of  which  you  have 
previously  ascertained,  according  to  the  directions  of  §  112, 2,  a,  or 
h,  or  the  solution  of  a  weighed  quantity  of  ammonium  ferrous  sul- 
phate, free  from  ferric  salt,  and  then  determine  in  the  manner 
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directed  §  112,  2,  a,  or  J,  the  quantity  of  ferrous  iron  remainino'. 
The  difference  shows  the  amount  of  iron  that  lias  heen  converted 
by  the  chromic  acid  from  a  ferrous  to  a  ferric  salt.  1  grin,  of  iron 
corresponds  to  0-5981  of  chromic  anhydride  (CrO,).  To  determine 
the  chromic  acid  in  lead  chromate,  the  latter  is,  after  addition  of 
the  ammonium  ferrous  sulphate,  most  thoroughly  triturated  with 
hydrochloric  acid,  water  added,  and  the  analysis  then  proceeded 
with. 

ft.  Bunsen's  method* 

If  a  chromate  is  boiled  with  an  excess  of  fuming  hydrochloric 
acid,  there  are  disengaged  for  every  atom  of  chromium  3  at.  chlo- 
rine ;  for  instance,  K^Cr^O,  +  (HC1)„  =  (KCl),  +  Cr.Cl,  +  6C1  + 
TH,  O.  If  the  escaping  gas  is  conducted  into  solution  of  potassium 
iodide  in  exces,  the  3  at.  chlorine  set  free  3  at.  iodine.  The  libera- 
ted iodine  may  next  be  determined  as  described  in  §  146.  380'55 
of  iodine  correspond  to  100'48  of  chromic  anhydride  (CrOj). 

The  analytical  process  is  conducted  as  follows :  Put  the  weighed 
sample  of  the  chromate  (say  •  3  to  -4  grm.)  into  the  little  flask  d, 
fig.  55  (blown   before  the  lamp,  and  holding  only  from  36  to  40 
c.c),  and  fill  the  flask  two 
thirds  with  pure  fuming 
hydrochloric    acid    (free 
from  CI  and  SO,),  add  a 
compact  lump  of  magne- 
site,  to  keep  up   a  con- 
stant current  of  gas  and     If      W     M^9^  dil)"^ 
prevent   the   fluid  from 

receding.      Connect  the        '^^^^  p     ^^ 

bulbed  evolution  tube  a 

with  the  neck  of  the  flask  by  means  of  a  stout  india-rubber  tube 
c.  As  sho-^vn  in  the  engraving,  a  is  a  bent  pipette,  drawn  out  at 
the  lower  end  into  an  upturned  point.  A  loss  of  chlorine  need  not 
be  apprehended  on  adding  the  hydrochloric  acid,  as  the  disengage- 
ment of  that  gas  begins  only  upon  the  application  of  heat.  Insert 
the  evolution  tube  into  the  neck  of  the  retort,  which  is  one-third 
filled  with  solution  of  potassium  iodide.f     This  retort  holds  about 

*  Annal.  d.  Chera.  u.  Pharm.  86,  279. 

\  1  part  of  pure  potassium  iodide,  free  from  iodic  acid,  dissolved  in  10  parts  of 
water.  The  fluid  must  show  no  brown  tint  immediately  after  addition  of  dilute 
sulphuric  acid. 
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160  C.C.  The  neck  presents  two  small  expansions,  blown  before 
the  lamp,  and  intended,  the  lower  one,  to  receive  the  liquid  which 
is  forced  up  during  the  operation,  the  upper  one  to  serve  as  an 
additional  guard  against  spirting.  Apply  heat  now,  cautiously,  to 
the  little  flask.  After  two  or  three  minutes  ebullition  the  whole 
of  the  chlorine  has  passed  over,  and  liberated  its  equivalent  quan- 
tity of  iodine  in  the  potassium  iodide  solution.  When  the  ebulli- 
tion is  at  an  end,  take  hold  of  the  caoutchouc  tube  c  with  the  left 
hand,  and,  whilst  steadily  holding  the  lamp  under  the  flask  with 
the  right,  lift  a  so  far  out  of  the  retort  that  the  curved  point  is  in 
the  bulb  h.  ISTow  remove  first  the  lamp,  then  the  flask,  dip  the 
retort  in  cold  water  to  cool  it,  and  shake  the  fluid  in  it  about  to  effect 
the  complete  solution  of  the  separated  iodine  in  the  excess  of  potas- 
sium iodide  solution.  When  the  fluid  is  quite  cold,  transfer  it  to  a 
beaker,  rinsing  the  retort  into  the  beaker,  and  proceed  as  directed 
§  146.  The  metliod  gives  very  satisfactory  results.  The  apparatus 
here  recommended  differs  slightly  from  that  used  by  Btjnsbn,  the 
retort  of  the  latter  having  only  one  bulb  in  the  neck,  and  the  evo- 
lution tube  no  bulb,  being  closed  instead,  at  the  lower  end,  by  a 
glass  or  caoutchouc  valve,  which  permits  the  exit  of  the  gas  from 
the  tube,  but  opposes  the  entrance  of  the  fluid  into  it.  I  think  the 
modifications  which  I  have  made  in  Bunsen's  apparatus  are  calcu- 
lated to  facilitate  the  success  of  the  operation.  Instead  of  this 
apparatus,  that  described  §  142  may  also  be  very  conveniently  used. 

II.  Separation  of   Cheomio  Acid   ebom   the  Basic 
Radicals. 

a.   Of  the  First  Group. 

a.  Eeduce  the  chromic  acid  to  a  chromic  salt,  as  directed  in  I., 
and  separate  the  chromium  from  the  alkalies  as  directed  in  §  155. 

p.  Mix  the  potassium  or  sodium  chromate  with  about  5  parts 
of  dry  pulverized  ammonium  chloride,  and  heat  the  mixture  cau- 
tiously. The  residue  contains  the  chlorides  of  the  alkali  metals 
and  chromic  oxide,  which  may  be  separated  by  means  of  water. 

y.  Precipitate  the  chromic  acid  according  to  I.,  a,  ^,  and  sep- 
arate the  mercury  and  alkali  metals  in  the  filtrate  by  §  162. 

5.  Of  ilie  Second  Group. 

a.  Fuse  the  compound  with  4  parts  of  sodium  and  potassium 
carbonates,  and  treat  the  fused  mass  with  hot  water,  which  dis- 
solves the  chromic  acid  in  the  form  of  an  alkali  chromate.    The 
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residue  contains  the  alkali  earth  metals  in  the  form  of  carbonates ; 
but  as  they  contain  alkali,  they  cannot  be  weighed  directly.  The 
chromic  acid  in  the  solution  is  determined  as  in  I.  Strontium  and 
calcium  chromates  may  be  decomposed  by  boiling  with  potassium 
or  sodium  carbonate.  Barium  chroraate  may  also  be  decomposed 
in  the  same  way,  but  the  boiling  must  be  repeated  a  second  time 
with  fresh  solution  of  alkali  carbonate  (H.  Rose). 

^.  Dissolve  in  hydi-ochloric  acid,  reduce  the  chromic  acid 
according  to  I.,  a,  and  separate  the  chromium  from  the  alkali 
earth  metals  according  to  §  156. 

y.  Magnesium  chromate,  as  well  as  other  chromates  of  the 
alkali  earth  metals  soluble  in  water,  may  be  easily  decomposed  also, 
by  determining  the  chromic  acid  according  to  I.,  a,  /J,  or  I.,  h,  and 
separating  the  magnesium,  etc.,  in  the  filtrate  from  the  excess  of 
the  salt  of  mercury  or  lead  as  directed  §  162. 

6.  Barium  strontium  and  calcium  chromates  may  also  be 
decomposed  by  the  method  described  II.,  a,  /?.  Compare  Bahb, 
Analysis  of  barium  and  calcium  di chromates,  etc.* 

c.   Of  the  Third  Group. 

a.  From  Alunoinium. 

If  you  have  chromic  acid  to  separate  from  aluminium  in  acid 
solution,  precipitate  the  aJuminium  with  ammonia  or  ammonium 
carbonate  (§  105,  a),  and  determine  the  chromic  acid  in  the  filtrate 
according  to  I.  If  the  washed  aluminium  hydroxide  has  a  yellow 
color,  treat  on  the  filter  with  ammonia,  and  wash  with  boiling 
water  ;  this  will  remove  the  last  traces  of  chromic  acid.  However, 
a  little  aluminium  hydroxide  dissolves  in  the  ammonia,  therefore 
heat  the  ainmoniacal  fluid  in  a  platinum  dish  till  it  has  almost  lost 
its  alkaline  reaction,  and  collect  on  a  filter  the  flocks  of  aluminium 
hydroxide  which  separate,  and  add  them  to  the  principal  precip- 
itate. 

/?.  From  Chromium. 

aa.  Determine  in  one  portion  the  quantity  of  the  chromic  acid 
according  to  I.,  c,  or  l.,d,  a,  or  /?,  and  in  another  portion  the  total 
amount  of  the  chromium,  by  converting  it  into  sesquioxide  by  cau- 
tious ignition  with  ammonium  chloride,  or  by  I.,  a,  or  by  convert- 
ing it  entirely  into  chromic  acid  by  §  106,  2. 

Vb.  In  many  cases  the  chromic  acid  may  be  precipitated  accord- 

*  Journ.  f.  prakt.  Chem.  60,  60. 
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in^  to  I.,  a,  /?,  or  I.,  h.     The  chromium  and  mercury,  or  lead,  in 
the  filtrate,  are  separated  as  directed  §  162. 

cc.  The  hydrated  compounds  of  sesquioxide  of  chromium  with 
chromium  trioxide,  or  chromic  chromates,  such  as  are  obtained  by 
precipitating  a  solution  of  chromic  salt  with  potassium  chromate, 
etc.,  may  also  be  analyzed  by  ignition  in  a  stream  of  dry  air,  in  a 
bulb  tube,  to  which  a  calcium  chloride  tube  is  attached  (fig.  25, 
§  36).  The  loss  of  weight  represents  the  joint  amount  of  oxygen 
and  water  that  have  escaped.  If  the  increment  of  the  CaClj  tube 
is  deducted,  we  shall  have  the  oxygen.  Now  every  3  at.  oxygen 
correspond  to  2  mol.  CrOj.  The  amount  of  the  latter  being  thus 
calculated,  we  have  only  to  subtract  its  equivalent  quantity  of  ses- 
quioxide from  the  weight  of  residue  after  the  ignition,  and  the 
remainder  is  the  quantity  of  sesquioxide  originally  present.  Vogel* 
and  also  Stoeee  and  ELLioTf  have  employed  this  method. 

d.  Of  the  Fourth  Orouj>. 

a.  Proceed  as  directed  in  5,  a.  Upon  treating  the  fused  mass 
with  hot  water,  oxides  of  the  basic  metals  are  left.  In  the  case  of 
manganese  the  fusion  must  be  effected  in  an  atmosphere  of  carbon 
dioxide.     Apparatus,  fig.  50  in  §  108. 

13.  Keduce  the  chromic  acid  as  directed  in  I.,  a,  and  separate 
the  chromium  from  the  metals  in  question,  as  directed  in  §  160. 

e.  Of  the  Fifth  and  Sixth  Groups. 

a.  Acidify  the  solution,  and  precipitate,  either  at  once  or  after 
reduction  of  the  chromic  acid  by  sulphurous  acid,  with  hydrogen 
sulphide.  The  metals  of  the  fifth  and  sixth  groups  precipitate  in 
conjunction  with  free  sulphur  (§§  115  to  127),  the  chromic  acid  is 
reduced.  Filter  and  determine  the  chromium  in  the  filtrate,  as 
directed  in  I.,  a. 

fi.  Lead  chromate  may  be  conveniently  decomposed  by  heating 
with  hydrochloric  acid  and  some  alcohol ;  the  lead  chloride  and 
chromic  chloride  formed  are  subsequently  separated  by  means  of 
alcohol  (compare  §  162).  The  alcoholic  solution  ought  always  to  be 
tested  with  sulphuric  acid ;  should  a  precipitate  of  lead  sulphate 
form,  this  must  be  filtered  off,  weighed,  and  taken  into  account. 


*  Journ.  f.  prakt.  Chcm.  77,  484. 

t  Proceedings  of  the  American  Academy,  5,  198. 
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8v,]pjplement  to  the  First  Division. 

§131. 

1.  Selenious  Acid. 

From  aqueous  or  hydrochloric  acid  solutions  of  selenious  acid, 
the  selenium  is  precipitated  by  sulphurous  acid  gas,  or,  in  presence 
of  an  excess  of  acid,  by  sodium  sulphite,  or  ammonium  sulphite. 
The  liquid  containing  the  precipitate  is  heated  to  boiling  for  \  hour, 
which  changes  the  precipitate  from  its  original  red  color  to  black, 
and  makes  it  dense  and  heavy.  The  liquid  is  tested  by  a  further 
addition  of  the  reagent  to  see  whether  any  more  selenium  will  sep- 
arate ;  the  precipitate  is  finally  collected  on  a  weighed  filter,  dried 
at  a  temperature  somewhat  below  100°,  and  weighed.  Since  H. 
EosE*  has  shown  that  the  presence  of  hydrochloric  acid  is  an  essen- 
tial condition  to  the  complete  reduction  of  selenious  acid,  the  for- 
mer acid  must  be  added,  if  not  already  present.  To  make  quite 
sure  that  all  the  selenium  has  been  removed,  the  filtrate  is  evapo- 
rated to  a  small  volume,  with  addition  of  potassium  or  sodium  chlo- 
ride, boiled  with  strong  hydrochloric  acid,  so  as  to  reduce  any  sele- 
nic  acid  to  selenious  acid,  and  tested  once  more  with  sulphurous 
acid.  If  the  solution  contains  nitric  acid  it  must  be  evaporated 
repeatedly  with  hydrochloric  acid,  with  addition  of  sodium  or 
potassium  chloride.  If  the  latter  were  omitted  there  would  be 
considerable  loss  of  selenious  acid  (EATiiKEf). 

As  regards  the  separation  of  selenious  acid  from  basic  radicals, 
the  following  brief  directions  will  sufiice : 

a.  If  the  basic  radicals  are  not  liable  to  be  altered  by  the  action 
of  sulphurous  acid  and  hydrochloric  acid,  the  selenium  may  be  at 
once  precipitated  in  the  way  just  given ;  the  filtrate,  when  evap- 
orated with  sulphuric  acid,  yields  the  base  as  sulphate. 

h.  From  basic  metak  which  are  not  thrown  down  from  acid  solu- 
tion by  hydrogen  sulphide,  the  selenious  acid  may  be  separated  by 
precipitation  with  that  reagent.  The  precipitate  (according  to 
Eathke;]:,  a  mixture  of  SeS„  Se^S  and  S)  contains  2  at.  sulphur  to 
1  at.  selenium.     If  it  is  dried  at  or  a  little  below  100°,  the  weight 

*  Zeitschr.  f.  anal.  Chem.  1,  73. 

t  Journ.  f.  prakt.  Chem.  108,  249;  Zeitschr.  f.  anal.  Chem.  J>,  484. 

X  Journ.  f.  prakt.  Chem.  108,  252. 
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of  the  selenium  may  be  accurately  ascertained.  Should,  however, 
extra  sulphur  be  mixed  with  the  precipitate,  the  latter  is  oxidized 
while  stin  moist  with  hydrochloric  acid  and  potassium  chlorate,  or 
by  treatment  with  potassa  solution  with  simultaneous  heating  and 
transmission  of  chlorine.  It  is  necessary  here  to  oxidize  the  sul- 
phur completely,  as  it  may  enclose  selenium,  The  solution  now 
containing  selenic  acid  is  heated  till  it  smells  no  longer  of  chlorine, 
hydrochloric  acid  is  added,  and  the  mixture  is  reheated.  The  sele- 
nic acid  is  hereby  reduced  to  selenious  acid,  and  when  the  solution 
has  again  ceased  to  smell  of  chlorine,  the  selenium  is  precip- 
itated with  sulphurous  acid.  Instead  of  this  process  you  may  digest 
the  precipitate  of  sulphur  and  selenium  for  some  hours  with  con- 
centrated potassium  cyanide,  which  will  completely  dissolve  it,  and 
then  throw  down  the  selenium  from  the  dilute  solution  with  hydro- 
chloric acid  as  in  c  (Eathke,  loc.  cit.). 

c.  In  many  selenites  or  selenates  the  selenium  may  also  be 
determined  by  converting  first  into  potassium  selenocyanate,  and 
precipitating  the  aqueous  solution  of  the  latter  with  hydrochloric 
acid  (Oppenheim*).  To  this  end  the  substance  is  mixed  with  7  or 
8  times  its  quantity  of  ordinary  potassium  cyanide  (containing 
cyanic  acid),  the  mixture  is  put  into  a  long-necked  flask,  or  a  porce- 
lain crucible,  covered  with  a  layer  of  potassium  cyanide,  and  fused 
in  a  stream  of  hydrogen.  The  temperature  is  kept  so  low  that 
the  glass  or  porcelain  is  not  attacked,  and  while  cooling  care  must 
be  taken  to  exclude  atmospheric  air.  When  cold,  the  brown  mass 
is  treated  with  water,  and  the  colorless  solution  filtered,  if  neces- 
sary. The  liquid  should  be  somewhat  but  not  immoderately 
diluted.  Now  boil  some  time  (in  order  to  convert  the  small  quan- 
tity of  potassium  selenide  that  may  be  present  into  potassium  sele- 
nocyanate, by  the  excess  of  potassium  cyanide,  allow  to  cool,  super- 
saturate with  hydrochloric  acid,  and  heat  again  for  some  time.  At 
the  end  of  12  or  24  hours  all  selenium  will  have  separated,  filter, 
dry  at  100°,  and  weigh.  The  results  obtained  by  this  process  are 
accurate  (H.  KosEf).  If  the  selenium  agglomerates  together  on 
heating,  it  may  enclose  salts.  In  such  cases,  by  way  of  control,  it 
should  be  redissolved  in  nitric  acid,  and,  after  addition  of  hydro- 
chloric acid,  precipitated  with  sulphurous  acid.  The  fluid  filtered 
from  the  selenium  precipitate  is,  as  a  rule,  free  from  selenium  ;  it 

*  Journ.  f.  prakt.  Chem.  71,  380.  ]  Zeitschr.  f.  anal.  Ctem.  1,  73. 
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is,  however,  always  well  to  satisfy  oue's  self  on  this  point  by  the 
addition  of  sulphurous  acid. 

d.  From  many  basic  radicals  selenious  acid  (and  also  selenic 
acid)  may  be  separated  by  fusing  the  compound  with  2  parts  of 
sodium  carbonate  and  one  part  of  potassium  nitrate,  extracting  the 
fused  mass  thoroughly  by  boiling  with  water,  saturating  the  filtrate, 
if  necessary,  with  carbonic  acid,  to  free  it  from  lead  which  it  might 
contain,  then  boiling  down  with  hydrochloric  acid  in  excess  (to 
reduce  the  selenic  acid  and  drive  off  the  nitric  acid),  and  precipi- 
tating finally  with  sulphurous  acid. 

Selenium,  if  pure,  must  volatilize  without  residue  when  heated 
in  a  tube. 

2.  Sulphurous  Acid. 

To  estimate  free  sulphurous  acid  in  a  fluid  which  may  contain 
also  other  acids  (sulphuric  acid,  hydrochloric  acid,  acetic  acid),  a 
weighed  quantity  of  the  fluid  is  diluted  with  water,  absolutely  free 
from  air,*  until  the  diluted  liquid  contains  not  more  than  -05  per 
cent,  by  weight  of  sulphurous  acid,  the  solution  is  poured  with 
stirring  into  an  excess  of  standard  solution  of  iodine,  the  free 
iodine  remaining  is  titrated  with  sodium  thiosulphate,  and  the 
iodine  used  for  the  conversion  of  sulphurous  into  sulphuric  acid  is 
thus  found.  The  reaction  is  expressed  by  the  equation,  SO,  -(-  2H, 
0  -(-  21  =  H,SO,  +  2HI.  According  to  Finkenee,  if  the  iodine 
is  added  to  the  sulphurous  acid  the  reaction  is  not  quite  normal. 
Anyhow  this  method  of  operating  prevents  any  loss  of  sulphurous 
acid.  For  the  details,  see  §  146.  In  case  of  sulphites  soluble  in 
water  or  acids,  water  perfectly  free  from  air  is  poured  over  the 
substance,  in  sufficient  quantity  to  attain  the  degree  of  dilution 
stated  above,  sulphuric  or  hydrochloric  acid  is  added  in  excess,  and 
then  the  titration  is  effected  as  above.  The  greatest  care  must  be 
taken  in  this  method,  to  use,  for  the  purpose  of  dilution,  water 
absolutely  free  from  air. 

Sulphurous  acid  may  also  be  determined  in  the  gravimetric  way, 
by  conversion  into  sulphuric  acid,  and  precipitation  of  the  latter 
with  barium  chloride,  according  to  §  132.  This  metliod  is  espe- 
cially applicable  in  the  case  of  sulphites  quite  free  fi-om  sulphuric 
acid.     The  conversion  of  the  sulphurous  into  sulphuric   acid    is 

*  Prepared  by  long-continued  boiling  and  subsequent  cooling  with  exclusion 
of  air. 
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effected  in  the  wet  way,  best  by  pouring  the  dilute  solution  with 
stirring  into  excess  of  chlorine  or  bromine  water.  Sulphites  insolu- 
ble in  water  are  decomposed  by  boiling  with  sodium  carbonate,  and 
the  solution  of  sodium  sulphite  is  treated  as  directed.  After  driv- 
ing off  the  excess  of  chlorine  or  bromine  by  heating,  the  moderately 
acid  solution  is  precipitated  with  barium  chloride.  Sulphites  may 
be  oxidized  in  the  dry  way  by  heating  in  a  platinum  crucible,  with 
4  parts  of  a  mixture  of  equal  parts  sodium  carbonate  and  potassium 
nitrate. 

3.  Thiosulphueic  Acid. 

Thiosulphuric  acid,  in  form  of  soluble  thiosulphates,  may  be 
determined  by  means  of  iodine,  in  a  similar  way  to  sulphurous 
acid.  The  reaction  is  represented  by  the  equation,  2NajSj03  -|-  21 
=  2!N'aI  -J-  Xa^SjOj.  The  salt  under  examination  is  dissolved  in  a 
large  amount  of  water,  starch-paste  added,  and  then  the  neutral 
solution  is  titrated  with  iodine.  That  this  method  can  give  correct 
results  only  in  cases  where  no  other  substances  acting  upon  iodine 
are  present,  need  hardly  be  mentioned.  Thiosulphuric  may  like 
sulphurous  acid  be  converted  into  sulphuric  acid  by  means  of  chlo- 
rine or  bromine  water,  and  then  determined. 

4.  Iodic  Acid. 

Iodic  acid  may  be  determined  by  the  following  easy  method : — 
Distil  the  free  acid  or  iodate  with  an  excess  of  pure  fuming  hydro- 
chloric acid,  in  the  apparatus  described  in  §  130,  d,  /?  (chromic  acid), 
receive  the  disengaged  chlorine  in  solution  of  potassium  iodide,  and 
determine  the  separated  iodine  as  directed  in  §  130,  I,  d,  /?.  The 
decomposition  of  iodic  acid  by  hydrochloric  acid  is  represented  by 
the  equation,  HIO,  +  5HC1  =  ICl  +  4C1  +  SH.O.  Since  the  4 
at.  CI  set  free  4  at.  I,  the  amount  of  iodic  acid  or  iodic  anhydride 
can  be  calculated  from  the  weisrht  of  the  latter  ;  1014-8  iodine  cor- 
respond  to  333-7  iodic  anhydride  (1,0,)  (Bunsen*).  The  following 
method  also  yields  good  results.  Mix  the  solution  with  dilute  sul- 
;^uric  acid,  add  potassium  iodide  in  excess,  and  determine  the 
amount  of  liberated  iodine,  after  §  146.  One  sixth  of  the  iodine 
thus  formed  is  derived  from  the  iodic  acid  (HIOj  +  ^HI  =  3H,0 
+  le)-     See  Kammelsbeeg.-I- 


*  Annal.  d.  Chem.  u.  Phann.  86,  285. 

f  Pogg.  Annal.  135,  493  ;  Zeitschr.  f .  anal.  Chem.  8,  456. 
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5.  NiTEora  Acid. 

The  nitrous  acid  in  nitrites  wliicli  are  free  from  nitrates  may 
be  estimated  by  converting  the  nitrogen  into  ammonia  and  deter- 
mining tlie  latter,  or  by  determining  the  oxidizing  action  on  ferrous 
salt.  This  method  is  conducted  exactly  as  described  under  nitric 
acid  (§  149).  '\^nien  nitric  acid  is  also  present,  nitrous  acid  may  be 
determined  very  satisfactorily  with  a  solution  of  pure  potassium 
permanganate,  provided  the  fluid  be  sufficiently  diluted  to  prevent 
the  nitrous  acid,  which  is  liberated  by  the  addition  of  a  stronger 
acid,  being  decomposed  by  water  with  formation  of  nitric  acid 
and  nitric  oxide.  For  1  part  of  nitrous  anhydride  at  least  50(J0 
parts  of  water  should  be  present-  The  decomposition  is  repre- 
sented by  the  following  equation,  5HN0,  -f  K,Mn,0,  +  3H,S0, 
=  5HX0,  +  K,SO,  +  2MnS0,  +  3H,0.  If  the  permanganate 
be  standardized  with  iron,  i  at.  iron  correspond  to  1  mol.  ISfi,, 
since  both  of  these  require  2  at.  oxygen.  Nitrites  are  dissolved  in 
veyy  slightly  acidulated  water,  the  permanganate  is  added  till  the 
oxidation  of  the  nitrous  acid  is  nearly  completed,  the  solution  is 
then  made  strongly  acid,  and  finally  permanganate  is  added  to  light- 
red  coloration. 

To  determine  nitrogen  tetroxide  !N",0,  in  red  fuming  nitric  acid, 
transfer  a  few  c.c.  to  about  500  c.c.  cold  pure  distilled  water  with 
stirring,  and  determine  the  nitrous  acid  produced.  1  mol.  nitrous 
anhydride  found  corresponds  to  2  mol.  nitrogen  tetroxide,  for  the 
latter — when  mixed  with  such  a  large  quantity  of  water  as  is  indi- 
cated above — is  decomposed  in  accordance  with  the  following  equa- 
tion :_N,0,  +  H,0  =  HNO,  +  HNO,  (Sig.  Feldhacs*). 

Nitrous  acid  and  nitrogen  tetroxide  in  presence  of  nitric  acid 
may  also  be  estimated  by  the  reduction  of  chromic  acid.  An 
excess  of  standard  potassium  dichromate  is  added,  and  the  unde- 
composed  residue  of  chromic  acid  is  estimated  with  standard  solu- 
tion of  ferrous  salt  (F.  MoHEf). 

As  regards  the  estimation  of  nitrous  acid  with  lead  dioxide, 
comp.  Feldhaus,  Iog.  cit.  p.  431,  also  LangiJ:  and  J.  Lowenthal.§ 

*  Zeitschr.  f.  anal.  Chem.  1,  428. 

t  His  Lehrbuch  der  Titrirmethode,  8  Aufl.  336. 

X  Zeitschr.  f.  anal.  Chem.  1,  485.  §  lb.  8,  176. 
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Second  Division  of  the  First  Group  of  the  Acids. 

SuLPHUEio  Aero ;  (Hydrofluosilicic  Acid). 

§  132. 

StTLPHiiEic  Aero. 

I.  Deteemination. 
Sulphuric  acid  is  usually  determined  in  the  gravimetric  way  as 
barium  sulphate.  The  acid  may,  however,  be  estimated  also  by 
the  acidimetric  method  (§  192),  and  by  certain  volumetric  methods, 
based  upon  the  insolubility  of  the  barium  sulphate  (and  lead  sul- 
phate). 

1.  Gravimetric  Method. 

The  exact  estimation  of  sulphuric  acid  as  barium  sulphate  is  by 
no  means  so  simple  and  easy  as  it  was  formerly  supposed  to  be,  but 
requires,  on  the  contrary,  great  care  and  attention.  This  arises 
from  three  causes :  first,  the  barium  sulphate  is  found  to  be  far 
more  soluble  than  was  imagined  in  solutions  of  free  acids  and  of 
many  salts ;  secondly,  it  is  extremely  liable  to  carry  down  with  it 
foreign  salts,  which  are  of  themselves  soluble  in  water;  thirdly, 
when  the  precipitate  has  once  separated  in  an  impure  state,  it  is 
often  very  difficult  to  purify  it  completely. 

The  solution  should  contain  but  little  free  hydrochloric  acid, 
and  no  nitric  or  chloric  acid.  If  either  of  the  two  last  are  present, 
evaporate  repeatedly,  on  the  water-bath  with  pure  hydrochloric 
acid.  Dilute  considerably,  heat  nearly  to  boiling,  add  barium  chlo- 
ride in  moderate  excess,  and  allow  to  settle  for  a  long  time  at  a 
gentle  heat.  Decant  the  clear  fluid  through  a  filter,  treat  the  pre- 
cipitate with  boiling  water,  allow  to  settle,  decant  again,  and  so  on, 
till  the  washings  are  free  from  chlorine.  Finally  transfer  the  pre- 
cipitate to  the  filter,  dry  and  treat  according  to  §  53,  using  only  a 
moderate  red  heat. 

After  the  precipitate  has  been  weighed  it  is  well  to  warm  it  for 
some  time  with  dilute  hydrochloric  acid  on  the  water-bath.  Then 
pour  off  the  hydrochloric  acid  through  a  small  filter,  wash  the  pre- 
cipitate by  decantation  with  boiling  water  without  removing  it  to 
the  filter,  evaporate  the  filtrate  and  washings  nearly  to  dryness  in 
a  platinum  or  porcelain  dish,  add  water,  collect  the  minute  amount 
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of  barium  sulphate  here  left  undissolved  upon  the  small  filter, 
wash,  dry,  incinerate,  add  the  ash  to  the  bulk  of  the  precipitate, 
ignite  again,  and  weigh.  If  the  precipitate  has  lost  weight,  this 
shows  that  it  at  first  contained  foreign  salts. 

This  metliod  of  purification  sometimes  fails  when  the  precipi- 
tate contains  ferric  oxide  or  platinum  (Glaus*),  and  it  invariably 
fails  when  the  solution  contained  any  notable  quantity  of  nitric 
acid.f  In  such  cases  there  is  only  one  resource,  namely,  to  fuse 
with  about  four  parts  of  sodium  carbonate,  warm  with  water,  filter, 
wash  with  boiling  water,  acidify  the  filtrate  slightly  with  hydro- 
chloric acid,  and  determine  the  sulphuric  acid  again. 

The  results  are  thoroughly  satisfactory  if  these  directions  are 
attended  to ;  if  not,  the  result  may  be  two  or  three  per  cent,  too 
high  or  too  low. 

2.  Volumetric  Methods. 

a.  After  Gael  Mohe.;}:  We  require  a  normal  solution  of 
barium  chloride,  containing  121'96  grm.  of  the  pure  crystallized 
salt  in  1  litre,  and  also  normal  nitric  or  hydrochloric  acid  and 
normal  soda  (§  192,  c.  S).  Add  to  the  fluid  to  be  examined  for 
sulphuric  acid — which,  should  it  contain  much  free  acid,  is  previ- 
ously to  be  nearly  neutralized  with  pure  sodium  carbonate — a  meas- 
ured quantity  of  barium  chloride  solution,  best  a  round  number 
of  cubic  centimetres,  in  more  than  sufficient  proportion  to  precipi- 
tate the  sulphuric  acid,  but  not  in  too  great  excess.  Digest  the 
mixture  for  some  time  in  a  warm  place,  then  precipitate,  without 
previous  filtration,  the  excess  of  barium  chloride  with  ammonium 
carbonate  and  a  little  ammonia,  filter  off  the  barium  sulphate  and 
carbonate,  wash  until  the  water  running  off  acts  no  longer  upon 
red  litmus  paper,  and  then  determine  the  barium  carbonate  by  the 
alkalimetric  method  given  in  §  198.  Deduct  the  c.c.  of  normal 
acid  used  from  the  c.c.  of  barium  chloride,  and  the  remainder  will 
be  the  c.c.  of  barium  chloride  corresponding  to  the  sulphuric  acid 
present.  The  results  of  this  method  are  quite  satisfactory,  if  the 
solution  does  not  contain  too  much  free  acid ;  but  in  presence  of  a 
large  excess  of  free  acid,  the  action  of  the  salt  of  ammonia  will 
retain  barium  carbonate  in  solution,  which,  of  course,  will  make 

*  Jahresber.  von  Kopp  und  Wlix.  1861,  823,  note, 
f  Compare  my  paper  in  Zeitschr.  f.  anal.  Chem.  9,  52. 
X  Ann.  der  Chem.  u.  Pharm.  90,  165. 
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the  amount  of  sulphuric  acid  appear  higher  than  is  really  the  case. 
It  need  hardly  be  mentioned  that  this  method  is  altogether  inap- 
plicable in  presence  of  phosphoric  acid,  oxalic  acid,  or  any  other 
acid  precipitating  barium  salt  from  neutral  solutions,  and  that  no 
basic  radicals  except  the  alkalies  may  be  present. 

h.  After  E.  Wildenstbin.*  Of  all  the  methods  for  the  volu- 
metric estimation  of  sulphuric  acid,  the  simplest  and  that  which  is 
capable  of  the  most  general  application,  is  to  drop  into  the  solution 
containing  excess  of  hydrochloric  acid,  standard  barium  chloride 
solution,  till  the  exact  point  is  reached  when  no 
more  precipitation  takes  place.  This  point  is  diffi- 
cult to  hit,  and  hence  the  method  has  only  found  a 
very  limited  use. 

WiLDENSTEiN  has  given  this  method  a  practical 
form,  which  renders  it  possible  to  complete  an 
analysis  in  about  half  an  hour,  and  at  the  same  time 
to  obtain  satisfactory  results.  He  employs  the  ap- 
paratus, fig.  56.  ^  is  a  bottle  of  white  glass,  whose 
bottom  has  been  removed,  it  contains  900 — 950  c.c. 
^  is  a  strong  funnel-tube,  with  bell-shaped  funnel, 
and  bent  as  shown,  provided  below  with  a  piece  of  india-rubber 
tube,  a  screw  compression-cock,  and  a  small  piece  of  tubing  not 
drawn  out.  The  length  from  c  to  cZ  is  about  7^-8,  from  d  to  e 
about  12  cm.  The  opening  of  the  funnel-tube  /,  which  should 
have  a  diameter  of  2'5  to  3  cm.,  is  covered  as  follows :  Take  a 
piece  of  fine  new  calico  or  muslin,  free  from  sulphuric  acid,  and 
about  6  cm.  square,  lay  on  it  two  pieces  of  Swedish  paper  of  the 
same  size,  and  then  another  piece  of  stufE  like  the  first,  now  bind 
these  altogether  over  the  opening/",  carefully  and  without  injuring 
the  paper,  by  means  of  a  strong  linen  thread  which  has  been  drawn 
a  few  times  over  wax,  and  cut  it  off  even  all  round.  "We  have 
now  a  small  syphon-filter,  which  enables  us  to  filter  off  a  portion 
of  fluid  contained  in  A,  and  turbid  from  barium  sulphate,  clear 
and  with  comparative  rapidity. 

On  gradually  adding  barium  chloride  to  the  dilute  acid  solution 
of  a  sulphate  a  point  occurs  whicli  may  be  compared  to  the  neutral 
point  in  precipitating  silver  with  sodium  chloride  (see  §  115, 5,  h.) ; 
i.e.,  there  is  a  certain  moment,  when  a  portion  filtered  off  will  give 


*  Zeitschr.  f.  anal.  Chem.  1,  433. 
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a  turbidity  both  witli  sulphuric  acid  and  barium  chloride  after  the 
lapse  of  a  few  minutes.  On  this  account  we  nmst  either  proceed 
on  the  principle  recommended  for  the  estimation  of  silver,  i.e.,  dis- 
regarding the  quantity  of  biirium  chloride  in  the  solution,  to  stand- 
ardize it  by  adding  it  to  a  known  amount  of  sulphate,  till  a  pre- 
cipitate ceases  to  be  formed ;  or  else  we  must — and  "Wildenstein 
recommends  this  latter  course — consider  as  the  end-point  of  the 
reaction  the  point  at  which  barium  chloride  ceases  to  produce  a 
distinctly  visible  precipitation  in  the  clear  filtrate  after  a  lapse  of 
two  minutes. 

The  barium  chloride  solution  is  prepared  so  that  1  c.c.  corre- 
sponds to  'O^  sulphuric  anhydride  by  making  a  solution  containing 
the  requisite  calculated  and  carefully  weighed  amount  of  the  pure 
salt  per  litre. — A  solution  of  sulphuric  acid  containing  -02  gr.  SO, 
per  c.c.  may  also  be  required.     The  process  is  as  follows : 

First  prepare  the  solution  of  the  sulphate  to  be  analyzed  (uping 
about  3  or  i  grm.),  then  fill  A  with  hot  water,  open  the  cock  with 
the  screw  or  by  the  aid  of  a  glass  rod,  and  wait  till  the  syphon  Ji 
is  quite  full  of  water.  If  the  water  runs  down  the  tube  c  e  with- 
out fUliug  it  entirely,  close  and  open  the  cock  a  few  times,  and  this 
inconvenience  will  be  removed.  (It  is  not  allowable  to  suck  at  e, 
or  to  fill  the  syphon  with  the  wash-bottle  at  e,  as  either  proceeding 
would  inevitably  lead  to  injuring  the  filter.)  Now  close  the  cock 
and  pour  out  the  hot  water,  replace  it  by  400  c.c.  of  boiling  water, 
add  the  ready-prepared  solution  of  the  sulphate,  and  a  small  quan- 
tity of  hydrochloric  acid,  if  necessary,  and  run  in  the  barium  chlo- 
ride solution,  at  first  in  rather  large  portions,  at  last  in  ^  c.c. 
Before  each  fresh  addition  of  barium  chloride  open  the  cock  and 
allow  rather  more  liquid  to  fiow  into  a  beaker  than  corresponds  to 
the  contents  of  the  syphon.  This  quantity  should  be  previously 
ascertained,  and  a  mark  indicating  it  made  on  the  beaker.  Kow 
close  the  cock  and  pour  the  filtrate  without  loss  back  into  A.  (As 
the  beaker  is  used  over  and  over  again  for  the  same  pui-pose,  it 
need  not  be  rinsed  out.)  Now  run  some  of  the  fiuid  into  a  test- 
tube,  so  as  to  one  third  fill  it,  add  to  the  clear  fluid  2  drops  of 
barium  chloride  from  the  burette  and  shake.  If  a  precipitate  or 
turbidity  is  produced,  return  the  portion  to  the  main  quantity.  The 
experiment  is  finished  when  the  last  portion  tested  shoM's  after  the 
lapse  of  exactly  two  miniites  no  distinctly  visible  turbidity.  The 
drops  of  barium  chloride  used  for  the  last  testing  are  of  course  not 
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reckoned.  The  slight  error  involved  from  the  fact  that  the  small 
quantity  of  fluid  in  the  syphon  is  finally  unacted  on,  is  too  smaU 
to  be  noticed.  During  the  experiment  the  filter  must  not  be 
injured  by  the  stirring.  In  case  the  end  reaction  has  been  over- 
stepped, add  1  c.c.  of  dilute  sulphuric  acid  (equivalent  to  the  barium 
chloride)  to  A,  and  endeavor  to  hit  it  again.  Here  1  c.c.  will 
have  to  be  subtracted  from  the  c.c.  of  barium  chloride  used. 

The  results  obtained  by  Wildenstein  are  of  sufficient  accuracy 
for  technical  purposes.  Some  experiments  made  in  my  own  labo- 
ratory were  also  quite  satisfactory. 

II.    SePAEATION    of    SULPHIJEIC    AciD   FEOM   THE  BaSIC 

Radicals. 

a.  In  Sulphates  which  are  soluble  in  Water  or  Hydrochloric 
Acid. 

The  solution  should  be  free  from  nitric  acid.  Precipitate  the 
sulphuric  acid  according  to  I.  by  barium  chloride  (or  barium  ace- 
tate). The  filtrate  contains  the  excess  of  barium  chloride,  together 
with  the  chlorides  of  the  metals  present ;  separate  barium  from  the 
latter  by  methods  given  in  the  fifth  section.  The  fiuid  obtained  by 
treating  the  ignited  barium  sulphate  with  hydrochloric  acid,  evap- 
orating and  filtering  from  the  small  amount  of  bariTim  sulphate, 
must  be  added  to  the  first  solution  before  separating  barium  from  it. 

h.  In  Sulphates  which  are  insoluble  or  difficultly  soluble  m 
Water  or  in  Hydrochloric  Acid. 

a.  From  hai'ium,  strontium  and  calcium :  Fuse  the  finely  pul- 
verized substance  in  a  platinum  crucible,  with  5  parts  of  mixed 
sodium  and  potassium  carbonates.  Put  the  crucible,  with  its  con- 
tents, into  a  beaker,  or  into  a  platinum  or  porcelain  dish,  pour 
water  over  it,  and  apply  heat  until  the  alkali  sulphates  and  carbon- 
ates are  completely  dissolved  ;  filter  the  hot  solution  from  the  resid- 
uary alkali-earth  carbonates,  wash  the  latter  thoroughly  with  water, 
to  which  a  little  ammonia  and  ammonium  carbonate  has  been  added, 
and  determine  according  to  §§  101  to  103.  If  the  precipitates  have 
been  well  washed,  it  is  perfectly  admissible  to  ignite  and  weigh  at 
once.  Precipitate  the  sulphuric  acid  from  the  filtrate,  as  in  I., 
after  acidifying  with  hydrochloric  acid.  Finely  pulverized  calcium 
and  strontium  sulphates  may  be  completely  decomposed  also  by 
boiling  with  a  solution  of  potassium  carbonate.* 

*  Sodium  carbonate  docs  not  answer  as  well. 
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§.  From  lead :  The  simplest  way  of  effecting  the  decomposi- 
tion of  lead  sulphate  consists  in  digesting  it,  at  the  common  tem- 
perature, with  a  solution  of  hydrogen  sodium  or  hydrogen  potas- 
sium carbonate,  filtei'ing,  washing  the  precipitate,  determining  the 
sulphuric  acid  in  the  filtrate  as  in  I.,  dissoh'ing  the  precipitate, 
which  contains  alkali,  in  nitric  or  acetic  acid,  and  determining  the 
lead  in  the  solution,  by  one  of  the  methods  given  in  §  162. 

Presence  of  strontium  and  calcium  necessitates  no  alteration  in 
this  method ;  but  if  barium  also  is  present,  and  it  is  accordingly 
necessary  to  ignite*  the  mixture  with  alkali  carbonates,  a  small 
portion  of  lead  always  remains  in  solution  in  the  alkaline  fluid  ;  this 
must  be  precipitated  by  passing  through  it  carbon  dioxide  before 
filtering. 

y.  From  memiry  in  mercurous  sulphate :  Mercurous  sulphate 
is  best  dissolved  by  warming  with  dilute  hydrochloric  acid  with 
addition  of  potassium  chlorate  or  bromine,  and  the  solution  is 
treated  according  to  a.  If  the  salt  is  boiled  with  solution  of  potas- 
sium carbonate,  the  mercurous  carbonate  first  formed  is  decom- 
posed, and  the  residue  contains  metallic  mercury  and  merciiric 
oxide ;  a  small  part  of  the  latter  passes  into  the  filtrate. 

III.     ESTIMATIOX     OF    FrEE    ScLPUUEIC    AcID     IN    PEES- 

ENCE  OF  Sulphates. 
We  have  occasionally  to  estimate  the  free  acid  in  presence  of 
sulphates,  as,  for  instance,  in  vinegar,  wine,  etc.  According  to  A. 
GntAEDf  the  following  is  the  only  direct  method  which  can  be 
relied  on.  Evaporate  on  the  water-bath  to  dryness  and  exhaust  the 
residue  with  absolute  alcohol ;  determine  the  combined  acid  in  the 
residue,  and  the  free  acid  in  the  alcoholic  extract,  after  mixing  with 
water  and  evaporating  off  the  alcohol.  It  has  lieen  said  that  the 
object  may  be  obtained  by  the  use  of  barium  carbonate,  which  is 
supposed  to  throw  down  the  free  acid  only,  but  this  is  erroneous, 
since  alkali  sulphates  in  aqueous  solution  are  partially  decomposed 
at  the  ordinary  temperature  by  barium  carbonate.  In  some  cases 
the  amount  of  free  sulphuric  acid  present  may  be  calculated  after 
having  determined  the  total  amount  of  basic  and  acid  radicals 
present.  When  no  other  free  acid  is  present,  free  sulphuric  acid 
may  be  determined  by  the  acidimetric  process. 

*  This  is  best  (lone  in  n  porcelnin  crucible. 

f  Compt.  rend.  58,  515;  Zcilsclii-.  f.  aual.   Chcm.  4,  219. 
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Supplement  to  the  Second  Division. 

§133. 

Htdeofltjosilicic  Acid. 

If  you  have  hydrofluosilicic  acid  in  solution,  add  solution  of 
potassium  chloride,  then  a  volume  of  strong  alcohol  equal  to  the 
fluid  present,  collect  the  precipitated  potassium  silicofluoride  on  a 
weighed  Alter,  and  wash  with  a  mixture  of  equal  volumes  of  alco- 
hol and  water.  Dry  the  washed  precipitate  at  100°,  and  weigh. 
Mix  the  alcoholic  filtrate  with  liydrochloric  acid,  evaporate  to  dry- 
ness, and  treat  the  residue  with  hydrochloric  acid  and  water.  If 
this  leaves  an  undissolved  residue  of  silicic  acid,  this  is  a  sign  that 
the  examined  acid  contained  an  excess  of  silicic  acid  ;  the  weisrht 
of  the  residue  shows  the  amount  of  excess.  Potassium  silicofluor- 
ide dried  at  100°  has  the  formula  (KF),  SiF, ;  for  its  properties, 
see  §  68.  Instead  of  weighing  it,  it  may  be  estimated  volumetric- 
ally  according  to  §  9Y,  4.  The  analysis  of  metallic  silicofluorides  is 
best  eflieeted  by  heating  in  platinum  vessels,  with  concentrated  sul- 
phuric acid ;  silicon  fluoride  and  hydrofluoric  acid  volatilize,  the  basic 
metals  are  left  behind  iu  the  form  of  sulphates,  and  may,  in  many 
cases,  after  volatilization  of  the  excess  of  sulphuric  acid,  be  weighed 
as  silch.  If  the  metallic  silicofluorides  to  be  analyzed  contain  water, 
the  latter  cannot  be  estimated  by  mere  ignition,  since  silicon  fluoride 
would  escape  with  the  water.  H.  Rose  recommends  the  following 
method :  Mix  them  most  intimately  with  6  parts  of  recently  ignited 
lead  oxide,  cover  the  mixture  in  a  small  retort,  ynih  a  layer  of 
pure  lead  oxide,  weigh  the  retort,  heat  cautiously  until  the  contents 
begin  to  fuse  together,  remove  the  aqueous  vapor  still  remaining 
in  the  vessel  by  suction,  and  weigh  the  retort  again  when  cold. 
The  diminution  of  weight  shows  the  quantity  of  water  expelled. 
Do  not  neglect  testing  the  drops  of  the  escaping  water  with 
litmus  paper;  the  result  is  accurate  only  if  they  have  no  acid 
reaction. 

F.  Stolba*  proposes  the  following  process,  at  least  for  com- 
pounds soluble  in  water :  Put  into  a  crucible  double  as  much  mag- 
nesia as  is  necessary  to  decompose  the  silicofluoride  to  be  analyzed, 
ignite  it  as  strongly  as  possible,  allow  to  cool,  and  weigh.  Add  water 

*  Zeitschr.  f.  anal.  Chem.  7,  93. 
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to  form  a  thick  paste,  and  then  the  weighed  silicofluoride ;  if  the 
amount  of  water  present  is  not  enough  to  dissolve  the  compound, 
add  some  more,  mix  with  a  platinum  wire  which  must  aftei'wards 
be  wiped  off  clean,  dry,  ignite,  and  weigh.  The  increase  in  weight 
shows  the  amount  of  anhydrous  silicofluoride,  provided  no  oxide  is 
present  which  takes  up  oxygen. 


Third  Division  of  the  First  Group  of  the  Acids. 

PHOSPHORIC    ACID BOEACIO   ACID OXALIC   ACID HTDEOFLUOEIO 

ACID. 

§134. 
1.  Phosphoeio  Acid. 

I.  Deteemination. 

Orthophosphoric  acid  may  be  determined  in  a  great  variety  of 
ways.  The  forms  in  which  this  determination  may  be  effected 
have  been  given  already  in  §  93,  4.  The  most  appropriate  forms 
for  the  purpose,  however,  are  magnesi^im  pyrophosphate  and  ura- 
nyl  pyrophosphate.  The  determination  as  magnesium  pyrophos- 
phate is  frequently  preceded  by  precipitation  in  another  way, 
especially  as  ammonium  phospho-molybdate,  occasionally  as  stannic 
phosphate  or  mercurous  phosphate.  The  other  forms  in  which 
phosphoric  acid  may  be  determined  give  also,  in  part,  very  good 
results,  but  admit  only  of  a  more  limited  application.  With 
respect  to  volumetric  methods,  those  which  depend  upon  the  use 
of  standard  solution  of  uranium  are  the  best. 

"With  regard  to  meta-  and  pyrophosphoric  acids,  I  have  simply 
to  remark  here  that  these  acids  cannot  be  detennined  by  any  of  the 
methods  given  below.  The  best  way  to  effect  their  determination 
is  to  convert  them  into  orthophosporic  acid,  as  follows  : 

a.  In  the  dry  way.  By  protracted  fusion  with  from  4  to  6 
parts  of  mixed  sodium  and  potassium  carbonates.  This  method  is, 
,  however,  applicable  only  in  the  case  of  alkali  meta-  and  pyrophos- 
phates, and  of  those  metallic  meta-  or  pyrophosphates  which  are 
completely  decomposed  by  fusion  with  alkali  carbonates  ;  it  fails, 
accordingly,  for  instance,  with  the  salts  of  the  alkali-earth  metals, 
magnesium  excepted. 

)8.  In  the  wet  way.     The  salt  is  heated  for  some  time  with  a 
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strong  acid,  best  with  concentrated  sulphuric  acid  (Webee*).  This 
method  leads  only  to  the  attainment  of  approximate  results,  in  the 
case  of  all  salts  whose  basic  radicals  form  soluble  salts  of  the  acid 
added,  since  in  these  cases  the  meta-  or  pyrophosphoric  acid  is 
never  completely  liberated  ;  but  the  desired  result  may  be  fully 
attained  by  the  use  of  any  acid  which  forms  insoluble  salts  compounds 
with  the  basic  radicals  present.  Respecting  the  partial  conversion 
in  the  former  case,  I  have  found  that  it  approaches  the  nearer  to 
completeness  the  greater  the  quantity  of  free  acid  added,f  and  that 
the  ebullition  must  be  long  continued. 

Bonce's  statement,:|:  that  phosphoric  acid  volatilizes  when  a 
phosphate  is  evaporated  to  dryness  with  hydrochloric  or  nitric  acid 
and  the  residue  heated  a  little,  is  quite  erroneous  (compare  my 
paper  on  the  subject,  in  Annal.  der  Chem.  und  Pharm.,  86,  216). 
But,  on  the  other  hand,  it  must  be  borne  in  mind  that  orthophos- 
phoric  acid  under  these  circumstances  changes,  not  indeed  at  100°, 
but  at  a  temperature  still  below  150°,  to  pyrophosphoric  acid  ;  thus, 
for  instance,  upon  evaporating  common  hydrogen  sodium  phos- 
phate with  hydrochloric  acid  in  excess,  and  drying  the  residue  at 
150°,  we  obtain  2  JSTaCl  +  Na.H.P^O,. 

a.  Determination  as  Lead  Phosphate. 

Proceed  as  with  arsenic  acid,  §  127,  1,  a — i.e.,  evaporate  with 
a  weighed  quantity  of  oxide  of  lead,  and  ignite.  This  method  pre- 
supposes that  no  other  acid  is  present  in  the  aqueous  or  nitric  acid 
solution ;  it  has  this  great  advantage,  that  it  gives  correct  results, 
no  matter  whether  ortho-,  meta-,  or  pyi'ophosphoric  acid  is  present. 

h.  Determination  as  Magnesium  Pyrophosphate. 

a.  Direct  determination.  Suitable  in  all  cases  in  which  it  is 
quite  certain  that  the  acid  present  is  orthophosphoric,  either  free 
or  combined  as  an  alkali  phosphate. 

The  solution  should  be  neutral,  or  only  moderately  ammoniacal. 
Add  ammonium  chloride,  and  then  the  usual  magnesia  mixture 
(§  62,  6),  in  sufficient  but  not  too  excessive  qiiantity  (see  §  62,  6). 
The  precipitate  being  under  these  conditions  somewhat  slowly 
formed,  appears  distinctly  crystalline.  After  some  time  add  am- 
monia gradually  to  the  amount  of  one  third  of  the  fluid.     Allow 

*  Pogg.  Annal.  73,  137. 

f  There  are,  however,  other  considerations  which  forbid  going  too  far  in  this 
respect.  :|:  Sillim.  Journ.  May,  1851.  405. 
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to  stand  12  hours  in  a  well-covered  vessel  in  tlie  cold,  filter,  test 
the  filtrate  with  magnesia  mixture  and  ammonia,  and  wash  the  pre- 
cipitate with  ammonia  diluted  with  3  volumes  of  water  till  the 
washings,  when  acidified  with  nitric  acid  and  tested  with  silver 
nitrate,  are  no  longer  rendered  turhid  ;  proceed  according  to  §  104 
2.  The  precipitate  is  not  absolutely  insoluble  in  ammoniated 
water,  therefore  it  is  well  to  wash  by  suction,  as  this  reduces  the 
necessary  amount  of  wash  water  to  a  minimum.  The  results  are 
accurate  (Expt.  ISTo.  89,  also  Kissel*).  If  there  is  reason  to  sus- 
pect the  purity  of  the  precipitate,  dissolve  it  in  hydrochloric  acid, 
and  throw  down  again  with  ammonia,  adding  some  magnesia 
mixture.  If  the  magnesia  mixture  is  omitted,  the  solution  being 
free  from  magnesia  will  dissolve  some  of  the  precipitate.  Com- 
pare EissEL,  loc.  cit.  Properties  of  the  precipitate  and  residue, 
§  74.  If  the  solution  contains  pyrophosphoric  acid,  the  precipi- 
tate is  flocculent  and  dissolves  to  a  notable  degree  in  ammoniated 
water  (Webee). 

/?.  Indirect  determination,  with  previous  precipitation  as  ammo- 
nium phosphomolyhdate,  after  SoNNENSCHEIN.f 

Applicable  in  all  cases  in  which  the  phosphoric  acid  present  is 
orthophospJiorio,  even  in  presence  of  salts  of  the  alkali-earth  metals, 
aluminium,  ferric  iron,  &c.  Tartaric  acid,  however,  and  similarly 
acting  organic  substances  must  be  absent.  'Eo  considerable  quan- 
tity of  free  hydrochloric  acid  may  be  present.  Large  quantities  of 
ammonium  chloride,  and  of  metallic  chlorides  generally,  also  of 
certain  ammonium  salts,  especially  the  oxalate  and  citrate  (Konig):}:, 
are  to  be  avoided.  Ammonium  nitrate  assists  the  precipitation  and 
neutralizes  the  injurious  action  of  very  large  quantities  of  nitrates 
and  sulphates  (E.  Eichtees)§.  The  molybdenum  solution  described 
"  Qual.  Anal.,"  §  55,  is  employed  as  the  precipitant.  It  contains  5 
per  cent,  of  molybdic  acid.  The  fluid  to  be  examined  for  phos- 
phoric acid  should  be  concentrated,  it  may  contain  free  nitric  or 
free  sulphuric  acid.  Transfer  to  a  beaker  and  add  a  considerable 
quantity  of  the  molybdenum  solution.  About  40  parts  molybdic 
acid  must  be  added  for  every  1  part  phosphoric  anhydride,  there- 
fore 80  c.c.  of  the  mdybdic  solution  for  '1  grm.  Stir,  without 
touching  the  sides,  and  keep  covered  12  hours  at  about  40°.  Then 
remove  a  portion  of  the  clear  supernatant  fluid  with  a  pipette,  mix 

*  Zeilschr.  f.  anal.  Chcm.  8,  170.  f  Journ.  f.  prakt.  Chem.  53,  343. 

I  Zeitschr.  f.  anal.  Chem.  10,  805.         §  lb.  10,  4G9. 
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it  with  an  equal  volume  of  molybdenum  solution,  and  allow  it  to 
stand  some  time  at  40°.  If  a  further  precipitation  takes  place, 
return  the  portion  to  the  main  quantity,  add  more  molybdenum 
solution,  allow  to  stand  again  12  hours,  and  test  again.  "When 
complete  precipitation  has  been  effected  pour  the  fluid  off  through 
a  small  filter  and  wash  the  precipitate  entirely  by  decantation, 
using  a  mixture  of  100  parts  molybdate  solution,  20  parts  nitric 
acid  of  1-2  sp.  gr.,  and  80  parts  water.*  The  washing  must  be 
thorough,  and  the  last  runnings  must  not  be  precipitated  by  excess 
of  ammonia,  even  if  lime,  iron,  &c.,  was  present  in  the  solution. 
Now  dissolve  the  precipitate  in  the  least  quantity  of  ammonia, 
pour  the  fluid  through  the  small  filter,  when  the  minute  amount  of 
precipitate  thereon  will  be  dissolved,  wash  the  filter  with  ammonia 
diluted  with  three  volumes  of  water,  mix  the  filtrate  and  washings, 
and  add  hydrochloric  acid  carefully  till  the  precipitate  produced, 
instead  of  redissolving  instantly,  takes  a  little  time  to  disappear; 
finally  throw  down  with  magnesia  mixture  (compare  a).  If  the 
ammonia  leaves  a  small  amount  of  the  precipitate  undissolved, 
treat  the  residue  with  nitric  acid  and  test  the  filtrate  with  molybdic 
solution  in  order  to  save  any  phosphoi'ic  acid.  Eesults  accurate.f 
As  this  method  requires  so  large  a  quantity  of  molybdic  acid,  it 
is  usually  resorted  to  only  in  cases  where  methods  5,  a,  and  c  are 
inapplicable ;  and  the  phosphoric  acid  in  the  quantity  of  substance 
taken  is  not  allowed  to  exceed  '3  grm.  Arsenic  acid  and  silicic 
acid^  if  present,  must  first  be  removed.  Of  all  the  methods  for 
determining  phosphoric  acid  which  are  admissible  in  the  presence 
of  ferric  and  aluminium  salts,  this  is  the  best  in  my  opinion,  espe- 
cially for  the  estimation  of  small  quantities  of  the  acid  in  presence 
of  large  quantities  of  these  salts. 

*  According  to  E.  Eichteks  (Zeit3chr.  f.  anal.  Chem.  10,  471)  you  may  also 
wash  with  a  sohition  of  ammonium  nitrate  containing  15  grm.  in  100  c.c.  slightly 
acidified  with  nitric  acid  and  containing  a  few  per-cents  of  molybdic  acid 
solution. 

t  Zeitschr.  f.  anal,  Chem.  8,  446,  and  6,  403. 

X  Silicic  acid  may  also  be  thrown  down,  in  form  of  a  yellow  precipitate,  by 
acid  solution  of  ammonium  molybdate,  especially  in  presence  of  much  ammo- 
nium chloride  (W.  Knop,  Chem.  Centralb.  1857,  691).  Mr.  Gkundmamt,  who 
repeated  Knop's  experiments  in  my  laboratory,  obtained  the  same  results.  The 
precipitate  dissolves  in  ammonia.  If  the  solution,  after  addition  of  some  ammo- 
nium chloride,  is  allowed  to  stand  for  some  time,  the  silicic  acid  separates,  and 
the  phosphoric  acid  may  then  be  precipitated  from  the  filtrate  with  magnesia- 
mixture;  it  is,  however,  always  the  safer  way  to  remove  silicic  acid  first. 
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y.  Indirect  determinntlon^  witli  previous  precipitation  as  mer- 
curous  pliosjphate^  after  II.  EosE.* 

Applicable  for  tlie  separation  of  phosphoric  acid  (also  of  pyro- 
and  metaphosphoric  acid)  from  all  basic  radicals,  except  aluminium. 
Comp.  §  135,  Ti. 

Dissolve  the  phosphate  in  neither  too  large  nor  too  small  a 
quantity  of  nitric  acid,  in  a  porcelain  dish,  add  pure  metallic  mer- 
cury in  suificient  quantity  to  leave  a  portion,  even  though  only  a 
small  one,  undissolved  by  the  free  acid.  Evaporate  on  the  water- 
bath  to  dryness.  If  the  warm  mass  still  evolves  an  odor  of  nitric 
acid,  moisten  it  with  water,  and  heat  again  on  the  water-bath,  until 
it  smells  no  longer  of  nitric  acid.  Add  now  hot  water,  pass  through 
a  small  filter,  and  wash  until  the  washings  leave  no  longer  a  fixed 
residue  upon  platinum.  Dry  the  filter,  which,  besides  mercurous 
phosphate,  contains  also  basic  mercurous  nitrate  and  free  mercury, 
mix  its  contents,  in  a  platinum  crucible,  with  mixed  sodium  and 
potassium  carbonates  in  excess,  roll  the  filter  into  the  shape  of  a 
ball,  place  it  in  a  hollow  made  in  the  mixture,  and  cover  the  whole 
with  a  layer  of  the  mixed  carbonates.  Expose  the  crucible,  under 
a  chimney  with  good  draught,  for  about  half  an  hour  to  a  moderate 
heat,  so  that  it  does  not  get  red-hot.  At  this  temperatiirc,  the 
mercurous  nitrate  and  the  metallic  mercury  volatilize.  Heat  now 
over  the  lamp  to  bright  redness,  and  treat  the  residue  with  hot 
water,  which  will  dissolve  it  completely,  if  no  ferric  oxide  be 
present,  and  if  no  oxide  of  platinum  has  been  formed.  The  latter 
may  occur  on  account  of  too  rapid  heating,  which  might  produce 
sodium  nitrate,  which  would  act  upon  the  platinum.  Supersatu- 
rate the  clear  (if  necessary,  filtered)  solution  with  hydrochloric 
acid,  add  ammonia  and  magnesiarmixture,  and  proceed  as  in  a. 

S.  Indirect  determination,  with  previous  precipitation  as  stan- 
nic plwaphate. 

After  GiEAED  f  Dissolve  the  substance  in  highly  concentrated 
nitric  acid,  remove  all  chlorine  either  by  precipitation  with  silver 
nitrate  or  by  repeated  evaporation  with  nitric  acid,  add  8  times  as 
much  tinfoil  as  there  is  jjhosphoric  acid  present,  and  warm  the 
mixture  5  or  6  hours,  until  the  precipitate  has  completely  subsided, 
leaving  the  supernatant  fluid  clear.  Wash  with  hot  M-ater  by 
decantation  and  finally  by  filtration.     The  precipitate  consists  of 

*  Pogg.  Annal.  76,  218. 

t  Compt.  rend.  54,  408;  Zeitschrift  f  analyt.  Chem,  1,  86C. 
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metastannic  acid  and  stannic  phosphate,  together  with  a  little  ferric 
and  aluminium  phosphate.  Heat  it  either  at  first  with  a  small 
quantity  of  aqua  regia,  and  then  with  ammonia  and  ammonium 
sulphide,  or  immediately  with  ammonium  sulphide  in  excess.  The 
last  process  is  recommended  by  O.  Babek,*  on  the  ground  that  the 
former  leaves  a  little  phosphoric  acid  in  the  precipitate.  The 
whole  is  digested  about  two  hours,  and  then  filtered ;  the  precipi- 
tate, consisting  of  ferrous  sulphide  and  aluminium  hydroxide,  is 
washed  with  warm  ammonium  sulphide,  then  with  water  contain- 
ing a  little  ammonium  sulphide,  dissolved  in  nitric  acid,  and  the 
solution  thus  formed  mixed  with  the  filtrate  from  the  tin  precipi- 
tate which  contains  the  principal  quantity  of  the  basic  metals. 
From  the  ammonium  eulpliide  filtrate,  which  contains  stannic  sul- 
phide and  ammonium  phosphate,  the  phosphoric  acid  is  at  once 
precipitated  by  magnesia-mixture.  I  may  add  that  Gieaed  con- 
siders 4  to  5  parts  tin  sufficient  for  1  part  P^O^.  The  results 
afforded  by  his  test-analyses  are  imexceptionable.  According  to 
Jajstovskt,!  at  least  six  parts  of  tin  must  be  used.  The  tin  should 
be  free  from  arsenic. 

c.  Determination  as  Uranyl  Pyrophosphate. 

After  Lecontb,  A.  Aeendt,  and  W.  Knop.ij;  (Yery  suitable 
in  presence  of  alkali  and  alkali-earth  metals,  but  not  in  presence  of 
any  notable  amount  of  aluminium  ;  in  presence  of  ferric  iron,  the 
method  can  be  applied  only  with  certain  modifications.)!  Where 
it  is  possible,  prepare  an  acetic  acid  solution  of  the  compound.  If 
you  have  a  nitric  or  hydrochloric  acid  solution,  remove  the  greater 
portion  of  the  free  acid  by  evaporation,  add  ammonia  until  red 
litnms  paper  dipped  into  it  turns  very  distinctly  blue,  and  then 
redissolve  the  precipitate  formed  in  acetic  acid.  If  mineral  acids 
were  present,  add  also  some  ammonium  acetate ;  this  addition  is 
beneficial  under  any  circumstances.  Mix  the  fluid  now  with  solu- 
tion of  iiranyl  acetate,  and  heat  the  mixture  to  boiling,  which  will 
cause  the  phosphoric  acid  to  separate,  in  form  of  pale  greenish- 
yellow  ammonium  uranyl  phosphate. 

*  Zeitschr.  f.  die  gesammten  Naturwlssensch.  1864,  393. 

f  Zeitschr.  f.  anal.  Chem.  11,  157. 

:|:  Leconte  was  the  first  to  recommend  the  method  of  precipitating  phospho- 
ric acid  from  acetic  acid  solutions  by  means  of  a  salt  of  uranium  (Jahresb.  von 
LiBBiQ  und  Kopp,  fur  1853,  642);  A.  Akehdt  and  W.  Knop  have  subsequently 
subjected  it  to  a  careful  and  searching  examination  (Chem.  Centralbl.  1856,  769, 
803;  and  1857,  177).  §  Chem.  Centralbl.  1857,  182. 
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Wash  the  precipitate,  iirst  by  decantation,  boiling  up  each  time, 
then  by  filtration ;  the  operation  may  be  materially  facilitated  by 
adding  a  few  per-cents  of  ammonium  nitrate  to  the  water.  Dry 
the  precipitate,  and  ignite  as  directed  §  53.  It  is  advisable  to 
evaporate  small  quantities  of  nitric  acid  on  the  ignited  precipitate 
repeatedly,  and  to  reignite.  The  residue  must  have  the  color  of 
the  yolk  of  an  egg.  For  the  properties  of  the  precipitate  and  resi- 
due, see  §  93,  4,  e.  Should  it  be  necessary  to  dissolve  the  ignited 
residue  again,  for  the  purpose  of  reprecipitating  it,  this  can  be  done 
only  after  fusing  it  with  a  large  excess  of  mixed  sodium  and  potas- 
sium carbonates,  and  thereby  converting  the  pyrophosphoric  into 
orthophosphoric  acid.  Results  accurate  ;  compare  the  test-analyses 
given  by  the  authors,  Expt.  E"o.  90,  and  Kissel's  experiments.* 

d.  Determination  as  Banc  Ferric  Phosphate. 

a.  Mix  the  acid  fluid  containing  the  phosphoric  acid  with  an 
excess  of  solution  of  ferric  chloride  of  known  strength,  add,  if 
necessary,  sufficient  ammonia  to  neutralize  the  greater  portion  of 
the  free  acid,  mix  with  ammonium  acetate  in  not  too  large  excess, 
and  boil.  If  the  quantity  of  solution  of  ferric  chloride  added  was 
sufficient,  the  precipitate  must  be  brownish-red.  This  precipitate 
consists  of  basic  ferric  phosphate  and  basic  ferric  acetate,  and  con- 
tains the  whole  of  the  phosphoric  acid  and  of  the  ferric  iron.  Fil- 
ter off  boiling,  wash  with  boiling  water  mixed  with  some  ammo- 
nium acetate,  dry  carefully.  [Detach  the  greater  part  of  the 
precipitate  from  the  filter,  incinerate  the  filter,  transfer  to  the 
crucible  the  main  part  of  the  precipitate,  moisten  with  strong 
nitric  acid,  dry,  moisten  again  with  nitric  acid  and  dry  and  ignite 
— without  these  precautions  reduction  of  ferric  oxide  to  magnetic 
oxide  is  liable  to  occur.]  Deduct  from  the  weight  of  the  residue 
that  ferric  oxide  produced  from  the  solution  added  ;  the  difference 
is  the  P,  O.. 

[This  modification  of  Schflze's  method  was  first  recommended 
by  A.  MuLLEB  ;f  it  has  been  adopted  also  by  "Wat  and  Ogston,  in 
their  analyses  of  ashes.:];  Mijllee's  improvement  consists  in  the 
use  of  a  solution  of  ferric  chloride  of  known  strength,  whereby  the 
determination  of  ii-on  in  the  residue  is  dispensed  with. J 

yS.  J.  Weeeen's  method,  suitable  for  the  estimation  of  the  phos- 

»  Zeitschr.  f.  anal.  Chem.  8,  167.  \  Journ.  f.  prakt.  Chem.  47,  841. 
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phoric  acid  in  phosphates  of  the  alkali  and  alkali-earth  metals.* 
Mix  the  nitric  acid  solution  of  the  phosphate  under  examination, 
which  must  contain  no  other  strong  acid,  with  a  solution  of  ferric 
nitrate,  of  known  strength,  in  sufficient  proportion  to  insure  the 
formation  of  a  basic  salt  (2  or  3  parts  of  iron  should  be  present  for 
1  part  PjOj) ;  evaporate  to  dryness,  heat  the  residue  to  160°,  until 
no  more  nitric  acid  fumes  escape,  treat  with  hot  water  containing 
ammonium  nitrate  until  all  nitrates  of  the  alkali  and  alkali-earth 
metals  are  removed,  collect  the  yellow-ochreous  precipitate  on  a 
filter,  dry,  ignite  (see  §  53),  weigh,  and  deduct  from  the  weight 
the  quantity  of  iron  added  reckoned  as  ferric  oxide.  LATscniNowf 
recommends  heating  the  residue  to  200°,  warming  with  water  and 
a  few  drops  of  sulphuric  acid,  adding  ammonia  and  then  treating 
with  hot  solution  of  ammonium  nitrate.  He  says  that  the  phos- 
phoric acid  is  thus  more  completely  separated,  and  the  precipitate 
may  be  more  readily  filtered  o£E. 

e.  Determination    as  Normal    Magnesium  Phosphate   Mg, 

(POO. 

(Fe.  Schtjlze's  method,  suitable  more  particularly  to  effect  the 
separation  of  phosphoric  acid  from  the  alkalies.:]:) 

Mix  the  solution  of  the  alkali  phosphate,  which  contains  ammo- 
nium chloride,  with  a  weiglied  excess  of  pure  magnesium  oxide, 
evaporate  to  dryness,  ignite  the  residue  until  the  ammonium  chlo- 
ride is  expelled,  and  separate  the  magnesium,  which  is  still  present 
in  form  of  magnesium  chloride,  by  means  of  mercuric  oxide  (§  153, 
4,  y)-  Treat  the  ignited  residue  with  water,  filter  the  solution  of 
the  chlorides  of  the  alkali  metals,  wash  the  precipitate,  dry,  ignite, 
and  weigh.  The  excess  of  weight  over  that  of  the  magnesium 
oxide  used  shows  the  quantity  of  the  P3O5.     Results  satisfactory. 

f.  Sohlosing's  method§  does  not  appear  to  offer  any  advan- 
tages. The  phosphate  is  mixed  with  silica  and  ignited  in  carbon 
monoxide,  the  expelled  phosphorus  being  taken  up  by  copper  or  by 
silver  nitrate. 

g.  Determination  hy  Yolumetrio  Analysis  ( With  Uranium 
Solution). 

This  method  was  recommended  originally  by  Leconte.]     It 

*  Journ.  f .  prakt.  Chem.  67,  8.  f  Zeitschr.  f .  anal.  Chem.  7,  313. 

X  Journ.  f.  prakt.  Chem.  63,  440. 
§  Zeitschr.  f.  anal.  Chem.  4,  118,  and  7,  473. 
\  Jahresber.  von  Liebig  u.  Kopp,  f  ilr  1853,  642. 
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was  improved  and  described  in  detail  by  Neubauee,*  and  was 
afterwards  recommended  by  PiNctTS,f  and  subsequently  by 
BoDEKEE.:]:  The  principle  of  the  method  is  as  follows  :  nranyl 
acetate  precipitates  from  solutions  rendered  acid  by  acetic  acid, 
hydrogen  uranyl  phosphate,  or — in  the  presence  of  considerable 
quantities  of  ammonium  salts— ammonium  uranyl  phosphate.  The 
proportion  between  the  uranium  and  the  phosphoric  acid  is  the 
same  in  both  compounds.  Both  compounds  when  freshly  precipi- 
tated and  suspended  in  water  are  left  unchanged  by  potassium 
ferrocyanide ;  uranyl  acetate,  on  the  other  hand,  is  indicated  by 
this  reagent  with  great  delicacy  by  the  formation  of  an  insoluble 
reddish-brown  precipitate. 

According  to  Neubauee§  the  follo'wiing  solutions  are  employed : 

a.  A  solution  of  phosphoric  acid  of  known  strength.  Pre- 
pared by  dissolving  10-085  grm.  piire,  crystallized,  uneffloresced, 
powdered,  and  pressed  hydrogen  sodium  phosphate  in  water  to  1 
htre.  50  c.c.  contain  •!  grm.  PjO,.  It  is  well  to  control  tliis  solu- 
tion by  evaporating  50  c.c.  in  a  weighed  platinum  dish  to  dryness, 
igniting  strongly,  and  weighing.     The  weight  should  be  '1874  grm. 

b.  An  acid  solution  of  sodiuni  acetate.  Prepared  by  dissolv- 
ing 100  grm.  sodium  acetate  in  900  water,  and  adding  acetic  acid 
of  1-Oi  sp.  gr.  to  1  litre. 

c.  A  solution  of  uranyl  acetate  (§  63,  3).  This  is  standardized 
by  means  of  the  hydrogen  sodium  phosphate  solution.  1  c.c.  indi- 
cates -005  grm.  P^O^.  The  solution  is  made  at  first  a  little  stronger 
than  necessary,  so  that  it  may  contain  in  the  litre,  sav,  32 '5  grm. 
UO/C.H^O.X  +  2H,0  or  3i  gi-m.  UOXC^H,^),  +  3H,0  (corre- 
sponding to  22  grm.  U0,0),  its  value  is  determined,  and  it  is 
diluted  accordingly.  To  determine  its  value  proceed  as  follows  : 
Transfer  50  c.c.  of  the  a  solution  to  a  beaker,  add  5  c.c.  of  the  h 
solution,  and  heat  in  a  water-bath  to  90 — 100°.  Now  run  in  ura- 
nium solution,  at  first  a  large  quantity,  at  last  in  -J  c.c,  testing  after 
each  addition  whether  the  precipitation  is  finished  or  not.  For 
this  purpose  spread  out  one  or  two  drops  of  the  mixture  on  a  white 
porcelain  surface  and  introduce  into  the  middle,  by  means  of  a  tliin 
glass  rod,  a  small  di-op  of  freshly  prepared  potassium  fcrroryanide 
solution  or  a  little  of  the  powdered  salt.     As  soon  as  a  trace  of 

*  Archiv.  fllr  wissenscbaftliche  Heilkunde,  4,  328. 

t  Journ.  f.  prakt.  Chem.  76, 104.        %  Anal.  d.  Chem.  u.  Pharm.  117,  195. 

§  His  Anleitung  zur  Harnanalyse,  6  Aufl.  171. 
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excess  of  uranyl  acetate  is  present,  a  reddisli-brown  spot  forms  in 
the  drop,  which,  surrounded  as  it  is  by  the  colorless  or  almost 
colorless  fluid,  may  be  very  distinctly  perceived.  When  the  final 
reaction  has  just  appeared,  heat  a  few  minutes  in  the  water-bath 
and  repeat  the  testing  on  the  porcelain.  If  now  the  reaction  is 
still  plain  the  experiment  is  concluded.  If  the  uranium  solution 
had  been  exactly  of  the  required  strength,  20  c.c.  would  have  been 
used ;  but  it  is  actually  too  concentrated,  hanee  less  than  20  c.c. 
must  have  been  used.  Suppose  it  was  18  c.c,  then  the  solution 
will  be  right,  if  for  every  18  c.c.  we  add  2  c.c.  of  water.  If  in  this 
first  experiment  we  find  that  the  solution  is  much  too  strong,  the 
solution  is  diluted  with  somewhat  less  water  than  is  properly  speak- 
ing required,  another  experiment  is  made,  and  it  is  then  diluted 
exactly. 

The  actual  analysis  must  be  made  under  as  nearly  as  possible 
similar  circumstances  to  those  under  which  the  standardizing  of  the 
uranium  solution  was  performed,  especially  as  regards  the  sodium 
acetate.  This  salt  retards  the  precipitation  of  uranium  by  potas- 
sium ferrocyanide,  hence  the  test-drop  on  the  porcelain  plate 
becomes  darker  and  darker.  The  analyst  should  accustom  himself 
to  observing  the  first  appeartoce  of  the  slightest  brownish  colorar 
tion  in  the  middle  of  the  drop,  and  should  take  this  as  the  end- 
reaction.  It  need  hardly  be  added  that  the  same  person  must 
make  the  analysis  who  has  standardized  the  solution  (Neubauee). 

The  method  is  applicable  to  free  phosphoric  acid,  alkali  phos- 
phates, and  magnesium  phosphate,  also  in  the  presence  of  small 
quantities  of  the  phosphates  of  other  alkali-earth  metals,  but  can- 
not be  employed  in  presence  of  ferric  and  aluminium  salts.  Dis- 
solve the  substance  in  water  or  the  least  possible  quantity  of  acetic 
acid,  add  5  c.c.  of  the  J  solution,  dilute  to  50  c.c,  and  proceed  with 
the  addition  of  uranium  as  above.  The  results  are  very  satisfac- 
tory. Compare  Kissel's  experiments.*  If  the  above  process  is 
followed  in  the  presence  of  much  calcium,  for  instance  with  a  solu- 
tion of  calcium  phosphate  in  dilute  acetic  acid,  the  results  are 
almost  always  too  low,  as  little  calcium  phosphate  is  precipitated 
along  with  uranyl  phosphate.  [The  best  means  of  obviating  that 
error  is,  according  to  Abessee,  Jajsi,  and  MAECKEE,f  to  standardize 
the  uranium  solution  under  the  same  conditions  as  near  as  possible 

*  Zeitschr.  f.  anal.  Chem.  8,  167.  \  lb.  12,  262. 
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as  exist  when  the  solution  is  used  for  the  actual  determination  of 
phosphoric  acid.  It  must  therefore  be  standardized  with  calcium 
phosphate.  Prepare  a  solution  of  suitable  strength  by  dissolving 
pure  Ca3(P0.),  in  the  smallest  possible  quantity  of  nitric  acid  and 
diluting  to  the  desired  volume.  Determine  accurately  the  amount 
of  Cas(PO),  in  this  solution  by  evaporating  to  dryness  in  a  plati- 
num vessel  50  c.c,  moistening  the  residue  with  ammonia  and  ignit- 
ing. The  residual  somewhat  hygroscopic  calcium  phosphate  is 
quickly  weighed  in  the  covered  platinum  vessel]. 

II.  Sepakation  of  Phosphoeic  Acid  feom  the  Basic  Radicals. 

§135. 

a.  From  the  Alkalies  (see  also  d,  Tc,  and  Z). 

a.  Add  ammonium  chloride,  or  hydrochloric  acid,  then  lead 
acetate,  exactly,  till  no  more  precipitate  is  produced,  and  lastly 
some  pure  lead  carbonate  (prepared  by  precipitating  lead  acetate 
with  ammonium  carbonate,  Baser*),  allow  to  digest  for  some  time, 
filter  off  the  precipitate  consisting  of  lead  phosphate,  chloride,  and 
carbonate,  wash,  precipitate  from  the  filtrate  the  slight  excess  of 
lead  by  hydrogen  sulphide,  filter  and  evaporate  with  hydrochloric 
acid  (in  the  case  of  lithium,  sulphuric  acid).  If  the  phosphoric 
acid  is  to  be  estimated  in  the  same  portion,  proceed  with  the  first 
precipitate  (after  washing  to  remove  the  larger  quantity  of  chlo- 
ride), according  to  h. 

/3.  (Only  applicable  in  the  case  of  fixed  alkalies.)  Separate  the 
phosphoric  acid  as  ferric  phosphate,  according  to  one  of  the  meth- 
ods given  §  134,  d.  Or  if  you  do  not  wish  to  determine  the  phos- 
phoric acid  it  is  very  convenient  to  acidify  with  hydrochloric  acid, 
add  ferric  chloride,  dilute  rather  considerably,  add  ammonia  till  the 
fluid  is  neutral,  and  boil ;  all  the  phosphoric  acid  will  then  separate 
with  fenic  oxychloride  as  ferric  phosphate.  The  separation  of 
phosphoric  acid  may  also  be  effected  as  magnesium  phosphate 
(§  134,  e).  The  alkalies  are  contained  in  the  filtrate  as  nitrates  or 
chlorides. 

&.  From  Barium,  Strontium,  Calcium,,  and  Lead. 
The  compound  under  examination  is  dissolved  in  hydrochloric 
or  nitric  acid,  and  the  solution  precipitated  with  sulphuric  acid  in 

*Zeitschr.  f.  die  ges.  Naturwiss.  1864,  298;  Zeitschr.  f.  anal.  Chcm.  4,  120. 
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slight  excess.  In  the  separation  of  phosphoric  acid  from  strontium 
calcium,  and  lead,  alcohol  is  added  with  the  sulphuric  acid.  Tlie 
phosphoric  acid  in  the  filtrate  is  determined  according  to  §  134  h 
a,  after  removal  of  the  alcohol  by  evaporation.  The  determination 
of  the  phosphoric  acid  is  effected  most  accurately  by  saturating  the 
fl-uid  with  sodium  carbonate,  evaporating  to  dryness,  and  fusing  the 
residue  with  sodium  and  potassium  carbonates.  The  fused  mass  is 
then  dissolved  in  water,  and  the  further  process  conducted  as  in 
§  134,  I,  a. 

c.  From  Magnesium  (see  also  d,  h,  h,  I). 

Add  ferric  chloride  in  sufficient  excess,  dilute,  add  excess  of 
barium  carbonate,  allow  to  remain  for  several  hours  with  frequent 
stirring,  filter  and  separate  magnesium  and  barium  in  the  filtrate 
after  §  15i. 

d.  From  the  whole  of  the  Alhali-earth  Metals  and  fixed  Alka- 
lies (comp.  A,  h,  T). 

a.  Dissolve  in  the  least  possible  quantity  of  nitric  acid,  add  a 
little  ammonium  chloride,  precipitate  exactly  with  lead  acetate,  add 
a  little  lead  carbonate  (precipitated),  digest,  filter,  precipitate  the 
excess  of  lead  rapidly  from  the  filtrate  by  hydrogen  sulphide,  filter 
and  determine  the  basic  metals  in  the  filtrate.     Results  good. 

/?.  Dissolve  in  water,  and — in  case  of  phosphates  of  the  alkali- 
earth  metals — the  least  possible  nitric  acid,  add  neutral  silver  nitrate 
and  then  silver  carbonate,  till  the  fluid  reacts  neutral.  All  phos- 
phoric acid  now  separates  as  AgjPO,.  "Warming  is  unnecessary. 
Filter,  wash  the  precipitate,  dissolve  it  in  dilute  nitric  acid,  precipi- 
tate the  silver  with  hydrochloric  acid,  and  determine  the  phosphoric 
acid  in  the  filtrate  according  to  §  134,  I,  a.  The  filtrate  from  the 
silver  phosphate  is  freed  from  silver  by  hydrochloric  acid,  and  the 
basic  metals  are  then  determined  according  to  the  methods  already 
given  (G.  Chancel*).  A  good  and  convenient  method  unless  the 
proportion  of  alkali  is  very  large.  (If  the  substance  contains  alu- 
minium or  ferric  iron,  they  are  completely  precipitated  by  the 
silver  carbonate,  and  are  found  -with  the  silver  phosphate.) 

/.  Separate  the  phosphoric  acid  as  nranyl  phosphate  (§  134,  c), 
and  the  excess  of  uranium  from  the  alkali-earth  metals,  &c.,  in  the 
filtrate,  according  to  §§  160  and  161,  Supplement.    Results  good. 

6.  Separate  the  phosphoric  acid  according  to  §134,  d,  a  or  p. 

*  Compt.  rend.  49,  997 
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Tlie  alkali-earth  metals  are  obtained  in  solution  in  the  first  case,  as 
chlorides,  together  with  alkali  acetate  and  chloride ;  in  the  second 
case  as  nitrates.     Eesults  good. 

e.  From  Aluminium. 

The  best  method  of  separating  phosphoric  acid  from  aluminium 
is  that  depending  on  precipitation  by  ammonium  molybdate  {I). 
The  separation  of  the  acid  as  stannic  phosphate  (A,  a)  is  also  satis- 
factory. 

Of  several  other  methods  wliich  have  been  used,  the  following 
(by  "Wackbneoder  and  Fkesenius)  is  one  of  easiest  to  carry  out : 
Precipitate  the  not  too  acid  solution  with  ammonia,  taking  care 
not  to  use  a  great  excess  of  that  reagent,  and  add  barium  chloride 
as  long  as  a  precipitate  continues  to  form.  Digest  for  some  time, 
and  then  filter.  The  precipitate  contains  the  whole  of  the  alumin- 
ium and  the  whole  of  the  phosphoric  acid ;  the  latter  combined 
partly  with  aluminium,  partly  with  barium.  Filter  it  off,  wash  it 
a  little,  and  dissolve  in  the  least  possible  quantity  of  hydrochloric 
acid.  Warm,  saturate  the  solution  with  barium  carbonate,  add 
pure  solution  of  potassa  in  excess,  apply  heat,  precipitate  the 
barium  which  the  solution  may  contain  with  sodium  carbonate, 
and  filter.  You  have  now  the  whole  of  the  aluminium  in  the 
solution,  the  whole  of  the  phosphoric  acid  in  the  precipitate. 
Acidify  the  solution  with  hydrochloric  acid,  boil  with  some  potas- 
sium chlorate,  and  precipitate  as  directed  §  105.  Dissolve  the  pre- 
cipitate in  hydrochloric  acid,  precipitate  the  barium  with  dilute 
sulphuric  acid,  filter,  and  determine  the  phosphoric  acid  in  the 
filtrate  by  precipitation  with  solution  of  magnesium  in  the  manner 
described  in  §  134,  h,  a.  (Heeiiann  has  applied  a  perfectly  simi- 
lar method  in  his  analysis  of  [impure]  gibbsite.) 

f.  From  Chromium  (see  also  A,  k,  V). 

Fuse  with  sodium  carbonate  and  nitrate,  and  separate  the 
chromic  acid  and  phosphoric  acid  in  the  manner  described  §  166. 

g.  From  the  Metals  of  the  Fourth  Group  (see  also  A,  h,  I). 

a.  The  method  so  often  used  of  fusing  with  sodium  carbonate 
does  not  give  accurate  results  on  account  of  the  constant  presence 
of  some  phosphoric  acid  in  the  washed  residue.  Compare  W. 
ScHWEiKEET*  and  G.  Schweitzer. t     The  former  has  studied  the 

*  Annal.  d.  Chem.  u.  Pharm.  145,  57;  Zeitschr.  f.  anal.  Chem.  7,  246. 
+  Zeitschr.  f  anal.  Chem.  9,  84. 
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separation  of  zinc  from  phosphoric  acid  by  this  method,  the  latter 
the  separation  of  iron. 

/?.  Dissolve  in  hydrochloric  acid,  add  tartaric  acid,  ammonium 
chloride  and  ammonia,  and  finally,  in  a  flask  which  is  to  be  closed 
afterwards,  ammonium  sulphide,  put  the  flask  in  a  moderately 
warm  place,  allowing  the  mixture  to  deposit  until  the  fluid  appears 
of  a  yellow  color,  without  the  least  tint  of  green  ;  filter,  and  deter- 
mine the  metals  as  directed  in  §§  108  to  114.  The  phosphoric 
acid  is  found  from  the  loss  or  determined  according  to  §  134,  h,  a. 
The  magnesia-mixture  may  immediately  be  added  to  the  filtrate, 
which  contains  ammonium  sulphide.  The  washed  precipitate  is 
redissolved  in  just  sufficient  hydrochloric  acid,  and  the  solution 
reprecipitated  by  ammonia  with  addition  of  magnesia-mixture. 
This  method  is  not  well  adapted  for  nickelous  phosphate. 

h.  From  Metals  of  the  Second,  Third,  and  Fourth  Groups. 

a.  More  especially  from  the  second  group,  aluminium,  manga- 
nese, nickel,  cobalt,  zinc  ;  and  also  from  ferric  iron,  if  the  quantity 
of  the  latter  is  not  too  considerable. 

The  phosphoric  acid  is  precipitated  as  stannic  phosphate, 
according  to  §  134,  b,  6.  The  filtrate  contains  the  bases  free 
from  any  foreign  body  requiring  removal,  which,  of  course,  greatly 
facihtates  their  estimation.* 

*'.  From  the  Metals  of  the  Fifth  and  Sixth  Groups. 

Dissolve  in  hydrochloric  or  nitnc  acid,  precipitate  with  hydro- 
gen sulphide,  filter,  determine  the  bases  by  the  methods  given  in 
§§  115  to  127,  and  the  phosphoric  acid  in  the  filtrate  by  the  method 
described  §  134,  5,  a.  From  silver  the  phosphoric  acid  is  sepa- 
rated in  a  more  simple  way  still,  by  adding  hydrochloric  acid  to 
the  nitric  acid  solution ;  from  lead  it  is  separated  most  readily  by 
the  method  described  in  h. 

Ti.  From  all  Basic  Metals,  except  Mercury  (H.  Eose). 

The  phosphoric  acid  is  separated  as  mercurous  phosphate  by 
Rose's  method  (§  134,  h,  y). 

a.  If  the  substance  is  free  from  iron  and  alwininium,  the 
filtrate  from  the  mercurous  phosphate  contains  all  the  metals  as 
nitrates,  together  with  much  mercurous  nitrate,  and  occasionally 

*  If  the  nitric  acid  is  not  concentrated,  a  little  nitrate  of  protoxide  of  tin  is 
formed,  wliicli  dissolves  and  must  afterwards  be  precipitated  from  the  acid  fluid 
by  sulphuretted  hydrogen.    Baber,  Zeitschr.  f.  d.  ges.  Naturwiss.  1864,  324. 


§  135.]  PHOSPHORIC   ACID.  387 

also  some  mercuric  salt.  The  former  is  removed  by  the  addition 
of  hydrochloric  acid.  The  precipitated  mercurous  chloride  is  free 
from  other  metals :  if  large  in  quantity,  it  should  be  separated  by 
filtering ;  if  slight,  filtering  may  be  omitted.  Add  next  ammonia 
to  slight  alkaline  reaction  (with  previous  addition  of  ammonium 
chloride  if  magnesium  is  present).  Filter  rapidly  from  the  mer- 
cury compound  which  will  be  precipitated  so  as  to  avoid  forma- 
tion of  calcium  carbonate  by  contact  with  air.  The  filtrate  contains 
the  basic  radicals  from  which  phosphoric  acid  has  been  separated. 
The  mercury  compound  which  has  been  separated  by  ammonia  is 
dried  and  ignited  (under  a  chimney  with  good  draught).  Should 
a  residue  remain,  this  must  be  examined.  If  it  consists  of  phos- 
phates of  the  alkali-earth  metals,  the  treatment  with  mercury  and 
nitric  acid  must  be  repeated;  if,  on  the  contrary,  it  consists  of 
magnesium  oxide  or  of  carbonates  of  the  alkaH-earth  metals,  it  is 
dissolved  in  hydrochloric  acid,  and  the  solution  added  to  the  fluid 
containing  the  chief  portion  of  the  basic  metals,  which  may  then 
be  separated  and  determined  in  the  usual  manner.  The  following 
method  is  often  advantageously  resorted  to  instead  of  the  one 
described :  The  filtrate  from  the  mercurous  phosphate  is  evaporated 
to  dryness,  in  a  platinum  dish,  and  the  residue  ignited,  in  a  plati- 
num crucible,  under  a  chimney  with  good  draught.  If  alkali 
nitrates  are  present,  some  ammonium  carbonate  must  be  added 
from  time  to  time  during  the  process  of  ignition,  to  guard  against 
injury  to  the  crucible  from  the  formation  of  caustic  alkali.  The 
ignited  residue  is  treated,  according  to  circumstances,  first  with 
water  and  then  with  nitric  acid,  or  at  once  with  nitric  acid. 

/?.  If  the  substance  contains  iron  hut  not  aluminium,  the 
greater  part  of  the  iron  is  left  undissolved  with  the  mercurous 
phosphate.  The  dissolved  part  is  separatd  from  the  other  bases  by 
the  methods  given  in  Section  V. ;  the  iron  in  the  undissolved  part 
is  obtained,  after  ignition  of  the  residue  with  sodium  carbonate 
and  treating  the  ignited  mass  with  water,  as  ferric  oxide  contain- 
ing alkali  (and  generally  also  some  phosphoric  acid).  This  is  dis- 
solved in  hydrochloric  acid,  and  precipitated  with  ammonia. 

y.  If  the  suistance  contains  aluminium,  the  process  just  given 
cannot  be  used,  as  aluminium  phosphate  is  not  decomposed  by 
fusion  with  alkali  carbonates,  while  aluminium  nitrate,  like  ferric 
nitrate,  is  decomposed  by  simple  evaporation.  In  this  case  proceed 
as  follows ;  Dissolve  the  substance  in  the  least  quantity  of  nitric 
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acid,  precipitate  hot  with  mercnrous  nitrate,  add  a  little  mercuric 
nitrate,  and  then  pure  potash  or  soda,  till  a  permanent  red  precipi- 
tate appears.  The  precipitate  contains  no  aluminium,  it  is  to  be 
treated  according  to  a  or  ^  (H.  Rose,  E.  E.  Muneoe*). 

I.  From  all  Bases  without  exception. 

Apply  Sonnenschein's  method  (§  134,  5,  ft),  and  in  the  filtrate 
from  the  ammonium  phospho-molybdate  separate  the  bases  from 
the  molybdic  acid.  As  molybdic  acid  comports  itself  with  hydro- 
gen sulphide  and  ammonium  sulphide  like  a  metal  of  the  sixth 
group,  it  is  best  to  precipitate  metals  of  the  sixth  and  also  of  the 
fifth  group  from  acid  solution  with  hydrogen  sulphide,  before  pro- 
ceeding to  precipitate  the  phosphoric  acid  with  molybdic  acid ;  the 
latter  will  then  have  to  be  separated  only  from  the  metals  of  the 
first  four  groups.  This  is  done  in  the  following  manner ;  Mix  the 
acid  fluid,  in  a  flask,  with  ammonia  till  it  acquires  an  alkaline 
reaction,  add  ammonium  sulphide  in  sufficient  excess,  close  the 
mouth  of  the  flask,  and  digest  the  mixture.  As  soon  as  the  solution 
appears  of  a  reddish-yellow  color,  without  the  least  tint  of  green, 
filter  off  the  fiuid,  which  contains  molybdenum  and  ammonium 
sulphide,  wash  the  residue  with  water  mixed  with  some  ammonium 
sulphide,  and  separate  the  remaining  metallic  sulphides  and  hydrox- 
ides of  the  fourth  and  third  groups  by  the  methods  which  will  be 
found  in  Section  Y.  Mix  the  filtrate  cautiously  with  hydrochloric 
acid  in  moderate  excess,  remove  the  molybdenum  sulphide  accord- 
ing to  §  128,  d,  and  determine  the  metals  of  the  first  and  second 
groups  in  the  filtrate. 

This  method  of  separating  the  phosphoric  acid  from  basic  radi- 
cals is  highly  to  be  recommended ;  especially  in  cases  where  a 
small  quantity  of  phosphoric  acid  has  to  be  determined  in  presence 
of  a  very  large  quantity  of  ferric  and  aluminium  salts,  as,  for  exam- 
ple, in  iron  ores,  soils,  &c.  As  arsenic  acid  and  silicic  acid  give, 
with  molybdic  acid  and  ammonia,  similar  yellow  precipitates,  it  is 
necessary,  if  these  acids  are  present,  to  remove  them  first. 

As  the  separation  of  the  basic  metals  from  the  large  excess  of 
molybdic  acid  used  is  somewhat  tedious,  the  best  way  is  to  arrange 
matters  so  that  this  process  may  be  altogether  dispensed  with. 
Supposing,  for  instance,  you  have  a  fluid  containing  ferric  iron, 
aluminium,  and  phosphoric  acid,  estimate,  in  one  portion,  by  cau- 

*  Amer.  Journ.  of  Sci.  and  Arts,  May,  1871;  Zeitschr.  f.  anal.  Chem,  10,  467. 
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tious  precipitation  with  ammonia,  the  total  amount  of  the  three 
bodies ;  in  another  portion  the  phosphoric  acid,  by  means  of  molyb- 
dic  acid;  and  in  a  third,  the  iron,  in  the  Volumetric  way.  The 
aluminium  can  then  be  calculated  by  difference. 

§  136. 
BoEic  Acid  (HjEO,)  and  Boeio  AisrHTDRroE  (B^O,). 

I.  Determination. 

Boric  acid  is  estimated  either  indirectly  or  in  the  form  oijootas- 
Slum  horofluoride. 

1.  The  determination  of  the  boric  acid  in  an  aqueous  or  alco- 
holic solution  cannot  be  effected  by  simply  evaporating  the  fluid 
and  weighing  the  residue,  as  a  notable  portion  of  the  acid  volatil- 
izes and  is  carried  off  with  the  aqueous  or  alcoholic  vapor.  This 
is  the  case  also  when  the  solution  is  evaporated  with  lead  oxide  in 
excess. 

a.  Mix  the  solution  of  the  boric  acid  with  a  weighed  quantity 
of  perfectly  anhydrous  pure  sodium  carbonate,  in  amount  about  \\ 
times  the  supposed  quantity  of  BjO,  present.  Evaporate  the  mix- 
ture to  dryness,  heat  the  residue  to  fusion,  and  weigh.  The  residue 
contains  a  known  amount  of  JS^ajO,  and  unknown  quantities  of  CO, 
and  B3O3  combined  as  sodium  borate  and  carbonate.  Determine 
the  CO,  by  one  of  the  methods  given  in  §  139,  and  find  the  B^Oj 
from  the  difference  (H.  Rose). 

J.  In  the  method  a,  if  between  1  and  2  mol.  sodium  carbonate 
(Na,COj)  are  used  to  1  mol.  B^Oj — and  this  can  easily  be  done  if 
one  knows  approximately  the  amount  of  the  latter  present — all  the 
carbonic  acid  is  expelled  by  the  boracic  acid.  Hence  we  have  only 
to  deduct  the  Na^O  from  the  residue  to  find  the  B^Oj.  As  the 
tumultuous  escape  of  carbonic  acid  may  lead  to  loss,  it  is  well,  after 
having  thoroughly  dried  the  residual  saline  mass,  to  project  it  in 
small  portions  cautiously  into  the  red-hot  crucible.  Results  good 
(F.  G.  Schaffgotsch).* 

c.  When  the  amount  of  acid  is  quite  unknown,  and  an  estima- 
tion of  carbonic  acid  in  the  residue  is  objected  to,  you  may  proceed 
thus:  Evaporate  the  solution  of  the  acid  with  addition  of  a  weiirbed 
quantity  of  anhydi'ous  neutral  borax  (sodium  raetaborate  ISTaBO,) 

-J  Pogg.  Ann.  107,  427. 
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free  from  carbonic  acid  to  dryness,  and  heat  tlie  residue  to  redness 
witli  great  caution  (on  account  of  the  intumescence)  till  the  weight 
is  constant.  The  amount  of  neutral  borax  must  be  so  adjusted 
that  it  may  not  be  entirely  converted  into  common  borax  (2NaB0, 
B.O,)  (H.  Eose). 

d.  If  a  solution  contains,  besides  boric  acid,  only  alkalies  or 
magnesium,  the  acid  may  be  determined,  according  to  C.  Maeig- 
NAc,*  in  the  following  manner:  Neutralize  the  solution  with 
hydrochloric  acid,  add  double  magnesium  and  ammonium  chloride 
in  sufficient  quantity  to  give  at  least  2  parts  of  MgO  to  1  part  of 
BjO,,  then  add  ammonia  and  evaporate  to  dryness.  If  a  precipi- 
tate is  formed  on  adding  the  ammonia  which  does  not  redissolve 
readily  on  warming,  add  more  ammonium  chloride.  The  evapora- 
tion is  conducted,  at  least  towards  the  end,  in  a  platinum  dish,  a 
few  drops  of  ammonia  being  added  from  time  to  time.  Ignite  the 
dry  mass,  treat  with  boiling  water,  collect  the  insoluble  precipitate 
(consisting  of  magnesium  borate  mixed  with  excess  of  magnesium 
oxide)  on  a  filter,  and  wash  with  boiling  water  till  the  washings 
remain  clear  with  nitrate  of  silver.  The  filtrate  and  washings  are 
mixed  with  ammonia,  evaporated  to  dryness,  ignited,  and  washed 
with  boiling  water  as  before. 

The  two  insoluble  residues  are  ignited  together  in  the  platinum 
dish  before  used,  as  strongly  as  possible,  and  for  a  sufficiently  long 
time,  in  order  to  decompose  the  slight  traces  of  magnesium  chlo- 
ride that  might  still  be  present.  After  weighing  determine  the 
magnesium  oxide,  and  find  the  boric  acid  from  the  difference. 
The  determination  of  the  magnesium  may  be  made  by  dissolving 
the  residue  in  hydrochloric  acid  and  precipitating  as  ammonium 
magnesium  phosphate,  or  more  quickly,  and  almost  as  accurately, 
by  dissolving  in  a  known  quantity  of  standard  sulphuric  acid  at  a 
boiling  temperature  and  determining  the  excess  of  acid  with  stand- 
ard soda  (comp.  Alkalimetry). 

Should  a  little  platimim  remain  behind  on  dissolving  the  resi- 
due, it  must  be  weighed  and  subtracted  from  the  weight  of  the 
whole  (unless  the  dish  was  weighed  first).  Eesults  satisfactory. 
Maeignac  obtained  in  two  experiments  '276  instead  of  "280. 

2.  If  boric  acid  is  to  be  determined  as  potassium  loroflunride, 
alkalies  only  (preferably  only  potash)  may  be  present.   The  process 

*  Zeitscbr.  f .  aual.  Chem.  1,  405. 
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is  conducted  as  follows :  Mix  the  fluid  with  pure  solution  of  potassa, 
adding  for  each  mol.  boric  acid  supposed  to  be  present,  at  least  1 
mol.  potassa ;  add  pure  hydrofluoric  acid  (free  from  silicic  acid)  in 
excess,  and  evaporate,  in  a  platinum  dish,  on  the  water-bath,  to 
dryness.  The  fumes  from  the  evaporating  fluid  should  redden 
litmus  paper,  otherwise  there  is  a  deficiency  of  hydrofluoric  acid. 
The  residue  consists  now  of  KFjBFj  and  KF,I-IF.  Treat  the  dry 
sahne  mass,  at  the  common  temperature,  with  a  solution  of  1  part 
of  potassium  acetate  in  4  parts  of  water,  let  it  stand  a  few  hours, 
with  stirring,  then  decant  the  fluid  portion  on  to  a  weighed  filter, 
and  wash  the  precipitate  repeatedly  in  the  same  way,  finally  on  the 
filter,  with  solution  of  potassium  acetate,  until  the  last  rinsings  are 
no  longer  precipitated  by  calcium  chloride.  By  this  course  of  pro- 
ceeding, the  hydrogen  potassium  fluoride  is  removed,  without  a 
particle  of  the  potassium  borofluoride  being  dissolved.  To  remove 
the  potassium  acetate,  wash  the  precipitate  now  with  alcohol  of  78 
per  cent.,  dry  at  100°,  and  weigh.  As  potassium  chloride,  nitrate, 
and  phosphate,  sodium  salts,  and  even,  though  with  some  ditflculty, 
potassium  sulphate,  dissolve  in  solution  of  potassium  acetate,  the 
presence  of  these  salts  does  not  interfere  with  the  estimation  of  the 
boric  acid;  however,  sodium  salts  must  not  be  present  in  consider- 
able proportion,  as  sodium  fluoride  dissolves  with  very  great  difii- 
culty.  The  results  obtained  by  this  method  are  satisfactory.  Steo- 
metee's  experiments  gave  from  97'5  to  100'7  instead  of  100. 
When  the  amount  of  alkali  salt  to  be  removed  is  very  large,  the 
saline  mass  left  on  evaporation  should  be  warmed  with  the  solution 
of  potassium  acetate,  allowed  to  stand  12  hours  in  the  cold  and 
then  filtered.  In  this  way  the  quantity  of  potassium  acetate 
required  will  be  much  reduced.  For  the  composition  and  proper- 
ties of  potassium  borofluoride,  see  §  93,  5.  As  the  salt  is  very 
likely  to  contain  potassium  silicofluoride  it  is  indispensable  to  test 
it  for  that  substance ;  this  is  done  by  placing  a  small  sample  of  it 
on  moist  blue  litmus  paper,  and  putting  another  sample  into  cold 
concentrated  sulphuric  acid.  If  the  blue  paper  turns  red,  and 
effervescence  ensues  in  the  sulphuric  acid,  the  salt  is  impure,  and 
contains  potassium  silicofluoride.  To  remove  this  impurity,  dis- 
solve the  remainder  of  the  salt,  after  weighing  it,  in  boiling  water, 
add  ammonia,  and  evaporate,  redissolve  in  boiling  water,  add 
ammonia,  &c.,  repeating  the  same  operation  at  least  six  times. 
Finally,  after  warming  once  more  with  ammonia,  filter  off  the 
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silicic  acid,  evaporate  to  dryness,  and  treat  again  with  solution  of 
potassium  acetate  and  alcohol  (A.  Steometee).*  I  was  obliged  to 
modify  Steomeyee's  method  for  effecting  the  separation  of  the 
silicic  acid,  the  results  of  my  experiments  having  convinced  me 
that  treating  the  salt  only  once  with  ammonia,  as  recommended  by 
that  chemist,  is  not  sufficient  to  effect  the  object  in  view. 

II.  Separation  of  Boric  Acid  from  the  Basic  Radicals. 

a.  From  the  Alkalies. 

Dissolve  a  weighed  quantity  of  the  borate  in  water,  add  an 
excess  of  hydrochloric  acid,  and  evaporate  the  solution  on  the 
water-bath.  Towards  the  end  of  the  operation  add  a  few  more 
drops  of  hydrochloric  acid,  and  keep  the  residue  on  the  water-bath, 
until  no  more  hydrochloric  acid  vapors  escape.  Determine  now 
the  chlorine  in  the  residue  (§  141),  calculate  from  this  the  alkaU, 
and  you  will  find  the  boric  acid  from  the  difference. 

E.  ScHWEizEE,  with  whom  this  method  originated,  states  that 
it  gave  him  very  satisfactory  results  in  the  analysis  of  borax.  It 
will  answer  also  for  the  estimation  of  the  basic  metals  in  the  case 
of  some  other  borates.  It  is  self-evident  that  the  boric  acid  may  be 
estimated,  in  another  portion  of  the  salt,  by  I.,  1,  c,  or  2.  If  you 
have  to  estimate  boric  acid  in  presence  of  large  proportions  of 
alkali  salts,  make  the  fluid  alkaline  with  potassa,  evaporate  to  dry- 
ness, extract  the  residue  with  alcohol  and  some  hydrochloric  acid, 
add  solution  of  potassa  to  strongly  alkaline  reaction,  distil  oil  the 
alcohol,  and  then  proceed  as  in  I.,  1,  c,  or  2  (Aug.  Steometee,  loo. 
cit.). 

LuNGEf  determined  the  soda  in  boronatrocalcite  alkalimetri- 
cally,  by  dissolving  the  mineral  in  normal  nitric  acid  and  titrat- 
ing back  with  normal  soda,  till  the  tint  of  the  litmus  added  becomes 
violet. 

h.  From  Calcium,. 

Dissolve  in  hydrochloric  acid  in  the  heat,  avoiding  too  large  an  ■ 
excess,  neutralize  with  ammonia  and  precipitate  with  ammonium 
oxalate  (Ltjnge,  loc.  cit^. 

c.  From  almost  all  other  Bases  except  Alkalies. 

The  compounds  are  decomposed  by  boiling  or  fusing  with 
potassium  carbonate  or  hydroxide  ;  the  precipitated  base  is  filtered 
off,  and  the  boric  acid  determined  in  the  filtrate,  according  to  I.,  1, 
*  Annal.  d.  Chem.  u.  Pharm.  100,  82.  1 1^-  138,  53. 
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d,  or  2.  If  magnesium  was  present,  a  little  of  this  is  very  likely 
to  get  into  the  filtrate,  and — if  process  I.,  2,  is  employed — upon 
neutralizing  with  hydrofluoric  acid,  this  separates  an  insoluble 
magnesium  fluoride,  which  may  either  be  filtered  off  at  once,  or 
removed  subsequently,  by  treating  the  potassium  borofluoride  with 
boiling  water,  in  which  that  salt  is  soluble,  and  the  magnesium 
fluoride  insoluble. 

d.  From  the  Metallic  Oxides  of  the  Fourth,  Fifth,  and  Sixth 
Crrmips. 

The  metallic  oxides  are  precipitated  by  hydrogen  sulphide,  or, 
as  the  case  may  be,  ammonium  sulphide,*  and  determined  by  the 
appropriate  methods.  The  quantity  of  boric  acid  may  often  be 
inferred  from  the  loss.  If  it  has  to  be  estimated  in  the  direct  way, 
the  filtrate,  after  addition  of  solution  of  potassa  and  some  potassium 
nitrate,  is  evaporated  to  dryness,  the  residue  ignited,  and  the  boric 
acid  estimated  by  I.,  1,  d,  or  2.  In  cases  where  the  metal  has  been 
precipitated  by  hydrogen  sulphide  from  acid  or  neutral  solutions, 
the  boric  acid  may  also  be  determined  in  the  filtrate — in  the  absence 
of  other  acids — by  I.,  1,  a  or  J  or  c,  after  the  complete  removal  of 
the  hydrogen  sulphide  by  transmitting  carbon  dioxide  through  the 
fluid. 

e.  From  the  whole  of  the  Fixed  Basic  Radicals. 

A  portion  of  the  very  finely  pulverized  substance  is  weighed, 
put  into  a  capacious  platinum  dish,  and  digested  with  a  sufiicient 
quantity  of  hydrofluoric  acid  (which  leaves  no  residue  when  evapo- 
rated in  a  platinum  dish) ;  pure  concentrated  sulphuric  acid  is  then 
gradually  added,  drop  by  drop,  and  the  mixture  heated,  gently  at 
first,  then  more  strongly,  until  the  excess  of  the  sulphuric  acid  is 
completely  expelled.  In  this  operation  the  boric  acid  goes  off  in 
the  form  of  fluoride  of  boron  (B,0,  +  6HF  =  2BF.  +  3H,0). 
The  basic  metals  contained  in  the  residue  in  the  form  of  sulphates 
are  determined  by  the  appropriate  methods,  and  the  quantity  of 
the  boric  acid  is  found  by  difference.  It  is  of  course  taken  for 
granted  that  the  substance  is  decomposable  by  sulphuric  acid. 

*  Boric  acid  cannot  be  separated  completely  from  aluminium  by  precipitation 
of  the  hydrochloric  acid  solution  with  ammonium  sulphide  or  with  ammonium 
carbonate  (WOhlee,  Ann.  d.  Chem.  u,  Pharm.  141,  368). 
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3.  Oxalic  Acid. 

I.  Determination. 
Oxalic  acid  is  either  precipitated  as  calcium  oxalate,  and  esti- 
mated after  determination  of  tlie  calcium  in  the  latter  as  oxide, 
carhonate,  or  sulphate ;  or  the  amount  contained  in  a  compound 
is  inferred  from  the  quantity  of  solution  of  potassium  permanga- 
nate required  to  effect  its  conversion  into  carbonic  acid ;  or  from 
the  quantity  of  gold  which  it  reduces ;  or  from  the  amount  of  car- 
bonic acid  which  it  affords  by  oxidization. 

a.  Determination  as  Calcium  Carbonate,  c&c. 

Precipitate  with  solution  of  calcium  acetate,  added  in  moderate 
excess,  and  treat  the  precipitated  calcium  oxalate  as  directed  iu 
§  103.  If  this  method  is  to  yield  accurate  results,  the  solutioa 
must  be  neutral  or  slightly  acid  with  acetic  acid;  it  must  not  con- 
tain salts  of  aluminium,  chromium,  or  of  the  heavy  metals,  more 
especially  cupric  or  ferric  salts ;  therefore,  where  these  conditions 
do  not  exist,  they  must  first  be  supplied. 

5.  Determination  iy  means  of  Solution  of  Potassium  Perman- 
ganate. 

Standardize  the  solution  of  potassium  permanganate,  as  directed 
§  112,  2,  a,  cc,  by  means  of  oxalic  acid  ;  then  dissolve  the  substance 
in  about  150  cc.  water,  or  acid  and  water  (sulphuric  acid  is  the 
best  acid  to  use) ;  add,  if  necessary,  a  further  quantity  of  sulphuric 
acid  (about  6  or  8  cc.  strong  sulphuric  acid  should  be  present),  heat 
to  about  60°,  and  then  run  in  the  permanganate,  with  constant 
stirring,  until  the  fluid  just  shows  a  red  tint.  Knowing  the  quan- 
tity of  oxalic  acid  which  100  cc  of  the  standard  permanganate 
will  oxidize,  a  mnple  calculation  will  give  the  quantity  of  oxalic 
acid  corresponding  to  the  cc.  of  permanganate  used  in  the  experi- 
ment.    The  results  are  very  accurate. 

c.  Determination  from  the  reduced  Gold  (H.  Eose). 

a.  In  compounds  soluble  in  water.  Add  to  the  solution  of  the 
oxahc  acid  or  the  oxalate  a  solution  of  sodium  auric  chloride,  or 
ammonium  auric  chloride,  and  digest  for  some  time  at  a  tempera- 
ture near  ebullition,  with  exclusion  of  direct  sunlight.  Collect  the 
precipitated  gold  on  a  filter,  wash,  dry,  ignite,  and  weigh.     2  at. 
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Au.  (196-71  X  2  =  393-42)  correspond  to  3  mol.  C,0,  (72  X  3  = 
216). 

/?.  In  comjpounds  insoluble  in  water.  Dissolve  in  the  least 
possible  amount  of  hydrochloric  acid,  dilute  with  a  very  large 
quantity  of  water,  in  a  capacious  flask,  cleaned  previously  with 
solution  of  soda ;  add  solution  of  gold  in  excess,  boil  the  mixture 
some  time,  let  the  gold  subside,  taking  care  to  exclude  sunlight, 
and  proceed  as  in  a. 

d.  Determination  as  Carhonic  Acid. 

This  may  be  effected  either, 

a.  By  the  method  of  organic  analysis ;  or 

yS.  By  mixing  the  oxalic  acid  or  oxalate  with  finely  pulverized 
manganese  dioxide  in  excess,  and  adding  sulphuric  acid  to  the  mix- 
ture, in  an  apparatus  so  constructed  that  the  disengaged  CO,  passes 
off  perfectly  dry.  The  theory  of  this  method  may  be  illustrated 
by  the  following  equation  :  i[,C,0,  +  MnO,  +  H,SO,  =  MnSO, 
+  2HjO  -f-  2CO5.  For  the  apparatus  and  process,  I  refer  to  the 
chapter  on  the  examination  of  manganese  ores,  in  the  Special  Part 
of  this  work.  Here  I  may  remark  that  free  oxalic  acid  must  first 
be  prepared  for  the  process  by  slight  supersaturation  with  alkali 
free  from  carbonic  acid,  and  also  that  9  parts  of  oxalic  anhydride 
(C5O3)  require  theoretically  11  parts  of  (pure)  manganese  dioxide. 
Since  an  excess  of  the  latter  substance  does  not  interfere  with  the 
accuracy  of  the  results,  it  is  easy  to  find  the  amount  to  be  added. 
The  manganese  dioxide  need  not  be  pure,  but  it  must  contain  no 
carbonate.  This  method  is  expeditious,  and  gives  very  accurate 
results,  if  the  process  is  conducted  in  an  apparatus  sufficiently  light 
to  admit  of  the  use  of  a  delicate  balance.  Instead  of  manganese 
dioxide,  potassium  chromate  may  be  used  (compare  §  130,  1,  c), 
and  instead  of  estimating  the  carbonic  acid  by  loss  it  may  be  col- 
lected by  an  absorbent  and  weighed  (§  139,  II.,  e) ;  the  latter 
metliod  is  always  to  be  preferred  in  the  case  of  small  quan- 
tities. 

II.  Separation  of  Oxalic  Acid  from  tlie  Basic  Radicals. 
The  most  convenient  way  of  analyzing  oxalates  is,  in  all  cases, 
to  determine  in  one  portion  the  acid,  by  one  of  the  methods  given 
in  T.,  in  another  portion  the  basic  radical,  particularly  as  tlie  latter 
object  may  be  generally  effected  by  simple  ignition  in  the  air, 
which  reduces  the  salt  either  to  the  metallic  state  {e.g.,  silver  oxa- 
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late),  or  to  pure  oxide  {e.g.,  lead  oxalate),  or  to  carbonate  {e.g.,  the 
oxalates  of  the  alkalies  and  alkali-earth  metals). 

If  the  acid  and  basic  radical  have  to  be  determined  in  one  and 
the  same  portion  of  the  oxalate,  the  following  methods  may  be 
resorted  to : 

a.  The  oxalic  acid  is  determined  by  I.,  c,  and  the  gold  separated 
from  the  basic  metals  in  the  filtrate  by  the  methods  given  in  Sec- 
tion Y. 

h.  In  many  soluble  salts  the  oxalic  acid  may  be  determined  by 
the  method  I.,  a ;  separating  the  basic  metals  afterwards  from  the 
excess  of  the  calcium  salt  by  the  methods  given  in  Section  V. 

G.  Many  oxalates  of  metals  which  are  completely  precipitated 
as  carbonates  or  oxides  by  excess  of  sodium  or  potassium  carbonate, 
may  be  decomposed  by  boiling  with  excess  of  these  reagents, 
metallic  oxide  or  carbonate  being  formed  on  the  one,  and  alkali 
oxalate  on  the  other  side. 

d.  All  oxalates  of  the  metals  of  the  fourth,  fifth,  and  sixth 
groups  may  be  decomposed  with  hydrogen  sulphide  or  ammonium 
sulphide. 

§138. 

4.  Htdeofluoeio  Acid. 

I.  Deteemination. 
Free  hydrofluoric  acid  in  aqueous  solution*  is  determined  either 
with  standard  alkali  or  as  calciuTn  fluoride.  In  the  latter  case 
sodium  carbonate  is  added  in  moderate  excess,  then  the  solution 
being  boiled,  calcium  chloride  is  added  as  long  as  a  precipitate  con- 
tinues to  form ;  when  the  precipitate,  which  consists  of  calcium 
fluoride  and  carbonate,  has  subsided,  it  is  washed,  first  by  decanta- 
tion,  afterwards  on  the  filter,  and  dried  ;  when  dry,  it  is  ignited  in 
a  platinum  crucible  (§  53) ;  water  is  then  poured  over  it  in  a  plati- 
num or  porcelain  dish,  acetic  acid  added  in  slight  excess,  the  mix- 
ture evaporated  to  dryness  on  the  water-bath,  and  heated  on  the 
latter  until  all  odor  of  acetic  acid  disappears.  The  residue,  which 
consists  of  calcium  fluoride  and  acetate,  is  heated  with  water,  the 

*  In  analyzing  fluorides  you  must  always  avoid  bringing  acid  solutions  in 
contact  with  glass  or  porcelain.  If  platinum  or  silver  dishes  of  sufiScient  size  are 
not  at  hand  you  may  sometimes  use  gutta-percha  vessels,  or  glass  vessels  coated 
with  wax  or  paraffin. 
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calcium  fluoride  filtered  off,  -washed,  dried,  ignited  (§  53),  and 
weighed.  As  a  control  of  the  purity  of  the  calcium  fluoride,  it  is 
well  to  convert  it  after  weighing  into  sulphate.  If  the  precipitate 
of  calcium  fluoride  and  carbonate  were  ti'eated  with  acetic  acid, 
without  previous  ignition,  the  washing  of  the  fluoride  would  prove 
a  difficult  operation.  Presence  of  nitric  or  hydrochloric  acid  in  the 
aqueous  sohition  of  the  hydrofluoric  acid  does  not  interfere  with 
the  process  (H.  Rose). 

II.  Separation  of  Fluorine  feom  the  Metals. 

1.  Fluorides  Soluhle  in  Water. 

If  the  solutions  have  an  acid  reaction,  sodium  carbonate  is 
added  in  excess.  If  there  is  an  odor  of  ammonia  now,  heat  till  the 
latter  is  expelled.  If  the  sodium  carbonate  produces  no  precipitate, 
the  fluorine  is  determined  by  the  method  given  in  I.,  and  the 
metals  in  the  filtrate  are  separated  from  calcium  and  sodium  by 
the  methods  given  in  Section  V.  But  if  the  sodium  carbonate  pro- 
duces a  precipitate,  the  mixture  is  heated  to  boiling,  then  filtered, 
and  the  fluorine  determined  in  the  filtrate  by  the  method  given  in 
I. ;  the  metals  are  in  the  precipitate,  which  must,  however,  first  be 
tested,  to  make  sure  that  it  contains  no  fluorine.  Neutral  solutions 
are  mixed  with  a  suflicient  quantity  of  calcium  chloride,  and  the 
mixture  heated  to  boiling  in  a  platinum  dish  or,  but  less  appropri- 
ately, in  a  porcelain  dish  ;  the  precipitate  of  calcium  fluoride  is 
allowed  to  subside,  thoroughly  washed  with  hot  water  by  decanta- 
tion,  transferred  to  the  fllter,  dried,  ignited,  and  weighed.  The 
basic  metals  in  the  flltrate  are  then  separated  from  the  excess  of  the 
calcium  salt  by  the  usual  methods.  That  the  basic  metals  may  be 
determined  also  in  separate  portions  by  the  methods  given  in  2  a, 
need  hardly  be  stated. 

2.  Insoluble  Fluorides. 

a.  Decomposition  hy  Sulphuric  Acid  {Indirect  Estimation  of 
the  Fluorine). 

a.  Anhydrous  Compounds. 

The  finely  pulverized  and  weighed  substance  is  heated  for  some 
time  with  pure  concentrated  sulphuric  acid,  and  finally  ignited  until 
the  free  sulphuric  acid  is  comj)ietely  expelled.  In  the  presence 
of  alkalies,  ammonium  carbonate  must  be  added  during  the  igni- 
tion. The  residuary  sulphate  is  weighed,  and  the  metal  contained 
in  it  calculated ;  the  fluorine  is  estimated  by  loss.     In  cases  where 
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we  have  to  deal  with  a  metal  whose  sulphate  gives  off  part  of  the 
sulphuric  acid  upon  ignition,  or  where  the  residue  contains  several 
metals,  it  is  necessary  to  subject  the  residue  to  analysis  before  this 
calculation  can  be  made.  In  the  case  of  many  compounds,  for 
instance  of  aluminium  fluoride  (which  after  ignition  requires  pi-o- 
longed  heating  with  sulphuric  acid  for  its  decomposition),  long 
continued  strong  ignition  does  not  leave  the  sulphate,  but  the  oxide 
in  a  pure  state.  Topaz  (a  silicate  of  aluminium  in  isomorphous 
mixture  with  aluminium  silicofluoride)  is  not  decomposed  by  boil- 
ing sulphuric  acid,  but  it  is  decomposed  by  fusion  with  potassium 
disulphate. 

p.  Ilyclrated  Fluorides. 

A  sample  of  the  substance  is  heated  in  a  tube. 

aa.  The  Water  expelled  does  not  redden  Litmus  Paper.  The 
water  is  determined  by  ignition;  the  fluorine  and  metal  as  directed 
in  a,  a. 

hh.  The  Water  expelled  has  an  acid  reaction.  The  substance  is 
treated  with  sulphuric  acid  as  directed  in  «,  a,  to  determine  the 
metal  on  the  one  hand,  and  the  water  -)-  fluorine  on  the  other. 
Another  weighed  portion  is  then  mixed,  in  a  small  retort,  with  about 
6  parts  of  recently  ignited  lead  oxide  ;  the  mixture  is  covered  with 
a  layer  of  lead  oxide,  the  retort  weighed,  and  the  water  expelled 
by  the  application  of  heat,  increased  gradually  to  redness.  No 
hydrofluoric  acid  escapes  in  this  process.  The  weight  of  the  expelled 
water  is  inferred  from  the  loss.  The  first  operation  having  given 
us  the  water  -j-  fluorine,  and  the  second  the  water  alone,  the  dif- 
ference is  consequently  the  fluorine. 

h.  Decomposition  iy  Fusion  with  Alhali  Garhonat'es. 

Many  insoluble  fluorides,  aluminium  fluoride  for  instance,  may 
be  completely  decomposed  by  fusion  with  alkali  carbonate  alone ; 
others,  such  as  calcium  fluoride,  require  the  addition  of  silicic  acid. 
In  the  first  case  the  fluorine  is  estimated  in  the  aqueous  solution  of 
the  fusion  according  to  I.,  in  the  latter  according  to  §  166,  5.  The 
temperature  must  not  be  too  high,  or  some  alkali  fluoride  may  be 
lost. 

3.    Fluorides  completely   Decomposable  hy  Svlphunc 
Acid. 
As  might  be  inferred  from  2,  almost  all  fluorides  are  decom- 
posed by  heating  with  sulphuric  acid  with  evolution  of  hydroflu- 
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oric  acid.  If  silica  or  silicate  is  added  to  tlie  fluoride  in  sufficient 
quantity,  silicon  fluoride  and  water  escape  instead  of  hydrofluoric 
acid :    SiO,  +  4IIF  =  SiF.  +  211,0. 

On  this  reaction  naethods  of  determining  fluorine  have  been 
based.  In  the  first,  which  I  published  some  years  ago,*  the  fluor- 
ide of  silicon  is  determined  by  increase  of  weight  of  absorption 
tubes ;  this  I  believe  to  be  in  many  cases  the  only  method  which 
is  applicable,  and  when  carefully  carried  out  yields  the  most  accu- 
rate results. 

a.  Estimation  hy  Absorjption  of  the  evolved  Flum'ide  Silicon. 

The  method  as  here  given  is  the  result  of  a  long  series  of  experi- 
ments ;  the  conditions  laid  down  must  be  most  carefully  attended 
to.  The  fluoride  must  be  in  the  finest  powder.  As  silicic  acid  we 
use  finely  powdered  quartz,  which  has  been  ignited  in  the  air  to 
destroy  any  organic  admixture.  The  sulphiiric  acid  should  have  a 
sp.  gr.  of  1  •  848,  it  must  be  colorless  and  free  from  oxides  of  nitro- 
gen and  sulphurous  acid.  The  gasometer  must  be  filled  with  clean 
air,  and  not  with  air  from  the  laboratory,  for  any  dust  of  organic 
matter,  traces  of  coal  gas,  &c.,  would  interfere  with  the  acciii'acy  of 
the  result.  The  apparatus  required  is  shown  fig.  57.  A  contains 
atmospheric  air,  b  is  half  filled  with  sulphuric  acid,  c  contains  soda- 
lime  with  plugs  of  cotton,  (^pieces  of  glass  moistened  with  sulphuric 
acid.  The  air  is  thus  freed  from  carbonic  acid  and  suspended  mat- 
ter, and  dried  by  sulphuric  acid  (p.  61J.  e  is  the  decomposing  flask ; 
it  has  a  capacity  of  about  250  c.c.  f  is  half  filled  with  sulphuric 
acid ;  its  cork,  which  should  not  fit  air-tight,  bears  a  thermometer 
whose  bulb  dips  into  the  acid,  e  and/"  should  be  so  placed  on  the 
iron  plate  that  the  temperature  in  both  may  be  equal,  g  is  empty ; 
A  contains  fused  calcium  chloride  in  the  first  limb,  and  pumice 
impregnated  with  anhydrous  cupric  sulphate  in  the  second.  These 
U-tubes  serve  to  retain  the  small  amount  of  sulphuric  acid  and  the 
hydrochloric  acid  which  may  accompany  it.  The  calcium  chloride 
and  the  cupric  sulphate  must  both  be  anhydrous,  or  they  will 
decompose  and  retain  silicon  fluoride,  i,  k,  and  I  are  the  weighed 
absorption  tubes;  they  are  10  or  12  cm.  high,  and  about  12  mm. 
wide,  i  contains  in  the  first  limb  pumice  moistened  with  water 
between  plugsof  cotton,  in  the  bend  and  half  of  the  second  limb  sodu- 
lime,  in  the  upper  half  of  the  second  limb  fused  calcium  chloride 

*  Zeitschr.  f .  anal.  Cbem.  5,  190. 
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between  plugs  of  cotton.  The  tube  after  being  charged  weighs  about 
40  or  50  grm.     Tc  completes  the  absorption ;  it  is  iilled  half  with 


soda-lime  and  half  with  fused  calcium  chloride.  I  takes  up  again 
the  small  amount  of  water  carried  away  from  i  and  Tc ;  the  bend  is 
filled  with  pieces  of  glass  moistened  with  sulphuric  acid.    These 
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absorption  tubes  retain  the  silicon  fluoride,  the  carbonic  acid  which 
may  be  possibly  evolved  from  the  soda-lime  by  hydrofluosilicic  acid, 
and  the  aqueous  vapor ;  and  the  air  escapes  through  the  unweighed 
guard  tube  m  into  the  atmosphere.  The  latter  contains  in  the  first 
limb  calcium  chloride,  in  the  second  soda-lime.  The  flexible  con- 
nections should  not  be  long,  and  should  be  washed  and  dried 
before  use. 

AYhen  the  apparatus  has  been  tested  and  found  air-tight,  place 
the  weighed  and  very  finely  divided  substance  in  e.  The  substance 
should  be  free  from  carbonic  acid,  and  the  quantity  taken  should 
give  not  less  than  -1  grm.  silicon  fluoride  if  possible.  Add  for 
every  part  of  fluoride  supposed  to  be  present  10  or  15  parts  of  finely 
powdered  quartz  (previously  strongly  ignited  in  the  air),  and  then 
40  or  50  c.c.  pure  concentrated  sulphuric  acid.  Connect  e,  on  the 
one  hand,  with  d,  and,  on  the  other,  with  ff,  and  pass  a  moderate 
current  of  air,  which  should  enter  the  fluid  in  the  decomposing  flask 
from  the  bottom.  Heat  the  iron  plate,  shake  e  frequently  and  raise 
the  temperature  very  gradually,  till  the  thermometer  in  /  indicates 
150°  to  160°.  The  commencement  of  the  decomposition  shows 
itself  not  only  by  the  appearance  of  bubbles  of  gas  in  the  fluid, 
more  particularly  at  the  edge,  but  also  by  the  separation  of  hydrated 
silica  in  i.  The  bubbles  of  gas  will  disappear  on  shaking  the  fluid  ; 
as  soon  as  they  cease  to  form  again  remove  the  lamp ;  the  time 
usually  occupied  in  the  decomposition  is  one  hour  for  small  quantities 
of  fluoride  (•  1  grm.),  two  or  three  hours  for  large  quantities  (1  grm.). 
After  a  while  shut  off  the  current  of  air,  remove  the  weighed  tubes 
i,  k,  and  I,  and  during  the  weighing  of  these  connect  k  with  m  by 
means  of  a  glass  tube.  After  weighing  replace  ?,  Jc,  and  I,  heat 
again  to  150°  or  160°,  and  pass  the  air  again  for  half  an  hour  or  an 
hour,  weighing  i,  k,  and  I  again.  If  any  alteration  of  weight  has 
occurred,  the  process  must  be  continued. 

The  increase  in  weight  of  the  absorption  tubes  after  deducting 
■001  grm.  for  every  hour  during  which  the  air  has  been  passing 
{i.e.,  for  every  6  litres  of  air)  represents  the  amount  of  silicon 
fluoride.  The  small  correction  is  necessary  because  air,  even  when 
it  comes  in  contact  only  with  short  washed  pieces  of  indiii-rubl>er, 
always  gives  traces  of  sulphurous  and  carbonic  acid  when  passed 
through  hot  concentrated  sulphuric  acid.  The  results  thus  obtained 
are  very  satisfactory,  and  differ  from  the  truth  at  the  most  by  a 
few  milligrammes. 
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b.  Other  methods  of  Estimating  the  Silicon  Fluoride  expelled. 

a.  Method  of  "Wohlee.  Only  applicable  when  the  substance 
is  readily  decomposed  by  sulphuric  acid,  and  the  amount  of  iluorine 
is  large.  Transfer  the  very  finely  divided  substance,  if  necessary, 
intimately  mixed  with  10  or  15  parts  of  ignited  quartz  powder,  to  a 
small  flask,  add  pure  sulphuric  acid,  close  quickly  with  a  cork  fitted 
with  a  small  tube  filled  with  fused  calcium  chloride  (or  better  still, 
half  with  fused  calcium  chloride  and  half  with  anhydrous  cupric 
sulphate  on  pumice),  weigh  the  whole  apparatus  as  quickly  as  pos- 
sible, warm  it  till  no  more  fumes  of  silicon  fluoride  escape,  remove 
the  last  particles  of  gas  in  the  apparatus  by  an  air  pump,  allow  to 
cool,  and  weigh.  The  loss  of  weight  indicates  the  amount  of  sihcon 
fluoride. 

/?.  [S.  L.  Penfield*  detei-mines  the  amount  of  expelled  silicon 
fluoride  by  an  indirect  volumetric  method  ;  viz. :  by  passing  it  into 
a  solution  of  potassium  chloride,  and  titrating  the  hydrochloric  acid 
which  is  set  free  with  standard  ammonia  solution.  3SiF, -f-2 
H,0  =  2  H,F,SiF,  +  SiO,  and  H,F,SiF,  +  2KC1  =  (KF),SiF.  +  2 
HCl.     Two  mol.  HCl  thus  liberated  correspond  to  six  at.  F. 

The  process  of  decomposing  the  fluorine  compound  is  conducted 
as  in  a,  and  the  same  apparatus  may  be  used  except  that  the  four 
last  U-tubes  i,  h,  I,  m,  are  replaced  by  two  larger  U-tubes  for  hold- 
ing the  solution  of  potassium  chloride. 

The  aqueous  solution  of  KCl  is  mixed  with  an  equal  volume  of 
alcohol  to  effect  complete  precipitation  of  the  hydrofluosilicic  acid. 
The  titration  may  be  either  effected  directly  in  U-tubes  (the  second 
of  which  will  contain  but  a  very  small  quantity  of  acid)  or  after 
transferring  to  a  beaker  and  rinsing  the  tubes  with  alcohol  and 
water.  Care  miist  be  taken  to  loosen  and  break  up  the  silicic  acid 
and  to  have  at  least  half  of  the  final  volume  at  the  end  of  the  titra- 
tion consist  of  alcohol.  Results  given  by  the  author  (loo.  cit.)  very 
satisfactory.] 

*  American  Chem.  Journ.  i.  p.  37. 
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Fourth  Division  of  the  First  Grouj)  of  the  Acids. 

CAEBONIO  ACID — SILICIC  ACID. 

§  139. 
1.  Carbonic  Acid. 

I.  Determination. 

a.  In  a  mixt/ure  of  Gases. 

After  tlioi'onghly  drying  the  gases  with  a  ball  of  calcium  chloride, 
or  saturating  with  moisture  (§  16),  measure  them  accurately  in  a 
graduated  tube  over  mercury,  insert  a  ball  of  hydrate  of  potassa,* 
cast  on  a  platinum  wire  in  a  pistol  bullet-mould,  take  care  that  the 
end  of  the  platinum  wire  remains  under  the  surface  of  the  mercury, 
leave  in  the  tube  for  21  hours,  or  until  the  volume  of  the  gas  ceases 
to  show  further  diminution ;  withdraw  the  ball,  and  measure  the 
gas  remaining,  reinsert  the  same  or  a  fresh  ball  of  potassa,  and 
repeat  till  no  further  absorption  takes  place.  The  carbonic  acid 
gas  is  inferred  from  the  difference,  provided  the  gaseous  mixture 
contained  no  other  gas  liable  to  absorption  by  potassa  (compare 
§§  12-16).  In  very  accurate  analyses  you  must  bear  in  mind 
that  carbonic  acid  does  not  exactly  follow  the  law  of  Maeiotte. 

If  the  amount  of  carbonic  acid  is  very  small,  this  process  does 
not  yield  sufficiently  accurate  results.  In  such  cases  one  of  the 
methods  recommended  in  "The  Analysis  of  Atmospheric  Air" 
should  be  employed.  Several  kinds  of  special  apparatus  are  in  use 
for  the  estimation  of  carbonic  acid  in  coal  gas  and  for  the  purposes 
of  sugar  works.  I  may  mention  those  proposed  by  F.  RiiDOEFrf 
and  Lehmann  and  H.  Wahleet:}:  for  the  first  purpose,  and  by  C. 
ScHEiBLEE§  and  C.  Stammee]  for  the  second.  Besides  these  volu- 
metric methods  the  gravimetric  processes  given  by  myself  for  the 
analysis  of  gaseous  mixtures*|[  may  often  be  used  with  great  advan- 
tage. 

*  The  ordinary  hydrate  is  not  adapted  for  the  purpose.  It  should  be  fused 
with  a  quarter  of  its  weight  of  water  in  a  pl&tinum  crucible. 

f  Pogg.  Annal.  125,  71.  %  Zcitschr.  f.  anal.  Chem.  7,  58, 

§  Dingler's  polyt.  Journ.  183,  306.  ||  Ih.  103,  368. 

H  Zeitschr.  f,  anal,  Chcm.  P,  343, 
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5.  In  Aqueous  Solution. 

a.  With  Calcium  Htdeoxide. 

Into  a  flask,  holding  about  300  c.c,  put  2*5  to  3  grm.  calcium 
hydroxide  perfectly  free  from  carbonate.*  Provide  the  flask  with 
a  good  india-rubber  stopper,  tare  or  weigh  exactly,  add  the  car- 
bonic acid  water  with  gentle  agitation  till  the  flask  is  two  thirds  or 
three  quarters  full,  and  close  at  once. 

In  adding  the  carbonic  acid  water  every  care  must  of  course  be 
taken  to  guard  against  loss  of  carbonic  acid.  If  the  water  flows 
from  a  pipe,  it  is  allowed  simply  to  run  in.  If  it  is  in  a  jug  or 
bottle,  cool  it  to  4°,  and  transfer  the  quantity  required  with  a 
syphon.f  If  the  water  is  in  a  basin  or  well,  provide  the  flask 
with  a  stopper  in  which  two  glass  tubes  are  inserted,  one  a  few 
inches  long,  pushed  down  only  to  the  lower  surface  of  the  stopper, 
the  other  extending  through  the  stopper  a  short  distance  into  the 
flask,  but  only  to  the  upper  surface  of  the  stopper.  Sink  the  flask 
into  the  water,  and  water  will  enter  one  tube  and  air  escape  through 
the  other.  Water  which  is  not  very  rich  in  free  carbonic  acid  may 
be  removed  from  the  basin  or  well  by  a  plunging-syphon. 

Now  weigh  the  flask  with  its  stopper  again,  and  you  will  find 
the  quantity  of  water  taken.  No  way  of  measuring  the  water  is 
so  accurate  in  retaining  aU  the  carbonic  acid  and  in  giving  the 
quantity  of  water  taken. 

If  there  is  mucli  interval  between  the  mixing  of  the  water  and 
the  lime  and  the  estimation  of  the  carbonic  acid  in  the  precipitate, 
the  calcium  carbonate,  which  is  at  first  amorphous,  passes  spontane- 
ously into  the  crystalline  condition ;  but  if  the  carbonic  acid  is  to 
be  determined  soon  after  the  mixing,  heat  for  some  time  on  the 
water-bath,  raising  the  stopper  occasionally,  in  order  to  hasten  the 
change  of  the  calcium  carbonate.  Now,  without  disturbing  the 
precipitate,  filter  the  clear  fluid  through  a  small  plaited  filter, 
which  will  take  a  very  short  time,  throw  the  filter  at  once  into  the 
flask  containing  the  precipitate  and  the  rest  of  the  fluid,  and  pro- 
ceed according  to  II.,  e.  This  process  has  been  in  use  for  10  years 
in  my  laboratory  for  all  mineral  water  analyses ;  it  is  extremely 

*  This  is  prepared  by  slaking  f  reslily  burnt  lime  with  water  in  such  a  man- 
ner that  the  hydrate  obtained  appears  dry  and  pulverulent.  It  is  preserved  in 
small  bottles,  the  corks  or  stoppers  of  which  are  covered  with  sealing  wax. 

\  If  the  water  is  poured  directly  from  the  jug  into  the  flask,  carbonic  acid 
gas  is  very  likely  to  get  into  the  latter  as  well  as  tha  water. 
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simple,  and  gives  excellent  results.*  If  the  water  contains  alkali 
carbonate,  put  a  quantity  of  calcium  chloride  sufficient  to  decom- 
pose the  alkali  carbonate  with  the  lime  in  the  flask  before  adding 
the  water. 

/?.    AfTEE   PETTENKOFEE.f 

The  principle  of  this  simple  and  expeditious  process  consists  in 
mixing  the  carbonic  acid  water  with  a  measured  quantity  of  stand- 
ard lime  water  (or,  under  certain  circumstances,  baryta  water)  in 
excess.  After  complete  separation  of  the  calcium  or  barium  carbo- 
nate, the  excess  of  calcium  or  barium  in  the  fluid  is  determined  in 
an  aliquot  part  by  means  of  standard  solution  of  oxalic  acid ;  the 
difference  gives  the  calcium  or  barium  precipitated  by  the  carbonic 
acid,  and  consequently  the  amount  of  the  latter  present. 

If  a  water  contains  only  free  carbonic  acid,  the  analyst  has  only 
to  bear  in  mind — if  lime  water  is  employed — that  the  calcium  car- 
bonate formed  is  at  first,  as  long  as  it  remains  amorphous,  very 
perceptibly  soluble  in  water,  to  which  it  communicates  an  alkaline 
reaction.  Hence  the  unprecipitated  lime  in  the  fluid  cannot  be 
estimated  till  the  calcium  carbonate  has  separated  in  the  crystalline 
form,  which  takes  8  or  10  hours,  unless  the  mixture  is  warmed  to 
70°  or  80°.  On  this  account  it  is  generally  best  to  use  baryta 
water  (see  "  Analysis  of  Atmospheric  Air"). 

If,  on  the  contrary,  a  water  contains  an  alkali  carbonate  or  any 
other  alkali  salt  whose  acid  would  be  precipitated  by  lime  or  baryta, 
a  neutral  solution  of  calcium  or  barium  chloride  must  first  be  added 
to  decompose  the  same.  This  addition,  too,  prevents  any  incon- 
venience arising  from  the  presence  of  free  alkali  in  the  lime  or 
baryta  water,  or  of  magnesium  carbonate  in  the  carbonic  acid 
water;  this  inconvenience  consists  in  the  fact  that  oxalate  of  an 
alkali  or  of  magnesium  enters  into  double  decomposition  with  cal- 
cium carbonate  (which  is  seldom  entirely  absent  from  the  fluid  to 
be  analyzed),  forming  calcium  oxalate  and  carbonate  of  the  alkali 
or  of  magnesium,  which  latter  will  of  course  again  take  up  oxalic 
acid. 

In  the  presence  of  magnesium  salts  in  the  carbonic  acid  water, 
in  order  to  avoid  the  precipitation  of  the  magnesium,  a  little 
ammonium  chloride  must  also  be  added,  but  in  this  case  heat  must 

*  Zeitschr.  f.  anal.  Chem.  2,  49  and  341. 

f  Bdchker's  neues  Repert.  10,  1;  .Tourn.  f.  prakt.  Chem.  82,  32;  Annal.  <L 
Chem.  u.  Pharm.  ii.,  Supplementb.  1;  Zeitschr.  f.  anal.  Chem.  1,  92. 
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not  be  applied  to  induce  the  calcium  carbonate  to  become  more 
quickly  crystalline,  as  ammonia  would  be  thereby  expelled. 

In  making  the  determination  the  first  thing  to  be  done  is  to 
ascertain  the  relation  between  the  lime  or  baryta  water  and  a 
standard  solution  of  oxalic  acid.  Pettenkofee  makes  the  latter 
solution  by  dissolving  2'8636  grm.  pure  uneffioresced  dry  crystal- 
lized oxalic  acid  to  1  litre ;  1  c.c.  of  this  is  equivalent  to  1  mgrm. 
carbonic  acid.  The  lime  water  is  standardized  as  follows  :  Measure 
45  c.c.  into  a  little  flask  which  can  be  closed  by  the  thumb,  and 
then  run  in  from  the  burette  the  solution  of  oxalic  acid  till  the 
alkaline  reaction  has  just  vanished.  During  the  operation  the 
flask  is  closed  with  the  thumb  and  gently  shaken.  The  end  is 
attained  as  soon  as  a  drop  taken  out  with  a  glass  rod  and  applied  to 
delicate  turmeric  paper*  produces  no  brown  ring.  The  first 
experiment  is  a  rough  one,  the  second  should  be  exact. 

The  analysis  of  a  carbonic  acid  water  (a  spring  water,  for 
instance)  is  performed  by  transferring  100  c.c.  to  a  dry  flask,  add- 
ing 3  c.c.  of  a  neutral  and  nearly  saturated  solution  of  calcium  or 
barium  chloride,  and  2  c.c.  of  a  saturated  solution  of  ammonium 
chloride,  then  45  c.c.  of  the  standard  lime  or  baryta  water ;  close 
the  flask  with  an  india-rubber  stopper,  shake  and  allow  to  stand  12 
hours.  The  fluid  contents  of  the  flask  measure  consequently  160 
c.c.  From  the  clear  fluidf  take  out  by  means  of  a  pipette  two  por- 
tions of  50  c.c.  each,  and  determine  the  free  lime  or  baryta  by 
means  of  oxalic  acid,  in  the  first  portion  approximately,  in  the 
second  exactly.  Multiply  the  c.c.  used  in  the  last  experiment  by 
3  and  deduct  the  product  from  the  c.c.  of  oxalic  acid  which  corre- 
spond to  45  c.c.  of  lime  or  baryta  water.  The  difference  shows  tlie 
lime  or  baryta  precipitated  by  carbonic  acid,  each  c.c.  corresponds 
to  1  mgrm.  carbonic  acid. 

*  For  the  preparation  of  this  bibulous  paper  should  be  used,  the  ash  of  which 
is  free  from  carbonate  of  lime.  Swedish  fillering-paper  answers  best.  J.  Gott- 
lieb (.Journ.  f.  prakt.  Chem.  107,  488;  Zeitschr.  f.  anal.  Chem.  9,  251)  prefers 
aqueous  tincture  of  litmus,  prepared  from  litmus  first  exhausted  with  spirit  and 
used  in  a  very  dilute  state.  E.  Schijlzb  ai:d  M.  Makckeb  (Zeitschr.  f.  anal. 
Chem.  9,  3:34)  employ  corallin  or  rosolio  acid,  which  they  say  is  specially  adapted 
for  the  purpose.  The  alcoholic  solution  is  cautiously  neutralized  with  potash, 
and  a  drop  or  two  of  this  tincture  is  added.  P.  Schulzb  (Zeitschr.  f.  anal.  ChenL 
9,  293)  recommends  spirituous  tincture  of  turmeric. 

f  It  is  not  admissible  to  use  a  filter  (A.  MtJLLBR,  Zeitschr.  f.  anal.  Chem.  1, 
84). 
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The  method  is  convenient  and  good ;  it  is  especially  to  be 
recommended  for  dilute  carbonic  acid  water.  When  calcium  sul- 
phate or  carbonate  is  present,  as  is  almost  always  the  case  in  spring 
water,  you  must  always  before  titrating  await  the  conversion  of  the 
amorphous  calcium  carbonate  to  the  crystalline  state,  even  if  baryta 
water  is  used  (K.  Knapp*).  Baryta  water  therefore  possesses  no 
advantages  o\'er  lime  water  for  the  analysis  of  spring  waters. 

II.    Separation   of   Carbonic   Acid  from   the   Basic 
RadicaU,  and  its  Estimation  in  Carbonates. 

a.  Estimation  in  Normal  Alkali  Carbonates  and  Alkali-earth 
Carbonates. 

If  the  salts  are  unquestionably  normal  carbonates,  and  there  is 
no  other  salt  with  power  to  neutralize  an  acid  present,  we  may 
determine  the  quantity  of  the  basic  radical  by  the  alkalimetric 
method  (§§  196,  19S),  and  calculate  the  amount  of  CO,  necessary 
to  form  with  it  normal  carbonate. 

b.  Separation  from  Basic  Metals  in  Salts  which  upon  ignition 
readily  and  completely  yield  their  Carbonic  Acid. 

Such  are,  for  instance,  the  carbonates  of  zinc,  cadmium,  lead, 
copper,  magnesium,  &c. 

a.  Anhydrous  Carbonates. — Ignite  the  weighed  substance,  in  a 
platinum  crucible  (cadmium  and  lead  carbonates  in  a  porcelain 
crucible),  until  the  weight  of  the  residue  remains  constant.  The 
results  are,  of  course,  very  accurate.  Substances  liable  to  absorb 
oxygen  upon  ignition  in  the  air  are  ignited  in  a  bulb-tube,  through 
which  a  stream  of  dry  carbon  dioxide  gas  is  conducted.  The  car- 
bonic acid  is  inferred  from  the  loss. 

/?.  llydrated  Carbmiates. — The  substance  is  ignited  in  a  bulb- 
tube  through  which  dried  air  or,  in  presence  of  oxidizable  sub- 
stances, carbon  dioxide  is  transmitted,  and  which  is  connected  with 
a  calcium  chloride  tube,  by  means  of  a  dry,  close-fitting  cork. 
During  the  ignition,  the  posterior  end  of  the  bulb-tube  is,  by 
means  of  a  small  lamp,  kept  sufficiently  hot  to  prevent  the  con- 
densation of  water  in  it,  care  being  taken,  however,  to  guard  against 
burning  the  cork.  The  loss  of  weight  of  the  tube  gives  the  amount 
of  the  water -j- the  carbonic  acid;  the  increase  of  weight  gained  hj 
the  calcium  chloride  tube  gives  the  amount  of  the  water,  and  tlie 
difEerence  accordingly  that  of  the  carbonic  acid.     A  somewhat 

*  Annal.  d.  Chem.  u.  Pharm.  158,  113;  Zeitschr.  f.  anal.  Cliem.  10,  361. 
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wide  glass  tube  may  also  be  put  in  the  place  of  the  bulb-tube,  and 
the  substance  introduced  into  it  in  a  little  boat,  which  is  weighed 
before  and  after  the  operation. 

c.  Separation  from  all  fixed  Basic  Radicals,  without  exception, 
in  Anhydrous  Carhonates. 

Fuse  vitrified  borax  in  a  weighed  platinum  crucible,  allow  to 
cool  in  the  desiccator,  weigh,  then  transfer  the  well-dried  substance 
to  the  crucible  and  weigh  again.  The  weights  of  both  carbonate 
and  borax  are  thus  ascertained.  They  should  be  in  about  the  pro- 
portion of  1 :  4.  Heat  is  then  applied,  which  is  gradually  increased 
to  redness,  and  maintained  at  this  temperature  until  the  contents 
of  the  crucible  are  in  a  state  of  calm  fusion.  The  crucible  is  now 
allowed  to  cool,  and  weighed.  The  loss  of  weight  is  carbonic  acid. 
The  results  are  very  accurate  (Schaffgotsch). 

I  must  add  that  borax-glass  may  be  kept  in  a  state  of  fusion  at 
a  red  heat  for  ^  to  ^  an  hour  without  the  occurrence  of  any  vola- 
tilization, but  that  at  a  white  heat  (by  igniting  over  the  gas-bel- 
lows), even  in  a  few  minutes,  it  sufEers  a  decided  loss.*  A  few 
bubbles  of  carbonic  acid  remaining  in  the  fusing  mass  are  without 
any  influence  on  the  result. 

Instead  of  vitrified  borax  fused  potassium  dichromate  may  be 
used,  in  the  proportion  of  5  to  1  of  the  carbonate  (H.  EosEf).  The 
heat  applied  in  this  case  must  be  low,  and  great  caution  must  be 
used,  or  the  dichromate  will  lose  weight  of  itself.:);  The  carbonic 
acid  may  be  expelled  from  alkali  carbonates,  by  strong  ignition 
with  ignited  silica  (H.  IlosE§). 

d.  Separation  hy  decomposition  with  Acids.  {Estimation 
from  the  loss  of  weight) 

a.  Carbonates  of  metals  which  form  Soluble  Salts  with 

Sulphuric  Acid. 

The  process  is  conducted  in  the  apparatus  illustrated  by  fig.  58. 

The  size  of  the  flask  depends  upon  the  capacity  of  the  balance. 

£  may  be  smaller  than  A.    The  tube  a  is  closed  at  b  with  a  little  wax 

ball,  or  a  small  piece  of  india-rubber  tube,  stopped  with  half  an  inch 

of  rod ;  the  other  end  of  the  tube  a  is  open,  as  are  also  both  ends 

of  c  and  d.     The  flask  B  is  nearly  half  filled  with  concentrated 

sulphuric  acid,  free  from  oxides  of  nitrogen  and  sulphurous  acid. 

*  Zeitschr.  f.  anal.  Chem.  1,  65.  +  Pogg.  Annal.  116,  131. 

t  Zeitschr.  f.  anal.  Chem.  1,  183.  §  Pogg.  Annal.  116,  686. 
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The  tubes  must  fit  air-tight  in  the  corks,  and  the  latter  equally  so 
in  the  flasks.  The  weighed  substance  is  put  into  A  ;  this  flask  is 
then  filled  about  one  third  with  water,  the  cork  properly  inserted, 
and  the  apparatus  tared  on  the  balance.  A  few  bubbles  of  air 
are  now  sucked  out  of  d,  by  means  of  an  india-rubber  tube.  This 
serves  to  rarefy  the  air  in  A  also,  and  causes  the  sulphuric  acid  in 
£  to  ascend  in  the  tube  c.  The  latter  is  watched  for  some  time, 
to  ascertain  whether  the  column  of  sulphui-ic  acid  in  it  remains 
stationary,  which  is  a  proof  that  the  apparatus  is  air-tight.  Air  is 
then  again  sucked  out  of  '7,  which  causes  a  portion  of  the  sulplmric 
acid  to  flow  over  into  ^1.  The  carbonate  in  the  latter  flask  is 
decomposed  by  the  sulphuric  acid,  and  the  liberated  carbonic  acid, 
completely  dried  in  its  passage  througli  the  sulphuric  acid  in  B, 
escapes  through  d.  When  the  evolu- 
tion of  the  gas  slackens  a  fresh  portion 
of  sulphuric  acid  is  made  to  pass  over 
into  A,  by  renewed  suction  through 
d ;  the  operation  being  repeated  until 
the  whole  of  the  carbonate  is  decom- 
posed. A  more  vigorous  suction  is 
now  applied,  to  make  a  large  amount 
of  sulphuric  acid  pass  over  into  A, 
whereby  the  contents  of  that  flask  are 
considerably  heated ;  when  the  evolu- 
tion  of  eras   bubbles  has   completely  „ 

,     ,^  .  11  Fig.  58. 

ceased,  the  stopper  on  a  is  opened,  and 

suction  applied  to  d,  until  the  air  sucked  out  tastes  no  longer  of 
carbonic  acid.*  When  the  apparatus  is  quite  cold  it  is  replaced 
upon  the  balance,  and  the  equilibrium  restored  by  additional  weights. 
The  sum  of  the  weights  so  added  indicates  the  amount  of  carbonic 
acid  originally  present  in  the  substance. 

If  the  flasks  A  and  £  are  selected  of  small  size,  the  apparatus 
may  be  so  constructed  that,  together  witli  the  contents,  it  lu'ed  not 
weigh  above  "H  grammes,  admitting  thus  of  being  wcigln'il  on  a 
delicate  balance.  The  results  obtained  l)y  the  use  of  this  apparatus, 
first  suggested  by  Will  and  myself,  are  very  accurate,  provided 
the  quantity  of  the  carbonic  acid  be  not  too  triflini;;.     ^"^arions 

*  In  accurate  experiments,  it  is  aflvi.-able  to  connect  the  end  b  of  the  tube  a 
witli  a  calcium  chloride  tube  during  tlie  process  of  suctiou,  aud  \o  use  au  aspira- 
tor or  hydraulic  air-pump  instead  of  the  mouth. 
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raodiflcations  of  tlie  apparatus  have  been  proposed,  principally  in 
order  to  make  it  lighter. 

If  sulphites  or  sulphides  are  present,  together  with  the  carbon- 
ates, their  injurious  influence  is  best  obviated  by  adding  to  the 
carbonate  solution  of  normal  potassium  chromate  in  more  than 
sufficient  quantity  to  efEect  their  oxidation.  If  chlorides  are  pres- 
ent, in  order  to  prevent  the  evolution  of  hydrochloric  acid,  add  to 
the  evolution  flask  a  suflicient  quantity  of  silver  sulphate  in  solu- 
tion, or  connect  the  exit  tube  d  with  a  small  prepared  U-tube, 
■\\-hich  is,  of  course,  first  tared  with  the  apparatus,  and  afterwards 
weighed  with  it.  This  U-tube  is  pi-epared — in  accordance  with  the 
happy  proposal  of  Stolba — by  filling  with  fragments  of  pumice 
which  have  been  boiled  with  an  excess  of  concentrated  solution  of 
cnpi'ic  sulphate,  till  the  air  has  been  expelled,  and  then  dried  and 
heated  to  complete  dehydration  of  the  copper  salt.  If  the  U-tube 
is  only  8  cm.  high  and  has  a  bore  of  1  cm.,  it  answers  the  purpose 
very  well.  The  outer  end  is  provided  with  a  perforated  cork  and 
short  glass  tube.  We  apply  suction  to  this  by  means  of  a  flexible 
tube,  instead  of  to  d. 

/?.  After  S.  W.  Johnson.*  All  Carbonates  which  dis- 
solve freely  in  cold  dilute  acid. 
The  apparatus  may  consist  of  a  light  flask  or  bottle  with  wide 
mouth  which  is  closed  by  a  soft  rubber  stopper,  through  which 
there  passes,  on  the  one  hand,  a  calcium  chloride  tube,  the  lower 
bulb  of  which  contains  cotton,  and,  on  the  other,  the  neck  of  a 
vessel  which  contains  the  dilute  acid.  This  acid  reservoir  is  so 
constructed  that  on  suitably  inclining  it,  its  contents  will  flow 
freely  into  the  flask.  For  this  purpose  the  tube  connecting  with 
the  latter  has  an  internal  diameter  of  seven  millimetres,  and  its 
extremity  is  cut  off  obliquely ;  at  its  other  end,  the  acid  reservoir 
terminates  in  an  upturned  narrow  tube.  This  and  the  upper 
termination  of  the  calcium  chloride  tube  are  chosen  of  such  diame- 
ter that  the}^  fit  quite  snugly  into  short,  narrow,  and  thick-walled 
rubber  connectors  which  are  again  provided  with  glass-rod  stop- 
pers ;  all  these  joints  must  be  gas-tight.  In  figure  59  the  apparatus 
is  represented  in  one  third  its  proper  dimensions. 

The    weighed    substance,    in    case    of    calcium   carbonate,   e.g., 
is'  placed  at  the  bottom  of  the  fiask,  most  conveniently   in   the 

*  Amcricim  Journal  of  Science  and  Arts,  vol.  xlv.  iii.,  July,  18S9. 
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form  of  small  fragments.  The  acid  vessel  is  nearly  filled  with 
hydrochloric  acid  of  sp.  gr.  1-1.  It  and  the  calcium  chloride  tube  are 
tightly  adjusted  to  the  neck  of  the  flask,  and  the  glass-rod  stoppers 
being  removed,  the  apparatus  is  connected  at  g  with  a  self-regulat- 
ing generator  of  washed  carbonic  acid,  and  a  rather  ra^jid  stream  of 
the  gas  is  transmitted  through  the  appai'atus  for  15  minutes,  or 
until  the  liquid  is  saturated  and  the  air  is  thoroughly  displaced. 
Then  the  opening  at  d  is  stopped  and  afterward  the  apparatus  is 
disconnected  with  the  carbonic  acid  generator  and  stopped  at  c. 
During  these  as  well  as  the  subsequent  operations,  the  apparatus 
must  be  so  handled  that  its  temperature  shall  not  change.  It  is 
immediately  weighed.  When  removed  from  the  balance,  loosen 
the  stopper  at  d,  and,  holding  the  flask  by  a  wooden  clamp,  incline 
it  so  that  the  acid  may  flow  over  npon  the  carbonate.  The  decom- 
position should  proceed  slowly,  so  that  the 
escaping  gas  may  be  thoroughly  dried.  As 
soon  as  solution  of  the  carbonate  is  complete, 
replace  the  stopper  at  d,  and  weigh  again. 
Should  there  be  any  leak  in  the  apparatus  the 
fact  is  made  evident  by  a  slow  but  steady  loss 
of  weight,  when  it  is  brought  upon  the  balance. 
If  all  the  joints  are  sufficiently  tight,  the  weight 
remains  the  same  for  at  least  fifteen  minutes. 

"When  properly  executed  the  process  gives 
extremely  accurate  results  ;  a  slight  change  of 
temperature  or  of  atmospheric  pressure  be- 
tween the  two  weighings  of  course  greatly  im- 
pairs the  results  or  renders  them  worthless. 
Since  the  apparatus  usually  rises  a  little  in 
temperature  during  the  solution  of  the  carbon- 
ate, it  is  better,  as  soon  as  the  substance  is  de- 
composed, to  stopper  the  CaCl,  tube  and  let 
the  whole  stand  fifteen  minutes,  then  to  connect  as  before  with 
the  gas-generator  and  pass  dried  CO,  for  a  minute,  and  finally  to 
stopper  again  and  bring  upon  the  balance.  In  seven  analyses  of 
pure  calcite  in  quantities  ranging  from  0'5  to  0'9  grm.,  the  follow- 
ing percentages  of  carbonic  acid  were  obtained,  viz. :  44"07,  44'07, 
43-98,  44-01,  44-04,  44-11,  44-16 ;  calculation  requires  44-00. 

In  case  of  alkali-carbonates  which  absorb  carbonic  acid  gas,  it  is 
necessary  to  modify  the  apparatus.     Instead   of   the   light   flask, 


Fig.  59. 
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we  may  employ  a  small  bottle  of  thick  glass  and  wider  mouth,  and 
a  thrice  perforated  rubber  stopper.  Thi-ough  the  third  orifice  pass 
a  narrow  tube  3  to  4  inches  long  enlarged  below  to  a  small  bulb  to 
contain  the  carbonate.  This  bulb  must  be  so  thin  that  on  pushing 
down  the  tube  within  the  bottle  it  shall  be  easily  crushed  to  pieces 
against  the  bottom  of  the  latter.  The  carbonate  is  weighed  into 
the  bulb-tube,  the  latter  is  wiped  clean  down  to  the  bulb,  corked 
and  fixed  in  the  stopper.  The  apparatus  is  filled  as  before  with 
COj  and  weighed.  Then  the  bulb  is  broken  and  the  process  fin- 
ished as  before  described.  In  three  estimations  on  sodium  carbo- 
nate, 41-54,  41-64,  and  41-58  percent. of  CO,  were  obtained.  Cal- 
culation requires  41-51  per  cent.] 

e.  All  Carbonates  without  exception  (Determination  by  absorp- 
tion and  weighing  of  CO^),  H.  Eose. 

The  flask  for  decomposing  the  carbonate  should  be  small  (150 
c.c),  in  order  to  facilitate  subsequent  removal  of  carbonic  acid  by 
aspiration,  unless  the  substance  froths  strongly  during  its  decom- 
position, in  which  case  a  larger  flask  must  be  used.  The  end  of 
the  funnel  tube,  after  it  is  inserted  in  the  rubber  stopper  which  is 
fitted  to  the  flask,  is  drawn  to  a  less  diameter  and  bent  upwards  in 
the  form  of  a  hook,  to  prevent  the  entrance  of  gas-bubbles.  Above 
the  stop-cock  its  internal  diameter  should  not  be  so  small  as  to  pre- 
vent water  when  poured  in  from  filling  it,  and  this  portion  should 
be  so  long  that  the  pressure  of  the  liquid  filling  it  will  suffice  to 
force  gas  through  the  apparatus.  A  piece  of  glass  tube  bent  at  a 
right  angle  is  fitted  to  the  funnel  by  means  of  a  piece  of  rubber 
tube  slipped  over  it. 

The  nearly  horizontal  glass  tube  (about  0-7  metre  long)  is  of 
thin  glass,  and  of  a  diameter  not  less  than  12  millimetres.  It  is 
inclined  to  such  extent  that  water  condensing  in  it  may  flow  back. 
The  Tipper  half  is  filled  with  granulated  dried  calcium  chloride, 
secured  in  place  by  a  little  cotton  or  asbestos  at  each  end.  In  the 
end  of  the  large  tube  a  small  tube  is  fitted  by  means  of  a  rubber 
stopper,  and  to  this  is  joined  by  a  rubber  tube  the  potash  appara- 
tus and  soda-lime  tube  (weighable  either  jointly  or  separately) 
charged  with  absorbents,  as  described  §§  174, 175.  The  flask  is 
removed  to  receive  the  weighed  substance,  and  replaced  without 
disturbing  the  position  of  the  rest  of  the  apparatus.  It  can  now 
be  ascertained  whether  the  apparatus  will  leak  gas  by  forcing  a 
little  air  (free  from  carbonic  acid)  through  the  funnel  tube,  closing 
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the  stop-cock,  and  observing  -whether  the  unequal  height  of  liquid 
in  the  two  limbs  of  the  potash  apparatus  remains  for  a  few  minutes. 
Introduce  a  little  water  through  the  funnel  tube,  and  next  acid 
slowly  by  turning  the  stop-cock  until  evolution  of  CO,  ceases. 
The  small  right-angled  tube,  to  which  is  attached  a  large  tube 
filled  with  fragments  of  potash  (see  §  175),  is  now  inserted  in 
the  glass  funnel,  and  a  slow  current  of  air  (1  bubble  per  second)  is 
drawn  through  the  apparatus  by  means  of  an  aspirator  (tig.  62) 
connected  with  the  soda-lime  tube.  The  aspirator  should  not  be 
connected  directly  to  the  soda-lime  tube,  but  to  a  calcium-chloride 
tube,  which  ought  to  be  connected  with  the  latter  during  the 
whole  operation.     As  soon  as  the  current  of  air  is  established, 


Fig.  60. 

apply  the  smallest  possible  flame  of  a  Bunsen  lamp,  best  main- 
tained constant  by  capping  the  burner  with  wire  gauze  until  the 
fluid  just  boils.  Keep  up  the  gentle  boiling  a  few  minutes  until 
water  condenses  in  the  tube,  but  not  until  condensed  drops  appear 
quite  up  to  the  calcium  chloi-ide.  Remove  then  the  lamp,  and 
aspirate  a  while  longer  somewhat  faster.  Tlie  volume  of  air  neces- 
sary to  remove  the  carbonic  acid  depends  upon  the  size  of  the 
decomposing  flask.  "When  the  operation  is  completed,  disconnect 
the  absorbing  apparatus,  close  the  ends  with  caps  of  rubber  tubing, 
and  weigh  after  lapse  of  half  an  hour. 

For  liberating  the  carbonic  acid,  sulphnric  acid  (the  concen- 
trated diluted  with  4  or  6  times  its  volume  of  water)  is  best 
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adapted,  provided  it  readily  decomposes  the  substance  without 
formation  of  insoluble  sulphates. 

When  there  are  objections  to  using  sulphuric  acid,  dilute  hydro- 
chloric acid  (containing  about  10  per  cent)  may  be  used,  or  more 
rarely  nitric  acid.  Nitric  acid  cannot  be  used  when  substances  are 
present  which  cause  its  decomposition  ;  e.g.,  ferrous  salts  and  sul- 
phides. 

When  sulphuric  acid  is  used,  the  evolution  of  H,S  from  sul- 
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phides,  if  present,  may  be  prevented  by  adding  first  a  solution  of 
chromic  acid  or  mercuric  chloride.  If  sulphites  are  present,  use 
chromic  acid  or  potassium  chromate.  When  hydrochloric  acid  is 
employed,  the  disturbing  influence  of  compounds  which  cause  evo- 
lution of  chlorine  may  be  prevented  by  allowing  some  concentrated 
solution  of  stannous  chloride  to  run  into  the  flask  before  addition 
of  the  acid.  When  hydrochloric  acid  is  used,  or  even  sulphuric  in 
the  presence  of  chlorides,  it  is  best  to  guard  against  the  possibility 
of  carrying  HOI  gas  into  the  potash  apparatus  by  substituting 
Stolba's  preparation  of  anhydrous  copper  sulphate  and  pumice- 
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stone  (see  page  410)  for  that  portion  of  the  calcium  chloride  which 
fills  10-15  cm.  of  the  end  of  the  tube. 

A  modification*  of  the  above-described  apparatus,  possessing 
some  obvious  advantages,  is  shown  by  fig.  61.  In  place  of  the 
empty  part  of  the  long  glass  tube  shown  in  fig.  60  is  substituted  a 
smaller  strong  tube,  provided  with  a  cooling  apparatus  through 
which  water  circulates.  This  is  connected  by  a  piece  of  close- 
fitting  rubber  tube  with  the  remaining  part  d.  Some  suitable 
foi-m  of  apparatus  for  absorbing  CO,  must,  of  course,  be  attached 
to  d  in  the  manner  shown  by  fig.  60.  Tlie 
calcium-chloride  tube,  used  to  prevent  moist 
air  from  entering  the  absorbing  apparatus, 
is  conveniently  supported  by  attaching  it  to 
the  aspirator  (fig.  62).  The  aspirator  may 
be  connected  with  the  apparatus  from  the 
beginning  to  the  end  of  the  operation,  with 
its  stop-cock  so  adjusted  that  water  flows 
from  it  drop  by  drop.  In  conducting  the 
operation,  a  little  variation  from  the  before 
described  manipulation  is  admissible  on  ac- 
count of  the  presence  of  the  condensing  ap- 
paratus. After  enough  acid  has  been  ad- 
mitted to  effect  decomposition,  the  stop-cock 
of  a  is  closed,  a  little  liquid  still  being  al- 
lowed to  remain  above  it.  Heat  is  then 
applied  as  before  directed,  but  continued 
longer  until  the  CO,  is  almost  or  quite  ex- 
pelled from  the  flask  by  steam.  This  point 
is  indicated  by  almost,  or  nearly,  entire  ces- 
sation of  dropping  of  water  from  the  aspi- 
rator. Diminish  now  the  heat,  and  immediately  after  open  the 
stop-cock  of  a  and  let  air  (free  from  CO,)  enter  and  replace  the 
condensing  steam.  Boil  again  to  expel  the  air  which  has  entered, 
after  which  a  small  volume  of  air  drawn  through  the  apparatus  by 
the  aspirator  will  ensure  the  bringing  of  all  the  CO,  into  the  absoib- 
ing  apparatus. 

f.  Estimation  h/  Measuring  the  Gas. 

This  process  is  applicable  in  the  case  of  all  salts  which  are 


Fig.  63. 


*  Devised  by  H.  L.  Wells,  of  the  Sheffield  Laboratory. 
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TABLE  OF  THE  WEIGHT  OF  A  CUBIC 
In  MiUigrammea  from  720  to  770  mm.  of  press- 
Millimetres. 


720 

722 

724 

726 

728 

730 

732 

734 

786 

788 

740 

743 

744 

10° 

1.77446 

1.77945 

1.78445 

1.78944 

1.79443 

1.79942 

1.80441 

1.80941 

1.81440 

1.81940 

1.82438 

1.82937 

1.83487 

11» 

1.76668 

1.77165 

1.77663 

1.78160 

1.78657 

1.79166 

1.79653 

1.80149 

1.80647 

1.81144 

1.81642 

1.82189 

1.82636 

12° 

1.76881 

1.76377 

1.76873 

1.77368 

1.77864 

1.78369 

1.78865 

1.79351 

1.79846 

1.80342 

1.80838 

1.81333 

1.81829 

13° 

1.75093 

1.75587 

1.76081 

1.76576 

1.77070 

1.77665 

1.78069 

1.78554 

1.79048 

1.79513 

1.80037 

1.80532 

1.81026 

14° 

1.74301 

1.74795 

1.76288 

1.75781 

1.76276 

1.76768 

1.77361 

1.77764 

1.78248 

1.78741 

1.79234 

1.79738 

1.80221 

15° 

1.73502 

1.73993 

1.74484 

1.74074 

1.75465 

1.75955 

1.76446 

1.76937 

1.77427 

1.77918 

1.78408 

1.78899 

1.79390 

16° 

1.72699 

1.73188 

1.V3BVV 

1.74166 

1.74655 

1.76144 

1.76633 

1.76122 

1.76611 

1.77100 

1,77690 

1.78078 

1.78567 

17° 

1.71888 

1.72376 

1.72863 

1.73349 

1.73836 

1.74333 

1.74809 

1.75296 

1.75783 

1.76269 

1.76756 

1.77243 

1.77729 

18° 

1.71069 

1.71554 

1.72040 

1.72525 

1.73011 

1.73497 

1.73982 

1.74468 

1.74953 

1.76439 

1.75926 

1.76410 

1.76896 

19° 

1.70339 

1.70723 

1.71307 

1.71691 

1.72175 

1.72659 

1.73143 

1.73627 

1.74111 

1.74696 

1.76078 

1.76662 

1.76M6 

30° 

1.69413 

1.69894 

1.70377 

1.70859 

1.71341 

1.71823 

1.72305 

1.72788 

1.73270 

1.78726 

1.74334 

1.74716 

1.76199 

21° 

1.68571 

1.69051 

1.69533 

1.70012 

1.70493 

1.70974 

1.71464 

1.71936 

1.72415 

1.72896 

1.73377 

1.7.3867 

1.74338 

32° 

1.67733  1.68301 

1.68680 

1.69151 

1.69638 

1.70117 

1.70596 

1.71076 

1.71654 

1.72033 

1.73618 

1.72991 

1.73470 

23° 

1.66863  1.67340 

1.67817 

1.68394 

1.68772 

1.69249 

1.69737 

1.70204 

1.70681 

1.71159 

1.71636 

i.raii4 

1.72591 

34° 

1.65994 

1.66470 

1.66945 

1.67421 

1.67897 

1.68372 

1.68848 

1.69334 

1.69799 

1.70276 

1.70761 

1.71227 

1.71703 

35° 

1.65113 

1.65587 

1.66061 

1.66536 

1.67009 

1.07484 

1.67958 

1.68432 

1.68906 

1.69.380 

1.69864 

1.70839 

1.70803 

720 

722 

724 

726 

728 

730 

782 

784 

786 

738 

740 

742 

744 
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ure  ofmercvry,  and  from  10°  to  35°  Cent. 

Millimetres, 


746 


748     750     752 


1.S3936  1.84435 
1.831341.83631 


1.819S4  1.85433 


1.84129  1.84626 


! 


1.82324  1.82820  1.83315  1.83811 

i  I  I 

1.81521  1.82015  1.82510  1.830W 


754 


756 


1.80714,1.81208 
1.79880  1.80371 


1.79056 

1.78816 

1.77381 

1.76530 

1.75681 

1.74818 

1.73 

1.73068 

1.72178 

1.71277 


1.79545 
1.78703 
1.77867 
1.77014 


1.81701 1.82194 
1.80861 1.81362 
1.80034  1.80523 
1.79189  1.79676 
1.78353  1.78838 
1.77498  1.77982 


1.761131.76645,1.77127 


1.75299 
1.74428 
1.73546 
1.72654 
1.71751 


1.75780  1.76260 
1.74907  1.75386 
1.740231.74501 
1.73129  1.73605 


1.72225 


1.72699 


1.85123 

1.84307, 

1.83499 

1.82687 

1.81843 

1.81012 

1.1 

1.79324 

1, 

1.77610 

1.76741 

1.75865 

1.74978 

1.74081 

1.73173 


1, 

1.85621 
1.84803 
1, 


758 


1.83181 
1.82333 
1.81501 
1.80650 
1.79809 
1.78950 
1.78092 
1.77221 
1.76344 
1.75455 
1.74556 
1.73648 


1.86118 

1, 

1.84488; 

1.83674 

1.82824 

1.81990 

1.81136 

1.80295 

1.7943-1 

1.78574 

1.77702 

1.76823 

1.76983 

1.76032 

1.74122 


760 


762 


1.87430 


1.86616 


l.i 

l.i 

1.84167 

1.83314 

1.83179 

1.81623 

1.80781 

1.79917 

1.79056 

1.78183 

1.77302 


764 


766 


1.87930  1.88429  1.88928 


768 


770 


1.87113, 
1.86289 
1.85477 
1.84661 
1.83805 
1.82968 
1.82110 
1.81360, 
1.80401 
1.79338 
1.78063 
1.77781 


1.876101.88108 
1.86786  1.87280 
1.85971  1.86466 

1.86154  1.8564' 

i 
1.84396  1.84780! 

1.83457,1.83946 

1.82590  1.83083 

1.81752T8233' 

1.80885  1.81369 

1  80031  1.80603 

1.79144  1.79624 


1.76410  1.76888 


1.76508 
1.74696 


1.76984 
1.75070 


1.78360 
1.77361 
1.76459 
1.76644 


1.78739 
1.77843 
1.76935 
1.76018 


1.8942' 
1.88605 
1.87776 
1 

,1.86141 
1.8527' 
1.84485; 
1.83570; 
,1.82723; 
1.81853' 

1.80105; 
1.79218 
1.78330 
1.77411 
1.76492 


1.89926 
1.89103 
1.88271 
1.87465 
1.86634 
1.85767 
1.84924 
1.84066 
,1.83209 
1.83337 
1.81467 
1.80686 
1.79697 
1.78797 
1.77886 
1.70907 


16°  H 

Is 

17°  g 


18°|H 

I  ^ 
19°  % 

20° 

21° 

22° 

23° 

24° 

25° 


746 


748 


750 


752 


754 


756 


758 


760 


763 


764 


766     768 


770 
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decomposed  by  liydrocliloric  acid  in  the  cold.  It  is  distinguished 
for  rapid  and  convenient  execution  and  very  satisfactory  results. 
[The  azotometer,  fig.  63,  is  employed,  and  the  details  of  the 
process  are  for  the  most  part  similar  to  those  followed  in  the 
estimation  of  ammonia  as  described  on  page  222.  The  weighed 
carbonate  is  put  in  the  bottle  a,  and  the  tube/"  is  charged  with  5 
c.c.  of  11.  CI.,  sp.  gr.  1'123.  When  the  burette  is  adjusted  to  zero, 
the  acid  is  poured  at  once  upon  the  carbonate.  The  precautions  to 
be  observed  in  the  measurement  of  the  gas  are  as  detailed  on  page 
222.  It  is  not  needful  to  wait  so  long  for  the  gas  to  cool.  The 
necessary  corrections  are  applied  by  aid  of  the  tables  given  by 
Dietrich,  pages  416-418.  Their  use  is  perfectly  similar  to  that  of 
the  tables  given  on  pages  223-225.] 

§  140. 
2.  Silicic  Acid. 

I.  DETEEliraATION. 

The  direct  estimation  of  silicic  acid  is  almost  invariably  effected 
by  converting  the  soluble  modification  of  the  acid  into  the  insol- 
uble modification,  by  evaporating  and  completely  drying ;  the 
insoluble  modification  is  then,  after  removal  of  all  foreign  matter, 
ignited  strongly  (over  the  bellows  blowpipe)  and  weighed. 

For  the  guidance  of  the  student  I  would  observe  here  that,  to 
guard  against  mistakes,  he  should  always  test  the  purity  of  the 
weighed  silicic  acid.  The  methods  of  testing  will  be  found 
below. 

If  you  have  free  silicic  acid  in  the  state  of  hydrate,  in  an  aque- 
ous or  acid  solution  free  from  other  fixed  bodies,  simply  evaporate 
the  solution  in  a  platinum  dish,  ignite  and  weigh  the  residue. 

Respecting  a  volumetric  estimation  of  silicic  acid  (conversion 
into  potassium  silicofiuoride  and  acidimetric  determination  of  the 
same,  see  §  97,  4),  I  must  refer  to  Stole  a.* 

II.  Sepaeation  of  Silicic  Aero  feom  the  Basio  Rad- 
icals. 

a.  In  all  compounds  which  arc  dpmmposcd  ly  Hydrochloric 
or  Nitric  Acid,  on  digestion  in  open  vessels. 

*  Zcitschr.  f.  anal.  Cliem.  4,  183. 
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To  this  class  belong  tlie  silicates  soluble  in  water,  as  well  as 
many  of  the  insoluble  silicates,  as,  for  instance,  nearly  all  zeolites. 
Several  minerals  not  decomposable  of  themselves  by  acids,  become 
so  by  persistent  ignition  in  a  state  of  fine  powder  (F.  Mohe*).  If 
the  ignition  is  too  strong,  particles  of  alkali  may  be  lost. 

The  substance  is  very  finely  powdered,f  dried  at  1 00°,  and  put 
into  a  platinum  or  porcelain  dish  (in  the  case  of  silicates  whose  solu- 
tion might  be  attended  with  disengagement  of  chlorine,  platinum 
cannot  be  used) ;  a  little  water  is  then  added,  and  the  powdei 
mixed  to  a  uniform  paste.  Moderately  concentrated  hydrochloric 
acid,  or — if  the  substance  contains  lead  or  silver — nitric  acid,  is  now 
added,  and  the  mixture  digested  at  a  very  gentle  heat,  with  con- 
stant stirring,  until  the  substance  is  completely  decomposed,  in 
other  terms,  until  the  glass  rod,  which  is  rounded  at  the  end, 
encounters  no  more  gritty  powder,  and  the  stirring  proceeds 
smoothly  without  the  least  grating. 

The  silicates  of  this  class  do  not  all  comport  themselves  in  the 
same  manner  in  this  process,  but  show  some  differences ;  thus  most 
of  them  form  a  bulky  gelatinous  mass,  whilst  in  the  ease  of  others 
the  silicic  acid  separates  as  a  light  pulverulent  precipitate ;  again, 
many  of  them  are  decomposed  readily  and  rapidly,  whilst  others 
require  protracted  digestion. 

When  the  decomposition  is  effected,  the  mixture  is  evaporated 
to  dryness  on  the  water-bath,  and  the  residue  heated,  with  frequent 
stirring,  until  all  the  small  lumps  have  crumbled  to  pieces,  and  the 
whole  mass  is  thoroughly  dry,  and  until  no  more  acid  fumes  escape. 
It  is  always  the  safest  way  to  conduct  the  drying  on  the  water-bath. 
Occasionally  it  is  well  to  moisten  the  dry  mass  with  water  and  evap- 
orate again.  In  cases  where  it  appears  desirable  to  accelerate  the 
desiccation  by  the  application  of  a  stronger  heat,  an  air-bath  may 
be  had  recourse  to ;  which  may  be  constructed  in  a  simple  way,  by 
suspending  the  dish  containing  the  substance,  with  the  aid  of  wire, 
in  a  somewhat  larger  dish  of  silver  or  iron,  in  a  manner  to  leave 
everywhere  between  the  two  dishes  a  small  space  of  uniform  width. 
Direct  heating  over  the  lamp  is  not  advisable,  as  in  the  most 
strongly  heated  parts  the  silicic  acid  is  liable  to  unite  again  with 

*  Zeitschr.  f .  anal.  Chem.  7,  393. 

\  Very  liard  silicates  cannot  be  powdered  in  an  agate  mortar  witliQut  taking 
up  silica ;  these  must,  therefore,  be  powdered  in  a  steel  mortar,  sifted,  and  freed 
from  particles  of  steel  with  the  magnet. 


§  140.]  SILICIC  ACID.  421 

the  separated  bases  to  compounds  wliich  are  not  decomposed,  or 
only  imperfectly,  by  hydrochloric  acid. 

"When  the  mass  is  cold,  it  is  brought  to  a  state  of  semi-iluidity 
by  thoroughly  moistening  it  with  hydrochloric  acid  ;  after  which 
it  is  allowed  to  stand  for  half  an  hour,  then  warmed  on  a  water- 
bath,  diluted  with  hot  water,  stirred,  allowed  to  deposit,  and  the 
fluid  decanted  on  to  a  filter ;  the  residuary  silicic  acid  is  again 
stirred  with  hydrochloric  acid,  warmed,  diluted,  and  the  fluid  once 
more  decanted  ;  after  a  third  repetition  of  the  same  operation,  the 
precipitate  also  is  transferred  to  the  filter,  thoroughly  waslied  with 
hot  water,  well  dried,  and  ignited  at  last  as  strongly  as  possible,  as 
directed  in  §  52.  For  the  properties  of  the  I'esidue,  see  §  93,  9. 
The  results  are  accurate.  The  basic  metals,  which  are  in  the  filtrate 
as  chlorides,  are  determined  by  the  methods  given  above.  Devia- 
tions from  the  instructions  here  given  are  likely  to  entail  loss  of 
substance  ;  thus,  for  instance,  if  the  mass  is  not  thoroughly  dried, 
a  not  inconsiderable  portion  of  the  silicic  acid  passes  into  the  solu- 
tion, whereas,  if  the  instructions  are  strictly  comjDlied  with,  only 
traces  of  the  acid  are  dissolved ;  in  accurate  analyses,  however,  even 
such  minute  traces  must  not  be  neglected,  but  should  be  separated 
from  the  metals  precipitated  from  the  solution.  The  separation 
may,  as  a  rule,  be  readily  effected  by  dissolving  them,  after  ignition 
and  weighing,  in  hj'drochloric  or  sulphuric  acid,  by  long  digestion 
in  the  heat,  the  traces  of  silicic  acid  being  left  undissolved.  Some- 
times it  is  better  to  fuse  the  metallic  oxides  with  potassium  disul- 
phate,  or  to  reduce  them  to  the  metallic  state  by  ignition  in  hydro- 
gen, and  then  to  treat  with  hydrochloric  acid.  Again,  if  the  silicic 
acid  is  not  thoroughly  dried  previous  to  ignition,  the  aqueous  vapor 
disengaged  upon  the  rapid  'application  of  a  strong  heat  may  carry 
away  particles  of  the  light  and  loose  silica. 

The  silicic  acid  may  be  tested  as  follows :  This  testing  must  on 
no  account  be  omitted  if  the  silica  has  been  separated  in  a  pulveru- 
lent and  not  in  a  gelatinous  form.  Heat  a  portion  on  a  water-bath 
with  moderately  concentrated  solution  of  sodium  carbonate  for  an 
hour  in  a  platinum  or  silver  dish  ;  with  less  advantage  in  a  ])0i'ce- 
lain  dish.  Eggertz*  recommends,  for  -1  grm.  silicic  aciil,  0  c.c. 
of  a  saturated  solution  of  sodium  carbonate  and  12  c.c.  of  Avater. 
Pure  silica  would  dissolve.    If  a  residue  remains,  pour  off  the  clear 

*  Zeitschr.  f .  anal.  Chem.  7,  503. 
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fluid  and  heat  again  wi'th  a  small  quantity  of  sodium  carbonate.  If 
a  residue  still  remains,  weigh  the  rest  of  the  impure  silica  and 
treat  it  according  to  5,  to  estimate  the  amount  of  impurity. 

If  you  ha.Yej?ure  hydrofluoric  acid,  you  may  also  test  the  sihcic 
acid  in  a  very  easy  manner,  by  treating  it  with  this  acid  and  a  few 
drops  of  sulphuric  acid  in  a  platinum  dish  ;  upon  the  evaporation 
of  the  solution,  the  silicic  acid,  if  pure,  will  volatilize  completely 
(as  fluoride  of  silicon).  If  a  residue  remains,  moisten  this  once 
more  with  hydrofluoric  acid,  add  a  few  drops  of  sulphuric  acid, 
evaporate,  and  ignite  ;  the  residue  consists  of  the  sulphates  of  the 
metals  retained  by  the  silicic  acid,  as  well  as  any  titanic  acid  that 
was  present  (Beezelius).  Ammonium  fluoride  may  be  used 
instead  of  hydrofluoric  acid. 

h.  Compounds  which  are  not  decomposed  hy  Hydrochloric  or 
Nitric  Acid,  on  digestion  in  open  vessels. 

a.  Decomposition  hy  fusion  with  Alkali  Carbonate. 

Eeduce  the  substance  to  an  impalpable  powder,  by  trituration 
and,  if  necessary,  sifting  (§  25)  ;  transfer  to  a  platinum  crucible, 
and  mix  with  about  4  times  the  weight  of  pure  anhydrous  sodium 
carbonate  or  sodium  and  potassium  carbonate,  with  the  aid  of  a 
rounded  glass  rod ;  wipe  the  rod  against  a  small  portion  of  sodium 
carbonate  on  a  card,  and  transfer  this  also  from  the  card  to  the 
crucible.  Cover  the  latter  well,  and  heat,  according  to  size,  over  a 
gas  or  spirit-lamp  with  double  draught,  or  a  blast  gas-lamp  ;  or 
insert  in  a  Hessian  crucible,  compactly  fiUed  up  with  calcined 
magnesia,  and  heat  in  a  charcoal  fire. 

Apply  at  first  a  moderate  heat  for  some  time  to  make  the  mass 
simply  agglutinate  ;  the  carbonic  acid  will,  in  that  case,  escape  from 
the  jjorous  mass  with  ease  and  unattended  with  spirting.  Increase 
the  heat  afterwards,  finally  to  a  very  high  degree,  and  terminate 
the  operation  only  when  the  mass  appears  in  a  state  of  calm  fusion, 
and  gives  no  more  bubbles. 

The  platinum  crucible  in  which  the  fusion  is  conducted  must 
not  be  too  small ;  in  fact,  the  mixture  should  only  half  fill  it.  The 
larger  the  crucible,  the  less  risk  of  loss  of  substance.  As  it  is  of 
importance  to  watch  the  progress  of  the  operation,  the  lid  must  be 
easily  removable  ;  a  concave  cover,  simply  lying  on  the  top,  is  there- 
fore preferable  to  an  overlapping  lid.  If  the  process  is  conducted 
over  the  spirit  or  simple  gas-lamp,  the  mixed  sodium  and  potas- 
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shim  carbonates  are  preferable  to  sodium  carbonate,  as  they  fuse 
much  more  readily  than  the  latter.  In  heating  over  a  lamp,  the 
crucible  should  always  be  supported  ou  a  triangle  of  platinuuawire, 
with  the  opening  just  sufficiently  wide  to  allow  the  cnicible  to 
drop  into  it  fully  one  third,  yet  to  retain  it  firmly,  even  with  the 
wire  at  an  intense  red  heat.  When  conducting  the  process  over  a 
spirit-lamp  with  double  draught,  or  over  a  simple  gas-lamp,  it  is 
also  advisable,  towards  the  end  of  the  operation,  when  the  heat  is 
to  be  raised  to  the  highest  degree,  to  put  a  chimney  over  the  cnici- 
ble, with  the  lower  border  resting  on  the  ends  of  the  iron  triangle 
which  supports  the  platinum  triangle  ;  this  cliiraney  should  be 
about  12  or  11  cm.  high,  and  the  upper  opening  measure  about  4 
cm.  in  diameter.  The  little  clay  chimneys  recommended  by  0.  L. 
Eedmaxn"  are  still  more  serviceable  (fig.  31,  p.  24,  "  Qual.  Anal."). 
When  the  fusion  is  ended,  the  red-hot  crucible  is  removed  with 
tong-.  and  placed  on  a  cold,  thick,  clean  iron  plate,  on  which  it 
will  rapidly  cool ;  it  is  then  generally  easy  to  detach  the  fused  cake 
in  one  piece. 

The  cake  (or  the  crucible  with  its  contents)  is  put  into  a  beaker, 
from  10  to  15  times  the  quantity  of  water  poured  over  it,  and  heat 
applied  for  half  an  hour,  then  hydrochloric  acid  is  gradually  added, 
or,  under  certain  circumstances,  nitric  acid  ;  the  beaker  is  kept 
covered  with  a  glass  plate,  or,  which  is  niacli  better,  with  a  large 
watch-glass  or  porcelain  dish,  perfectly  clean  outside,  to  prevent 
the  loss  of  the  drops  of  fluid  which  the  escaping  carbonic  acid  car- 
ries along  with  it ;  the  drops  thus  intercepted  by  the  cover  are 
afterwards  rinsed  into  the  beaker.  The  crucible  is  also  rinsed  with 
water  mixed  with  dilute  acid,  and  the  solution  obtained  added  to 
the  fluid  in  the  beaker. 

The  solution  is  promoted  by  the  application  of  a  gentle  heat, 
Avhich  is  continued  for  some  time  after  this  is  effected  to  insure  the 
complete  expulsion  of  the  carbonic  acid ;  since  otherwise  some  loss 
of  substance  might  be  incurred,  in  the  subsequent  process  of  evapo- 
J'ation,  by  spirting  caused  by  the  escape  of  that  gas.  If  in  the  pro- 
ctiss  of  treating  the  fused  mass  with  hydrochloric  acid,  a  saline 
powder  subsides  (sodium  or  potassium  chloride),  this  is  a  sign  that 
more  water  is  required. 

If  the  decomposition  of  tlie  mineral  lias  siu'ceeded  to  the  full 
extent,  the  hydrochloric  acid  solution  is  eitlier  perfectly  clear,  or 
light  flakes  of  silicic  acid  only  float  in  it.     But  if  a  heavy  powder 
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subsides,  whicli  feels  gritty  under  tlie  glass  rod,  this  consists  of 
undecomposed  mineral.  The  cause  of  such  imperfect  decomposi- 
tion is  generally  to  be  ascribed  to  imperfect  pulverization.  In 
such  cases  the  undecomposed  portion  may  be  fused  once  more  with 
alkali  carbonate  ;  the  better  way,  however,  is  to  repeat  the  process 
with  a  fresh  portion  of  mineral  more  finely  pulverized. 

The  hydrochloric  or  nitric  acid  solution  obtained  is  poured, 
together  with  the  precipitate  of  silicic  acid,  which  is  usually  floating 
in  it,  into  a  porcelain  or,  better,  into  a  platinum  dish,  and  treated 
as  directed  in  II.,  a.  That  the  fluid  may  not  be  too  much  diluted, 
the  beaker  should  be  rinsed  only  once,  or  not  at  all,  and  the  few 
remaining  drops  of  solution  dried  in  it ;  the  trifling  residue  thus 
obtained  is  treated  in  the  same  way  as  the  residue  left  in  the  evapo- 
rating basin.  Tliis  is  the  method  most  commonly  employed  to 
effect  the  decomposition  of  silicates  that  are  undecomposable  by 
acids  ;  that  it  cannot  be  used  to  determine  alkalies  in  silicates  is 
self-evident. 

/?.  Decomposition  hy  means  of  Ilydrofluorio  Acid. 

aa.  By  Aqueous  Hydrofluoric  Acid. 

The  silicate  should  be  finely  pulverized,  dried  at  100°  (in  some 
cases  ignition  is  advisable*).  It  is  mixed,  in  a  platinum  dish,  with 
rather  concentrated,  slightly  fuming  hydrofluoric  acid,  the  acid 
being  added  gradually,  and  the  mixture  stirred  with  a  tliick  plati- 
num wire.  The  mixture,  which  has  the  consistence  of  a  thin  paste, 
is  digested  some  time  on  a  water-bath  at  a  gentle  heat,  and  pure 
concentrated  sulphuric  acid,  diluted  with  an  equal  quantity  of 
water,  is  then  added,  drop  by  drop,  in  more  than  sufliicent  quantity 
to  convert  all  the  basic  metals  present  into  sulphates.  The  mixture 
is  now  evaporated  on  the  water-bath,  during  which  operation  sili- 
con fluoride  gas  and  hydrofluoric  acid  gas  are  continually  volatiliz- 
ing ;  then  it  is  flnally  exposed  to  a  strongei-  heat  at  some  height  above 
the  lamp,  until  the  excess  of  sulphuric  acid  is  almost  completely 
expelled.  The  mass,  when  cold,  is  thoroughly  moistened  with  con- 
centrated hydrochloric  acid,  and  allowed  to  stand  at  rest  for  one 
hour ;  water  is  then  added,  and  a  gentle  heat  applied.  If  the 
decomposition  has  fully  succeeded,  the  whole  must  dissolve  to  a 
clear  fluid.     If  an  undissolved  residue  is  left,  the  mixture  is  heated 

*  JIany  minerals  are  much  more  readily  decomposed  by  hydrofluoric  acid 
also,  if  they  are  previously  ignited  in  a  staie  of  fine  division  (Hermann,  Eam- 
MKLSBEKG,  Fr.  Mohr,  Zeitschr.  f.  anal.  Chem.  7,  291). 
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for  some  time  on  the  water-bath,  then  allowed  to  deposit,  the  clear 
supernatant  fluid  decanted  as  far  as  practicable,  the  residue  dried,, 
and  then  treated  again  with  hydrofluoric  acid  and  sulphuric  acid, 
and,  lastly,  with  hydrochloric  acid,  which  will  now  effect  complete 
solution,  provided  the  analyzed  substance  was  very  finely  pulver- 
ized, and  free  from  barium,  strontium  (and  lead).  The  solution  is 
added  to  the  first.  The  basic  metals  in  the  solution  (which  con- 
tains them  as  sulphates,  and  contains  also  free  hydrochloric  acid) 
are  determined  by  the  methods  which  will  be  found  in  Section  V. 

This  method,  which  is  certainly  one  of  the  best  to  effect  the 
decomposition  of  silicates,  was  proposed  by  Beezelius.  It  has 
been  but  little  used  hitherto,  because  we  did  not  know  how  to  pre- 
pare hydrofiuoric  acid,  except  with  the  aid  of  a  distilling  appa- 
ratus of  platinum,  or,  at  least,  with  a  platinum  head  ;  nor  to  keep 
it,  except  in  platinum  vessels.  These  difliculties  can  now  be  con- 
sidered as  overcome,  comp.  §  58,  2.  Never  omit  testing  the  acid 
before  using  it. 

The  hydrofluoric  acid  may  also  be  employed  in  combination 
with  hydrochloric  acid ;  thus  1  grm.  of  finely  elutriated  felspar, 
mixed  with  4U  c.c.  water,  7  c.c.  hydrochloric  acid  of  25^  and  3|-  c.c. 
hydrofluoric  acid,  and  heated  to  near  the  boiling  point,  dissolves 
completely  in  three  minutes.  4  c.c.  sulphuric  acid  are  then  added, 
the  barium  sulphate  which  may  separate  is  filtered  off,  and  the 
filtrate  evaporated  till  no   more   hydrofluoric  acid  escapes   (Al. 

MiTSCHEELICH*). 

The  execution  of  the  method  requires  the  greatest  possible  care, 
both  the  liquid  and  the  gaseous  hydrofluoric  acid  being  most 
injurious  substances.  The  ti-eatment  of  the  silicate  with  the  acid 
and  the  evaporation  must  be  conducted  in  the  open  air,  otherwise 
the  windows  and  all  glass  apparatus  will  be  attacked.  As  the  silicic 
acid  is  in  this  method  simply  inferred  from  the  loss,f  a  combination 
with  method  a  is  often  resorted  to. 

Ih.  By  AmTnonium  Fluoride. 

Mix  the  very  finely  powdered  substance  in  a  platinum  dish 
with  four  times  its  weight  of  ammonium  fluoride,  moisten  well 
with  concentrated  sulphuric  acid,  heat  on  the  water-bath  till  the 

*Journ.  f.  prakt.  Chem,  81,  108. 

■f  The  silicon  escaping  in  the  form  of  fluoride  may  sometimes  be  determined 
directly,  by  the  method  of  Story  Maskelyne  (Zeitschr.  f.  anal.  Chem.  9,  880), 
Which,  however,  requires  a  platinum  retort  of  peculiar  construction. 
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evolution  of  silicon  fluoride  and  hydrofluoric  acid  slackens,  add 
.  more  sulphuric  acid,  heat  again,  finally  somewhat  more  strongly 
till  the  greater  part  of  the  sulphuric  acid  has  escaped,  and  treat  the 
residue  according  to  aa  (L.  v.  Babo,  J.  Potyka,  R.  Hoffmann*). 
H.  KosEf  first  warms  the  silicate  gently  with  seven  times  its 
amount  of  the  fluoride  and  some  water,  then  heats  gradually  to 
redness  till  no  more  fumes  escape,  and  finally  treats  with  sulphuric 
acid. 

CO.  By  Fluoride  of  Hydrogen  and  Potassium,  c&g. 

In  silicates,  which  more  or  less  resist  the  action  of  hydrofluoric 
acid,  such  as  zircon  and  beryl,  the  basic  metals  with  the  exception 
of  the  alkalies  may  be  determined  by  fusing  with  fluoride  of 
hydrogen  and  potassium  (Maeignac,  Gibbs:):),  or  by  mixing  with 
3  parts  of  sodium  fluoride,  adding  12  parts  of  potassium  disulphate 
to  the  crucible,  and  then  heating  at  first  very  gently,  afterwards 
more  strongly  till  the  mass  fuses  calmly.  The  residue  is  dissolved 
in  water  or  hydrochloric  acid  (Claeke§). 

[y.  Decomposition  hy  ignition  with  Calcium  Carhmiate  and 
Ammonium  Chloride.  Pkof.  J.  L.  Smith's  Method  for  separating 
alkalies. 

Mix  1  part  of  the  pulverized  silicate  with  1  part  of  dry  "mmo- 
nium  chloride,  by  gentle  trituration  in  a  smooth  mortar,  then  add 
8  parts  of  calcium  carbonate  ("  Qual.  Anal."  p.  87)  and  mix  inti- 
mately. Bring  the  mixture  into  a  platinum  crucible,  rinsing  the 
mortar  with  a  little  calcium  carbonate.  Warm  the  crucible. gradu- 
ally over  a  small  Bunsen  burner  until  fumes  of  ammonium  salts  no 
longer  appear,  then  heat  with  the  flame  of  a  Bunsen  burner  until 
the  lower  three  fourths  only  of  the  crucible  are  brought  to  a  red 
heat.  Keep  this  temperature  constant  from  40  to  60  minutes. 
The  temperature  desired  is  that  which  sniflces  to  keep  in  state  of 
fusion  the  calcium  chloride  formed  by  the  reaction  of  ammonium 
chloride  with  calcium  carbonate.  The  mass,  however,  does  not 
become  liquid  since  the  fused  calcium  chloride  is  absorbed  by  the 
large  quantity  of  calcium  carbonate  present.  If  the  silicate  is 
fused  by  application  of  too  strong  heat,  disintegration  of  the  mass 
at  the  end  of  the  operation  with  water  cannot  be  effected.  More- 
over, too  high  a  temperature  causes  volatilization  of  alkali  chlo- 

*  Zeitschr.  f .  anal.  Chem.  6,  366.  f  Pogg.  Annal.  108,  20. 

X  Zeitschr.  f .  anal.  Chem.  3,  399.  §  lb.  7,  463. 
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rides.  Certain  silicates — e.g.,  those  which  contain  much  ferrous 
iron — may  fuse  when  heated  with  tlie  above  mixture,  even  if  no 
higher  temperature  is  employed  than  is  necessary  to  effect  decom- 
position. If  this  occurs,  it  is  better  to  I'epeat  the  ignition  with  a 
new  portion  of  the  silicate,  using  8  to  10  parts  of  calcium  carbo- 
nate. The  mass  contracts  in  volume  during  the  ignition,  and  is 
usually  easily  detached  from  the  crucible.  Boil  it  in  a  covered 
porcelain  dish,  with  50-75  c.c.  water,  half  an  hour,  replacing  water 
lost  by  evaporation.  Decant  the  solution  from  the  residue  upon  a 
filter,  boil  the  residue  a  few  minutes  with  water,  and  decant  again. 
If  the  i-esidue  is  now  all  in  a  finely  disintegrated  state,  it  may  be 
brought  upon  the  filter  and  washed.  But  if,  as  is  often  the  case,  a 
portion  remains  coherent  or  in  a  coarsely  granular  state,  it  must  be 
reduced  to  a  fine  state  of  division  by  trituration  with  a  porcelain 
or  agate  pestle  in  the  dish,  and  boiling  with  water  again.  By  a 
few  repetitions  of  the  trituration,  boiling  and  decanting,  allowing 
the  fine  suspended  portion  to  pass  upon  the  filter  each  time,  the 
whole  can  usually  be  transferred  to  the  filter  in  properly  disinte- 
grated condition  in  coui'se  of  an  hour.  Next  wash  until  a  few  drops 
of  the  washings  acidified  with  nitric  acid  give  but  a  slight  turbid- 
ity with  silver  nitrate.  The  filtrate  now  contains  the  alkalies  of 
the  silicate  as  chlorides  together  with  calcium  chloride  and  hydrox- 
ide. It  is  not  advisable  to  concenti-ate  this  filtrate  in  a  glass  vessel, 
since  it  might  take  an  appreciable  quantity  of  sodium  from  the 
glass.  Precipitate,  therefore,  the  calcium  at  once  with  ammonium 
carbonate  ;  allow  the  precipitate  to  settle,  and  concentrate  the 
supernatant  solution  in  a  porcelain  (or  platinum)  dish,  decanting  it 
into  the  latter,  portionwise  if  necessary,  rinsing  finally  the  precipi- 
tate into  the  porcelain  dish.  When  the  whole  is  thus  reduced  to 
about  30  c.c,  add  a  little  more  ammonium  carbonate  and  auinionia, 
heat  and  filter  into  a  platinum  (or  porcdiairi)  dish,  evaporate  to 
dryness  on  a  water-bath,  expel  ammonium  cliloride  by  ignition, 
dissolve  the  residual  allcali  chlorides  in  3  to  5  c.c.  of  water.  A 
little  black  or  dark-brown  flocculent  matter  usually  remains  undis- 
solved, while  the  solution  may  still  contain  traces  of  calcium.  Add 
two  or  three  drops  of  ammonium  carbonate  and  ammonia,  warm 
gently,  and  filter  through  a  very  small  filter  into  a  weighable  plati- 
num vessel.  Evaporate  to  dryness  on  a  water-bath,  heat  to  in- 
cipient fusion  of  the  alkali  chlorides,  and  after  cooling  weigh. 
Prof.  Smith's  method  is  the  most  convenient  of  all  methods 
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for  extracting  alkalies  from  silicates,  and  is  ^Tniversally  applicable, 
except  perhaps  in  presence  of  boric  acid.  "When  carried  out  as 
here  described,  the  results  are  suflSciently  accurate  in  most  cases. 
If,  however,  the  silicate  is  rich  in  alkalies,  a  loss  amounting  to  Ol  or 
0-2  per  cent  of  the  mineral  is  possible.  If  great  accuracy  is  desired 
in  such  cases,  a  repetition  of  the  whole  process  may  be  appUed  to 
the  residue  left  by  treatment  of  the  ignited  mass  with  water.  It 
need  hardly  be  mentioned  that  unless  care  be  takec  to  use  reagents 
perfectly  free  from  soda  and  to  avoid  action  of  solutions  on  glass, 
an  amount  of  soda  may  be  introduced  from  these  sources  equal  to 
O'l  or  0-2  per  cent  of  the  silicate.] 

Second  Group. 

CHLOErNB — BKOMTNE — IODINE — CYANOGEN — STJLPHnB. 

§141. 
1.  Chloeine. 

I.  Determination. 

Chlorine  may  be  determined  very  accurately  in  the  gravimetric 
as  well  as  in  the  volumetric  way.* 

a.  Gravimetric  Method. — Determination  as  Silver  Chloride. 

Solution  of  silver  nitrate,  mixed  with  some  nitric  acid,  is  added 
in  excess  to  the  solution  of  the  chloride,  the  precipitated  chloride 
is  made  to  unite  by  heating  and  agitating,  washed  by  decantation 
and  filtration,  dried,  and  ignited.  The  details  of  the  process  have 
been  given  in  §  115,  1,  a.  Care  must  be  taken  not  to  heat  the 
solution  mixed  with  nitric  acid,  before  the  nitrate  of  silver  has 
been  added  in  excess.  As  soon  as  the  latter  is  present  iu  excess, 
the  silver  chloride  separates  immediately  and  completely  upon 
shaking  or  stirring,  and  the  supernatant  fluid  becomes  perfectly 
clear  after  standing  a  short  time  in  a  warm  place.  The  determina- 
tion of  chlorine  by  means  of  silver  is  therefore  more  readily  efiected 
than  that  of  silver  by  means  of  hydrochloric  acid. 

5.  Volumetric  Methods. 

a.  By  Solution  of  Silver  Nitrate. 

In  §  115,  5,  we  have  seen  how  the  silver  in  a  fluid  may  be  esti- 
mated by  adding  a  standard  solution  of  sodium  chloride  until  no 

*  For  the  acidimetric  estimation  of  free  hydrochloric  acid,  see  §  193. 
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further  precipitation  ensues ;  in  the  same  way  we  may  determine 
also,  by  means  of  a  standard  solution  of  silver,  the  amount  of  hji-dro- 
chloric  acid  in  a  fluid,  or  of  chlorine  in  combination  with  a  metal. 
Pelouze  has  used  this  method  for  the  determination  of  several 
atomic  weights.  Levol*  proposed  a  modification  which  serves  to 
indicate  more  readily  the  exact  point  of  complete  precipitation. 
To  the  fluid,  which  must  be  neutral,  he  added  one  tenth  volume 
of  a  saturated  solution  of  sodium  phosphate.  When  the  whole  of 
the  chlorine  has  been  precipitated  by  the  silver,  the  further  addi- 
tion of  the  solution  of  silver  produces  a  yellow  precipitate  which 
does  not  disappear  upon  shaking  the  vessel.  Fe.  Mohe  has  since 
replaced,  with  the  most  complete  success,  the  sodium  phosphate  by 
potassium  chromate. 

This  convenient  and  accurate  method  requires  a  perfectly  neu- 
tral solution  of  silver  nitrate  of  known  value.  The  strength  most 
convenient  is,  1  litre  =  1  at.  CI.  I  recommend  the  following 
method  of  preparation :  Dissolve  18-80  to  18'85  grm.  pure  fused 
silver  nitrate  in  1100  c.c.  water,  and  filter  the  solution  if  required ; 
the  solution  is  purposely  made  too  strong  at  first.  Now  weigh  off 
exactly  four  portions  of  pure  sodium  chloride,  each  of  '10  to  'IS 
grm.,  one  after  another.  The  salt  should  be  moderately  ignited, 
not  fused,  powdered  roughly  while  still  warm,  and  introduced  into 
a  small  dry  tube,  that  can  be  well  closed.  The  weighing  off  is  per- 
formed by  first  weighing  the  filled  tube,  then  shaking  out  into  a 
dry  beaker  the  quantity  required,  weighing  again,  dropping  a 
second  portion  into  beaker  No.  2,  weighing  again,  and  so  on. 
Each  portion  is  dissolved  in  20  to  30  c.c.  water,  and  about  3  drops 
of  a  cold  saturated  solution  of  pure  normal  potassium  chromate 
added. 

Fill  a  Mohe's  burette  (in  very  accurate  analysis  an  Eedmann's 
float  should  be  used)  with  the  silver  solution,  and  run  it  slowly, 
with  constant  stirring,  into  the  light  yellow  solution  contained  in 
one  of  the  beakers.  Each  drop  produces,  where  it  falls,  a  red  spot, 
which  on  stirring  disappears,  owing  to  the  instant  decomposition 
of  the  silver  chromate  with  the  sodium  chloride.  At  last,  how- 
ever, the  slight  red  coloration  remains.  Now  all  chlorine  has  com- 
bined with  silver,  and  a  little  silver  chromate  has  been  permanently 
formed.     Head  off  the  burette  and  reckon  how  much  silver  solu- 

*  Jourp.  f .  prakt.  Chem.  60,  384. 
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tion  would  have  been  required  for  "1  mol.  sodium  chloride,  i.  5., 
5-85  grm.  Suppose  we  have  used  to  "llO  sodium  chloride  18'7c..- 
silver  solution. 

•110 :  5-85  : :  18-7  -.x;  x-  994-5. 

Now,  without  throwing  away  the  contents  of  the  first  beake^, 
make  a  second  and  third  experiment  in  the  same  manner,  of  courss 
always  taking  notice  to  regard  the  same  shade  of  red  as  the  sign  of 
the  end.  The  results  of  these  are  reckoned  out  in  the  same  way 
as  the  first.  Suppose  they  gave  for  5-85  NaCl  995-0  and  993-0 
respectively,  we  take  the  mean  of  the  three  numbers,  which  is 
994-2,  and  we  now  know  that  we  have  only  to  take  this  number  of 
c.c.  of  silver  solution,  and  make  it  up  to  1000  c.c.  with  5-8  water, 
in  order  to  obtain  a  solution  of  the  required  strength,  i.e.,  1000  c.c. 
=  -1  mol.  NaCl.  But  if  994-2  requires  5-8  water,  1000  requires 
5-83.  Hence  we  fill  a  litre-flask  (previously  dried  or  rinsed  with 
a  small  portion  of  the  solution)  up  to  the  "holding"  mark  with 
the  solution,  add  6-83  c.c.  water,  insert  a  caoutchouc  stopper,  and 
shake. 

The  solution  must  now  be  correct ;  however,  to  make  quite 
sure,  we  perform  another  experiment  with  it.  To  this  end  rinse 
the  empty  burette  with  the  new  solution,  fill  it  with  the  same  and 
test  with  the  portion  of  salt  in  beaker  ~So.  4.  The  c.c.  used  of 
silver  solution  must  now,  if  multiplied  by  -00585,  give  exactly  the 
weight  of  the  salt. 

Being  now  in  possession  of  a  standard  silver  solution,  and  being 
practised  in  exactly  hitting  the  transition  from  yellow  to  the  shade 
of  red,  we  are  in  the  position  to  determine  with  precision  chlorine 
in  the  form  of  hydrochloric  acid  or  of  a  metallic  chloride  soluble  in 
water.  The  fluid  to  bo  tested  must  be  neutral — free  acids  dissolve 
the  silver  chromate.  The  solution  of  the  substance  is  therefore, 
if  necessary,  rendered  neutral  by  addition  of  nitric  acid  or  sodium 
carbonate  (it  should  be  rather  alkaline  than  acid),  about  3  drops 
of  the  solution  of  chromate  added,  and  then  silver  from  the  burette, 
till  the  reddish  coloration  is  just  perceptible.  The  number  of  c.c. 
used  has  only  to  be  multiplied  by  the  atomic  weight  of  chlorine 
or  the  mol.  weight  of  the  metallic  chloride  and  divided  by  10,000 
to  give  the  amount  of  these  i-espectively  present. 

If  the  operator  fears  he  has  added  too  much  silver  solution, i.e., 
if  the  red  color  is  too  strongly  marked,  he  may  add  1  c.c.  of  a  solu- 
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tion  of  sodium  chloride  containing  5-85  in  a  litre  (and  therefore 
corresponding  to  the  silver  solution),  and  then  add  the  silver  drop 
hy  drop  again.  Of  course  in  this  case  1  c.c  must  be  deducted  from 
the  amount  of  silver  solution  used. 

The  results  are  very  satisfactory.  The  fluid  to  be  analyzed 
should  be  about  the  same  volume  as  the  solutions  employed  in 
standardizing  the  silver  solution,  and  also  about  the  same  strength, 
otherwise  the  small  quantity  of  silver  which  produces  the  colora- 
tion will  not  stand  in  the  same  proportion  to  the  chlorine  present. 
This  small  quantity  of  silver  solution  is  extremely  small,  varying 
between  '05  and  "1  c.c:  the  inaccuracy  hereby  arising  even  in  the 
case  of  quantities  of  chlorine  differing  widely  from  that  originally 
used  in  standardizing  the  silver  solution  is  therefore  almost  incon- 
siderable. If  the  amount  of  silver  solution  necessary  to  impart  the 
coloration  always  remained  the  same,  we  should  have  simply  to 
deduct  the  amount  in  question  with  all  experiments,  in  order  to 
avoid  this  small  inaccuracy  entirely ,  since,  however,  the  greater 
the  quantity  of  silver  chloride  the  more  silver  chromate  is  required 
for  visible  coloration,  this  method  of  proceeding  would  not  increase 
the  exactness  of  the  results. 

/?.  By  Solution  of  Silver  Nitrate  and  Iodide  of  Starch 
(PisANi's  method*). 

Add  to  the  solution  of  the  chloride,  acidified  with  nitric  acid,  a 
slight  excess  of  standard  solution  of  silver  nitrate,  warm,  and  filter. 
Determine  the  excess  of  silver  in  the  filtrate  by  means  of  solution 
of  iodide  of  starch  (see  p.  295),  and  deduct  this  from  the  amount 
of  silver  solution  used.  The  difEerence  shows  the  quantity  of  silver 
which  has  combined  with  the  chlorine ;  calculate  from  this  the 
amount  of  the  latter.     Kesults  satisfactory. 

Of  these  volumetric  methods  of  estimating  chlorine,  the  first 
deserves  the  preference  in  all  ordinary  cases.  Pisani's  method 
(5,  ^)  is  especially  suited  for  the  estimation  of  very  minute  quan- 
tities of  chlorine,  but  is  not  applicable  when — as  in  nitre  analyses 
— large  quantities  of  alkaline  nitrate  are  present  (p.  290). 

II.  Separation  of  Chlorine  from  the  Metals, 
a.  In  Soluble  Chlorides. 

The  same  method  as  in  I.,  a.  The  metals  in  the  filtrate  are 
separated  from  the  excess  of  the  salt  of  silver  by  the  methods 

*  Annal.  d.  Mines,  10,  83  ;  Liebig  and  Kopp's  JahresbericUt,  1856,  751. 
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which  will  be  found  in  Section  Y.  Chlorides  soluble  in  water  may 
also  be  completely  decomposed  by  cold  digestion  with  oxide  or 
carbonate  of  silver.  Silver  chloride  is  obtained,  while  the  metal 
combined  with  the  chlorine  is  converted  into  oxide  or  carbonate 
and  either  remains  in  solution  or  falls  down  with  the  silver  chlo- 
ride. Take  care  that  no  traces  of  oxide  or  carbonate  of  silver  pass 
into  the  filtrate. 

Sta/imous  chloride,  merciiriG  chloride,  platinic  chloride;  the 
chlorides  of  antimony,  and  the  green  chloride  of  chromiwm,  form 
exceptions  from  the  rule. 

a.  From  stannic  chloride,  silver  nitrate  would  precipitate, 
besides  silver  chloride,  a  compound  of  stannic  oxide  and  silver 
oxide.  To  precipitate  the  tin,  therefore,  the  solution  is  mixed  with 
concentrated  solution  of  ammonium  nitrate,  boiled,  allowed  to 
deposit,  decanted,  and  filtered  (compare  §  126,  1,  h),  and  the  chlo- 
rine in  the  filtrate  is  precipitated  with  solution  of  silver.  Lowen- 
THAL,  the  inventor  of  this  method,  has  proved  its  accuracy.* 

/?.  When  'mercuric  chloride  is  precipitated  with  solution  of 
silver  nitrate,  the  silver  chloride  thrown  down  contains  an  admix- 
ture of  mercury.  The  mercury  is,  therefore,  first  precipitated  by 
hydrogen  sulphide,  and  the  chlorine  in  the  filtrate  determined  as 
directed  in  §  169. 

y.  The  chlorides  of  antimony  are  also  decomposed  in  the  man- 
ner described  in  /?.  The  separation  of  basic  salt  upon  the  addi- 
tion of  water  may  be  avoided  by  addition  of  tartaric  acid.  The 
antimonious  sulphide  should  be  tested  for  chlorine. 

6.  Solution  of  silver  fails  to  precipitate  the  whole  of  the  chlo- 
rine from  solution  of  the  green  chloride  of  chromium  (Peligot). 
The  chromium  is,  therefore,  first  precipitated  with  ammonia,  the 
fluid  filtered,  and  the  chlorine  in  the  filtrate  precipitated  as  in  I.,  a. 

e.  From  jylatinic  chloride  silver  nitrate  throws  down  a  com- 
pound of  platinous  chloride  and  silver  chloride  (CoMAiLLEf).  We 
may  either  ignite  the  platinic  chloride  in  a  current  of  hydrogen  . 
and  pass  the  hydrochloric  acid  produced  into  solution  of  silver 
(Bonsdoeff)  ;  or  we  may  evaporate  the  solution  with  sodium  car- 
bonate, fuse  the  residue  in  a  platinum  crucible  and  determine  the 
chloride  in  the  aqueous  solution  of  the  fusion.  Or,  thirdly,  we 
may  (after  Topsoe:j:)  digest  the  moderately  dilute  solution  in  the 

*  Journ.  f.  prakt.  Chem.  66,  371.  f  Zeitschr.  f.  anal.  Chem.  6,  131. 

X  Zeitschr.  f .  anal.  Chem.  9,  30. 
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cold  with  zinc  clippings  till  hydrogen  ceases  to  escape,  add  ammo- 
nia in  excess,  heat  on  a  water-bath  till  the  fluid  is  fully  decolorized, 
all  the  platinum  being  precipitated,  and  finally  determine  the  chlo- 
rine in  the  filtrate. 

h.  Ill  Insoluhle  Chlorides. 

a.  Chlorides  soluble  in  Nitrio  Acid. 

Dissolve  the  chloride  in  nitric  acid,  without  applying  heat,  and 
proceed  as  in  I.,  a. 

p.    Chlorides  insoluble  in  Nitrio  Acid  (lead  chloride, 
silver  chloride,  mercurous  chloride). 

aa.  Lead  chloride  is  decomposed  by  digestion  with  alkali 
hydrogen  carbonate  and  water.  The  process  is  exactly  the  same 
as  for  the  decomposition  of  lead  sulphate  (§  132,  II.,  b,  /?). 

bb.  Silver  chloride  is  ignited  in  a  porcelain  crucible,  with  3 
parts  of  sodium  and  potassium  carbonate,  until  the  mass  com- 
mences to  agglutinate.  Upon  treating  with  water,  the  metallic 
silver  is  left  undissolved ;  the  solution  contains  the  alkali  chloride, 
which  is  then  treated  as  in  I.,  a. 

Silver  chloride  may  also  be  readily  decomposed  by  long  diges- 
tion with  pure  iron  (reduced  by  hydrogen)  and  dilute  sulphuric 
acid.  Zinc  may  be  used  instead  of  iron,  but  it  does  not  answer  so 
well.  The  separated  metallic  silver  may  be  washed,  heated  with 
dilute  sulphuric  acid,  washed  again  and  weighed ;  it  must  after- 
wards be  ascertained,  however,  whether  it  dissolves  in  nitric  acid. 
The  chlorine  is  determined  in  the  chloride  of  iron  or  zinc  as  in 
I.,  a.  ' 

CO.  Mercurous  chloride  is  decomposed  by  digestion  with  solu- 
tion of  soda  or  potassa.  The  hydrochloric  acid  in  the  filtrate  is 
determined  as  in  I.,  a.  The  mercurous  oxide  is  dissolved  in  nitric 
or  nitrohydrochloric  acid,  and  the  mercury  determined  as  directed 
in  §  117  or  §  118. 

c.  The  soluble  chlorides  of  iJie  metals  of  the  fourtli.  fifth.,  and 
sixth  groups  may  generally  be  decomposed  also  by  hydrogen  sul- 
phide or  ammonium  sulphide.  The  chlorine  in  the  filtrate  is 
determined  as  in  §  169.  It  must  not  be  omitted  to  test  the  pre- 
cipitated sulphides  for  chlorine.  Several  chlorides,  cadmium  chlo- 
ride for  instance,  give  sulphides  free  from  chlorine  with  ammonium 
sulphide,  but  not  with  hydrogen  sulphide. 

d.  In  many  metallic  chlorides,  for  instance  in  those  of  the  first 
and  second  groups,  the  chlorine  may  be  determined  also  by  evapo- 
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rating  with  sulphuric  acid,  converting  the  metal  thus  into  a  sul- 
phate, which  is  then  ignited  and  weighed  as  such ;  the  chlorine 
being  calculated  from  the  loss.  This  method  is  not  applicable  in 
the  case  of  silver  chloride  and  lead  chloride,  which  are  only  imper- 
fectly and  with  difficulty  decomposed  by  sulphuric  acid ;  nor  in 
the  case  of  mercuric  chloride  and  stannic  chloride,  which  sulphuric 
acid  fails  almost  or  altogether  to  decompose. 

Swpplement. 
§142. 

DETEEMnSTATION   OF    ChLOEINE    IN   THE    FeEB   StATE. 

Chlorine  in  the  free  state  may  be  determined  both  in  the  volu- 
metric and  in  the  gravimetric  way.  The  volumetric  methods, 
however,  deserve  the  preference  in  most  cases.  They  are  very 
numerous. 

I  shall  only  here  adduce  that  one  which  is  undoubtedly  the 
most  accurate  and  at  the  same  time  the  most  convenient.* 

1.  Yolumetric  Method. 

With  Potassiitm  Iodide  (after  Btjnsen). 

Bring  the  chlorine,  in  the  gaseous  form  or  in  aqueous  solution, 
into  contact  with  an  excess  of  solution  of  potassium  iodide  in  water. 
Each  at.  chlorine  liberates  1  at.  iodine,  which  remains  dissolved  in 
the  excess  of  potassium  iodide.  By  determining  the  liberated  iodine 
by  means  of  sodium  thiosulphate  as  in  §  146,  you  will  accordingly 
learn  the  quantity  of  chlorine,  and,  in  fact,  with  the  greatest  accuracy. 
If  you  have  to  determine  the  chlorine  of  chlorine  water,  measure 
a  portion  off  with  a  pipette.  So  as  to  prevent  any  of  the  gas 
entering  the  mouth,  connect  the  upper  end  of  the  pipette  with  a 
tube  containing  moist  hydrate  of  potassa  laid  between  cotton. 
When  the  pipette  has  been  correctly  filled  allow  its  contents  to  flow, 
with  stirring,  into  an  excess  of  solution  of  potassium  iodide  (1  in  10). 
There  is  no  difiiculty  about  knowing  whether  the  latter  is  sufficiently 
in  excess,  for  if  not,  a  black  precipitate  is  formed.  If  the  clilorine 
is  evolved  in  the  gaseous  condition,  you  may  employ  either  the 
apparatus  given  in  §  130,  I.,  d,  l3,  or  the  following,  which  is 
especially  suitable  where  the  chlorine  is  not  pure,  but  is  mixed 
with  other  gases. 

*  Compare  "  Chlorimetry"  in  the  Special  Part. 
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«  is  a  little  flask,  from  wliicli  the  chlorine  is  evolved  by  boiling 
the  substance  with  hydrochloric  acid,  a  small  lump  of  inagnesite 
being  added ;  it  is  connected  with  the  tube,  h,  by  means  of  a  flexible 
tube.  The  latter  must  be  free  from  sulphur — should  it  contain 
sulphm-  it  is  well  boiled  with  dilute  potassa  and  then  thoroughly 
washed.  The  thinner  tube,  <?,  which  has  been  fused  to  the  bulb  of  5, 
leads  through  the  caoutchouc  stopper  (which  has  been  deprived  of  sul- 
phur) to  the  bulbed  F-tube,  <I.  which  contains  solution  of  potassium 
iodide,  and  which  for  safety  is  connected  with  the  plain  U-tube,  e,  also 
containing  potassium  iodide  solution.     Both  tubes  stand  in  a  beaker 


Fig.  64 

filled  with  water.  The  apparatus  offers  the  advantages  that  the 
fluid  cannot  return,  that  the  potassium  iodide  remains  cold,  and 
that  the  absorption  is  complete.  After  all  the  chlorine  has  been 
expelled  by  boiling  long  enough,  rinse  <l  and  e  out  into  a  beaker  and 
titrate  with  standard  sodium  thiosulphate  (§  146). 

2.   Gravimef rio  MetJiod. 
The  fluid  under  examination,  which  must  be  free  from  sulphu- 
ric acid,  say,  for  instance,  30  grm.  chlorine  water,  is  mixed  in  a  stop- 
pered bottle,  with  a  shght  excess  of  sodium  thiosulphate,  say  •  5  grm., 
the  stopper  inserted,  and  the  bottle  kept  for  a  short  time  in  a 


436  DETEEMINATIOW.  [§  143. 

warm  place;  after  which  the  odor  of  chlorine  is  found  to  have 
gone  off.  The  mixture  is  then  heated  to  boiling  with  some  hydi-o- 
chloric  acid  in  excess,  to  destroy  the  excess  of  sodium  thiosulphate, 
filtered,  and  the  sulphuric  acid  in  the  filtrate  determined  by  barium 
chloride  (§  132).     1  mol.  sulphuric  acid  corresponds  to  4  at.  chlorine 

(WiCKE*). 

In  fluids  containing^  besides  free  chlorine,  also  hydrochloric  add, 
or  a  metallic  chloride,  the  chlorine  existing  in  a  state  of  combination 
may  be  determined,  in  presence  of  the  free  chlorine,  in  the  follow- 
ing way : 

A  weighed  portion  of  the  fluid  is  mixed  with  solution  of  sulphur- 
ous acid  in  excess,  after  some  time  nitric  acid  is  added,  and  then  potas- 
sium chromate  to  destroy  the  excess  of  sulphurous  acid,  and  the 
whole  of  the  clilorine  is  precipitated  as  silver  chloride.  The  quantity 
of  the  free  chlorine  is  then  determined  in  another  weighed  portion, 
by  means  of  potassium  iodide ;  the  difference  gives  the  amount  of 
combined  chlorine.f 


Having  thus  seen  in  how  simple  and  accurate  a  manner  the 
quantity  of  free  chlorine  may  be  determined  by  Bunsen's  method, 
it  will  be  readily  understood  that  all  oxides  and  peroxides  which 
yield  chlorine  when  heated  with  hydrochloric  acid,  may  be  analyzed 
by  heating  tliem  with  concentrated  hydrochloric  acid,  with  addition 
of  a  small  lump  of  magnesite,  and  determining  the  amoimt  of 
chlorine  evolved. 

§  143. 

2.  Beomine. 

I.  Determination. 
a.   Gravimetric  Methods. 

Estimation  as  silver  bromide.  Free  hydrobromie  acid — ^in  a 
solution  free  from  hydrochloric  acid  or  chlorides — is  precipitated 

*  Annal.  d,  Chem.  u.  Pharm.  99,  99. 

f  If  chlorine  water  is  mixed  at  once  with  silver  nitrate,  |  only  of  the  chlorine 
is  obtained  as  silver  cliloride:  eCl  +  SAg^O  =  5AgCl  + AgClOs  (H.  Rose,  Welt- 
ziEX,  Annal.  d.  Chem.  u.  Pharm.  91,  45).  If  chlorine  water  is  mixed  with 
ammonia  in  excess,  there  are  formed  at  first  ammonium  cliloride  and  ammonium 
hypochlorite,  the  latter  then  gradually  decomposes  into  nitrogen  and  ammonium 
cliloride ;  however,  a  little  amraoniura  chlorate  is  also  formed  besides  (SchSnbein, 
Journ.  f.  prakt.  Chem.  84,  386;  Zeitschrift  f.  analyt.  Chem.  3,  59). 
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hj  silver  solution,  and  the  further  process  is  conducted  as  in  the 
case  of  hydrochloric  .acid  (g  141).  For  the  properties  of  silver  bro- 
mide, see  §  94,  2.     The  results  are  perfectly  accurate. 

b.  Volumetric  Methods. 

Like  chlorine  in  hydrochloric  acid  and  alkali  chlorides,  bromine 
may  be  estimated  in  the  analogous  compounds  by  standard  silver 
solution  (§  141, 1.,  5,  a),  by  solution  of  silver,  and  iodide  of  starch 
(§  141,  I.,  5,  /?).  But  these  methods  are  seldom  applicable,  as  they 
cannot  be  used  in  the  presence  of  hydrochloric  acid  and  metallic 
chlorides. 

The  following  methods  must  therefore  be  detailed ;  they  are 
especially  useful  for  the  estimation  of  small  quantities  of  bromine 
in  solutions  containing  chlorides,  bat  in  point  of  accuracy  they 
leave  much  to  be  desired.* 

a.  With  chlorine  water  and  chloroform  {after  A.  EEiMAimf). 
This  method  depends  on  the  facts  that  chlorine  when  added  to 
bromides  first  liberates  the  bromine  and  then  combines  with  it,  and 
that  bromine  colors  chloroform  yellow  or  orange,  while  bromine 
chloride  merely  communicates  a  yellowish  tinge  to  that  fluid.  The 
process  is  as  follows :  Mix  the  liquid  containing  a  bromide  of  an 
alkali  metal  in  neutral  solution,  in  a  stoppered  bottle  with  a  drop 
of  pure  chloroform  about  the  size  of  a  hazel-nut,  then  add  standard 
chlorine  water  from  a  burette,  protected  from  the  light  by  being 
surrounded  with  black  paper.  On  shaking,  the  chloroform  becomes 
yellow,  on  further  addition  of  chlorine  water,  orange,  then  yellow 
again,  and  lastly — at  the  moment  when  2  at.  chlorine  have  been 
used  for  1  at.  bi'omine — yellowish  white  (KBr  -|-  2C1  =  KCl  -(- 
BrCl).  Considerable  practice  and  skill  are  required  before  the 
operator  can  tell  the  end-reaction.  He  will  be  assisted  by  placing 
the  bottle  oil  white  paper  and  comparing  the  color  of  the  chloro- 
form with  that  of  a  dilute  solution  of  yellow  potassium  chromate 
of  the  required  color.  The  strength  of  the  chlorine  water  should 
depend  on  the  amount  of  the  bromine  to  be  determined.  It  should 
be  so  adjusted  that  about  100  c.c.  may  be  used.  The  chlorine  water 
is  standardized  with  potassium  iodide  and  sodium  thiosulphate 
(§  142,  1).  The  method  is  especially  suited  for  the  determination 
of  small  quantities  of  bromine  in  mother  liquors,  kelp,  &c.  The 
results  are  approximate :  e.g.,  '0180  instead  of  '0185 — '055  instead 

*  Compare  §  169.  f  Annal.  d.  Chem.  u.  Pharm.  115,  140. 
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of  -059 — -0112  instead  of  -0100,  &c.  If  the  fluid  contains  organic 
substances,  it  is — after  being  rendered  alkaline  with  caustic  soda — 
evaporated  to  dryness,  the  residue  ignited  in  a  silver  dish,  extracted 
with  water,  the  solution  neutralized  exactly  with  hydrochloric  acid, 
and  then  tested. 

/?.  Heine's  coloriTnetrio  method*  The  bromine  is  liberated 
by  means  of  chlorine,  and  taken  up  with  ether ;  the  solution  is 
compared,  with  respect  to  color,  with  an  ethereal  solution  of  bro- 
mine of  known  strength,  and  the  quantity  of  bromine  in  it  thiis 
ascertained.  FEHLiNaf  obtained  satisfactory  results  by  this  inethod. 
It  will  at  once  be  seen  that  the  amount  of  bromine  contained  in 
the  fluid  to  be  analyzed  must  be  known  in  some  measure  before 
this  method  can  be  resorted  to.  As  the  brine  examined  by  Fehl- 
mo  could  contain  at  the  most  '02  grm.  bromine  in  60  grin.,  he 
prepared  ten  different  test  fluids,  by  adding  to  ten  several  portions 
of  60  grm.  each  of  a  saturated  solution  of  common  salt  increasing 
quantities  of  potassium  bromide,  containing  respectively  from  '002 
grm.  to  '020  grm.  bromine.  He  added  an  equal  volume  of  ether 
to  the  test  fluids,  and  then  chlorine  water,  until  there  was  no  fur- 
ther darkening  observed  in  the  color  of  the  ether.  It  being  of  the 
highest  importance  to  hit  this  point  exactly,  since  too  little  as  well 
as  too  much  chlorine  makes  the  color  appear  lighter.  Feeling  pre- 
pared three  samples  of  each  test  fluid,  and  then  chose  the  darkest 
of  them  for  the  comparison.  60  grm.  are  now  taken;]:  of  the 
mother  liquor  to  be  examined,  the  same  volume  of  ether  added  as 
was  added  to  the  test  fluids,  and  then  chlorine  water.  Every 
experiment  is  repeated  several  times.  Direct  sunlight  must  be 
avoided,  and  the  operation  conducted  with  proper  expedition.  In 
my  opinion  it  is  well  to  replace  the  ether  by  chloroform  or  car- 
bon bisulphide.  Caignet§  substituted  sodium  hypochlorite  for  the 
chlorine  water,  and  removed  the  colored  carbon  bisulphide  from 
time  to  time. 

II.  Separation  of  Bromine  from  the  Metals. 
The  metallic  bromides  are  analyzed  exactly  like  the  correspond- 
ing chlorides  (§  141,  II.,  a  to  d),  the  whole  of  these  methods  being 

*  Journ.  f.  prakt.  Chem.  36,  184.  Proposed  to  effect  the  determination  of 
bromine  in  mother  liquors.  f  Journ.  f  pralit.  Chem.  45,  369. 

X  The  best  way  is  to  take  them  by  measure. 
§  Zeitschr.  f.  anal.  Chem.  9,  437. 
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applicable  to  bromides  as  well  as  chlorides.  In  the  decomposition 
of  bromides  by  sulphuric  acid  (§  141,  II.,  d),  porcelain  crucibles 
must  be  used  instead  of  platinum  ones,  as  the  latter  would  be 
attacked  by  the  liberated  bromine.  Some  bromides,  it  must  be 
remeTnbered,  are  not  completely  decomposed  by  sulphuric  acid ; 
for  instance,  mercuric  bromide  is  not.  The  soluble  bromides  may 
be  converted  into  chlorides  by  evaporation  with  hydrochloric  acid 
and  excess  of  chlorine  water ;  but  tliis  process  cannot  be  applied 
where  the  chloride  is  liable  to  be  carried  away  with  the  steam ;  for 
instance,  in  the  case  of  mercuric  bromide. 

Supplement. 

%  1^. 
Deteemination  of  Feee  Bkomine. 

Free  bromine  in  aqueous  solution,  or  evolved  in  the  gaseous 
form,  is  caused  to  act  on  excess  of  solution  of  potassium  iodide. 
Each  at.  bromine  liberates  1  at.  iodine,  which  is  most  conveniently 
determined  by  means  of  sodium  thiosulphate  (§  146).  As  regards 
the  best  mode  of  bringing  about  the  action  of  the  bromine  on  the 
potassium  iodide,  compare  §  142,  1. 

The  determination  of  free  bromine  in  presence  of  hydrobromio 
acid  or  metallic  bromides  is  effected  in  the  same  manner  as  that  of 
free  chlorine  in  presence  of  hydrochloric  acid  (see  §  142). 

§145. 
3.  Iodine. 

I.  Determination.* 

a.  Gravimetric  Methods. 

a.  Estimation  as  silver  iodide.  If  you  have  hydriodic  acid  in 
solution,  free  from  hydrochloric  and  hydrobromic  acids,  precipitate 
with  silver  nitrate,  and  proceed  exactly  as  with  hj'drochloric  acid 
(§  141).  If  the  solution  is  colored  with  free  iodine,  first  add 
sulphurous  acid  cautiously  till  the  color  is  removed.  The  particles 
of  silver  iodide  adhering  to  the  filter  are  not  reduced  on  incinera- 
tion, but  a  little  of  the  iodide  is  liable  to  volatilize  if  the  heat  is 

*  For  the  methods  to  be  adopted  in  the  presence  of  bromine  and  chlorine, 
see  §  169. 
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too  high.  Hence  the  filter  should  be  got  as  clean  as  possible,  and 
the  heat  during  incineration  should  not  be  unduly  raised.  For  the 
properties  of  silver  iodide,  see  §  94,  3.  The  results  are  perfectly 
accurate. 

^.  Estimation  as  palladious  iodide.  The  following  method 
recommended  first  by  LissAiGNE,  is  resorted  to  exclusively  to  effect 
the  separation  of  iodine  from  chlorine  and  bromine,  for  vt'hich  pur- 
pose it  is  extremely  well  adapted.  The  solution  may  not  contain 
any  alcohol.  Acidify  it  slightly  with  hydrochloric  acid,  and  add  a 
solution  of  palladious  chloride,  as  long  as  a  precipitate  forms ;  let 
the  mixture  stand  from  24  to  48  hours  in  a  warm  place,  filter  the 
brownish-black  precipitate  off  on  a  weighed  filter,  wash  with  warm 
water,  and  dry  at  100°,  until  the  weight  remains  constant.  For 
the  properties  of  the  precipitate,  see  §  94,  3.  This  method  gives 
very  accurate  results.  Instead  of  simply  drying  the  palladious 
iodide,  and  weighing  it  in  that  form,  you  may  ignite  it  in  a  current 
of  hydrogen  in  a  crucible  of  porcelain  or  platinum,*  and  calculate 
the  iodine  from  the  residuary  palladium  (H.  Kose).  Compare 
§  122,  1. 

h.  Yolumetrio  Methods. 

a.  The  methods  given  for  hydrochloric  acid  hj  precipitating 
with  silver  solution  (§  141,  I.,  h,  a),  and  by  silver  solution  and 
iodide  of  starch  (§  141,  I.,  h,  /3),  may  be  used  for  hydriodie  acid 
and  alkali  iodides ;  the  absence  of  chlorine  and  bromine  being  of 
course  presupposed. 

/?.  With  nitrous  acid  and  carbon  disidphide.  This  excellent 
method  has  been  in  frequent  use  in  my  laboratory  for  a  length  of 
time ;  it  may  be  used  for  small  or  large  quantities  of  iodine.  We 
require ; 

aa.  Solution  of  potassium  iodide  of  known  strength.  Made  by 
drying  the  pure  salt  at  180°  (see  p.  121)  and  dissolving  an  exactly 
weighed  quantity  (about  5  grm.)  to  1  litre. 

hh.  Solution  of  sodium  thiosulphate  containing  about  13  or  13'5 
grm.  of  the  pure  crystallized  salt  in  X  litre. 

cc.  Solution  of  nitrous  acid  in  sulphuric  acid.  Prepared  by 
passing  nitrous  acid  gas  into  sulphuric  acid  to  saturation. 

dd.  Pure  carbon  disulphide. 

ee.  Solution  of  sodium  hydrogen  carbonate.     Made  by  dissolv- 

*  This  substance  is  not  injured  by  the  operation. 
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ing  5  grin,  in  1000  c.c.  cold  water  and  adding  1  c.c.  of  hydrochloric 
acid  to  the  solution. 

Begin  by  standardizing  the  thiosulphate  as  follows:  Take  a 
well-stoppered  bottle  of  about  400  c.c.  capacity,  transfer  to  it  50 
c.c.  of  the  potassium  iodide  solution,  add  about  150  c.c.  water,  20 
c.c.  carbon  disulphide,  some  dilute  sulphuric  acid,  and  10  drops  of 
the  solution  of  nitrous  acid  in  sulphuric  acid.  Insert  the  stopper 
and  shake  the  bottle  violently  for  some  time,  allow  to  settle,  and 
ascertain  by  adding  a  few  more  drops  of  the  nitrous  acid  that  the 
whole  of  the  iodine  has  been  liberated.  Shake  again,  allow  to 
settle,  and  pour  the  supernatant  fluid  as  completely  as  possible 
into  a  flask,  leaving  the  carbon  disulphide  in  the  bottle,  add  200 
c.c.  water  to  the  latter,  shake  well,  pour  off  the  water  into  the  flask 
and  repeat  the  washing  till  the  last  water  has  no  acid  reaction.  To 
the  contents  of  the  flask  add  10  c.c.  carbon  disulphide,  shake  well, 
pour  off  into  a  second  flask,  wash  the  disulphide  a  little,  and  flnally 
shake  the  contents  of  the  second  flask  again  with  some  fresh  disul- 
phide, wiiicli  should  now  be  barely  tinged.  Collect  the  disulphide 
from  both  flasks  on  a  filter  moistened  with  water,  wash  it  till  the 
washings  are  no  longer  acid,  place  the  funnel  in  the  bottle  and 
pierce  the  point  of  the  filter  so  that  the  disulphide  from  all  the 
operations  may  be  mixed.  Add  30  c.c.  of  the  sodium  hydrogen 
carbonate  and  then  the  thiosulphate  from  a  burette,  with  continual 
shaking,  till  the  disulphide  has  lost  its  color.  The  number  of  c.c. 
of  thiosulphate  used  will  correspond  to  the  iodine  in  50  c.c.  of 
potassium  iodide  solution. 

The  analysis  is  performed  exactly  as  above.  The  thiosulpliate 
requires  to  be  standardized  before  every  fresh  series  of  experi- 
ments, as  it  is  liable  to  slight  alteration.  The  presence  of  chlorides 
has  no  influence  whatever  on  the  results.  In  determining  minute 
quantities  of  iodine  let  the  solutions  be  ten  times  weaker,  and  use 
smaller  quantities  and  smaller  vessels. 

The  results  are  entirely  concordant  and  exact. 

;'.  By  distillation  with  ferric  chloride  (Duflos).  When  hydri- 
odic  acid  or  a  metallic  iodide  is  heated  in  a  retort  with  solution 
of  pure  ferric  chloride,  the  whole  of  the  iodine  escapes  with  the 
aqueous  vapor,  and  ferrous  chloride  is  formed  (Fc,Cl,  -|-  2HI  = 
2FeCl,  -f-  2HC1  +  21).  The  iodine  passing  over  is  received  in 
solution  of  potassium  iodide  and  determined  by  sodium  thiosul- 
phate, as  directed  §  146.    In  employing  this  method  it  must  be 
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borne  in  mind  that  the  ferric  chloride  must  be  free  from  chlorine 
and  nitric  acid.  It  is  best  to  prepare  it  from  ferric  oxide  and 
hydrochloric  acid.  We  must  not  forget  too  that  the  separated 
iodine  is  liable  to  act  on  cork  and  caoutchouc ;  the  apparatus 
should  therefore  be  constructed  according  to  fig.  64,  p.  435. 

d.  li.  Steuve's  colorimetric  method  may  be  used  in  many  cases. 
In  this  method  the  amount  of  iodine  is  estimated  by  the  depth  of 
color  which  the  separated  iodine  gives  to  a  measured  quantity  of 
carbon  disulphide. 

II.  Separation  of  Iodine  from  the  Metals. 

The  metallic  iodides  are  in  general  analyzed  like  the  corre- 
sponding chlorides.  From  iodides  of  the  alkali  metals  containing 
free  alkali  the  iodine  may  be  precipitated  as  silver  iodide,  by  first 
saturating  the  free  alkali  almost  completely  with  nitric  acid,  then 
adding  solution  of  silver  nitrate  in  excess,  and  finally  nitric  acid  to 
strongly  acid  reaction.  If  an  excess  of  acid  were  added  at  the 
beginning,  free  iodine  might  separate,  which  is  not  converted  com- 
pletely into  silver  iodide  by  solution  of  silver  nitrate.  In  com- 
pounds soluble  in  water  the  iodine  may  generally  be  precipitated 
as  palladious  iodide  ;  you  may  also  determine  the  base  in  one  por- 
tion (decomposing  the  compound  with  concentrated  sulphuric  acid) 
and  the  iodine  in  another  portion  according  to  I.,  5,  y. 

Iodine  cannot  be  separated  from  platinum  directly  with  silver 
nitrate,  as  insoluble  platinum  salts  would  be  thrown  down  with  the 
silver  iodide.  For  this  purpose  H.  Topsoe*  recommends  the  fol- 
lowing process:  Dissolve  the  substance  in  a  good  amount  of  water, 
add  solution  of  sodium  hydrogen  sulphite  and  sulphurous  acid, 
heat  on  a  water-bath  till  the  color  has  entirely  disappeared,  and  the 
platinum  is  consequently  converted  into  platinous  sulphite.  In 
this  operation  a  white  flocculent  precipitate  of  sodium  platinous 
sulphite  which  is  difiicultly  soluble  separates ;  it  redissolves  on 
addition  of  sulphurous  acid.  After  heating  on  the  water-bath  for 
some  time,  allow  to  cool  completely,  precipitate  with  silver  solu- 
tion, which  should  not  be  added  in  large  excess,  add  nitric  acid, 
heat  for  about  an  hour  to  redissolve  the  silver  sulphite  first  thrown 
down  with  the  iodide,  and  then  filter  off  the  latter.  Occasionally 
it  is  to  be  preferred  to  add  sulphurous  acid  instead  of  the  sulphite, 
and  then,  when  the  fluid  has  been  heated  and  the  color  has  gone, 

*  Zeitschr.  f .  anal.  Cliem.  9,  30. 
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to  add  an  excess  of  ammonia.  In  this  way  tlie  platinum  compound 
is  not  thrown  down,  and  the  silver  sulphite  dues  not  separate  after 
the  addition  of  silver  solution  till  nitric  acid  is  added,  and  is  imme- 
diately redissol\-ed  by  the  excess  of  the  same. 

For  the  analysis  of  insoluble  iodides,  especially  silver  and  lead 
iodides,  mercurous  and  cuprous  iodides,  E.  Mehsel*  strongly 
recommends  sodium  thiosulphate,  in  which  these  salts  dissolve. 
Very  little  water  should  be  used,  and  as  small  a  quantity  of  the 
thiosulphate  as  possible.  The  metal  is' precipitated  from  the  solu- 
tion by  ammonium  sulphide  in  the  form  of  sulphide.  Evaporate 
the  filtrate  with  soda,  and  heat  the  residue  in  a  platinum  dish  to 
incipient  redness  to  destroy  sodium  thiosulphate  and  tetrathionate. 
Dissolve  the  fusion  in  water  by  the  aid  of  heat,  and  determine  the 
iodine  in  it  by  I.,  5,  y.  A  large  quantity  of  ferric  chloride  will  be 
required  to  decompose  the  sodium  sulphite ;  the  residue  in  the 
retort  should  have  a  deep  reddish-brown  color. 

Silver  iodide  may  be  decomposed  also  by  fusing  with  sodium 
carbonate,  but  not  by  igniting  in  a  current  of  hydrogen,  and  not 
completely  by  zinc  or  iron.  Mercurous  iodide  may  be  easily 
decomposed  by  distilling  with  8  or  10  parts  of  a  mixture  of  1  part 
potassium  cyanide  and  2  parts  quicklime.  For  the  apparatus,  see 
fig.  54,  p.  307  ;  ab  is  filled  with  magnesite  (H.  EosEf).  Palladi- 
ous  iodide  may  be  decomposed  by  igniting  in  hydrogen.  Cuprous 
iodide  and  many  other  iodides  may  be  decomposed  by  boiling  with 
potassium  or  sodium  carbonate.  Portions  of  metal,  which  may 
pass  into  the  alkaline  solution,  may  be  thrown  down  by  ammonium 
sulphide,  or  by  acidifying  with  acetic  acid,  and  passing  hydrogen 
sulphide. 

Supplement. 

§146. 

Deteemination  of  Feee  Iodine. 

The  determination  of  free  iodine  is  an  operation  of  great  impor- 
tance in  analytical  chemistry,  since,  as  Bdnsen;}:  first  pointed  out,  it 
is  a  means  for  the  estimation  of  all  those  su])stances  which,  when 
bi'ought  in  contact  with  potassium  iodide,  separate  from  the  same 
a  definite  quantity  of  iodine  {e.g.,  chlorine,  bromine,  &c.),  or,  when 

*  Zeitschr.  f.  anal.  Chem.  9,  208.  \  lb.  2,  1. 

X  Annal.  d.  Chem.  u.  Pharm.  86,  265. 
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boiled  with  hydrochloric  acid,  yield  a  definite  quantity  of  chlorine 
{e.g.^  chromic  acid,  peroxide  of  manganese,  &c.).  By  causing  the 
chlorine  produced  to  act  on  potassium  iodide,  we  obtain  the  equiva- 
lent quantity  of  free  iodine. 

Of  the  various  methods  which  have  been  proposed  for  the  esti- 
mation of  free  iodine,  the  oldest  is  that  of  Schwaez.*  It  is  based 
upon  the  following  reaction :  2]Sra,S,03  +  21  =  2]SraI  +  Na,S,0,. 
24"8  grm.  pure  crystallized  sodium  thiosulphate  are  dissolved  to  1 
litre.  1000  c.c.  of  the  solution  correspond  to  12-685,  i.e.,  to.l  at. 
iodine.  This  solution  is  added  to  the  solution  of  the  substance  in 
potassium  iodide  until  the  fluid  appears  bright  yellow,  3  or  4  c.c. 
thin  and  very  clear  starch-paste  are  then  added,  which  must  pro- 
duce blue  coloration,  and  finally  again  sodium  thiosulphate,  until 
the  blue  fiuid  is  decolorized. 

This  method,  though  in  itself  excellent,  is  open  to  this  objec- 
tion, that  it  is  difficult  to  obtain  a  solution  of  absolutely  exact  value 
by  weighing  off  sodium  thiosulphate,  as  the  salt  is  not  readily  pro- 
curable in  a  perfectly  pure  and  dry  condition,  and  although  the 
solution  does  not  change  rapidly  or  to  any  great  extent,  it  is  stiU 
liable  to  gradual  alteration,  especially  under  the  influence  of  light. 

Bunsen's  researches  on  the  volumetric  estimation  of  iodine 
cited  above  produced  a  very  important  and  beneficial  effect  on  the 
whole  domain  of  chemical  analysis.  His  process  depends  on  the 
fact  that  when  iodine  comes  in  contact  with  an  aqueous  solution 
of  sulphurous  acid,  a  decomposition  takes  place  in  accordance  with 
the  equation  H.SO,  +  H,0  -f  21  =  H,SO,  +  2(HI),  provided  the 
solution  does  not  contain  more  than  '04  to  '05  per  cent,  of  anhy- 
drous sulphurous  acid.  If  the  solution  is  more  concentrated, 
another  reaction  also  takes  place  to  a  greater  or  less  extent — 
namely,  H,SO,  +  2HI  =  H^SO,  +  H,0  +  21. 

In  this  method,  a  solution  of  iodine  in  potassium  iodide  con- 
taining a  known  quantity  of  free  iodine  is  employed,  and  we  com- 
mence by  detemiining  the  relation  between  it  and  a  sufficiently 
dilute  solution  of  sulphurous  acid.  In  applying  the  method,  the 
iodine  to  be  estimated  is  dissolved  in  potassium  iodide,  the  stand- 
ard sulphurous  acid  is  added  to  decoloration,  then  thin  starch-paste, 
and  finally  standard  iodine  solution  till  the  blue  color  of  iodide  of 
starch  is  just  visible. 

•  Anleit.  zu  Maassanal.  NachtrSge,  1858,  22. 
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We  calculate  now  the  c.c.  of  iodine  solution  which  correspond 
to  the  sulphurous  acid  employed,  and  deduct  therefrom  the  c.c.  of 
iodine  added  to  destroy  the  excess  of  sulphurous  acid.  The 
remainder  gives  the  number  of  c.c.  of  iodine  solution  which 
contain  a  quantity  of  iodine  equal  to  that  in  the  substance  ana- 
lyzed. 

On  account  of  the  rapidity  with  which  solution  of  sulphurous 
acid  changes,  this  method  is  somewhat  inconvenient,  and  has  given 
place  to  the  following,  which  is  now  universally  employed.  It 
retains  the  basis  of  Bunsen's  method,  but  substitutes  sodium  thio- 
sulphate  for  sulphurous  acid,  employing  the  reaction  of  Schwakz's 
method.  "With  F.  Mohe*  I  give  this  "  combined  method "  the 
preference,  because,  first,  we  are  not  bound  to  a  definite  strength 
of  the  thiosulphate ;  secondly,  the  solution  of  thiosulphate  is  far  less 
affected  by  the  oxygen  of  the  air  than  sulphurous  acid ;  and  thirdly, 
it  loses  nothing  by  evaporation.  FiNKENEEf  even  says,  that  the 
use  of  thiosulphate  makes  the  method  more  accurate,  his  experi- 
ments having  shown  that  in  using  Bunsen's  method  the  results 
differ;  if,  on  one  occasion,  we  add  the  sulphurous  acid  to  the 
iodine,  and,  on  another,  the  iodine  to  the  sulphurous  acid. 

a.  Requisites  foe  the  Combined  Method. 

a.  Iodine  solution  of  known  strength.  Dissolve  6'2  to  6'3 
grm.  iodine  with  the  aid  of  about  9  grm.  potassium  iodide  (free 
from  iodic  acid)  to  about  1200  c.c. 

yS.  Solution  of  sodium  thiosidphate.  Dissolve  12-2  to  12'3 
grm.  of  the  pure  and  dry  salt  to  about  1200  c.c. 

y.  Solution  of  potassium  iodide.  Dissolve  1  part  of  the  salt 
(free  from  iodic  acid)  in  about  10  parts  of  water.  The  solution 
must  be  colorless  and  must  remain  so  immediately  after  the  addi- 
tion of  dilute  sulphuric  or  hydrochloric  acid  (either  must  be  iron- 
free). 

d.  Starch  solution.  Stir  the  purest  starch  powder  gradually 
with  about  100  parts  cold  water  and  heat  to  boiling  with  constant 
stirring.  Allow  to  cool  quietly,  and  pour  off  the  fluid  from  any 
deposit.  The  solution  should  be  almost  clear  and  free  from  all 
lumps.  The  starch  solution  is  best  prepared  fresh  before  each 
series  of  experiments. 

*  Lehrb.  d.  chem.-analyt.  Titrirmetliode,  3  Aufl.  256. 

\  H.  Rose,  Handb.  d.  anal.  Chcm.  6  Aufl.  von  Finkeneb,  2,  937. 
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h.  Peeliminaet  Deteeminations. 

a.  Determination  of  the  relation  hetween  the  Iodine  Solution 
and  ThiosuJphate  Solution. 

Fill  two  burettes  with  the  solutions.  Run  20  c.c.  of  the  thio- 
sulphate  into  a  beaker,  add  some  water  and  3  or  4  c.c.  starch  solu- 
tion, then  add  the  iodine  till  a  blue  coloration  is  just  produced.  If 
you  have  added  a  drop  too  much,  run  in  one  or  two  drops  more  of 
the  thiosulphate,  and  then  more  cautiously  the  iodine  solution. 
After  a  few  minutes  read  off  the  height  of  the  fluid  in  both  burettes. 
Suppose  we  had  used  20  c.c.  thiosulphate  to  20'2  c.c.  iodine. 

/J.  Exact  Determination  of  the  Iodine  in  the  Solution. 

This  is  done  immediately  before  each  series  of  analyses  with 
the  aid  of  an  exactly  weighed  quantity  of  pure  and  dry  iodine. 
Experience  has  convinced  me  that  solution  of  iodine  in  potassium 
iodide,  even  when  kept  cool  and  in  the  dark,  is  much  more  liable 
to  change  than  is  usually  supposed.* 

The  process  is  conducted  in  the  following  manner :  Select  three 
watch-glasses,  a,  i,  and  c,  which  fit  each  other;  weigh  b  and  c 
together  accurately.  Put  about  0-5  grm.  pure  dry  iodine  (prepared 
according  to  §  65,  6)  into  a,  place  it  on  an  iron  plate,  heat  gently, 
till  dense  fumes  of  iodine  escape.  Now  cover  it  with  h  and  regu- 
late the  heat  so  that  the  iodine  may  sublime  entirely  or  almost 
entirely  into  i.  Next  remove  i  while  still  hot,  and  give  it  a  gentle 
swing  in  the  air  to  remove  the  still  uncondensed  iodine  fumes  and 
any  traces  of  acpieous  vapor,  cover  it  with  c,  allow  to  cool  under 
the  desiccator,  weigh  and  transfer  the  two  watch-glasses  together 
with  the  weighed  iodine  to  a  capacious  beaker,  containing  a  suiB- 
cient  quantity  of  potassium  iodide  solution  to  dissolve  the  whole  of 
the  iodine  to  a  clear  fluid.  Add  water  and  then  thiosulphate  from 
a  burette  till  the  color  is  gone ;  now  add  3  or  4  c.c.  of  starch-paste 
and  iodine  solution  (a,  a)  from  a  second  burette  till  a  blue  tinge 
just  appears.  Having  read  off  both  burettes,  the  following  simple 
calculation  will  give  you  the  iodine  in  the  solution  a,  a : 

Suppose  we  had  weighed  off  -150  grm.  iodine,  and  used  29'5 
c.c.  thiosulphate  and  '3  c.c.  iodine  solution. 

*  I  filled  several  small  well-stoppered  bottles  with  some  solution  of  iodine  in 
potassium  iodide,  whose  standard  had  been  accurately  determined,  and  placed 
them  in  a  cellar.  Even  in  the  course  of  a  few  weeks  the  standard  had  altered. 
I  now  never  rely  on  the  strength  of  a  solution  of  iodine,  unless  I  have  determined 
it  shortly  before. 
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From  h,  a,  we  know  that  20  c.c.  thiosulpliate  correspond  to 
20"2  c.c.  iodine  solution ;  29"5  c.c.  tlierefore  correspond  to  29"8  c.c. 

Now  29'5  c.c.  tliiosulphate  correspond  to  -150  grm.  iodine  -(-  "3 
c.c.  iodine  solution. 

But  29'5  c.c.  thiosulpliate  also  correspond  to  29'8  c.c.  iodine 
solution. 

.-.  -150  grm.  iodine  -\-  S  c.c.  iodine  solution  =  29-8  c.c.  iodine 
solution. 

.".  -150  grm.  iodine  =  29'5  c.c.  iodine  solution. 

.-.    1  c.c.  iodine  solution  =  •0050847  grm.  iodine. 

The  experiment  just  described  is  repeated  and  the  mean  of  the 
two  results  taken,  provided  they  exhibit  sufficient  uniformity. 

y.  Dilution  of  the  standard  fluids  to  a  convenient  strength. 

With  the  aid  of  the  iodine  solution  the  strength  of  which  we 
now  know  exactly,  and  the  solution  of  sodii;m  tliiosulphate  which 
stands  in  a  known  relation  to  the  same,  we  might  make  any  deter- 
minations of  iodine.  The  calculation,  although  in  principle  ex- 
tremely simple,  is  yet  somewhat  hampered  by  reason  of  the  long 
decimal  which  expresses  the  quantity  of  iodine  in  1  c.c.  of  the 
solution.  It  is  therefore  convenient  to  dilute  the  iodine  solution 
so  that  1  c.c.  may  exactly  contain  "005  grm.  iodine.  This  is  done 
by  filling  a  litre  flask  therewith,  and  adding  the  necessary  quantity 
of  water;  in  our  case  16-94  c.c,  for  5  :  5-0847  : :  1000  :  1016-94.  If 
the  litre  flask  will  hold  above  the  mark  this  16-94  c.c,  it  is  simply 
added,  otherwise  it  is  put  into  the  dry  bottle  destined  to  receive 
the  iodine  solution,  the  iodine  solution  added,  the  whole  shaken 
together,  a  portion  of  the  fluid  returned  to  tlie  flask,  shaken,  poured 
back  into  the  bottle,  and  the  whole  shaken  again. 

The  solution  of  thiosulpliate  may  now  be  diluted  in  a  corre- 
sponding manner.  In  our  case  we  should  have  had  to  add  27-11 
c.c.  water  to  1000  c.c.  of  the  solution,  as  will  be  seen  from  the  fol 
lowing  consideration : 

20-2  c.c.  of  the  original  iodine  solution  correspond  to  20  c.c.  of 
the  thiosulphate  solution. 

.-.  1000  c.c.  correspond  to  990-1  c.c. 

Now  these  1000  c.c.  were  made  up  to  1016-94  by  addition  of 
water;  if  therefore  we  make  up  990-1  c.c.  of  the  sodium  tliiosul- 
phate to  the  same  bulk  by  addition  of  water  we  shall  have  equiva- 
lent solutions.  Hence,  to  990-1  c.c.  we  must  add  26-84  c.c.  water, 
or  to  1000  c.c  27-11  water. 
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In  such  eases  of  dilution  I  always  prefer  to  take  exactly  1  litre 
instead  of  an  uneven  number  of  c.c,  as  in  measuring  the  latter 
errors  and  inaccuracies  may  readily  occur ;  I  have  therefore  above 
recommended  the  preparation  of  1200  c.c.  of  the  fluids,  so  that 
after  their  determination  1000  c.c.  may  be  sure  to  remain. 

c.  The  actual  Analysis. 

Weigh  the  iodine  to  be  determined  in  a  glass-stoppered  tube,  dis- 
solve in  potassium  iodide  solution  as  in  5,  /?,  add  thiosulphate  solution 
from  the  burette  till  decoloration  is  just  produced,  then  3  or  4  c.c. 
starch  solution,  then  iodine  solution  from  a  second  burette  to  incip- 
ient blueness.  The  substance  contains  the  same  amount  of  iodine 
as  the  c.c.  of  iodine  solution  corresponding  to  the  thiosulphate  used 
minus  the  c.c.  of  the  former  used  to  destroy  the  excess  of  the 
latter.  Where  the  solutions  are  of  equal  value  and  1  c.c.  corre- 
sponds to  -005  grm.  iodine,  the  calculation  is  in  the  highest  degree 
simple;  for  suppose  we  had  used  21  c.c.  Na^SjOj  and  1  c.c.  iodine, 
the  quantity  of  iodine  present  is  '100  grm. 

21  —  1  =  20,  and  20  X  "005  =  -100. 

Where  you  are  analyzing  chromic  acid  or  manganese  dioxide 
by  boiling  with  hydrochloric  acid,  and  passing  the  chlorine  evolved 
into  potassium  iodide,  you  must  allow  the  solution  to  cool  before 
titrating  with  thiosulphate ;  for  at  a  high  temperature  a  portion  of 
the  sodium  tetrathionate  produced  is  converted  into  sodimn  sul- 
phate by  the  iodine  (Weight*). 

Free  acid  in  the  iodine  solution  to  be  estimated  is  not  injuri- 
ous ;  when  such  is  present,  however,  the  excess  of  the  thiosulphate 
must  be  titrated  without  delay,  or  the  free  thiosulphuric  acid  may 
be  decomposed  before  the  iodine  is  added. 

d.  Keeping  of  the  Solutions. 

The  iodine  solution  and  the  thiosulphate  solution  are  kept  in 
glass-stoppered  bottles  in  a  cool,  dark  place.  But  the  relation 
between  the  two  solutions  must  be  tested  before  each  new  series 
of  experiments,  and  the  iodine  in  the  iodine  solution  must  be  rede- 
termined. 

If  a  fluid  contains  free  iodine  in  presence  of  iodine  in  combina- 
tion, determine  the  former  in  one  portion  by  the  combined  method, 
and  the  total  quantity  in  another  portion.     For  this  purpose  you 

*  Zeitschr.  f.  anal.  Chem.  9.  483. 
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may  either  (1)  add  sulphurous  acid  to  decoloration,  pi'ecipitate 
with  silver  nitrate  (§  145, 1.,  a,  a),  digest  the  precipitate  with  nitric 
acid  to  remove  any  silver  sulphite  which  it  may  contain,  filter,  &c. ; 
or  (2)  distil  with  ferric  chloride  as  directed,  §  145,  I.,  b,  y. 

§147. 
4.  Ctaitogen.* 

I.  Determination. 

a.  Oravimetric  Estimation. — If  you  have  free  hydrocyanic  acid 
in  solution  run  it  into  an  excess  of  solution  of  silver  nitrate,  add  a 
little  nitric  acid,  allow  to  settle  without  warming,  and  determine 
the  precipitated  silvei*  cyanide  either  by  collecting  on  a  weighed 
filter,  drying  at  100°  and  weighing  (§  115,  3),  or  by  collecting  on 
an  unweighed  filter  and  converting  into  metallic  silver.  The  latter 
operation  is  performed  by  igniting  the  precipitate  in  a  porcelain 
crucible  for  \  hour,  or  till  it  ceases  to  lose  weight  (H.  Rose).  If 
you  wish  to  determine  in  this  way  the  hydrocyanic  acid  in  bitter 
almond  water  or  cherry  laurel  water,  add  ammonia  after  the  addi- 
tion of  the  solution  of  silver  nitrate  till  the  fluid  is  strongly  alka- 
line (it  is  not  necessary  to  dissolve  all  the  silver  cyanide),  and  at 
once  acidify  with  nitric  acid.  When  the  precipitate  has  settled, 
filter.  The  whole  of  the  cyanogen  in  the  fluid  will  have  been  now 
converted  into  silver  cyanide.  (The  cyanogen  was  originally  pres- 
ent partly  as  hydrocyanic  acid,  partly  as  ammonium  cyanide,  but 
principally  as  hydrocyanate  of  benzaldehyd — S.  FELDHAus.f) 

Feldhaus  recommends  the  following  proportions :  100  grm. 
bitter  almond  water,  about  1'2  grm.  silver  nitrate,  dissolved  in 
water  and  2  to  3  c.c.  ammonia  sp.  gr.  "96.  A  portion  of  the  filtrate 
should  be  tested  to  make  sure  that  it  contains  silver  salt  in  excess, 
another  portion  should  be  tested  by  making  it  strongly  alkaline 
with  ammonia,  and  then  acid  again  with  nitric  acid.  If  a  precipi- 
tate is  formed  in  the  latter  case  it  shows  that  the  whole  of  the 
hydrocyanate  of  benzaldehyd  was  not  decomposed,  and  the  precipi- 
tation must  be  repeated.  If  you  want  to  measure  off  a  fluid  con- 
taining hydrocyanic  acid  with  a  pipette,  insert  a  little  tube  with 

*  With  regard  to  Herapath's  colorimetrlc  method,  which  is  founded  on  the 
intensity  of  the  color  of  a  solution  of  persulphocyanide  of  iron,  compare  Chem. 
Gaz.  Aug.  1853,  294.  t  Zeitschr.  f.  anal.  Chem.  3,  84. 
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soda-lime  between  the  pipette  and  the  flexible  tube  which  you  put 
into  your  mouth. 

b.  Liebig's  Volumetric  Method* . — If  hydrocyanic  acid  is  mixed 
with  potassa  to  strong  alkaline  reaction,  and  a  dilute  solution  of 
silver  nitrate  is  then  added,  a  permanent  turbidity  of  silver  cyanide 
■ — or,  if  a  few  drops  of  solution  of  sodium  chloride  have  been  added, 
of  silver  chloride — forms  only  after  the  whole  of  the  cyanogen  is 
converted  into  double  cyanide  of  silver  and  potassium.  The  first 
drop  of  solution  of  silver  nitrate  added  in  excess  produces  the  per- 
manent precipitate.  1  at.  silver  consumed  in  the  process  corre- 
sponds, therefore,  exactly  to  2  mol.  hydrocyanic  acid  (2KCy  -|-  Ag 
NO3  =  AgCy.KCy  +  KNO,).  A  decinormal  solution  of  silver 
nitrate,  containing  consequently  10-793  grm.  silver  in  the  litre, 
should  be  used ;  1  c.c.  of  this  solution  corresponds  to  '005408  of 
hydrocyanic  acid.  In  examining  medicinal  hydrocyanic  acid,  5  to 
10  grm.  ought  to  be  used,  but  of  bitter  almond  water  about  50 
grm. ;  if  exactly  5'408  or  54-08  grm.  are  used,  the  number  of  c.c. 
of  the  silver  solution,  divided  by  10,  or  by  100,  expresses  exactly 
the  percentage  of  hydrocyanic  acid.  Medicinal  hydrocyanic  acid 
is  suitably  diluted  first  by  adding  from  5  to  8  volumes  of  water ; 
bitter  almond  water  also  is  slightly  diluted ;  if  the  latter  is  turbid 
the  end-reaction  will  not  be  sufiiciently  distinct,  and  the  gravimetric 
method  is  to  be  preferred. 

LiEBiG  has  examined  hydrocyanic  acid  of  various  degrees  of  dilu- 
tion, and  has  obtained  results  by  this  method  corresponding  exactly 
with  those  obtained  by  a.  Souchat,-}-  too,  obtained  results  almost 
identical ;  with  pure  dilute  hydrocyanic  acid,  the  gravimetric  results 
were  to  the  volumetric  as  100  to  100-5 — 101 ;  with  clear  or  nearly 
clear  bitter  almond  water  as  100  to  102.  Feldhaus  {loo.  cit.) 
obtained  very  nearly  similar  results.  The  slightly  higher  results 
of  the  volumetric  process  are  to  be  explained  from  the  fact  that  a 
small  excess  of  silver  solution  is  necessary  to  produce  the  final 
reaction.  The  less  the  amount  of  the  substance  taken  the  greater 
importance  does  this  error  assume.  We  should  also  notice  that  in 
the  bitter  almond  water,  which  contains  ammonium  cyanide,  some 
ammonia  is  set  free  which  has  a  solvent  action  on  the  silver  cyanide. 
In  this  method  it  does  not  matter  whether  the  hydrocyanic  acid 


*  Annal.  d.  Chem.  u.  Pharm.  77,  102. 
f  Zeitschr.  f.  anal.  Chem.  2,  180. 
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contains  an  admixture  of  hydrochloric  acid  or  formic  acid.    A  con- 
siderable excess  of  potassa  must  be  avoided. 

If  it  is  intended  to  determine  potassium  cyanide  by  this  method, 
a  solution  of  that  salt  must  be  prepared  of  known  strength,  and  a 
measured  quantity  used  containing  about  '1  grm.  of  the  salt. 
Should  it  contain  potassium  sulphide,  a  small  quantity  of  freshly 
precipitated  lead  carbonate  must  be  first  added,  and  the  solution 
filtered  before  proceeding  to  the  determination. 

II.  Separation  of  Cyanogen  from  the  Metals. 

a.  In  Cyanides  of  the  Alliall  Metals. 

Mix  the  substance  (if  solid,  without  previous  solution  in  water) 
with  excess  of  silver  nitrate  solution,  then  add  water,  finally  nitric 
acid  iu  slight  excess,  allow  to  settle  without  warming,  and  deter- 
mine the  silver  cyanide  as  in  I.,  a.  The  basic  metals  are  deter- 
mined in  the  filtrate  after  separating  the  excess  of  silver. 

5.  In  Cyanides  and  double  Cyanides,  which  are  completely 
decomposed  iy  Silver  Nitrate  and  Nitric  Acid  or  Silver  Nitrate 
and  Ammonia. 

Digest  for  some  time  with  a  dilute  solution  of  silver  nitrate, 
stirring  frequently,*  then  add  nitric  acid  in  moderate  excess,  and 
digest  at  a  gentle  heat,  till  the  foreign  cyanide  is  fully  dissolved 
and  the  silver  cyanide  has  become  pure  and  quite  M-hite.  Then 
add  water  and  filter.  As  a  precautionary  measure  it  is  well  to  test 
the  metal  obtained  by  long  ignition  of  the  silver  cyanide,  whether 
it  is  free  from  those  metals  which  were  combined  ^vith  the  cyano- 
gen. The  filtrate  is  used  for  estimating  the  basic  metals,  the  silver 
being  first  precipitated  with  hydrochloric  acid.  This  method  affords 
us  an  exact  analysis  of  the  double  cyanides  of  potassium  with 
nickel,  copper,  and  zinc  (H.  Rose). 

W.  WeithI  recommends  a  solution  of  silver  nitrate  in  ammo- 
nia for  the  decomposition  of  many  cyanogen  compounds,  such  as 
potassium  feiTocyanide,  Prussian  blue,  and  even  potassium  cobalti- 
cyanide.  He  digests  them  in  sealed  tubes  at  100°  (in  the  case  of 
potassium  cobalticyanide,  150°)  for  4  or  5  hours.  "Warm  the  con- 
tents of  the  tube  gently  in  a  dish,  until  the  crystals  of  ammonio- 
cyanide  of  silver  are  dissolved,  filter  off  the  separated  metallic 

*  Double  cyanide  of  nickel  and  potassium  yields  by  this  process  a  mixture  of 
silver  cyanide  with  nickel  cyanide.  Like  double  cyanides  are  similarly  decom- 
posed, f  Zeitschr.  f.  anal.  Chem.  9,  379. 
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oxide,  wash  it  with  ammonia,  dilute,  and  precipitate  the  silver 
cyanide  by  acidifying  with  nitric  acid.  In  the  filtrate  separate  the 
silver  from  the  alkalies,  &c.  In  respect  to  the  undissolved  oxides 
it  should  be  noted  that  metallic  silver  is  always  mixed  with  the 
ferric  oxide. 

c.  In  Mercuric  Cyanide. 

Precipitate  the  aqueous  solution  with  hydrogen  sulphide ;  the 
mercuric  sulphide  may  be  filtered  without  difl&culty  if  a  little 
ammonia  or  hydrochloric  acid  be  added ;  it  is  determined  accord- 
ing to  §  118,  3.  If  the  compound  is  in  the  solid  condition,  the 
cyanogen  may  be  determined  in  another  portion  by  ignition  with 
cupric  oxide,  the  nitrogen  and  carbonic  acid  being  collected  and 
separated  (comp.  Organic  Analysis). 

H.  KosE  and  Finkenee*  have,  after  much  trouble,  succeeded 
in  finding  out  a  method  for  deteimining  cyanogen  with  precision 
also  in  solutions  of  mercuric  cyanide.  Mix  the  solution  of  the  mer- 
curic cyanide  with  zinc  nitrate  dissolved  in  ammonia.  To  1  part 
of  mercuric  salt  you  may  add  about  2  parts  of  the  zinc-salt.  Add 
to  the  clear  solution  hydrogen  sulphide  water  gradually  till  it  pro- 
duces a  perfectly  white  precipitate  of  zinc  sulphide.  The  precipi- 
tate, which  is  a  mixture  of  the  mercuric  and  zinc  sulphides,  settles 
well.  After  a  quarter  of  an  hour  filter  it  off  and  wash  with  very 
dilute  ammonia.  The  filtrate  contains  zinc  cyanide  dissolved  in 
ammonia,  together  with  ammonium  nitrate.  It  does  not  smell  of 
hydrocyanic  acid,  and  consequently  no  escape  of  the  latter  takes 
place.  Mix  it  with  silver  nitrate  and  then  add  dilute  sulphuric  acid 
in  excess.  The  silver  cyanide  is  next  washed  a  little  by  decantation, 
then — to  free  it  from  any  zinc  cyanide  simultaneously  precipitated 
— heated  with  a  solution  of  silver  nitrate,  finally  filtered  off, 
washed,  and  determined  after  I.,  a.  The  precipitated  sulphides 
may  be  dissolved  in  aqua  regia,  and  the  mercury  precipitated  as 
mercurous  chloride  according  to  §  118,  2.  The  test-analyses  com- 
municated by  Rose  yielded  excellent  results. 

d.  In  compounds  decomposable  iy  Mercuric  Oxide  in  the  ~Wet 
Way. 

Many  simple  cyanides,  and  also  double  cyanides — both  of  the 
character  of  the  double  cyanide  of  nickel  and  potassium,  and  of 
the  ferro-  O]-  ferricyanides  (not,  however,  cobalticyanides) — may,  as 

*  Zeitschr.  f .  anal.  Chem.  1,  288. 
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is  well  known,  be  completely  decomposed  by  boiling  with  excess 
of  mercuric  oxide  and  water,  all  cyanogen  being  obtained  as  mer- 
curic cyanide  and  the  metals  passing  into  oxides. 

H.  Rose  (loc.  cit.)  has  shown  that  Prussian  blue,  potassium 
feri'o-  and  ferricyanide,  more  particularly,  may  be  readily  analyzed 
in  this  manner. 

Boil  a  few  minutes  with  water  and  excess  of  mercuric  oxide  till 
complete  decomposition  is  effected,  add — in  order  to  render  the 
ferric  hydroxide  and  mercuric  oxide  removable  by  filtration — nitric 
acid  in  small  portions,  till  the  alkaline  reaction  has  nearly  disap- 
peared, filter,  wash  with  hot  water,  dry  the  precipitate,  ignite — 
very  gradually  raising  the  heat — under  a  hood  (with  a  good 
draught),  and  weigh  the  ferric  oxide  remaining.  In  the  filtrate 
the  cyanogen  is  determined  according  to  c,  and  any  potassium  that 
may  be  present  is  determined  in  the  filtrate  from  the  silver  cya- 
nide. 

e.  Determination  of  Metals  contained  in  Cyanides  with  decom- 
position and  volatilizatioji  of  the  Cyanogen. 

Of  the  various  means  for  completely  decomposing  compounds 
of  cyanogen,  especially  also  the  double  cyanides,  according  to  H. 
Rose  {loc.  cit.)  three  particularly  are  worthy  of  recommendation — 
viz.,  concentrated  sulphuric  acid,  mercuric  sulphate,  and  ammo- 
nium chloride.  The  nitrates  seemed  decidedly  less  suitable  on 
account  of  their  too  violent  action. 

a.  Decomposition  by  Sulphueic  Acid.  All  cyanogen  com- 
pounds, simple  or  double,  are  completely  decomposed  and  con- 
verted into  sulphates  or  oxides,  as  the  case  may  be,  if  treated  in  a 
powdered  condition  in  a  platinum  dish  or  a  capacious  platinum 
crucible  with  a  mixture  of  about  3  parts  concentrated  sulphu- 
ric acid  and  1  part  water,  and  heated  till  almost  all  the  sulphuric 
acid  had  been  expelled.  The  residual  mass  is  then  free  from  cyan- 
ogen. It  is  dissolved  in  water,  if  necessary  with  addition  of 
hydrochloric  acid,  and  the  metals  determined  by  the  usual  methods. 
This  way  is  not  adapted  for  mercuric  cyanide,  as  a  little  of  the 
metal  would  escape  with  the  fumes  of  the  sulphuric  acid. 

ft.  Decomposition  by  Meecukic  Sulphate.  Of  the  mercuric 
sulphates,  those  suitable  to  our  present  purpose  are  the  normal  and 
the  basic  (Turpeth  mineral).  The  substance  is  mixed  with  6  parts 
of  the  latter,  heated  in  a  platinum  crucible  gradually,  and  finally 
maintained  for  a  long  time  at  a  red-heat,  till  all  the  mercury  has 
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volatilizea,  and  the  weight  of  the  crucible  remains  constant.  If 
alkalies  are  present,  a  little  ammonium  carbonate  is  added  during 
the  final  ignition,  from  time  to  time,  in  order  to  convert  the  acid 
sulphates  into  normal.  The  residue  may  usually  be  analyzed  by  sim- 
ple treatment  with  water ;  in  the  case  of  potassium  ferrocyanide, 
for  instance,  the  potassium  sulphate  dissolves,  and  pure  (alkali-free) 
ferric  oxide  remains  behind.  The  test-analyses  that  have  been 
communicated  yielded  excellent  results. 

y.  DECOMPOsrrioN  by  Ammonium  Chloeide.  Mix  the  substance 
with  twice  or  thrice  the  amount  of  this  salt,  and  ignite  the  mixture 
moderately  in  a  stream  of  hydrogen  (apparatus,  p.  251,  fig.  50. — -— ). 
From  the  cooled  mass  water  extracts  alkaline  chloride,  while  the 
reducible  metals  remain  in  the  metallic  state.  The  method  is 
peculiarly  adapted  for  the  analysis  of  double  cyanide  of  nickel  and 
potassium  and  cobalticyanide  of  potassium,  not  so  for  iron  com- 
pounds, since  the  iron  obtained  is  not  pure,  but  contains  carbon. 

If  one  of  the  methods  described  in  e  is  employed,  the  nitrogen 
and  carbon  (the  cyanogen)  must  be  determined  by  a  combustion, 
if  an  estimation  by  the  loss  is  not  sufficient. 

f.  Determination  of  the  Alkalies,  especially  of  Ammonia  in 
Soluble  Ferrocyanides. 

Mix  the  boiling  solution  with  a  solution  of  cupric  chloride,  in 
moderate  excess,  filter  off  the  precipitated  cupric  ferrocyanide,  free 
the  filtrate  from  copper  by  means  of  hydrogen  sulphide,  and  then 
determine  the  alkalies  (Eeindel*). 

g.  Volumetric  Determination  of  Ferro-  and  Ferricyanogen. 

a.  After  E.  de  Haen.  This  method,  devised  in  my  laboratory, 
is  founded  upon  the  simple  fact  that  a  solution  of  potassium  ferro- 
cyanide acidified  with  sulphuric  acid  (and  which  may  accordingly 
be  assumed  to  contain  free  hydroferrocyanic  acid)  is  by  addition 
of  potassium  permanganate  converted  into  the  corresponding  ferri- 
cyanide.  If  this  conversion  is  effected  in  a  very  dilute  fluid,  con- 
taining about  -2  grm.  potassium  ferrocyanide  in  from  100  to  200 
c.c,  the  termination  of  the  reaction  is  clearly  and  unmistakably 
indicated  by  the  change  of  the  originally  pure  yellow  color  of  the 
fluid  to  reddish-yellow. t 

*  Journ.  f .  prakt.  Chem.  65,  452. 

f  Instead  of  the  permanganate  you  may  use  chromate  of  potash.  The  solu- 
tion is  added  till  spots  of  sesquichloride  of  iron  on  a  plate  are  no  longer  colored 
blue  or  green,  but  brownish.     E.  Meyer,  Zeitschr.  f.  anal.  Chem.  8,  508. 
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Tlie  process  requires  two  test-fluids  of  known  strength,  viz. : 

1.  A  solution  of  pure  potassium  ferrocyanide. 

2.  A  solution  of  potassium  permanganate. 

The  fo7'mer  is  prepared  by  dissolving  20  grm.  perfectly  pure 
and  dry  crystallized  potassium  ferrocyanide  in  water  to  1  litre ; 
each  c.G.  therefore  contains  20  mgrm.  The  /-ath'r  is  diluted  so  that 
somewhat  less  than  a  buretteful  is  required  for  10  c.c.  of  the  solu- 
tion of  potassium  ferrocyanide. 

To  determine  the  strength  of  the  potassium  permanganate  solu- 
tion in  its  action  upon  the  potassium  ferrocyanide,  measure  off,  by 
means  of  a  pipette,  10  c.c.  of  the  solution  of  potassium  ferrocyanide 
(containing  -2  grm.),  dilute  with  100  to  200  c.c.  water,  acidify  with 
sulphuric  acid,  place  the  glass  on  a  sheet  of  white  paper,  and  allow 
the  permanganate  to  drop  into  the  fluid,  stirring  it  at  the  same 
time,  until  the  change  from  yellow  to  reddish-yellow  indicates  that 
the  conversion  is  complete.*  Repetitions  of  the  experiment  always 
give  very  accurately  corresponding  results.  If  at  any  time  you 
have  reason  to  suspect  that  the  permanganate  has  suffered  altera- 
tion, recourse  must  be  had  again  to  this  experiment.  If  after 
acidifying  the  potassium  ferrocyanide  with  sulphuric  acid  you  add 
a  trace  of  ferric  chloride  to  produce  a  bluish-gi-een  color,  the  latter 
will  disappear  at  the  end  of  the  reaction,  which  is  thus  rendered 
very  distinct  (GmTLf). 

To  determine  the  amount  of  real  potassium  ferrocyanide  con- 
tained in  any  given  sample  of  the  commercial  article,  dissolve  5 
gi-rn.  to  2.50  c.c. ;  take  10  c.c.  of  this  solution,  and  examine  as  just 
directed.  Suppose,  in  determining  the  strength  of  the  permanga- 
nate, you  have  used  20  c.c,  and  you  find  now  that  19  c.c.  is  suffi- 
cient, the  simple  rule-of-three  sum, 

20: -2::  19:  a; 

will  inform  you  how  much  pure  potassium  ferrocyanide  -2  grm.  of 
the  analyzed  salt  contains.  And  even  this  small  calculation  may 
be  dispensed  with,  by  diluting  the  permanganate  so  that  exactly 
50  C.C.  correspond  to  "2  of  potassium  ferrocyanide,  as,  in  that  case, 

*  If  you  wish  at  first  for  some  additional  evidence  besides  the  change  of  color, 
add  to  a  drop  of  the  mixture  on  a  plate,  a  drop  of  solution  of  sesquichloride  of 
iron:  if  this  fails  to  produce  a  blue  tint,  the  conversion  is  accomplished. 

f  Zeitschr.  f.  anal.  Chem.  6,  448. 
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the  number  of  half-c.c.  consumed  expresses  directly  the  percentage 
of  pure  ferrocyanide. 

Instead  of  determining  the  strength  of  the  permanganate  by 
means  of  pure  potassium  ferrocyanide,  which  is  unquestionably 
the  best  way,  one  of  the  methods  given  in  §  112,  2,  may  also  be 
employed ;  bearing  in  mind,  in  that  case,  that  2  mol.  potassium 
ferrocyanide  =  885'52,  2  at.  iron  =  112,  and  1  mol.  oxalic  acid  = 
126  are  equivalent  in  their  action  upon  solution  of  potassium  per- 
manganate. 

The  analysis  of  soluble  ferricyanides  by  this  method  is  effected 
by  reducing  them  to  ferrocyanides,  acidifying,  and  then  proceeding 
in  the  way  described.  The  reduction  is  effected  as  follows  :  Mix 
the  weighed  ferricyanide  with  a  solution  of  soda  or  potassa  in 
excess,  boil  and  add  concentrated  solution  of  ferrous  sulphate 
gradually,  and  in  small  portions,  until  the  color  of  the  precipitate 
appears  black,  which  is  a  sign  that  protosesquioxide  of  iron  has 
precipitated.  Dilute  now  to  -300  c.c,  mix,  filter,  and  proceed  to 
determine  the  ferrocyanide  in  portions  of  50  or  100  c.c.  of  the 
fluid.  As  the  space  occupied  by  the  precipitate  is  not  taken  into 
account  in  this  process,  the  results  are  not  absolutely  accurate ;  the 
difference  is  so  very  trifling,  however,  that  it  may  safely  be  disre- 
garded. GiNTL  (^c.  cit)  suggests  to  put  the  neutral  or  alkaline 
fluid  in  a  tall  vessel  and  add  a  few  lumps  of  sodium  amalgam  as 
big  as  peas :  in  ten  minutes  the  reduction  will  be  effected  and  with- 
out the  aid  of  heat. 

Insoluble  ferro-  or  ferricyanides,  decomposable  by  boiling  solu- 
tion of  potassa  (as  are  most  of  these  compoiinds),  are  analyzed  by 
boiling  a  weighed  sample  sufficiently  long  with  an  excess  of  solu- 
tion of  potassa  (adding,  in  the  case  of  ferricyanides,  ferrous  sul- 
phate), and  then  proceeding  as  directed  above. 

/3.  After  E.  Bohlig.* 

In  the  case  of  a  fluid  containing  potassium  ferrocyanide,  and 
also  sulphocyanide  (for  instance,  the  red  liquor  of  the  prussiate 
works);  the  method  given  in  a  cannot  be  employed,  as  the  hydro- 
sulphocyanic  acid  also  reduces  permanganic  acid.  The  followmg 
method — depending  on  the  precipitation  of  the  ferrocyanogen  with 
solution  of  cupric  sulphate — may  then  be  used;  it  is  accurate 
enough  for  technical  purposes.     Dissolve  10  grm.  pure  cupric  sul- 

*  Polytechn.  Notizblatt,  16,  81. 
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phate  to  1  litre,  also  4  n-rin.  pure  dry  potassium  ferrocyanide  to  1 
litre.  Add  to  50  c.c.  of  the  latter  solution  (which  contain  -2  grm. 
potassium  ferrocyanide)  copper  solution  from  a  burette  to  complete 
precipitation  of  the  ferrocyanogen.  In  order  to  hit  this  point 
exactly,  from  time  to  time  dip  a  strip  of  filter-paper  into  the 
brownish-red  fluid  which  will  imbibe  the  clear  filtrate,  leaving  the 
precipitate  of  copper  ferrocyanide  behind.  At  first  the  moist  strips 
of  paper,  when  touched  with  ferric  chloride,  become  dark  blue,  the 
reaction  gradually  gets  weaker  and  weaker,  and  finally  vanishes 
altogether.  "We  now  know  the  value  of  the  copper  solution  with 
reference  to  its  action  on  potassium  ferrocyanide,  and  can,  there- 
fore, by  its  means  test  solutions  containing  unknown  amounts  of 
fen'ocyanogen.  If  alkali  sulphides  are  present,  they  are  first 
removed  by  boiling  with  lead  carbonate.  After  filtering  off  the 
lead  sulphide,  acidify  with  dilute  sulphuric  acid,  and  then  proceed. 

§148. 

5.    SULPHTJE. 

I.  Determination. 

To  determine  hydrogen  sulphide  in  a  mixture  of  gases  confined 
over  mercury*  it  may  be  absorbed  by  a  ball  made  of  2  parts  precipi- 
tated lead  phosphate  and  3  parts  plaster  of  Paris.  The  mixture  is 
made  into  a  paste  with  water,  and  pressed  into  a  bullet  mould  in 
which  the  platinum  wire  is  inserted.  The  mould  should  previously 
be  oiled.  The  balls  are  dried  at  100°,  saturated  with  concentrated 
phosphoric  acid,  and  are  then  ready  for  use  (LuDWiGf). 

To  determine  sulphuretted  hydrogen  dissolved  in  water  the 
following  methods  are  in  use  : 

a.  The  method  of  determining  hydrogen  sulphide  volumetri- 
cally  by  solution  of  iodine,  was  employed  first  by  Dupasquiee  ;  it 
is  very  convenient  and  accurate.  That  chemist  used  alcoholic  solu- 
tion of  iodine.  But  as  the  action  of  the  iodine  upon  the  alcohol 
alters  the  composition  of  this  solution  somewhat  rapidly,  it  is  bet- 
ter to  use  a  solution  of  iodine  in  potassium  iodide.  The  decom- 
position is  as  follows : 

H,S  +  21  =  2HI  +  S 

*  When  this  gas  remains  long  in  contact  with  mercury,  sulpliide  of  mercury 
Is  liable  to  be  formed,  f  Annal.  d.  Chem,  u.  Pharm.  162,  55. 
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2  at.  I  =  BSS-VO  correspond,  therefore,  to  1  mol.  H^S  =  34. 
However,  this  exact  decomposition  can  be  relied  upon  with  cer- 
tainty only  if  the  amonnt  of  hydrogen  sulphide  in  the  fluid  does 
not  exceed  '04  per  cent.  (Bunsen).  Fluids  containing  a  larger  pro- 
portion of  hydrogen  sulphide  must  therefore  first  be  diluted  to  the 
required  degree  with  boiled  water  cooled  out  of  the  contact  of  air. 

The  iodine  solution  of  §  146  may  be  used  for  the  estimation  of 
larger  quantities  of  hydrogen  sulphide ;  for  weak  solutions,  e.g.^ 
sulphuretted  mineral  water,  it  is  advisable  to  dilute  the  iodine  solu- 
tion .5  times,  so  that  1  c.c.  may  contain  '001  grra.  iodine. 

The  process  is  conducted  as  follows : 

Measure  or  weigh  a  certain  quantity  of  the  sulphuretted  water, 
dilute,  if  required,  in  the  manner  directed,  add  some  thin  starch- 
paste,  and  then  solution  of  iodine,  with  constant  shaking  or  stir- 
ring, until  the  permanent  blue  color  begins  to  appear.  The  result 
of  this  experiment  indicates  approximately,  but  not  with  positive 
acciiracy,  the  i-elation  between  the  examined  water  and  the  iodine 
solution.  Suppose  you  have  consmned,  to  220  c.c.  of  the  sulplni. 
retted  water,  12  c.c.  of  a  solution  of  iodine  containing  '000918 
grm.  iodine  in  the  c.c*  Introduce  now  into  a  flask  nearly  the 
quantity  of  iodine  solution  required,  add  the  sulphuretted  water 
in  quantity  either  already  determined,  or  to  be  determined,  by 
weight  or  measure  ;t  then  to  the  colorless  fluid  add  thin  starch- 
paste,  and  after  this  iodine  solution  until  the  blue  color  just  begins 
to  show.  By  this  course  of  proceeding,  you  avoid  the  loss  of 
"hydrogen  sulphide  which  would  otherwise  be  caused  by  evaporation 
and  oxidation.  In  my  analysis  of  the  Weilbach  water,  256  c.c.  of 
the  water  required,  in  my  second  experiment,  16'26  c.c.  of  iodine 
solution,  which,  calculated  to  the  quantity  of  sulphuretted  water 
used  in  the  first  experiment,  viz.,  220  c.c,  makes  13'9  c.c,  or  1'9 
c.c  more.  But  even  now  the  experiment  cannot  yet  be  considered 
quite  conclusive,  when  made  with  a  solution  of  iodine  so  dilute ;  it 
being  still  necessai-y  to  ascertain  how  much  iodine  solution  is  required 
to  impart  the  same  blue  tint  to  the  same  quantity  of  ordinary  water 
mixed  with  starch-paste,  of  the  same  temperature,:]:  and  as  nearly 
as  possible  in  the  same  condition  §  as  the  analyzed  sulphuretted 

*  The  numbers  here  stated  are  those  which  I  obtained  in  the  analysis  of  the 
Weilbach  water.  \  Compare  Experiment  No.  83. 

X  Annal.  d.  Chem.  u.  Pharra.  103,  186. 
§  la  this  connection  I  would  I'ccommend,  in  cases  where  the  sulphuretted 
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water,  and  to  deduct  this  from  the  quantity  of  iodine  solution  used 
in  tlie  second  experiment.  Thus  in  the  case  mentioned,  I  had  to 
deduct  '5  c.c.  from  the  16'2G  c.c.  used.  If  the  instructions  iiere 
given  are  strictly  followed,  this  method  gives  very  accurate  results. 

h.  Mix  the  sulphuretted  fluid  ■with  an  excess  of  solution  of 
sodium  arsenite,  add  hydrochloric  acid,  allow  to  deposit,  and  deter- 
mine the  arsenious  sulphide  as  directed  §  127,  4.  The  results  are 
accurate  unless  the  solution  is  very  dilute,  in  which  case  the  slight 
solubility  of  arsenious  sulphide  occasions  loss. 

G.  If  the  hydrogen  sulphide  is  evolved  in  the  gaseous  state,  and 
large  quantities  are  to  be  determined,  the  best  way  is  to  conduct  it 
first  through  several  bulbed  U-tubes  (fig.  64,  p.  435),  containing  an 
alkaline  solution  of  sodium  arsenite,  then  through  a  tube  connected 
with  the  exit  of  the  last  U-tube,  which  contains  pieces  of  glass 
moistened  with  solution  of  soda ;  to  mix  the  fluids  afterwards,  and 
proceed  as  in  h.  If,  on  the  other  hand,  we  have  to  determine 
small  quantities  of  hydrogen  sulphide  contained  in  a  large  amount 
of  air,  etc.,  it  is  well  to  pass  the  gaseous  mixture  in  separate  small 
bubbles  through  a  very  dilute  solution  of  iodine  in  potassium 
iodide,  of  known  volume  and  strength,  which  is  contained  in  a  long 
glass  tube  fixed  in  an  inclined  position  and  protected  against  sun- 
hglit.  The  free  iodine  remaining  is  finally  estimated  by  means 
of  a  solution  of  sodium  thiosulphate  (§  146) ;  the  difference  gives 
us  the  quantity  of  iodine  which  has  been  converted  by  hydrogen 
sulphide  into  hydriodic  acid,  and  consequently  corresponds  to  the 
amount  of  the  hydrogen  sulphide  present.  The  volume  of  the 
gaseous  mixture  may  be  known  by  measuring  the  water  which  has 
escaped  from  the  aspirator  used.  Tl\e  arrangement  of  the  absorp- 
tion tube  is  the  same  as  is  figured  in  connection  with  the  Deter- 
mination of  Carbonic  Acid  in  Air  (§  221).  The  thin  glass  tube  con- 
ducting the  gas  into  the  absorption  tube,  however,  must  not  be 
provided  with  an  india-rubber  elongation. 

From  my  own  experiments*  it  appears  that  sulphuretted 
hydrogen  whether  in  small  or  large  quantities  may  be  also  estimated 
by  the  increase  in  weight  of  absor])tion  tubes.  "We  have  only  to 
take  care  that  the  mixture  of  gases  is  first  thoroughly  dried  by 
passing  over  calcium  chloride.     To  take  up  the  hydrogen  sulphide 


water  contains  bicarbonate  of  soda,  to  add  to  the  ordinary  water  an  equal  quan- 
tity of  tills  salt,  as  its  presence  lias  a  slight  influence  on  the  appearance  of  the 
final  reaction. 

*Zeitschr.  f.  anal.  Chcm.  10,  75. 
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we  nse  TJ-tubes,  five  sixths  filled  with  copper  eulphate  on  pumice, 
one  sixth  at  the  exit  containing  calcium  chloride.  To  prepare  the 
pumice  with  copper  sulphate,  proceed  as  follows.  Treat  60  grm. 
pumice  in  lumps  the  size  of  peas  in  a  small  porcelain  dish  with  a 
hot  concentrated  solution  of  30  or  35  grm.  copper  sulphate,  dry 
the  whole  witli  constant  stirring,'  place  the  dish  in  an  air  or  oil 
bath  of  the  temperature  of  150°  to  160°,  and  allow  to  remain 
therein  four  hours.  A  tube  containing  14  grm.  of  this  prepared 
pumice  will  absorb  about  "2  grm.  hydrogen  sulphide.  It  is  well 
always  to  employ  two  such  tubes.  If  the  prepared  pumice  is  dried 
at  a  lower  temperature  it  takes  up  much  less  of  the  gas,  if  dried  at 
a  higher  temperature  the  gas  is  decomposed  and  sulphurous  acid  is 
formed. 

Finally,  small  quantities  of  hydrogen  sulphide  mixed  with  other 
gases  may  be  estimated  by  passing  through  bromine  water  and  con- 
verting into  sulphuric  acid. 

II.  Separation  and  Determination  of  Sulphur  in  Sulphides. 

A.  Methods  based  on  the  Conversion  of  the  Sulphur  ikto 

Sulphuric  Acid. 

1.  Methods  in  the  Dry  Way. 
a.  Oxidation  hy  Alkali  Nitrates  (applicable  to  all  compounds 
of  sulphur).  If  the  sulphides  do  not  lose  any  sulphur  on  heating, 
mix  the  pulverized  and  weighed  substance  with  6  parts  of  anhy- 
drous sodium  carbonate  and  4  of  potassium  nitrate,  with  the  aid 
of  a  rounded  glass  rod,  wipe  the  particles  of  the  mixture  which 
adhere  to  the  rod  carefully  off  against  some  sodium  carbonate,  and 
add  this  to  the  mixture.  Heat  in  a  platinum  or  porcelain  crucible 
(which,  however,  is  somewhat  affected  by  the  process),  at  a  grad- 
ually increased  temperature  to  fusion  ;*  keep  the  mass  in  that  state 
for  some  time,  then  allow  it  to  cool,  heat  the  residue  with  water, 
filter  the  fluid,  boil  the  residue  with  a  solution  of  pure  sodium  car- 
bonate, filter,  wash,  remove  all  nitric  acid  from  the  filtrate  by 
repeated  evaporation  with  pure  hydrochloric  acid,  and  determine 
the  sulphuric  acid  as  directed  in  §  132.  The  metal,  metallic  oxide, 
or  carbonate,  which  remains  undissolved,  is  determined,  according 
to  circumstances,  either  by  direct  weighing  or  in  some  other  suit- 
able way.     In  the  presence  of  lead,  before  filtering,  pass  carbonic 


*  If  gas  not  free  from  sulphur  is  used  for  heating,  some  sulpliur  is  likely  to 
be  absorbed— Peice,  Journ.  Chem.  Soc,  (3)  3,  61.  If  a  platinum  crucible  is  used 
do  not  raise  the  heat  more  than  necessary,  or  the  crucible  will  be  attacked. 
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acid  through  tlie  sohition  of  the  fused  mass,  to  precipitate  the 
small  quantity  of  that  metal  which  has  passed  into  the  alkaline 
solution. 

Should  the  sulphides,  on  the  contrary,  lose  sulphur  on  heating, 
the  iinely  powdered  compound  is  mixed  with  4  parts  sodium  car- 
honate,  8  parts  nitre,  and  24  parts  pure  and  perfectly  dry  sodium 
chloride,  and  the  process  otherwise  conducted  as  already  given. 

h.  Oxidation  hy  Chlorine  Gas  (after  Beezelius  and  H.  Rose 
especially  suitable  for  sulphosalts  of  complicated  composition). 

The  following  apparatus  (iig.  65),  or  one  of  similar  construction, 
is  used  ;  corks  should  be  used,  not  india-rubber  stoppers,  and  wher- 
ever there  is  an  india-rubber  connection,  the  glass  tubes  should  be 
close  to  each  other. 

The  flask  a  is  completely  filled  with  pieces  of  pyrolusite  (native 
manganese  dioxide)  of  the  size  of  hazelnuts,  strong  hydrochloric 
acid  is  poured  in  till  the  spaces  between  the  pieces  of  pyrolusite 
are  filled  up  to  half  the  height  of  the  body  of  the  flask.  The 
upper  layer  of  pyrolusite,  which  should  be  rinsed  with  a  little  water 
after  pouring  in  the  hydrochloric  acid,  serves  to  purify  the  evolved 
chlorine  almost  completely  from  hydrochloi-ic  acid.-  When  the 
stopcock  in  one  of  the  tubes  provided  for  conducting  the  chlorine  is 
closed,  the  chlorine  passes  down  into  the  cylinder  5  filled  with 
rather  dilute  soda  solution,  by  which  it  is  completely  absorbed. 
When  the  stopcock  is  opened  the  chlorine  is  conducted  by  a  tube 
to  the  bottom  of  c  into  a  layer  of  concentrated  sulphuric  acid,  which 
serves  to  indicate  the  rapidity  of  the  current ;  c  is  moreover  com- 
pletely filled  with  fragments  of  pumice-stone  moistened  with  con- 
centrated sulphuric  acid,  for  the  purpose  of  drying  the  chlorine. 
The  tube  with  the  bulb  d  must  be  made  of  glass  which  is  not  too 
easily  fusible,  and  must  be  adjusted,  not  horizontally,  but  a  little 
inclined,  so  that  heavy  vapors  may  not  pass  back  against  the  slow 
current  of  chlorine.  Tlie  danger  that  vapors  may  pass  back  is 
further  lessened  by  making  the  end  of  the  bulb-tube  at  which 
chlorine  enters  no  wider  than  is  necessary  for  the  introduction  of 
the  substance  by  means  of  a  long,  narrow,  thin  weighing  tube.  The 
part  of  the  tube  on  the  other  side  of  the  bulb  should  have  a  greater 
diameter,  since  it  might  otherwise  be  choked  up  by  a  sublimate, 
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especially  if  the  substance  contains  much  antimony.  It  is  narrowed 
at  one  point  to  facilitate  subsequent  fusion  and  drawing  asunder. 
The  downward  bent  end  is  fitted  into  the  receiver  e  by  means  of  a 
cork,  or  a  piece  of  rubber  tubing  drawn  over  it.  The  receiver  con- 
tains water  or,  if  antimony  is  present  in  the  substance,  dilute  hydro- 
chloric acid  to  which  is  also  added  a  little  tartaric  acid  (free  from 
sulphuric  acid).  The  volume  of  liquid  should  be  only  so  large  as  to 
cause  the  passing  gas  to  bubble  through  it  in  the  narrow  spaces  at 
each  end  of  the  lower  bulb,  which  should  be  large  enough  to  hold  25 


Fig.  65 

to  30  c.c.  when  thus  charged.  It  is  well  also  to  attach  to  the  receiver 
a  small  U-tube  charged  with  a  small  volume  of  the  liquid  absorbent 
in  such  a  manner  as  to  increase  as  little  as  possible  the  pressure  in 
the  interior  of  the  apparatus.  Finally,  a  long,  light  glass  tube  may  be 
attached  to  the  last  U-tube  for  conducting  the  escaping  chlorine 
into  the  open   air  or  into  a  flue. 

"When  the  substance  has  been  introduced  into  the  bulb-tube,  and 
the  whole  apparatus  is  connected,  the  stopcock  is  first  closed  and 
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evolution  of  chlorine  is  produced  by  application  of  gentle  heat. 
As  soon  as  gas-bubbles  following  each  otlicr  in  quick  succession 
appear  in  the  soda  solution,  the  heat  is  withdrawn.  A  constunt 
evolution  of  chlorine  will  then  go  on  for  a  long  time  without  fur- 
ther application  of  heat.  When  the  gas-bubbles  are  nearly  com- 
pletely absorbed  by  the  soda  solution,  the  stopcock  is  opened  so 
wide  that  a  slow  current  of  gas  enters  c  and  after  a  ^\'hile  reaches 
the  bulb  d.  If  the  substance  is  decomposed  at  the  ordinary  tem- 
perature {e.g.,  antimony  sulphide),  care  must  be  taken  to  diminish 
the  rapidity  of  the  chemical  action  and  consequent  elevation  of 
temperature,  by  partial  closing  of  the  stopcock,  so  that  sulphur 
chloride  may  not  distil  over  into  the  receiver  at  this  stage  of  the 
process.  For  if  sulphur  chloride  reaches  the  liquid  in  the  receiver 
which  is  not  yet  saturated  with  chlorine,  it  is  decomposed  with 
separation  of  sulphur  which  is  afterwards  not  easily  converted  into 
sulphuric  acid  by  chlorine.  When  the  action  of  chlorine  ceases  to 
produce  elevation  of  temperature  or  any  apparent  change  of  the 
substance,  and  the  absorbing  liquid  has  become  charged  with 
chlorine,  the  curre»t  is  slightly  increased  and  gentle,  very  gradu- 
ally increased  heat  is  applied  to  the  bulb,  which,  however,  is  not 
even  at  the  end  of  the  operation  brought  to  redness.  During  this 
operation  the  flow  of  chlorine  must  not  be  so  rajjid  as  to  carry 
visible  fumes  through  the  absorbing  apparatus,  and  sulphur  chloride 
must  be  distilled  over  so  slowly  that  the  absorbing  liquid  remains 
throughout  well  charged  with  chlorine.  If  the  latter  precaution 
is  neglected,  uuoxidized  sulphur  will  remain  at  the  close  of  the 
operation,  which  will  render  the  subsequent  part  of  the  process 
more  troublesome  and  probably  less  accurate.  Besides  sulphur 
chloride,  the  volatile  metallic  chlorides  distil  over.  The  portion 
of  the  tube  beyond  the  bulb  may  be  kept  moderately  heated  so  as 
to  prevent  it  from  being  stopped  up  by  a  sublimate,  especially  at 
the  narrowed  part.  When  by  gradually  increased  temperature  no 
more  volatile  products  arise  from  the  mass  in  the  bulb  and  con- 
dense in  the  cooler  portion  of  the  tube  beyond  it,  except  perhaps 
ferric  chloride  (giving  a  dark  brown  sublimate),  tlie  complete 
expulsion  of  which  need  not  be  awaited,  the  heating  is  extended 
so  that  the  sublimate  in  the  tube  is  gradually  driven  as  far  as  prac- 
ticable into  the  receiver,  or  at  least  beyond  the  narrowed  ))art. 
The  stopcock  is  then  closed  while  the  bulb  is  still  warm.  When, 
after  a  few  minutes,  the  liquid  in  the  receiver  has  receded  some- 
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what,  soften  the  narrow  part  of  the  tube  with  the  flame  of  a  Bunsen 
burner  aided  by  a  blowpipe  having  a  rather  large  jet,  and  at  the 
same  tfme  draw  the  tube  asunder. 

The  drawn-off  end  6f  the  tube  containing  anhydrous  chlorides 
which  volatilize  on  exposure  to  the  air,  must  not  be  withdrawn 
from  the  receiver  until  the  chlorides  are  dissolved  or  have  by  long 
standing  absorbed  moisture.  Their  solution  is  easily  effected  pro- 
vided the  tube  extends  well  down  into  the  receiver  by  inclinino- 
the  latter  so  that  liquid  comes  in  contact  with  the  end  of  the  tube. 
The  liquid  then  gradually  rises  in  the  tube,  absorbing  the  chlorine 
gas  and  dissolving  the  chlorides  in  it ;  meantime,  if  necessary,  the 
coi'k  may  be  slightly  loosened  to  admit  a  little  air  and  prevent  the 
liquid  from  reaching  it  by  absorption  of  chlorine.  If  one  fails  to 
effect  a  solution  in  the  manner  above  described,  the  whole  may  be 
allowed  to  §tand  24  hours,  during  which  time  the  chlorides  in  the 
tube  absorb  moisture  from  the  liquid  in  the  receiver,  so  that  the 
tube  can  then  be  withdrawn  and  the  chlorides  may  be  dissolved 
out  with  diluted  hydrochloric  acid  and  added  with  rinsings  of  the 
tube  to  the  solution  in  the  receiver.  Finally,jf  it  is  intended  to 
adopt  this  latter  mode  of  proceeding,  the  tube  may  be  cut  of  and 
immediately  closed  with  a  cork  instead  of  being  fused  and  drawn 
off.  The  solution  of  the  chlorides  obtained  from  the  end  of  the 
tube,  the  solution  in  the  receiver  and  that  in  the  appended  U-tube 
being  united,  a  very  gentle  heat  is  applied  until  the  free  chlorine  is 
expelled,  and  the  fluid  is  then  allowed  to  stand  until  the  sulphur, 
if  any  is  present,  has  solidified.  The  sulphur  is  filtered  off  on  a 
weighed  filter,  washed,  dried,  and  weighed.  The  filtrate  is  precipi- 
tated with  barium  chloride  (§132),  by  which  operation  the  amount 
of  that  portion  of  the  sulphur  is  determined  which  has  been  con- 
verted into  sulphuric  acid.  The  fiuid  filtered  from  the  barium  sul- 
phate contains,  besides  the  excess  of  barium  chloride  added,  also 
the  volatile  metallic  chlorides ;  which  latter  are  finally  determined 
in  it  by  the  proper  methods,  which  will  be  foimd  in  Section  V. 

The  chloride  remaining  in  the  bulb-tube  is  either  at  once 
weighed  as  such  (silver  chloride,  lead  chloride),  or  where  this  is 
impracticable — as  in  the  case  of  copper,  for  instance,  which  remains 
partly  as  cuprous,  partly  as  cuprie  chloride— it  is  dissolved  in  water, 
hydrochloric  acid,  nitrohydrochloric  acid,  or  some  other  suitable 
solvent,  and  the  metal  or  metals  in  the  solution  are  determined  by 
the  methods  already  described,  or  which  will  be  found  in  Section 
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Y.  To  be  enabled  to  ascertain  the  weight  of  the  bulb-tube  con- 
taining silver  chloride,  it  is  advisable  to  reduce  the  chloride  by 
hydrogen  gas,  and  then  dissolve  the  metal  in  nitric  acid. 

In  cases  where  3'ou  have  only  to  estimate  the  sulphur,  say  in 
substances  containing  also  sulphuric  acid,  O.  Lindt*  recommends 
conducting  the  chloride  of  sulphur  and  the  volatile  metallic 
chlorides  into  pure  solution  of  soda,  when  decomposition  immedi- 
ately takes  place,  producing  sodium  sulphide,  sodium  thiosulphate, 
sodium  chloride,  and  hypochlorite.  When  the  decomposition  is 
over,  continue  passing  the  chlorine  for  two  hoars  through  the  soda, 
evaporate  then  to  dryness,  ignite  the  residue  cautiously  to  destroy 
the  sodium  chlorate,  dissolve  in  water,  and  estimate  the  sulphuric 
acid  according  to  §  132. 

c.  Oxidation  iy  Oxide  of  Mercury  {after  Bunsen). 

This  method,  which  will  be  found  in  detail,  §  186,  is  particu- 
larly suited  to  the  estimation  of  sulphur  in  volatile  compounds,  or 
in  substances  which  when  heated  lose  sulphur. 

2.  Methods  in  the  Wet  Way. 

a.  Oxidation  of  the  Sulphur  hy  Acids  yielding  Oxygen,  or  hy 
Halogens. \ 

a.  Weigh  the  finely  pulverized  sulphide  in  a  small  glass  tube 
sealed  at  one  end,  and  drop  the  tube  into  a  tolerably  capacious 
strong  bottle  with  glass  stopper,  which  contains  red  fuming  nitric 
acid  (perfectly  free  from  sulphuric  acid;}:)  in  more  than  sufiicient 
quantity  to  effect  the  decomposition  of  the  sulphide.  Immediately 
after  having  dropped  in  the  tube,  close  the  bottle.  When  the  action, 
which  is  very  impetuous  at  first,  has  somewhat  abated,  shake  the 
bottle  a  little ;  as  soon  as  this  operation  ceases  to  cause  renewed 
action,  and  the  fumes  in  the  fiask  have  condensed,  take  out  the 
stopper,  rinse  this  with  a  little  nitric  acid  into  the  bottle,  and  then 
heat  the  latter  gently. 

aa.  The  whole  of  the  Sulphur  has  heen  oxidized,  the  Fluid  is 

*  Zeitschr.  f .  anal.  Chem.  4,  370. 

t  In  presence  of  lead,  barium,  strontium,  calcium,  tin,  and  antimony,  method 
5  is  preferable  to  a. 

X  To  test  for  sulphuric  acid  in  nitric  or  hydrochloric  acid,  it  is  necessary  to 
evaporate  on  a  water-bath  nearly  to  dryness  and  take  up  with  water  before  add- 
ing barium  chloride.  When  the  acid  cannot  be  got  pure,  determine  the  sulphuric 
acid  and  allow  for  it. 
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perfectly  clear  ;*  Evaporate  with  some  sodium  chloride,  towards 
the  end  adding  pure  hydrochloric  acid  repeatedly,  cooling  the  dish 
each  time  before  adding  the  acid.  Dilute  with  much  water,  and 
determine  the  sulphuric  acid  as  directed  §  132.  Make  sure  that  the 
precipitate  is  pure  ;  if  it  is  not,  pxirify  it  according  to  §  132.  Separate 
the  bases  in  the  filtrate  from  the  excess  of  the  barium  salt  by  the 
methods  given  in  Section  V. 

ih.  Undissolved  Sulphur  floats  in  the  Fluid:  Add  potassium 
chlorate  in  small  portions,  or  strong  hydrochloric  acid,  and  digest 
some  time  on  a  water-bath.  This  process  will  often  succeed  in  dis- 
solving the  whole  of  the  sulphur.  Should  this  not  be  the  case,  and 
the  undissolved  sulphur  appear  of  a  pure  yellow  color,  dilute  with 
water,  collect  on  a  weighed  filter,  wash  carefully,  dry,  and  weigh. 
After  weighing,  ignite  the  whole,  or  a  portion  of  it,  to  ascertain 
whether  it  is  perfectly  pure.  If  a  fixed  residue  remains  (consisting 
commonly  of  quartz,  gangue,  &c.,  but  possibly  also  of  lead  sul- 
phate, barium  sulphate,  &c.),  deduct  its  weight  from  that  of  the 
impure  sulpliur.  In  the  filtered  fluM  determine  the  sulphuric  acid 
as  in  aa,  calculate  the  sulphur  in  it,  and  add  the  amount  to  that  of 
the  undissolved  sulphur.  If  the  residue  left  upon  the  ignition  of 
the  undissolved  sulphur  contains  an  insoluble  sulphate,  decompose 
this  as  directed  in  §  132,  and  add  the  sulphur  found  in  it  to  the 
principal  amount. 

In  the  presence  of  bismuth,  the  addition  of  potassium  chlorate 
or  of  hydrochloric  acid,  is  not  advisable,  as  chlorine  interferes  with 
the  determination  of  bismuth. 

/?.  Mix  the  finely  pulverized  metallic  sulphide  in  a  dry  flask, 
by  shaking,  with  powdered  potassium  chlorate  (free  from  sulphuric 
acid),  and  add  moderately  concentrated  hydrochloric  acid  in  small 
portions.  Cover  the  flask  with  a  watch-glass,  or  with  an  inverted 
s.nall  flask.  After  digestion  in  the  cold  for  some  time,  heat  gently, 
finally  on  the  water-bath,  until  the  fluid  smells  no  longer  of  chlo- 
rine. Proceed  now  as  directed  in  a,  aa,  or  Ih,  according  as  the 
sulphur  is  completely  dissolved  or  not.  In  the  latter  case  you  must 
of  course  immediately  dilute  and  filter.  The  oxidation  of  the  sul- 
phur may  be  usually  effected  more  quickly  and  completely  by 

*  This  can  of  course  be  the  case  only  in  absence  of  metals  forming  insoluble 
salts  with  sulphuric  acid.  If  such  metals  are  present,  proceed  as  in  bi,  as  it  is  in 
that  case  less  easy  to  judge  whether  complete  oxidation  of  the  sulphur  has  beer 
attained. 
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■warming  with  nitric  acid  of  1'36  sp.  gr.  on  a  water-bath,  and  add- 
ing potassium  chlorate  in  small  portions.  Compare  Stoeee,*  Pear- 
son, and  BowDiTCH.f 

y.  Aqua  regia  is  also  frequently  used.  J.  Lefoet:}:  recommends 
a  mixture  of  1  part  strong  hydi'ochloric  acid  and  3  parts  strongest 
nitric  acid.  Complete  convereion  of  sulphur  into  sulphuric  acid, 
however,  is  rarely  effected  by  aqua  regia. 

6.  Bromine  may  also  be  used.  Pyrites  or  blende  is  digested  at 
a  gentle  heat  with  water,  and  bromine  gradually  added.  If  the  sul- 
phides have  been  prepared  in  the  wet  way,  good  bromine  water  is 
sufficient  to  oxidize  them.  P.  Waage§  prefers  bromine  to  all  other 
wet  agents,  and  advises  its  purification  by  distillation  in  an  appa- 
ratus from  which  all  caoutchouc  connections  are  excluded. 

h.  Oxidation  of  the  Suljyhur  iy  Chlorine  in  Alkaline  Solution, 
after  Ritot,  Beudant,  and  DAGum.||  (Suitable  also  for  determining 
the  sulphur  in  the  crude  article.) 

Heat  the  very  finely  pulverized  sulphide  or  crude  sulphur  for 
several  hours  with  solution  of  potassa  free  from  sulphuric  acid 
(which  dissolves  free  sulphur,  as  well  as  the  sulphides  of  arsenic 
and  antimony),  and  then  conduct  chlorine  into  the  fluid.  This 
speedily  oxidizes  the  sulphur ;  the  sulphuric  acid  formed  combines 
with  the  potassa  to  sulphate,  which  dissolves  in  the  fluid,  M'hilst 
the  metals  converted  into  oxides  remain  undissolved.  Filter,  acid- 
ify the  alkaline  filtrate,  and  precipitate  the  sulphuric  acid  by  barium 
chloride  (§  132).  Arsenic  and  antimony  pass  into  the  allvaline 
solution  in  the  f  onn  of  acids,  but  not  so  lead,  which  is  converted 
into  binoxide,  and  remains  completely  undissolved.  This  method 
is,  therefore,  particularly  suitable  in  presence  of  lead  sulphide.  In 
presence  of  iron  sulphide,  potassium  sulphate  is  formed  at  first, 
and  ferric  hydroxide,  which,  if  the  action  of  the  chlorine  is  allowed 
to  continue,  begins  to  be  converted  into  potassium  ferrate.  As 
soon,  therefore,  as  the  fluid  commences  to  acquire  a  red  tint  the 
transmission  of  chlorine  must  be  discontinued,  and  the  fluid  gently 
heated  for  a  few  moments  with  powdered  quartz,  to  decompose  the 
ferric  acid. 

It  occasionally  happens,  more  particularly  in  presence  of  sand, 
iron  pyrites,  cupric  oxide,  &c.,  that  the  process  is  attended  with 
impetuous  disengagement  of  oxygen,  which  almost  completely  pre- 

*  Zeitschr.  f.  anal.  Chem.  9,  71.  f  /*.  9,  83.  |  lb.  9,  81. 

§  lb.  10,  306.        II  Compt.  Rend.  1835,  865  ;  Journ.  f.  prakt.  Chem.  61,  134. 
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vents  the  oxidizing  action  of  tlie  chlorine.  However,  this  accident 
may  be  guarded  against  by  reducing  the  substance  to  the  very  finest 
powder. 

B.  Methods  Based  on  the  Conveesion  of  the  Sulphur  into 
Hydeogen  Sulphide,  oe  a  Metallic  Sulphide. 

a.  The  determination  of  the  sulphur  in  the  sulphides  of  the 
metals  of  the  alkalies  and  alkaline  earths  soluble  in  water  is  best 
effected — provided  they  are  free  from  excess  of  sulphur — by  I.,  5. 
In  the  absence  of  acids  of  sulphur  you  may  also  convert  the  sulphur 
into  sulphuric  acid  by  bromine  water.  The  bases  are  conveniently 
estimated  in  a  separate  portion,  which  is  decomposed  by  evapora- 
tion with  hydrochloric  or  sulphuric  acid,  or — when  none  but  alkali- 
metals  are  present — ^by  ignition  with  5  parts  of  ammonium  chloride 
in  a  porcelain  crucible.  If  the  compounds  contain  excess  of  sul- 
phur, they  should  be  oxidized  either  by  chlorine  in  alkaline  solu- 
tion or  treated  according  to  ^,  c ;  if  they  contain  thiosulphate  or 
sulphite,  proceed  according  to  §  168. 

5.  The  sulphur  contained  in  alkaline  fluids  as  monosulphide  or 
hydrosulphate  of  the  sulphide  may  also  be  determined  directly  by 
volumetric  analysis,  by  means  of  a  standard  ammoniacal  silver  or 
copper  solution.  In  using  the  former,  mix  the  solution  with  ammo- 
nia, heat  and  add  the  standard  fluid  till,  on  filtering  oil  a  small 
portion  and  adding  silver  solution,  a  mere  opalescence  is  produced 
(Lestelle*).  In  using  the  copper  solution,  mix  the  fluid  to  be 
tested  with  ammonia,  heat  to  50°  or  60°,  and  add  the  standard  solu- 
tion, frequently  shaking  and  boiling  till  no  further  precipitation  of 
CuO,  5CuS  is  produced,  and  the  solution  begins  to  be  blue  (Vee- 
STEAETf).  To  make  a  standard  copper  solution,  1  c.c.  of  which 
shall  equal  .01,  ISTa^S,  dissolve  9.754  pure  copper  in  40  grm.  nitric 
acid,  boil,  add  180  to  200  c.c.  ammonia  and  water  to  1  litre.  These 
methods  are  well  adapted  for  technical  purposes,  for  the  estimation 
of  sulphide  in  soda  lies  for  instance.  It  need  hardly  be  added  that 
precipitated  silver,  copper,  or  lead  sulphide  (if  you  have  used  a 
solution  of  oxide  of  lead  in  potash)  may  be  estimated  gravimetri- 
cally. 

c.  If  all  the  sulphur  can  be  expelled  from  the  substance  in  the 
form  of  sulphuretted  hydrogen  by  heating  with  hydrochloric  acid, 
the  sulphide  may  be  heated  in  a  small  flask  with  the  concentrated 

*  Zeitschr.  f.  anal.  Chem.  3,  94.  \  lb.  4,  316. 
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acid  to  complete  decomposition  and  expulsion  of  the  hydrogen  sul- 
phide— the  latter  being  deteruained  according  to  I.  In  the  case  of 
polysulpliides,  the  sulphur  separated  in  the  evolution  flask  is  col- 
lected on  a  filter  dried  at  100°,  washed,  dried  first  at  70°,  then  for 
a  short  time  at  100°,  and  weighed. 

TJiird  Group. 

NITEIO   ACID. CHLOEIO    ACID. 

§149. 
1.  XiTEio  Acm. 

I.  Determination. 

Free  nitric  acid  in  a  solution  containing  no  other  acid  is  deter- 
mined most  simply  in  the  volumetric  way,  by  neutralizing  with  a 
dilute  solution  of  soda  or  ammonia  of  known  strength  (comp.  Spe- 
cial Part,  "  Acidimetry").  The  following  method  also  eflEects  the 
same  purpose :  Mix  the  solution  with  baryta-water,  until  the  reac- 
tion is  just  alkaline,  evaporate  slowly  in  the  air,  nearly  to  dryness, 
dilute  the  residue  with  Avater,  filter  the  solution  which  has  ceased 
to  be  alkaline,  wash  the  barium  carbonate  formed  by  the  action  of 
the  carbonic  acid  of  the  atmosphere  upon  the  excess  of  tlie  baryta- 
water,  add  the  washings  to  the  filtrate,  and  determine  in  the  fluid 
the  barium  as  directed  in  §  101.  _  Calculate  for  each  1  at.  barium 
2  inol.  nitric  acid.  Lastly,  free  nitric  acid  may  also  be  determined 
in  a  simple  manner  by  supersaturating  with  ammonia,  evaporating 
in  a  weighed  platinum  dish,  drying  the  residue  at  110°  to  120°, 
and  weighing  the  jSTII^NOj  (Schaffgotsch). 

II.  Separation  of  nitric  acid  from  the  Ixinio  radicals,  and 

determination  of  tJie  acid  in  nitrates. 

a.  2Iethods  liased  on  the  decomposition  of  Nitrates  in  the  Dry 
'Way. 

a.  In  anhydrous  metallic  nitrates  which  leave  upon  ignition  a 
metahic  oxide  of  known  and  deflnite  composition,  the  nitric  acid 
may  be  determined  by  ignition  and  calculation  from  the  weight  of 
the  residue. 

yS.  In  the  case  of  nitrates,  whose  residue  on  ignition  has  no 
constant  composition,  or  by  whose  ignition  the  ci-ucible  is  iiinch 
attacked  (alkali  and  alkali-earth  nitrates),  fuse  tlie  substance  (which 
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must  be  anliydrous  and  also  free  from  organic  and  otlier  volatile 
bodies)  with  a  non-volatile  flux,  and  estimate  the  nitric  acid  from 
the  loss.  Silicic  acid  is  the  best  flux,  as  it  may  be  readily  procured, 
and  the  execution  is  the  most  easy  and  the  most  certain  to  succeed. 
I  shall  describe  the  method  in  its  application  to  potassium  or  sodium 
nitrate. 

Fuse  the  latter  at  a  low  temperature,  pour  out  on  to  a  warm 
porcelain  dish,  powder,  and  dry  again  before  weighing.  Now 
transfer  to  a  platinum  crucible  2  to  3  grm.  powdered  quartz,  ignite 
well,  and  weigh  after  cooling.  Add  about  0'5  grm.  of  the  salt 
prepared  as  above,  mix  well,  and  convince  yourself  by  the  balance 
that  nothing  has  been  •  lost  during  mixing.  The  covered  crucible 
is  then  exposed  to  a  low  red  heat  (just  visible  by  day)  for  half  an 
hour,  and  weighed  after  cooling  with  the  cover.  The  loss  of 
weight  represents  the  quantity  of  N^O..  Sulphates  or  chlorides 
are  not  decomposed  at  the  given  temperature  ;  if  a  higher  heat  be 
applied,  the  latter  may  volatilize.  The  action  of  reducing  gases 
must  be  avoided.  The  test-analyses,  communicated  by  Reich,*  as 
well  as  those  performed  in  my  own  laboratory,f  gave  very  satisfac- 
tory results. 

h.  Method  iased  on  the  distillation  of  Nitrio  Acid. 

All  nitrates  may  be  decomposed  by  distillation  with  moderately 
dilute  sulphuric  acid.  The  nitric  acid  passing  into  the  receiver 
may  then  be  determined,  according  to  I.,  volumetrically  or  gravi- 
metrically.  1  to  2  grm.  of  the  nitrate  should  be  treated  with  a 
cooled  mixture  of  1  volume  concentrated  sulphuric  acid  and  2  vol- 
umes water.  For  1  grm.  nitre  take  5  c.c.  sulphuric  acid  and  10 
c.c.  water.  Tlie  distillation  may  be  performed  either  with  a  ther- 
mometer at  1G0°  to  170°  in  a  paraifln  or  sand  bath  (duration  of  the 
distillation  for  1  to  2  grm.  nitre,  3  to  4  hours),  or  in  vacuo,  with 
the  use  of  a  water-bath.  The  latter  process  is  the  best.  In  the 
former,  the  neck  of  the  tubulated  retort  (which  is  drawn  out  and 
bent  down)  is  connected  with  a  bulbed  U-tube:t:  containing  a  meas- 
ured quantity  of  standard  soda  or  potassa  solution  (§  192).  The 
distillation  in  vacuo  may  be  conducted,  without  the  use  of  an  an-- 
pump,  according  to  Finkenee,||  as  follows:  Transfer  the  measured 

*  Berg- und  Hiittenmanmsche  Zeitschrift,  1861,  No.  31;  Zeitschrifl  f.  analyt. 
Chem.  1,  86.  t  Zeitschr.  f.  anal.  Chem.  1,  181. 

X  The  bulbed  U-tube  will  be  found  figured  §  185. 
I  Zeitschrift  f.  analyt.  Chem.  1,  309. 


§149.  J  NITRIC   ACID.  471 

quantity  of  water  and  concentrated  sulphuric  acid  to  the  tubulated 
retort,  and  the  necessary  quantity  of  standard  potassa  or  soda  solu- 
tion, diluted  to  30  c.c,  to  a  flask  with  a  narrow  neck  of  about  200 
c.c.  capacity.  Then,  by  means  of  an  india-rubber  tube,  connect  the 
ilask  with  the  retort  air-tight,  so  that  the  drawn-out  point  of  the 
latter  may  extend  to  the  body  of  the  flask,  and — with  tubulure 
open — heat  the  contents  of  the  retort  and  of  the  flask  to  boiling. 
When  the  air  has  been  expelled  from  the  apparatus  by  long  boil- 
ing, transfer  the  salt  (weighed  in  a  small  tube)  to  the  retort  through 
the  tubulure,  close  the  latter  immediately,  and  at  the  same  time 
take  away  the  lamp.  The  retort  is  then  heated  with  a  water-bath, 
the  flask  being  kept  cool.  The  quantity  of  nitric  acid  that  has 
passed  over  is  flnally  ascertained  by  determining  the  still  free  alkali 
with  standard  acid.  If  it  is  suspected  that  all  the  nitric  acid  has 
not  been  driven  into  the  receiver  by  one  distillation,  you  may — by 
heating  the  flask  and  cooling  the  retort — distil  the  water  back  into 
the  latter,  and  then  the  distillation  from  the  retort  may  be  repeated. 
The  distillate  thus  obtained  is  always  free  from  sulphuric  acid, 
hence  the  results  are  very  exact.  The  base  remains  as  sulphate  in 
the  retort.  In  the  presence  of  chloride  add  to  the  contents  of  the 
retort  a  sufficiency  of  dissolved  silver  sulphate,  or — when  much 
chloride  is  present — moist  silver  oxide.  The  nitric  acid  is  then 
obtained  entirely  free  from  chlorine. 

c.  Methods  hased  on  the  decomposition  of  JS^itrates  hy  Alka- 
lies, &G. 

a.  Nitrates  of  metals  which  are  completely  precipitated  by 
alkali  hydroxides  or  carbonates — provided  basic  salts  are  not  pre- 
cipitated at  the  same  time — may  be  analyzed  by  simple  boiling 
with  an  excess  of  standard  potassa  or  soda  or  their  carbonates. 
After  cooling,  dilute  to  ^  or  |  litre,  mix,  allow  to  settle,  draw  oif  a 
portion  of  the  supernatant  clear  fluid,  determine  the  free  alkali 
remaining  in  it,  and  calculate  therefrom  the  amount  which  has 
been  converted  into  nitrate.  Hayes  obtained  with  silver  and  bis- 
muth nitrates  good  results;  but  with  mercurous  nitrate  (using 
sodium  carbonate)  the  results  were  not  so  satisfactory.* 

ft.  In  nitrates  from  which  the  basic  metals  are  precipitated  by 
barium  or  calcium  hydroxides  or  their  carbonates  (or  by  b;irium 
sulphide),  the  nitric  acid  may  be  estimated  with  great  accuracy  by 

*  H.  Rose,  Zeitschrift  f.  analyt.  Cliem.  1,  306. 
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filtering,  after  precipitation  lias  been  effected,  warm  or  cold,  pass- 
ing carbonic  acid  through  the  filtrate,  if  necessary,  till  all  the 
barium  is  precipitated,  warming,  filtering,  and  determining  the 
barium  in  the  filtrate  by  sulphuric  acid.  1  at.  of  the  same  corre- 
sponds to  1  mol.  nitric  anhydride  (N,0,).  [In  case  of  bismuth- 
salts,  boil  until  the  separated  oxide  is  perfectly  yellow.     Paige.J 

y.  In  many  nitrates  whose  bases  are  precipitable  by  sulphuret- 
ted hydrogen  the  nitric  acid  may  be  determined  according  to  Gibbs 
by  adding  to  the  salt  in  solution  about  its  own  weight  of  some 
neutral  organic  salt,  e.g.,  Eochelle  salt,  and  throwing  down  the 
metal  by  H^S.  The  filtrate  and  washings  are  brought  to  a  definite 
bulk,  and  the  free  acid  is  determined  in  aliquot  portions  alkahmet- 
rically.''* 

d.  Methods  hased  upon  the  decomposition  of  Nitric  Acid  hy 
Ferrous  Chloride. 

Method  of  PELouzEf  and  Feesenius.  The  decomposition  is  a 
follows : 

6FeCl,  +  2K]Sr03  +  8ITC1  =  3Fe,Cle  +  2KC1  +  4H,0  -f  lS',0,. 

a.  Select  a  tubulated  retort  of  about  200  c.c.  capacity,  with  a 
long  neck,  and  fix  it  so  that  the  latter  is  inclined  a  little  upwards. 
Inti-oduce  into  the  body  of  the  retort  about  1-5  grm.  fine  piano- 
forte wire,  accurately  weighed,  and  add  about  30  or  40  c.c.  pure 
fuming  hydrochloric  acid.  Conduct  now  through  the  tubulure,  by 
means  of  a  glass  tube  reaching  only  about  2  cm.  into  the  retort, 
hydrogen  gas  washed  by  solution  of  potassa,  or  pure  carbonic  acid, 
and  connect  the  neck  of  the  retort  with  a  U-tube  containing  some 
water.  Place  the  body  of  the  retort  on  a  water-bath,  and  lieat 
gently  until  the  iron  is  dissolved.  Let  the  contents  of  the  retort 
cool  in  the  current  of  hydrogen  gas  or  carbonic  acid;  increase  the 
latter,  and  drop  in,  through  the  neck  of  the  retort,  into  the  body, 
a  small  tube  containing  a  weighed  portion  of  the  nitrate  under 
examination,  which  should  not  contain  more  than  about  0'200grm. 
of  ISTjO,.  After  restoring  the  connection  between  the  neck  and 
the  U-tube;  heat  the  contents  of  the  retort  in  the  water-bath  for 
about  a  quarter  of  an  hour,  then  remove  the  water-bath,  heat  with 
the  lamp  to  boiling,  until  the  fiuid,  to  which  the  nitric  oxide  had 
imparted  a  dark  tint,  shows  the  color  of  ferric  chloride,  and  con- 

*  Am.  Jour.  Sci.,  xliv.  209.  \  Journ.  f.  prakt.  Chem.  40,  334. 
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tinue  boiling  for  Bome  minutes  longer.  Care  must  be  taken  to 
give  the  fluid  an  occasional  shake,  to  prevent  the  deposition  of  dry 
salt  on  the  sides  of  the  retort.  Before  you  discontinue  boiling, 
increase  the  current  of  hydrogen  or  carbonic  acid  gas,  that  no  air 
may  enter  through  the  U-tube  when  the  lamp  is  removed.  Let 
the  contents  cool  in  the  current  of  gas,  dilute  copiously  with  water, 
and  determine  the  iron  still  present  as  ferrous  chloride  voluraetri- 
cally  by  potassium  dicliromate — 336  of  iron  converted  by  the 
nitric  acid  from  ferrous  to  ferric  chloride  correspond  to  108  (N^OJ. 
My  test-analyses  of  pure  potassium  nitrate  gave  100-1 — lOO'OS — 
100-03,  and  100-05,  instead  of  100.*  [The  iron  remaining  as  ferric 
chloride  may  also  be  determined  by  sodium  thiosulphate.] 
yS.  Schdlze's  Methodf  modified  by  Tiejiann.:]: 

The  solution  containing  the  nitrate  is  concentrated  if  necessary 
to  a  volume  of  about  50  e.c.  and  introduced  into  the  flask  A,  which 
should  have  a  capacity  of  about  200  c.e.  This  flask  is  provided 
with  a  rubber  stopper,  through  which  pass  two  bent  tubes  ah  c  and 
ef  g.  The  first  is  drawn  out  to  a  point  (not  too  small)  at  a,  and 
projects  through  the  stopper  about  2  cm. ;  the  second  terminates 
without  diminution  of  size  exactly  at  the  lower  surface  of  the 
stopper.  These  two  tubes  are  connected  by  rubber  tubes  (bound  with 
thread)  at  c  and  g  with  the  glass  tubes  c  d  and<7  A.  A  rubber  tube  is 
drawn  over  the  lower  end  of  ^  A  to  protect  it  from  fracture.  B  is  a 
glass  vessel  containing  10  per  cent,  soda  solution.  A  measuring  tube 
graduated  to  0-1  c.c,  of  not  too  great  diameter,  filled  with  previously 
boiled  soda  solution,  is  supported  so  that  its  open  end  is  under  the 
surface  of  the  liquid  in  B. 

The  solution  of  the  nitrate  in  the  flask  is  further  concentrated 
by  boiling,  and  finally  the  lower  end  of  the  i\i\>eef  g  h  is  brought 
into  the  soda  solution  so  that  a  part  of  the  steam  escapes  throngh 
it.  After  a  few  minutes  the  rubber  tube  at  g  is  pressed  together 
with  the  fingers ;  if  the  air  has  been  completely  displaced  from 
the  flask  by  boiling,  the  soda  solution  will  rise  suddenly  in  the  tube 
as  in  a  vacuum,  and  a  slight  blow  against  the  finger  will  be  percep- 
tible. In  thi&  case,  the  rubber  tube  at  g  is  closed  with  a  chimp 
and  the  steam  is  allowed  to  escape  through  al> o d waiW  only  10  c.c, 

*  Annal.  d.  Chem.  u.  Pharm.  106,  217. 
t  Zeitschr.  fur  anal.  Chem.  1870,  400. 

X  Anleitung  zur  TJntersuchung  von  Wasser,  von  W.  Kubel,  Zweite  Auflage 
von  F,  Tiemann,  Braunschwerg  bei  Fr,  Vieweg  u.  Solin.  1870,  s.  55. 
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of  fluid  remain  in  the  flask.  The  lamp  is  now  removed  arid  the 
rubber  tube  at  c  is  closed  with  a  clamp,  and  the  tube  c  d  filled  by 
a  jet  of  water.  If  an  air  bubble  remains  in  the  rubber  tube  at  c, 
it  must  be  removed  by  pressure  with  the  fingers.  The  graduated 
measuring  tube  is  now  brought  over  the  upcurved  end  of  the  evo- 
lution tube  efg  h  so  that  the  end  rises  in  it  2-3  cm.  The  flask 
must  next  be  allowed  to  stand  a  few  minutes  until  a  partial  vacuum  is 
produced  in  it,  which  is  manifested  by  a  contraction  of  the  rubber 
tubes  at  c  and  g.  A  nearly  saturated  solution  of  ferrous  chloride 
is  poured  into  a  small  beaker,  the  upper  part  of  which  is  mai'ked 


Fig.  67. 

so  as  to  show  the  space  occupied  by  20  c.c. ;  two  other  beakers 
must  also  be  at  hand  partly  filled  with  concentrated  hydrochloric 
acid.  The  tube  cd\&  now  dipped  into  the  ferrous  chloride  solution, 
and  the  clamp  at  o  is  loosened  until  15-20  c.c.  are  drawn  into  the 
flask.  The  ferrous  chloride  remaining  in  the  tube  is  next  removed 
by  drawing  in  a  small  quantity  of  hydrochloric  acid  in  two  suc- 
cessive portions.  Small  bubbles  may  frequently  be  observed  at 
h,  occasioned  by  evolution  of  hydrochloric  gas  caused  by  dimm- 
ished  pressure  in  the  flask.  They  disappear  almost  completely  so 
soon  as  the  pressure  rises. 
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Heat  is  applied,  at  first  very  gently,  until  the  rubber  tubes  at  c 
and  g  are  slightly  expanded ;  tlien  the  rubber  tube  at  g  is  held  com- 
pressed by  the  fingers,  the  clamp  being  removed,  until  the  pressure 
becomes  stronger,  when  the  gas  is  allowed  to  pass  over  to  the  grad- 
uated tube.  Toward  the  end  of  the  operation  heat  is  inci-eased  and 
distillation  continued  until  the  volume  of  gas  in  the  nieasuring 
tube  no  longer  increases.  The  hydrochloric  gas,  abundantly 
evolved  in  the  last  part  of  the  process,  is  absorbed  with  violence 
by  the  soda  solution  with  a  peculiar  clattering  sound ;  there  is  no 
danger,  however,  of  breaking  the  evolution  tube  if  care  has  been 
taken  to  enclose  the  lower  end  with  a  rubber  tube  as  above  directed. 

The  measuring  tube  is  brought  into  a  large  cylinder  containing 
cold  water,  best  of  15-18°  C,  and  by  means  of  some  suitable  fix- 
ture held  wholly  submerged  in  the  same.  The  transfer  is  effected 
with  the  lielp  of  a  small  porcelain  dish  filled  with  soda  solution. 

After  15-20  minutes,  the  temperature  of  the  water  in  the 
cylinder  is  ascertained  with  a  sensitive  thermometer,  and  the  state 
of  the  barometer  is  also  observed.  Then  the  tube  is  taken  hold 
of  at  the  upper  end  with  a  strip  of  paper  or  cloth,  in  order  to  avoid 
imparting  heat  to  it  by  direct  contact  of  the  hand,  and  drawn 
up  perpendicularly  so  far  that  the  level  of  the  fluids  within  and 
without  it  exactly  coincide,  and  the  volume  of  the  gas  is  read  off. 
From  the  data  thus  obtained,  the  volume  which  the  dry  gas  would 
occupy  at  0°  C.  and  760  mm.  bar.  pressure  is  to  be  computed.  (See 
p.  836,  on  Calculation  of  Analyses.)  1  c.c.  N,0,  at  0°  C.  and 
760  mm.  bar.  pressure  corresponds  to  •  002413  grm.  N^Oj. 

A  condition  indispensable  for  the  success  of  the  operation  is 
the  complete  expulsion  of  air  from  the  apparatus  in  the  beginning. 
When  an  abundant  quantity  of  nitric  acid  is  present  in  the  sub- 
stance, enough  to  produce  about  80  c.c.  nitrogen  dioxide  is  a  suit- 
able quantity  to  use  for  its  determination,  and  a  somewhat  larger 
quantity  of  ferrous  chloride  and  hydrochloric  acid  than  above  indi- 
cated may  be  used.  An  unnecessary  amount  of  these  reagents 
should,  however,  be  avoided,  since  it  is  difficult  to  boil  a  small  quan- 
tity of  nitrogen  dioxide  out  of  a  large  volume  of  liquid. 

This  method  is  easy  to  carry  out  and  gives  satisfactory  results. 
It  has  been  selected  for  description  and  recommendation  here  out 
of  a  great  number  of  methods,  not  mentioned  in  this  volume, 
which  have  been  proposed  and  more  or  less  used  for  determination 
of  nitric  acid. 
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e.  Methods  in  which  the  Nitrogen  of  the  Nitric  Acid  is  sep- 
arated and  measured  in  the  gaseous  form. 

These  methods  are  more  particularly  suitable  for  analyzing 
nitrates  which  are  decomposed  by  ignition  into  oxide  or  metal  and 
oxides  of  nitrogen ;  they  will  be  found  in  the  Section  on  the  Ulti- 
mate Analysis  of  Organic  Bodies,  §  184.  Maeignao  employed 
them  to  analyze  raercurous  nitrates.  Beomeis  analyzed  nitrite,  &c. 
of  lead  by  a  similar  method,  recommended  by  Bunsen.  In  cases 
where  it  is  intended  to  determine  the  water  of  the  analyzed  nitrate 
in  the  direct  way,  such  methods  are  almost  indispensable.* 

§  150. 
2.  Chloeic  Aon). 

I.  Determination. 

Free  chloric  acid  in  aqueous  solution  may  be  determined  by 
converting  it  into  hydrochloric  acid  by  the  agency  of  nascent 
hydrogen  (II.,  &),  and  determining  the  acid  formed,  as  directed  in 
§  141 ;  or  by  saturating  with  solution  of  soda,  evaporating  the  fluid, 
and  treating  the  residue  as  directed  in  II.,  a  or  c. 

II.  Separation  of  Chloric  Acid  from  the  Bases  and 
Determination  of  the  Acid  in  Chlorates. 

a.  After  Bunsen. f  When  warm  hydrochloric  acid  acts  upon 
chlorates,  the  latter  are  reduced  ;  as  this  reduction  is  not  attended 
with  separation  of  oxygen,  the  following  decompositions  may  take 
place : 

CI2O5  j  ^^2    Cl.Oa  j  3  Cl.O    Cl.O.  j  ^^J"0    Cl^Os  j  2^9     CI^Ob  j  13C1 
2HC1   1  gj^Q  =  4HC1    1  3  H2O    6HC1   1  |g^^Q    8HC1   1  ^^^q   lOHOl  1  5H,0 

Which  of  these  products  of  decomposition  may  actually  be  formed, 
whether  all  or  only  certain  of  them,  cannot  be  foreseen.  But  no 
matter  which  of  them  may  be  formed,  they  all  of  them  agree  in 
this,  that,  in  contact  with  solution  of  potassium  iodide,  they  liber- 
ate for  every  2  mol.  chloric  acid  (HCIO,),  or  1  mol.  01,0,  in  the 
chlorate,  12  at.  iodine.  1522-2  of  iodine  liberated  correspond  accord- 
ingly to  150-92  CI2O5.  The  analytical  process  is  conducted  as  des- 
cribed §  142, 1. 

*  See  also  Gibbs,  Am.  Journ.  Sci.,  xxxvii.  850. 
t  Annal.  d.  Chem.  u.  Pharm.  86,  283. 
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5.  After  Sestini.*  To  the  concentrated  aqueous  solution  of 
the  weighed  chlorate  add  a  piece  of  zinc  and  then  some  pure 
dilute  sulphuric  acid  and  allow  to  stand  for  some  time  (with  0.1 
grm.  potassium  chlorate  half  an  hour  is  sufficient).  By  the  nas- 
cent hydrogen  the  chloric  acid  is  converted  into  hydrochloric  acid, 
which,  after  removal  and  rinsing  of  the  zinc,  is  determined  accord- 
ing to  §  141.  To  use  the  volumetric  method  (§  141,  b,  a),  the  sul- 
phuric acid  is  first  precipitated  with  barium  nitrate,  then  the  zinc 
and  excess  of  barium  with  sodium  carbonate,  the  liquid  is  filtered 
and  neutralized,  then  potassium  chromate  is  added,  and  finally 
standard  silver  solution. 

c.  The  basic  radicals  are  determined  with  advantage  in  a  sepa^ 
rate  portion,  by  converting  the  chlorate  either  by  very  cautious 
ignition,  or  by  warming  with  hydrochloric  acid  into  chloride. 

The  estimation  of  hypochlorous  acid  will  be  described  in  the 
Special  Part,  article  "  Chlorimetry." 

%  Zeitschrift  f.  analyt.  Chem.  1,  500. 
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SEPARATION    OF  BODIES. 

§151. 

When  only  one  basic  or  one  acid  radical  is  present,  the  method 
of  its  determination  has  been  considered  in  the  previous  Section. 
When  more  than  one  basic  or  more  than  one  acid  radical  is  pres- 
sent,  the  methods  of  separating  and  determining  them  will  be 
described  in  the  present  Section. 

The  separation  of  bodies  may  be  effected  in  three  ways :  viz.,  a, 
by  direct  analysis ;  h,  by  indirect  analysis ;  c,  by  estimation  ly 
difference. 

By  direct  analysis,  w-e  understand  the  actual  separation  of  rad- 
icals or  elements.  Thus,  we  separate  potassium  from  sodium  by 
platinic  chloride ;  copper  from  tin  by  nitric  acid ;  arsenic  from 
iron  by  hydrogen  sulphide ;  iodine  from  chlorine  by  palladious 
nitrate ;  carbon  from  potassium  nitrate  by  water,  &c.,  &c.  In 
direct  analysis  we  render  one  body  insoluble,  while  the  others 
remain  in  solution,  or  vice  versa,  or  we  volatilize  one  body,  leav- 
ing the  others  behind,  or  we  effect  actual  separation  in  some  other 
manner.  This  is  the  mode  of  analysis  most  frequently  employed. 
It  generally  deserves  the  preference  where  choice  is  permitted. 

We  term  an  analysis  indirect  if  it  does  not  effect  the  actual  sep- 
aration of  the  bodies,  but  causes  certain  changes  which  enable  us 
to  calculate  their  quantity.  Thus,  the  quantity  of  potassium  and 
sodium  in  a  mixture  of  compounds  of  the  two  may  be  determined 
by  converting  them  into  chlorides,  weighing  the  latter,  and  deter- 
mining the  chlorine  (§  152,  3). 

Finally,  if  we  weigh  two  bodies  together,  determine  one  of  them, 
and  subtract  its  weight  from  that  of  the  two,  we  shall  find  the 
weight  of  the  other  body.  In  this  case  the  second  body  is  said  to 
be  estimated  hy  difference.  Thus,  aluminium  may  be  determined 
when  its  oxide  is  mixed  with  ferric  oxide,  by  weighing  the  mix- 
ture and  determining  the  iron  volumetrically. 
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Indirect  analysis  and  estimation  by  difference  may  be  employed 
in  an  exceedingly  large  number  of  cases ;  but  their  use  is  as  a  rule 
only  to  be  recommended  where  good  methods  of  true  separation 
are  wanting.  The  special  cases  in  which  they  are  preferable  to 
direct  analysis  cannot  be  all  foreseen ;  those  alone  are  pointed 
out  which  are  of  more  frequent  occurrence.  As  regards  the  calcu- 
lations required  in  indirect  analysis,  I  have  given  general  direc- 
tions under  "  the  Calculation  of  Analysis  ;"  wherever  it  appeared 
judicious,  I  have  added  the  necessary  directions  to  the  description 
of  the  method  itself. 

I  have  retained  our  former  subdivision  into  groups,  and,  as  far 
as  practicable,  systematically  arranged,  first,  the  general  separation 
of  all  the  bodies  belonging  to  one  group  from  those  of  the  preced- 
ing groups ;  secondly,  the  separation  of  the  individual  bodies  of  one 
group  from  all  or  from  certain  bodies  of  the  preceding  groups ; 
and  finally,  the  separation  of  bodies  belonging  to  one  and  the  same 
group  from  each  other.  I  think  I  need  scarcely  observe  that  the 
general  methods  which  serve  to  separate  the  whole  of  the  bodies  of 
one  group  from  those  of  another  group  are  also  applicable  to  the 
separation  of  every  individual  body  of  the  one  group  from  one  or 
several  bodies  of  the  other  group.  It  must  not  be  understood  that 
the  more  special  methods  are  necessarily  in  all  cases  preferable  to 
the  more  general  ones.  As  a  rule,  it  must  be  left  to  individual 
chemists  to  decide  for  themselves  in  each  special  case  which  method 
should  be  adopted.  With  respect  to  the  general  methods  for  sepa- 
rating one  group  from  another,  I  would  observe  that  those  adduced 
appeared  to  me  more  adapted  to  the  purpose  than  others,  but 
still  there  may  be  others  that  are  equally  suitable,  and  in  special 
cases  even  more  so.  A  wide  field  is  here  open  to  the  ingenuity 
of  the  analyst. 

The  methods  given  for  the  separation  of  both  basic  and  acid 
radicals  are  generally  based  upon  the  supposition  that  they  are  in 
the  form  of  free  acids  or  bases,  or  in  the  form  of  salts  soluble  in 
water.  Wherever  this  is  not  the  case,  special  mention  is  made  of 
the  circumstance. 

From  among  the  host  of  proposed  methods,  I  have,  as  far  as 
practicable,  chosen  those  which  have  been  sanctioned  by  experience 
and  are  distinguished  for  accurate  results.  In  cases  where  two 
methods  were  on  a  par  with  each  other  as  regards  these  two  points, 
I  have  either  given  both  or  selected  the  more  simple  one.  Methods 
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whieli  experience  lias  shown  to  be  defective  or  fallacious  have  been 
altogether  omitted.  I  have  endeavored  to  point  out,  as  far  as  pos- 
sible, the  particular  circumstances  under  which  either  the  one  or 
the  other  of  several  methods  deserves  the  preference. 

Where  the  accuracy  of  an  analytical  method  has  been  estab- 
lished already,  in  Section  IV.,  no  furthur  statements  are  made  on 
the  subject  here.  Paragraphs  of  former  Sections  deserving  par- 
ticular attention  are  referred  to  in  parentheses. 

The  extension  of  chemical  science  introduces  almost  every  day 
new  analytical  methods  of  every  description,  which  are,  rightly  or 
wrongly,  preferred  to  the  older  methods;  the  present  time  may 
thei'efore  be  looked  upon  in  this,  as  in  so  many  other  respects,  as  a 
period  of  transition,  in  which  the  new  strives  more  than  ever  to 
overcome  and  supplant  the  old.  I  make  this  remark  to  show  the 
impossibility  of  always  adding  to  the  description  of  a  method  an 
opinion  of  its  usefulness  and  accuracy,  and  also  to  point  out  the 
importance,  under  such  circumstances,  of  a  proper  systematic 
arrangement.  I  have  in  this  Section  generally  arranged  the  vari- 
ous analytical  methods  upon  the  bases  of  their  scientific  principles, 
firmly  persuaded  that  this  will  greatly  tend  to  facilitate  the  study 
of  the  science,  and  will  lead  to  endeavors  to  apply  known  princi- 
ples to  the  separation  of  other  bodies  besides  those  to  which  they 
are  already  applied,  or  to  apply  new  principles  where  experience 
has  proved  the  old  ones  fallacious,  and  the  methods  based  on  them 
defective. 

I  conclude  these  introductory  remarks  with  the  important  cau- 
tion to  the  student  never  to  look  vpon  a  separation  as  successfully 
accomplislied  hefore  he  has  convinced  himself  that  the  weighed  pre- 
cipitates, (&c.,  are  pure  and  more  particularly  free  from  those 
hodiesfrom  which  it  was  intended  to  separate  them. 
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I.  SEPARATION  OF   THE   BASIC    RADICALS  PROM  EACH  OTHER. 

First  Orou]). 

POTASSIUM SODIUM AMMONIUM — (lITHIUM). 

§152. 

Index.    The  numbers  refer  to  those  in  the  margin, 

Potasnum  from  sodium,  1,  3,  6. 

"  ammonium,  4,  5. 

Sodium  from  potassium,  1,  3,  6. 

"  ammonium,  3,  4,  5. 

Ammonium  from  potassium,  4,  5. 
"  sodium,  3,  4,  5. 

{Lithium  from  the  other  alkalies,  7,  8,  9.) 

1.  Methods  iased  upon  the  different  decrees  of  Solubility 
in  Alcohol,  of  Sodium  Platinio  Chlor'ide,  and  Potassium 
Platinic  Chloride. 

a.  Potassium  fkom  Sodium. 

It  is  an  indispensable  condition  in  tliis  method  that  the  1 
two  alkalies  should  exist  in  the  form  of  chlorides.  If,  there- 
fore, they  are  present  in  any  other  foi'm,  they  must  be  first  con- 
verted into  chlorides,  which  in  most  cases  may  be  effected  by 
evaporation  with  hydrochloric  acid  in  excess ;  in  the  case  of 
nitrates,  the  evaporation  with  hydrochloric  acid  must  be 
repeated  4 — 6  times  till  the  weight  of  the  gently  ignited  mass 
ceases  to  diminish.  In  presence  of  sulphuric  acid,  phosphoric 
acid,  and  boracic  acid,  this  simple  method  will  not  answer.  For 
tlie  methods  of  separating  the  alkalies  from  the  two  latter  acids 
and  converting  them  into  chlorides,  see  §§  135  and  136.  Tlie 
presence  of  sulphuric  acid  being  a  circumstance  of  rather  fre- 
quent occurrence,  the  way  of  meeting  this  contingency  is  given 
below  (2). 

•Determine  the  total  quantity  of  the  sodium  chloride  and 
potassium  chloride*  (§§  97,  98),  dissolve  in  the  least  quantity 


*  Never  take  the  weight  of  the  alkali  chlorides  without  convinciag  yourself  of 
their  purity  by  dissolving  them  in  water,  which  should  give  a  clear  solution,  and 
testing  the  solution  with  ammonia  and  ammonium  carbonate,  which  must  throw 
down  no  precipitate.  It  may  be  thought,  perhaps,  that  a  matter  so  simple  need 
not  be  mentioned  here ;  still  I  have  found  that  neglect  in  this  respect  is  by  no 
means  uncommon. 
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of  water,  add  to  tlie  fluid  in  a  porcelain  dish  an  excess  of  a 
strong  aqueous  solution  of  platinic  chloride  as  neutral  as  pos- 
sible.    Enough  platinum  solution  should  be  added  to  convert 
the  sodium  as  well  as  the  potassium  into  platinoehloride.    It 
is  best  to  use  a  solution  of  known  strength  and  to  calculate 
rouglily  how  much  should  be  added.     Evaporate  on  the  water- 
bath  nearly  to  dryness  (the  water  in  the  bath  should  never 
actually  boil,  and  the  sodium  platinic  chloride  should  not  lose 
its  water  of  crystallization),  treat  the  residue  with  alcohol  of 
from  -86  to  -87  sp.  gr.,  cover  the  dish  with  a  glass  plate,  and 
allow  to  stand  a  few  hours,  with  occasional  stirring.  If  the  super- 
natant fluid  is  not  deep  yellow,  this  is  a  proof  that  the  quantity 
of  platinic  chloride  used  is  insufficient.     When  the  precipitate 
has  settled,  pour  off  the  clear  fluid  through  a  filter  and  exam- 
ine the  precipitate  most  minutely,  if  necessary  with  the  aid 
of  a  microscope.     If  it  is  a  heavy  yellow  powder  (sufficiently 
magnified,  small  octahedral  crystals)  it  is  the  pure  potassium  pla- 
tinic chloride.*     Then  transfer  it — best  with  the  aid  of  the  fil- 
trate— to  the  filter,  wash  it  with  spirit  of  -86  to  -87  sp.  gr.  and 
proceed  according  to  §  97, 3  a.  (Instead  of  weighing  the  double 
chloride  or  the  platinum  obtained  from  it,  you  may  ignite  gen- 
tly in  hydrogen,    extract  the  potassium  chloride  with  water, 
and  weigh  this  or  titrate  the  chlorine  in  it  by  §  141,  I.,  J,  a). 
If,  on  the  contrary,  white   saline  particles  (sodium  chloride) 
are  to  be  seen  mixed  with  the  yellow  crystalline  powder,  pla- 
tinic chloride  has  been  wanting,  the  whole  of  the  sodium  chlo- 
ride not  having  been  completely  converted  into  sodium  platinic 
chloride.     In  this  case  the  precipitate  in   the  dish  must  be 
treated  with  some  water,  till  all  the  sodium  chloride  is  dis- 
solved, a  fresh  portion  of  platinic  chloride  is  added,  the  whole 
evaporated    nearly   to    dryness,    and  the    above   examination 
repeated.     The  quantity  of  the  sodium  is  usually  estimated 
by  subtracting  from  the  united  weight  of  the  sodium  chloride 
and   potassium  chloride  the  weight    of  the  latter,  calculated 
from  that  of  the  potassium  platinic  chloride. 

To  make  quite  sure  that  the  potassium  has  completely  sep- 


*  If  small  tesseral  crystals  are  visible  of  a  dark  orange-yellow  color,  and 
relatively  large  size,  and  appearing  transparent  by  transmitted  light,  then  the 
double  chloride  contains  lithium  platinic  chloride  (Jenzsch,  Pogg.  Ann  104, 
108). 
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arated,  it  is  advisable  to  add  to  the  filtrate  some  water,  some 
more  platinic  chloride,  and  if  the  quantity  of  sodium  is  only 
small,  also  some  sodium  chloride ;  evaporate  on  the  vsrater-bath 
nearly  to  dryness,  at  a  temperature  not  exceeding  75°  (Bischof), 
and  treat  the  residue  in  the  manner  just  described.  In  order 
to  diminish  the  solvent  action  of  the  alcohol  on  the  potassium 
platinic  chloride,  J  ether  may  be  now  mixed  with  it.  Should 
this  operation  again  leave  a  small  undissolved  residue  of  potas- 
sium platinic  chloride,  it  is  filtered  off,  best  on  a  separate  filter, 
and  first  washed  with  alcohol  and  ether.  As,  however,  this 
remainder  of  the  double  salt  is  generally  impure,  dissolve  it  on 
the  filter  with  boiling  water,  evaporate  with  a  few  drops  of  pla- 
tinic chloride,  treat  the  residue  with  alcohol,  and  if  any  potas- 
sium salt  remains,  determine  it  either  with  the  principal  quan- 
tity or  by  itself. 

If  you  are  not  satisfied  with  an  indirect  estimation  of 
the  sodium,  one  of  the  following  direct  methods  may  be 
employed,  a.  Evaporate  the  filtrate  till  the  spirit  has  gone  off, 
dilute,  digest  the  solution  with  small  pure  iron  filings  till  the 
platinum  is  all  thrown  down,  filter,  add  chlorine  water  till  the 
ferrous  is  converted  into  ferric  chloride,  precipitate  with  ammo- 
nia, filter  off  the  ferric  hydroxide,  and  determine  the  sodium 
chloride  in  the  filtrate.  /S.  Evaporate  the  filtrate,  finally  in  a 
porcelain  crucible,  to  dryness,  heat  the  residue  to  low  redness 
in  a  current  of  hydrogen^  extract  with  water,  and  determine 
the  sodium  chloride  in  the  solution.  For  small  quantities  of 
fluid  this  method  will  be  found  convenient,  y.  A.  Mitschek- 
LiCH  recommends  to  mix  the  filtrate  with  sulphuric  acid,  evapo- 
rate to  dryness,  ignite  the  residue,  extract  the  sodium  sul- 
phate with  water,  and  determine  it  according  to  §  98, 1.  These 
methods,  of  course,  yield  the  sodium  salt  in  a  pure  condition 
only  when  the  separation  of  the  potassium  has  been  perfect. 
They  present  the  advantage  that  the  sodium  salt  is  brought 
under  one's  eyes  and  may  be  tested  after  weighing. 

Should  the  solution  contain  sulphuric  acid,  it  may  be  in     2 
presence  of  hydrochloric  acid  or  of  some  volatile  acid,  convert 
the  alkalies  first  into  normal  sulphates  (§§  97,  98),  and  weigh 
them  as  such.     For  the  estimation  of  the  potassium,  one  of  the 
two  following  methods  may  be  used  : 

oi.  First  convert  the  sulphates  into  chlorides  and  then  pro- 
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ceed  as  above.  For  this  purpose  barium  salts  were  formerly 
employed,  or,  better,  an  alcoholic  solution  of  strontium  chloride. 
The  barium  sulphate,  however,  carries  down  considerable  quan- 
tities of  alkali  salt,  and  the  strontium  sulphate  noticeable 
quantities  ;  hence  the  employment  of  these  reagents,  more  par- 
ticularly barium,  cannot  be  recommended.  H.  Eose  advises 
repeated  ignition  of  the  alkali  sulphates  with  ammonium 
chloride  till  the  weight  remains  constant ;  this  process  is  simple 
and  well  adapted  for  small  quantities  ;  no  loss  of  alkali  need  be 
feared  if  the  heat  is  not  unnecessarily  raised.  L.  SMrrn  advises 
the  use  of  lead  salts.  Dissolve  the  alkali  sulphate,  precipitate 
with  pure  neutral  lead  acetate,  avoiding  a  large  excess,  add 
some  alcohol,  filter,  precipitate  the  excess  of  lead  with  sulphuric 
acid,  and  evaporate  to  dryness  with  addition  of  sulphuric  acid. 
This  method,  when  carefully  conducted,  yields  excellent  results. 

/?.  Precipitate  the  potash  directly  out  of  the  solution  of  the 
sulphates.  E..  Finkenee*  gives  the  following  process :  To  the 
rather  dilute  solution  of  the  salts  in  a  capacious  porcelain  dish 
add  platinio  chloride  in  quantity  more  than  sufficient  to  throw 
down  all  the  potassium,  evaporate  on  a  water-bath  down  to  a 
few  c.c,  allow  to  cool,  add,  at  first  in  small  quantities,  20 
times  the  volume  of  a  mixture  of  2  parts  absolute  alcohol  and 
1  part  ether,  with  stirring ;  filter  after  a  short  time,  and  wash 
the  precipitate  with  alcohol  and  ether  till  the  washings  are 
colorless.  If,  when  the  alcohol  and  ether  are  first  added,  a 
strong  aqueous  solution  of  sodium  sulphate  separates,  add  some 
hydrochloric  acid  till  the  fluids  mix.  Dry  the  precipitate  con- 
sisting of  jjotassium  platinic  chloride  and  sodium  sulphate, 
heat  with  tlie  filter  in  a  porcelain  crucible  till  the  filter  is  car- 
bonized, then  in  a  current  of  hydrogen  to  scarcely  visible 
redness  extract  the  residue  with  hot  water,  ignite  the  platinum 
in  the  air,  weigh  and  calculate  from  the  weight  the  quantity  of 
potassium. 

The  separation  of  potassium  from  sodium  by  platinic 
chloride  gives  results  which  are  fully  satisfactory,  and  at  all 
events  far  more  exact  than  any  method  depending  on  another 
l^riuciple  ;  provided  that  the  platinum  solution  is  pure  and  the 
operations  have  been  carefully  performed  in  accordance  with 
the  directions.     If  you  liave  any  occasion  to  doubt  the  perfect 

*  H.  Rose,  Handbucli  der  anal.  Chem.  6  Aufl.  von  Fikkenek,  ii.  933. 
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purity  of  the  weighed  double  salt,  joii  may  always  dissolve  it 
in  boiling  water,  evaporate  with  addition  of  a  little  platinum 
solution,  and  reweigh  the  salt  thus  purified. 

J.  Ammonium  feom  Sodium. 

The  process  is  conducted  exactly  as  in  a,  when  the  alka-  3 
lies  are  present  as  chlorides.  See  also  §  99,  2.  If  potassium 
also  is  present,  the  precipitate  produced  by  platinic  chloride  is  a  . 
mixture  of  ammonium  platinic  chloride  and  potassium  platinic 
chloride ;  in  which  case  the  weighed  precipitate  is  cautiously 
ignited  for  a  sufficient  length  of  time,  but  not  too  strongly, 
until  the  ammonium  chloride  is  expelled,  the  gentle  ignition 
continued  in  a  stream  of  hydrogen  or  with  addition  of  oxalic 
acid,  the  residue  extracted  with  water,  a  few  drops  of  hydro- 
chloric acid  added  if  oxalic  acid  was  employed,  and  the '  potas- 
sium chloride  in  the  solution  determined  as  directed  §  97,  2. 
The  weight  found  is  calculated  into  potassium  platinic  chloride, 
and  the  result  deducted  from  the  weight  of  the  whole  precipi- 
tate :  the  difference  gives  the  ammmonium  platinic  chloride. 
The  weighing  of  the  separated  platinum  affords  a  good  control. 
The  method  is  seldom  employed,  as  that  given  in  2  yields  more 
exact  results. 

2.  Jfethods  hased  tipon  the  Volatiliti/  qf  Ammonium 
Salts  and  Ammx)nia. 

Ammonium  feom  Potassium  and  Sodium. 

a.  The  salts  of  the  alJcalies  to  he  sepa'rated  contain  the  same    4 
volatile  acid,  and  admit  of  the  total  expulsion  oftlunr  irittcr  hj 
drying  at  100°,  without  losing  ammonia  {e.g.,  the  chlorides). 

Weigh  the  total  quantity  of  the  salts  in  a  platinum  crucible, 
and  heat,  with  the  lid  on,  gently  at  first,  but  ultimately  for 
some  time  to  faint  redness  ;  let  tlio  mass  cool,  and  weigh.  Tlie 
decrease  of  weight  gives  the  quaiitity  of  the  ammonium  salt. 
If  the  acid  present  is  sulphuric  acid,  you  must,  in  the  first 
place,  take  care  to  heat  very  gradually,  as  otherwise  you  will 
suffer  loss  from  the  decrepitation  of  ammonium  sulphate  ;  and, 
in  the  second  place,  bear  in  mind  that  part  of  the  sulphuric 
acid  of  the  ammonium  sulphate  remains  with  the  fixed  alkali 
sulphates,  and  that  you  must  accordingly  convert  them  into 
normal  salts,  by  ignition  in  an  atmosphere  of  ammonium  car- 
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bonate,  before  proceeding  to  determine  their  weight  (compare 
§§  97  and  98).  Ammonium  chloride  cannot  be  separated  in 
this  manner  from  tixed  all^ali  sulphates,  as  it  converts  them, 
upon  ignition,  partly  or  totally  into  chlorides. 

h.  So7ne  one  or  other  of  the  conditions  given  in  "  a "  is  not 
fulfilled. 

If  it  is  impracticable  to  alter  the  circumstances  by  simple  5 
means,  so  as  to  make  the  method  a  applicable,  the  fixed  alkalies 
and  the  ammonium  must  be  determined  separately  in  different 
portions  of  the  substance.  The  portion  in  M'hich  it  is  intended 
to  determine  the  potassium  and  sodium  is  gently  ignited  until 
ammonium  is  completely  expelled.  The  fixed  alkalies  are  con- 
verted, according  to  circumstances,  into  chlorides  or  sulphates, 
and  treated  as  directed  in  1,  2,  or  6.  The  ammonium  is  esti- 
mated in  another  portion  according  to  §  99,  3. 

3.  Indirect  Methods. 
Of  course,  a  great  many  of  these  may  be  devised ;  but  the    6 
following  is  the  only  one  in  general  use. 

Potassium  feom  Sodium. 

Convert  both  alkalies  into  chlorides  (§§  97  and  98),  and 
weigh  as  such ;  estimate  chlorine  (§  141) ;  and  from  the 
amount  of  this  calculate  the  quantities  of  the  sodium  and 
potassium  (see  "  Calculation  of  Analysis"  *). 

The  indirect  method  of  determining  sodium  and  potassium 
is  applicable  only  in  the  analysis  of  mixtures  containing  toler- 
ably large  quantities  of  both  bases ;  but  where  this  is  the  case, 
the  process  answers  very  well,  affording  also,  more  particularly, 
the  advantage  of  expedition,  if  the  chlorine  in  the  M'eighed 
chlorides  is  titrated  (§  141,  I.,  h). 

Supplement  to  the  First  Oroup. 
Sepaeation  of  Lithium  feom  the  othee  Alkalies. 
Lithium  may  be  separated  hova.  potassium  and  sodiwm  in  the    7 
indirect  way,  and  by  two  direct  methods : 

a.  Treat  the  nitrates  or  the  chlorides,  dried  at  120°,  with  a 
mixture  of  equal  volumes  of  absolute  alcohol  and  anhydrous 
ether,  digest  at  least  for  24  hours,  with  occasional  shaking  (the 


*  Other  methods  are  given  by  Stoi.ba  (Zeitschr.  1  anal.  Chem.  2,  397)  and 
MoHK  {lb.  7,  173). 
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salts  must  be  completely  disintegrated),  decant  rapidly  on  to  a 
filter  covering  the  funnel,  and  treat  the  residue  again  several 
times  with  smaller  portions  of  the  mixture  of  alcohol  and  ether. 
Determine,  on  the  one  part,  the  undissolved  potassium  and 
sodinni  salts ;  on  the  other,  the  dissolved  lithium  salt,  by  dis- 
tilling the  fluid  off,  and  converting  the  residue  into  sulphate. 
This  method  is  apt  to  give  too  much  lithium,  as  the  potassium 
and  sodium  salts,  especially  the  chlorides,  are  not  absolutely 
insoluble  in  a  mixture  of  alcohol  and  ether.  The  results  may 
be  rendered  more  accurate  by  treating  the  impure  lithium  salt, 
obtained  by  distilling  ofE  the  ether  and  alcohol,  once  more  with 
alcohol  and  ether,  with  addition  of  a  drop  of  nitric  or  hydro- 
chloric acid,  adding  the  residue  left  to  the  principal  residue, 
and  then  converting  the  lithium  salt  into  sulphate.  If  the 
salts,  which  it  is  intended  to  treat  with  alcohol  and  ether,  have 
been  ignited,  however  so  gently,  caustic  lithia  is  formed — in 
the  case  of  the  chloride  by  the  action  of  water — and  lithium 
carbonate  by  attraction  of  carbonic  acid ;  in  that  case  it  is  neces- 
sary, therefore,  to  add  a  few  drops  of  nitric  or,  as  the  case  may 
be,  hydrochloric  acid,  in  the  process  of  digestion. 

If  we  have  to  separate  the  sulphates,  they  must  be  converted 
into  nitrates  or  chlorides  before  they  can  be  subjected  to  the 
above  method.  This  conversion  is  best  effected  by  means  of 
lead  salts,  see  2.  Ignition  with  ammonium  chloride  does  not 
answer  for  lithium  sulphate,  nor  can  the  sulphuric  acid  be 
removed  by  barium,  or  strontium,  as  the  precipitated  sulphates 
would  contain  lithium  (Diehl*). 

I.  "Weigh  the  mixed  alkalies,  best  in  form  of  sulphates,  and  8 
then  determine  the  lithium  as  phosphate  according  to  §  100. 
If  the  quantity  of  lithium  is  relatively  very  small,  convert  the 
weighed  sulphates  into  chlorides  (7),  separate,  in  the  first  place, 
the  principal  amount  of  the  potassa  and  soda  by  means  of  alco- 
hol (§  100),  and  then  determine  the  lithium  (Mater  f). 

c.  When  exact  results  are  required,  the  indirect  method  is     9 
to  be  preferred.     Proceed  first  according  to  a,  evaporate  the 
spirituous  solution  of  the  lithium  chloride  containing  the  remain- 
der of  the  other  chlorides  to  dryness,  heat  moderately,  -wcii^di, 
dissolve  in  water,  estimate  the  chlorine,  and  calculate  therefrom 

*  Annal  d.  Chem.  u.  Pharm.  121,  98.  t  i''-  98,  193. 
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the  lithium  and  sodium  01"  potassium.  Bunsen*  also  applied 
the  method  to  the  indirect  estimation  of  lithium  in  presence  of 
potassium  and  sodium  by  removing  the  silver  from  the  filtrate, 
and  sepai'ating  the  potassium  with  platinum.  But  I  must  here 
point  out,  that  according  to  Jenzsch  f  the  potassium  double  salt 
will  contain  lithium  apparently  in  the  form  of  the  platino- 
chloride  of  potassium  and  lithium. 

The  sulphuric  acid  in  weighed  quantities  of  the  sulphates 
of  lithium,  and  of  potassium  and  sodium,  cannot  be  determined 
as  barium  sulphate  (see  end  of  7). 

The  separation  of  lithium  from  ammonium  may  be  effected 
like  that  of  potassium  and  sodium  from  ammonium  (4  and  5). 


Second  Group. 

BAEIUM STEONTIUM — -CALCIUM MAGNESHIM. 

I.  Separation  oe  the  Basic  Badicals  of  the  Second  Geoitp  feom 

THOSE   OE   the   FiEST. 

§153. 

Index.     (The  numbers  refer  to  those  in  the  margin.) 
Barium  from  potassium  and  sodium,  10,  12. 

"  ammonium,  11. 

Strontium  from  potassium  and  sodium,  10,  13. 

"  ammonium,  11. 

Calcium  from  potassium  and  sodium,  10,  14. 

"  ammonium,  11. 

MagTiesium  from  potassium  and  sodium,  15-18. 

"  ammonium,  11. 

A.   General  Method. 

1.  The  whole  of  the  Alkali-eaeth  Metals  feom  Po- 
tassium AND  Sodium. 

Principle  on  which  tJie  inethod  is  based :  Ammonium  car-  10 
ionate  precipitates,  from  a  solution  containing  ammonium 
chloride,  only  harium,  strontiuin,  and  calcium. 

Mix  the  solution,  in  which  the  metals  are  assumed  to  be 
contained  in  the  form  of  chlorides,  with  a  sufficient  quantity  of 


*Annal.  d.  Chem.  u.  Pharm.  133,348.     \  Pogg.  Annal.  104,  102. 
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ammonium  chloride  to  prevent  the  precipitation  of  the  magne- 
sium by  ammonia;  dilute  rather  considerably,  add  some  ammo- 
nia, then  ammonium  carbonate  in  slight  excess,  let  the  mixture 
stand  covered  for  an  hour  in  a  moderately  warm  place,  filter, 
and  wash  the  precipitate  with  water  to  which  a  ,f ew  drops  of 
ammonia  have  been  added. 

The  precipitate  contains  the  barium,  strontium,  and  cal- 
cium j  the  ^filtrate  the  magnesium  and  the  alhalies.  So  at 
least  we  may  assume  in  cases  where  the  highest  degree  of 
accuracy  is  not  required.  Strictly  speaking,  however,  the 
solution  still  contains  exceedingly  minute  traces  of  calcium 
and  somewhat  more  considerable  traces  of  barium,  as  the  car- 
bonates of  these  two  metals  are  not  absolutely  insoluble  in 
a  fluid  containing  ammonium  chloride ;  the  precipitate  also 
may  contain  possibly  a  little  ammonium  magnesium  carbonate. 
Treat  the  jirecipitate  according  to  §  154,  and  the  filtrate — in 
rigorous  analyses — as  follows :  Add  3  or  4  drops  (but  not  much 
more)  of  dilute  sulphuric  acid,  then  ammonium  oxalate,  and 
let  the  fluid  stand  again  for  12  hours  in  a  warm  place.  If  a 
precipitate  forms,  collect  this  on  a  small  filter,  wash,  and  treat 
on  the  filter  with  some  dilute  hydrochloric  acid,  which  dis- 
solves the  calcium  oxalate,  and  leaves  the  barium  sulpliate 
undissolved.  Since  a  little  magnesium  oxalate  may  have  sepa- 
rated with  the  former,  add  some  araraouia  to  the  hydrochloric 
solution,  filter  after  the  precipitate  has  settled,  and  mix  the 
filtrate  with  the  principal  filtrate. 

Evaporate  the  fluid  containing  the  magnesium  and  the  alha,- 
lies  to  dryness,  and  remove  the  ammonium  salts  by  gentle  igni- 
tion in  a  covered  crucible,  or  in  a  small  covered  dish  of  platinum 
or  porcelain.*  In  the  residue,  separate  the  magnesium  from 
the  alkalies  by  one  of  the  methods  given  15 — 18. 

2.  The  whole  of  the  Alkali-eaeth  Metals  from  Am-  11 
MONiuM. — The  same  principle  and  the  same  process  as  in  the 
separation  of  potassium  and  sodium  from  ammonium  (4  and  5). 

*  This  operation  effects  also  tlie  removal  of  tlie  small  quantity  of  sulphuric 
acid  added  to  precipitate  the  traces  of  barium,  as  sulphates  of  the  alkalies  are 
converted  into  chlorides  upon  ignition  in  presence  of  a  large  proportion  of 
ammonium  chloride. 


490  SEPAEATIOM".  [§  153_ 

B.  Special  Methods. 
Single  Alkali-eaeth  Metals  feom  Potassium  ajto  So- 

DTDM. 

1.  Bakittm  feom  Potassium  and  Sodium. 

Precipitate  the  barium  with  dilute  sulphuric  acid  (§  101, 1,  a),  12 
evaporate  the  filtrate  to  dryness,  and  ignite  the  residue,  with 
addition  towards  the  end  of  ammonium  carbonate  (§  97,  1  and 
§  98,  1).  Take  care  to  add  a  sufficient  quantity  of  sulphuric 
acid  to  convert  the  alkalies  also  completely  into  sulphates.  In 
exact  analyses,  in  order  to  save  the  alkali  salts  adhering  to  the 
barium  sulphate,  remove  the  dry  barium  sulphate  from  the 
filter,  heat  it  with  a  sufficient  quantity  of  pure  strong  sulphu- 
ric acid  to  dissolve  it  completely,  allow  to  cool,  dilute  largely, 
collect  the  barium  sulphate  (now  almost  absolutely  pure)  on  the 
first  filter,  ignite,  and  weigh.  Evaporate  the  filtrate  in  a  plati- 
num dish,  drive  off  the  sulphuric  acid,  and  estimate  the  traces 
of  the  alkalies. 

This  method  is,  on  account  of  its  greater  accuracy,  prefer- 
able to  the  one  in  A,  in  cases  where  the  barium  has  to  be  sepa- 
rated only  from  one  of  the  two  fixed  alkalies ;  but  if  both  alka- 
lies are  present,  the  other  method  is  more  convenient,  since  the 
alkalies  are  then  obtained  as  chloi'ides. 

2.  Strontium  feom  Potassium  and  Sodium. 

Strontium  may  be  separated  from  the  alkalies  like  barium,  13 
by  means  of  sulphuric  acid ;  but  this  method  is  not  preferable 
to  the  one  in  10,  in  cases  where  the  choice  is  permitted  (comp. 
§  102). 

3.  Calcium  feom  Potassium  and  Sodium. 

Precipitate  the  calcium  with  ammonium  oxalate  (§  103,  2,  14 
h,  «),  evaporate  the  filtrate  to  dryness,  and  determine  the  alka- 
lies in  the  ignited  residue.  In  determining  the  alkalies,  dis- 
solve the  residue,  freed  by  ignition  from  the  ammonium  salts, 
in  water,  filter  if  necessary,  acidify  the  filtrate,  according  to  cir- 
cumstances, with  hydrochloric  acid  or  sulphuric  acid,  and  then 
evaporate  to  dryness;  this  treatment  of  the  residue  is  neces- 
sary, because  ammonium  oxalate  partially  decomposes  chlorides 
of  the  alkali  metals  upon  ignition  with  formation  of  alkali  car- 
bonates, except  in  presence  of  a  large  proportion  of  ammonium 
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chloride.  The  results  are  still  more  accurate  than  in  A,  except 
where  ammonium  oxalate  has  been  used,  after  the  precipitation 
by  ammonium  carbonate,  to  remove  the  minute  traces  of  lime 
from  the  filtrate. 

4.  Magnesium  from  Potassium  and  Sodium.* 

a.  Methods  hosed  upon  the  spewing  solubility  of  Magnesium 
Hydroxide  in  Water. 

a.  Make  the  solution  as  neutral  as  possible,  and  free  from  15 
ammonium  salts  (it  is  a  matter  of  indifference  whether  the  mag- 
nesium and  alkali  metals  are  present  as  sulphates,  chlorides,  or 
nitrates),  add  barytarwater  as  long  as  a  precipitate  forms,  heat 
to  boiling,  filter,  and  wash  the  precipitate  with  boiling  water. 
The  precipitate  contains  the  magnesium  as  hydroxide.  Dis- 
solve it  in  hydrochloric  acid,  precipitate  the  barium  with  sul- 
phuric acid,  and  then  the  magnesium  as  ammonium -magnesium 
phosphate  (§  104,  2).  The  alkalies,  which  are  contained  in  the 
solution,  according  to  circumstances,  as  chlorides,  nitrates,  or 
caustic  alkalies,  are  separated  from  the  barium  as  directed  in 
10  or  12.  LiEBiG,  who  was  the  first  to  employ  this  method, 
proposes  crystallized  barium  sulphide  as  precipitant.  The 
method  is  not  very  exact,  as  magnesium  is  somewhat  more 
soluble  in  solutions  of  alkali  salts  than  in  water.  On  this 
account  the  weighed  alkali  salt  must  always  be  tested  for 
magnesium,  and  the  latter  determined  if  required. 

/3.  Precipitate  the  solution  with  a  little  pure  milk  of  lime,  16 
boil,  filter,  and  wash.  Separate  the  calcium  and  magnesium  in 
the  precipitate  according  to  24 ;  the  calcium  and  the  alkalies  in 
the  filtrate  according  to  10  or  14.  This  method  may  be  em- 
ployed when  magnesium  has  to  be  removed  from  a  fluid  con- 
taining calcium  and  alkalies,  provided  the  alkalies  alone  are 
to  be  determined.  Minute  quantities  of  magnesium  also  in  this 
case  remain  with  the  alkali  salt  from  the  cause  mentioned  in  a. 

y.  Evaporate  the  solution  of  the   chlorides  (which  must  17 
contain  no  other  acids)  to  dryness,  and  if  ammonium  chloride 
is  present,  ignite ;  warm  the  residue  with  a  little  water  (this 
will  dissolve  it  with  the  exception  of  some  magnesium  oxide, 
which  separates).     Add  mercuric  oxide  shaken  up  with  water, 

*Tlie  methods  a,  a  and  ft,  arc  suitable  for  the  separation  of  magnesium 
from  litliium. 
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evaporate  to  dryness  on  the  water-bath  with  frequent  stirring, 
dry  thoronghly,  ignite  with  increasing  temperature  till  all  the 
resulting  mercuric  chloride  is  volatilized.  (Avoid  inhaling  the 
fumes.)  There  is  no  need  to  continue  the  ignition  until  the 
whole  of  the  mercuric  oxide  is  expelled ;  on  the  contrary,  part 
of  it  may  be  filtered  off  together  with  the  magnesium  oxide 
and  subsequently  volatilized  upon  the  ignition  of  the  latter. 
Treat  the  residue  with  small  quantities  of  hot  water,  filter  off 
rapidly,  and  wash  the  magnesium  oxide  with  hot  water,  using 
small  quantities  at  a  time,  and  not  continuing  the  operation 
unnecessarily.  The  solution  contains  the  alkalies  in  form  of 
chlorides.  This  method,  proposed  by  Beezelius,  gives  satis- 
factory results,  and,  as  far  as  my  experience  goes,  is  the  best  of 
those  given  under  a.  Take  care  to  add  the  mercuric  oxide  only 
in  proper  quantity,  and  always  test  the  alkali  chlorides  for  mag- 
nesium, a  trace  of  which  will  generally  be  found. 

h.  Method  lased  on  the  Precipitation  of  the  Magnesium 
as  Ammonium  Magnesium  Carbonate. 

Mix  the  solution  of  sulphates,  nitrates,  or  chlorides  (it  must  18 
be  very  concentrated)  with  an  excess  of  a  concentrated  solution 
of  sesquicarbonate  of  ammonia  in  water  and  ammonia  (230  grm. 
of  the  salt,  360  c.c.  solution  of  ammonia  sp.  gr.  '96,  and  water 
to  1  litre).  After  twenty-four  hours  filter  off  the  precipitate 
(MgCOj-  (NH,),C03+  411,0),  wash  it  with  the  solution  of  am- 
monia and  ammonium  carbonate  used  for  the  precipitation,  dry, 
ignite  strongly  and  for  a  suflScientiength  of  time,  and  weigh  the 
magnesium  oxide.  Evaporate  the  filtrate  to  dryness  (keeping 
the  heat  at  first  under  100°,  expel  the  ammonium  salts,  and  de- 
termine the  alkalies  as  chlorides  or  sulphates.  When  sodium 
alone  is  present  the  results  are  tolerably  satisfactory.  In  the 
presence  of  potassium  the  ignited  magnesium  oxide  must  be 
extracted  with  water,  before  weighing,  as  it  contains  an  appre- 
ciable quantity  of  potassium  carbonate ;  the  washings  are  to  be 
added  to  the  principal  filtrate.  This  last  measure  is  unneces- 
sary in  the  absence  of  potassium.  The  magnesium  is  always  a 
little  too  low.  Mean  error  xinro  (F-  ^-  Schaffgotsch,*  H. 
"Weber  f). 

*  Pogg.  Annal.  104,  483.  f  Vierteljahressclirift  f.  prakt.  Pharm.  8,  161. 
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II.  Sepakatiok  of  the  Basic  Radicals  of  the  Second 
Geoup  from  each  other. 

§154. 
Index.    (The  uumbers  lefer  to  those  in  the  margin.) 

Barium  from  strontium,  20,  33,  33. 
calcium,  32,  23,  37,  33. 
"        magnesium,  19,  31. 
Strontium  from  barium,  20,  33,  32. 
calcium,  26,  30,  31. 
"  magnesium,  19,  21. 

Calcium  from  barium,  20,  23,  23,  27,  33. 
strontium,  36,  30,  31 
magnesium,  19,  34,  25,  28,  29. 
Magnesium  from  barium,  19,  31. 

strontium,  19,  31. 
calcium,  19,  24,  35,  38,  29. 

A.  General  Method. 

The   whole   of   the   Aleali-eaeth  Metals  feom  each 

OTHEE. 

Proceed  as  in  10.  The  magnesium  is  precipitated  from  tlie  19 
filtrate  as  ammonium  magnesium  pliosphate.  Tlie  precipitated 
carbonates  of  barium,  strontium,  and  calcium  are  dissolved  in 
hydrochloric  acid,  and  the  bases  separated  as  directed  in  20. 
The  traces  of  magnesium,  which  may  be  present  in  the  ammo- 
nium carbonate  precipitate,  are  obtained  by  evaporating  the  fil- 
trate from  the  strontium  or  calcium  sulphate  to  dryness,  taking 
up  the  residue  with  water,  and  precipitating  the  solution  with 
sodium  phosphate  and  ammonia. 

B.  Sjpedal  Methods. 

1.  Methods  hased  upon  the  Insolubility  of  Barium 
Silicofluoride. 

Baeium  feom  Steontium  and  feom  Calcium. 

Mix  the  neutral  or  slightly  acid  solution  with  hydrofluosili-  20 
cic  acid*  in  excess,  add  one  third  of  the  volume  of  alcohol  of 
•81  sp.  gr.,  let  the  mixture  stand  twelve  hours,  collect  the  pre- 
cipitate of  barium  silicofluoride  on  a  weighed  filter,  wash  with 

*  if  not  kept  in  a  gutta-percha  bottle  it  should  be  freshly  prepared. 
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a  mixture  of  equal  parts  of  water  aud  alcohol  until  the  wash- 
ings cease  to  show  even  the  least  trace  of  acid  reaction  (but  no 
longer),  and  drj  at  100°.  Precipitate  the  strontium  or  calcium 
from  the  filtrate  bj  dilute  sulphuric  acid  (§  102,  1,  a,  and  §  103, 
1).  The  results  are  satisfactory.  For  the  properties  of  bariuiri 
silicofluoride,  see  §  71.  If  both  strontium  and  calcium  are  pres- 
ent, the  sulphates  are  weighed,  and  then  separated  according 
to  26,  or  they  are  converted  into  carbonates  (§  132,  II,,  5),  and 
separated  according  to  31  or  30. 

2.  Methods  based  wpon  the  Insolubility  of  Barium 
Sulphate  or  Strontium  Sulphate,  as  the  case  may  be,  in, 
Water  and  in  Solution  of  Sodium  T hiosulphate. 

a.  Baeium  and  Strontium  from  .Magnesium. 
Precipitate  the  barium  and  strontium  with  sulphuric  acid  21 

(§  101,  1,  a  and  §  102,  1,  a),  and  the  magnesium  from  the  fil- 
trate with  ammonia  and  sodium  ammonium  phosphate 
(§  lOi,  2). 

b.  Barium  from  Calcium. 

Mix  the  solution  with  hydrochloric  acid,  then  with  highly  22 
dilute  sulphuric  acid  (1  part  acid  to  300  water),  as  long  as  a  pre- 
cipitate forms  ;  allow  to  deposit,  and  determine  the  barium  sul- 
phate as  directed  §  101,  1,  a.  Concentrate  the  washings  by 
evaporation  and  add  them  to  the  filtrate,  neutralize  the  acid 
with  ammonia,  and  precipitate  the  calcium  as  oxalate  (§  103,  2, 
b,  a).  The  method  is  principally  to  be  recommended  when 
small  quantities  of  barium  have  to  be  separated  from  much  cal- 
cium. If  we  have  to  separate  calcium  sulphate  f  i-om  barium 
sulphate,  the  salts  may  (in  the  absence  of  free  acids)  be  treated 
repeatedly  with  a  solution  of  sodium  thiosulphate  at  a  gentle 
heat.  The  barium  sulphate  remains  undissolved,  the  calcium 
sulphate  dissolves.  The  calcium  is  precipitated  from  the  fil- 
trate by  ammonium  oxalate  (Diehl*). 

8.  Method  based  upon  the  different  deportment  with 
Alkali  Carbonates  of  Barium  Sulphate  on  the  onehand, 
and  Strontium  and  Calcium  Sulphates  on  the  other. 

Barium  from  Strontium  and  Calcium. 

Digest  the  three  precipitated  sulphates  for  twelve  hours  at  23 

*  Journ.  f.  prakt.  Chem.  79,  430. 
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the  common  temperature  (15°— 20°),  with  frequent  stirring, 
with  a  solution  of  amuioniuin  carljonate,  decant  tlie  fluid  on  to 
a  filter,  treat  the  residue  repeatedly  in  the  same  way,  wasli 
finally  with  water,  and  in  the  still  moist  precipitate,  separate 
the  undecomposed  barium  sulphate  by  means  of  cold  dilute 
hydrochloric  acid  from  the  strontium  and  calcium  carbonates 
formed.  To  hasten  the  separation  you  may  boil  the  sulphates 
for  some  time  with  a  solution  of  potassium  (not  sodium)  car- 
bonate, to  which  ^  the  amount  of  the  carbonate,  or  more,  of 
potassium  sulphate  has  been  added.  By  this  process,  also,  the 
strontium  and  calcium  sulphates  are  decomposed,  the  barium 
sulphate  remaining  unacted  on.  If  the  basic  metals  are  in  solu- 
tion, the  above  solution  of  potassium  carbonate  and  sulphate  is 
added  in  excess  at  once,  and  the  whole  boiled.  The  precipitate, 
consisting  of  barium  sulphate  and  strontium  and  calcium  car- 
bonates, is  to  be  treated  as  above  with  cold  hydrochloric  acid 
(H.  EosE*). 

4.  Methods  based  on  the  Insolvhility  of  Calcium  Sul- 
phate in  Alcohol. 

Calcium  feom  Magnesium. 

a.  Remove  water  and  free  hydrochloric  from  a  solution  of  24 
the  chlorides  by  evaporation,  dissolve  the  residue  in  strong  (but 
not  absolute)  alcohol,  add  a  slight  excess  of  pure  strong  sulphu- 
ric acid,  digest  in  the  cold,  allow  to  stand  for  some  houi-s,  trans- 
fer the  precipitate  consisting  of  calcium  sulphate  and  some 
magnesium  sulphate  to  a  filter,  wash  away  the  acid  thoroughly 
with  nearly  absolute  alcohol,  and  then  continue  the  washing 
with  alcohol  sp.  gr.  -96 — '95  till  a  few  drops  of  the  washings 
give  no  residue  on  evaporation.  Weigh  the  calcium  sulphate 
according  to  §  103,  1.  Evaporate  the  alcohol  from  the  filtrate, 
and  determine  the  magnesium  according  to  §  104,  2.  The 
method  is  in  itself  not  new,  but  A.  CHizYNSKi,f  adopting  the 
precautions  here  given,  has  obtained  excellent  results,  even  in 
the  presence  of  phosphoric  acid. 

h.  Small  quantities  of  Calcium  fkom  much  Magnesium.  26 
Convert  into  neutral  sulphates,  dissolve  the  mass  in  water,  and 
add  alcohol,  with  constant  stirring,  till  a  slight  permanent  tur- 

*  Pogg.  Annal.  95,  286,  299,  437.  f  Zeitschr.  f.  anal.  Chem.  4,  348. 
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bidity  is  produced,  "Wait  a  few  liours  and  then  filter,  wash  the 
precipitated  calcium  sulphate  with  alcohol  which  has  been 
diluted  with  an  equal  volume  of  water,  and  determine  it  after 
§  103,  1,  a  (in  which  case  the  weighed  sulphate  must  be  tested 
for  magnesium),  or  dissolve  the  precipitate  in  water  containing 
hydrocliloric  acid  and  separate  the  calcium  from  the  small  quan- 
tity of  magnesium   possibly   coprecipitated  according  to  28 

(SCHEEKEE*). 

5 .  Me  thods  hased  on  the  Insoluh  ility  of  Strontium  and 
Barium  Sulphates  in  solution  of  Ammonium  Sulphate. 

Strontium  from  Calcium. 

If  the  mixture  is  soluble,  dissolve  in  the  smallest  quantity  26 
of  water,  add  about  50  times  the  quantity  of  the  substance  of 
ammonium  sulphate  dissolved  in  four  times  its  weight  of  water, 
and  either  boil  for  some  time  with  renewal  of  the  water  that 
evaporates  and  addition  of  a  very  little  ammonia  (as  the  solu- 
tion of  ammonium  sulphate  becomes  acid  on  boiling),  or  allow  to 
stand  at  the  ordinary  temperature  for  twelve  hours.  Filter  and 
wash  the  precipitate,  which  consists  of  strontium  sulphate  and 
a  little  ammonium  strontium  sulphate,  with  a  concentrated  solu- 
tion of  ammonium  sulphate,  till  the  washings  remain  clear  on 
addition  of  ammonium  oxalate.  The  precipitate  is  cautiously 
ignited,  moistened  with  a  little  dilute  sulphuric  acid  (to  convert 
the  small  quantity  of  strontium  sulphide  into  sulphate),  reig- 
nited  and  weighed.  The  highly  dilute  filtrate  is  precipitated 
with  ammonium  oxalate,  and  the  calcium  determined  according 
to  §  103,  2,  5,  a.  If  you  have  the  solid  sulphates  to  analyze, 
they  are  very  finely  powdered  and  boiled  with  concentrated  solu- 
tion of  ammonium  sulphate  with  renewal  of  the  evaporated 
water  and  addition  of  a  little  ammonia.  Results  very  close,  e.g.., 
1-048  Sr(]Sr03),  instead  of  1-053,  and  -497  CaCO,,  instead  of  -504 
(H.  EosEit)- 

Babium  may  be  separated  from  Calcium  in  the  same  way.    27 

6.  Methods  lased  upon  the  InsoluUlity  of  Caloium 
Oxalate  in  Ammonium  Chloride  and  in  Acetic  Acid. 

Calcium  from  Magnesium. 

a.  Mix  the  properly  diluted  solution  with  sufiicient  ammo-  28 

»  Annal.  d.  Chem.  u.  Pharm.  110,  337.  %  Pogg.  Annal.  110,  396. 
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nium  chloride  to  prevent  the  formation  of  a  precipitate  by 
ammonia,  which  is  added  in  slight  excess ;  add  ammonium  oxa- 
late as  long  as  a  precipitate  forms,  then  a  further  portion  of  the 
same  reagent,  about  snflBcient  to  convert  the  magnesium  also 
into  oxalate  (which  remains  in  solution).  This  excess  is  abso- 
lutely indispensable  to  insure  complete  precipitation  of  the  cal- 
cium, as  calciiim  oxalate  is  slightly  soluble  in  magnesium  chlo- 
ride not  mixed  with  ammonium  oxalate  (Expt.  No.  92).  Let 
the  mixture  stand  twelve  hours,  decant  the  supernatant  clear 
fluid,  as  far  as  practicable,  from  the  precipitated  calcium  oxa- 
late, mixed  with  a  little  magnesium  oxalate,  on  to  a  filter,  wash 
the  precipitate  once  in  the  same  way  by  decantation,  then  dis- 
solve in  hydrochloric  acid,  add  water,  then  ammonia  in  slight 
excess,  and  a  little  ammonium  oxalate.  Let  the  fluid  stand 
until  the  precipitate  has  completely  subsided,  then  pour  on  to 
the  previous  filter,  transfer  the  precipitate  finally  to  the  latter, 
and  proceed  exactly  as  directed  §  103,  2,  h,  a.  The  first  filtrate 
contains  by  far  the  larger  portion  of  the  magnesium,  the  second 
the  remainder.  Evaporate  the  second  filtrate,  acidified  with 
hydrochloric  acid,  to  a  small  volume,  then  mix  the  two  fluids, 
and  precipitate  the  magnesium  with  sodium  ammonium  phos- 
phate (HNa]SrH,)PO„*as  directed  §  104,  2.  If  the  quantity  of 
ammonium  salts  present  is  considerable,  the  estimation  of  the 
magnesium  is  rendered  more  accurate  by  evaporating  the  fluids 
in  a  large  platinum  or  porcelain  dish  to  dryness,  and  igniting 
the  residuary  saline  mass,  in  small  portions  at  a  time,  in  a  smaller 
platinum  dish,  until  the  ammonium  salts  are  expelled.  The 
residue  is  then  treated  with  hydrochloric  acid  and  water, 
warmed,  allowed  to  cool,  and  rendered  just  alkaline  with  ammo- 
nia. If  enough  ammonium  chloride  is  present,  no  magnesium 
hydroxide  will  fall  down,  but  occasionally  small  flocks  of  silica 
or  alumina  are  to  be  seen.  Filter  them  off  and  finally  precipi- 
tate with  ammonia  and  (II]S'aNII,)PO,.  If  the  precipitate  pro- 
duced by  ammonia  is  at  all  considerable,  dissolve  it  in  hydro- 
chloric acid,  evaporate  the  solution  on  a  water-bath  to  dryness, 
treat  the  residue  with  hydrochloric  acid  and  water,  render  alka- 
line with  ammonia,  filter,  and  add  the  filtrate  to  the  principal 
solution. 

*  This  is  preferable  to  sodium  phosphate  as  a  precipitant,  see  Moiir,  Zeitschr. 
f.  anal.  Chem.  13,  36. 
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l^umerous  experiments  have  convinced  me  that  this  method 
which  is  so  frequently  employed,  gives  accurate  results  only  if 
the  foregoing  instructions  are  strictly  complied  with.  It  is  only 
in  cases  where  the  quantity  of  magnesium  present  is  relatively 
small  that  a  single  precipitation  with  ammonium  oxalate  may 
be  found  suflScient  (comp.  Expt.  No.  93*). 

h.  In  the  case  of  calcium  and  magnesium  phosphates,  dis-  29 
solve  in  the  least  possible  quantity  of  hydrochloric  acid,  add 
ammonia  until  a  copious  precipitate  forms ;  redissolve  this  by 
addition  of  acetic  acid,  and  precipitate  the  calcium  with  an 
excess  of  ammonium  oxalate.  To  determine  the  magnesium 
precipitate  the  filtrate  with  ammonia  and  (HNaN"II,)PO,.  As 
free  acetic  acid  by  no  means  prevents  the  precipitation  of  small 
quantities  of  magnesium  oxalate,  the  precipitate  contains  some 
magnesium,  and  as  calcium  oxalate  is  not  quite  insoluble  in 
acetic  acid,  the  filtrate  contains  some  calcium ;  these  two  sources 
of  error  compensate  each  other  in  some  measure.  In  accurate 
analysis,  however,  these  trifling  admixtures  of  magnesium  and 
calcium  are  afterwards  separated  from  the  weighed  precipi- 
tates of  calcium  carbonate  or  oxide  and  magnesium  pyrophos- 
phate respectively. 

7.  Method  hased  upon  the  Insolubility  of  Strontium 
Nitrate  in  Alcohol  and  Ether. 

Strontium  from  CALcnjM:  {after  Steometee). 

Digest  the  perfectly  dry  nitrates  in  a  closed  flask  with  abso-  30 
lute  alcohol,  to  which  an  equal  volume  of  ether  should  be  added 
(H.  Rose).  Filter  ofi  the  undissolved  strontium  nitrate  in  a 
covered  funnel,  wash  with  the  mixture  of  alcohol  and  ether,  dis- 
solve in  water,  and  determine  as  strontium  sulphate  (§  102, 1). 
Precipitate  the  calcium  from  the  filtrate  by  sulphuric  acid. 
The  results  are  satisfactory. 

8.  Indirect  Method. 
Steontium  feom  Calcium. 

Determine  both  bases  first  as  carbonates  or  oxides,  precipi-  31 

*  Further  experiments  will  be  found  in  Zeitschr.  f.  anal.  Chem.  7,  310.  Com- 
pare also  WiTTSTEiN,  Zeitschr.  f.  anal.  Chem.  2,  318,  and  CossA,  lb.  8,  141, 
According  to  Hager,  lb.  9,  254,  the  precipitate  of  calcium  oxalate  will  be  free 
from  magnesium  if  filtered  off  immediately  ;  however,  I  fear  that  a  little  calcium 
might  in  this  case  be  left  in  solution. 
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tating  them  either  with  ammonium  carbonate  or  oxalate  (§§  102, 
103) ;  then  estimate  the  amount  of  carbonic  acid  in  them,  and 
calculate  the  amount  of  strontium  and  calcium  as  directed  in 
"  Calculation  of  Analyses."  The  determination  of  the  carbonic 
acid  may  be  effected  by  fusion  with  vitrified  borax  (§  139,  II.,  c), 
but  the  application  of  a  moderate  white  heat,  such  as  is  given 
by  a  good  gas  blowpipe  without  the  use  of  a  crucible  jacket,  is 
alone  sufiBcient  to  drive  out  all  the  carbonic  acid  from  both  the 
carbonates  (F.  G.  Schatfgotsch*).  I  can  strongly  recommend 
this  method.  It  is  well  to  precipitate  the  carbonates  hot,  to 
press  the  precipitate  cautiously  down  in  the  platinum  crucible 
and  turn  over  the  agglomerated  cake  every  now  and  then  till, 
after  repeated  ignitions,  the  weight  has  become  constant.  The 
results  are  good  if  neither  of  the  bases  is  present  in  too  minute 
quantity. 

The  indirect  separation  may,  of  course,  be  eiiected  by  means  33 
of  other  salts,  and  can  be  used  also  for  the  determination  of  cal- 

CnUI    IN    PEESENCE    OF    BAEIUM  Or  of  BAEIHM    IN    PKESENCE    OF 

STKONTTCTM.  In  the  expulsion  of  carbonic  acid  from  barium  car- 
bonate vitrified  borax  must  be  used  (§  139,  II.,  o). 

Third  Group. 

AlUMINXUM OHKOMIUM. 

I.  Sepaeation  of  ALriiiNiiJii   and   Cheomium  feom  the 
Alkalies. 

§155. 
1.  Feom  Ammonium. 

a.  Aluminium  and  chromium  salts  may  oe  separated  from  33 
ammonium  salts  by  ignition.  However,  in  the  case  of  alu- 
minium, this  method  is  applicable  only  in  the  absence  of  chlo- 
rine (volatilization  of  aluminium  chloride).  The  safest  way, 
therefore,  is  to  mix  the  compound  with  sodium  carbonate 
before  igniting. 

J.  Determine  the  ammonium  by  one  of  the  methods  given  34 
in  §  99,  3,  using  solution  of  potassa  or  soda  to  effect  the  expul- 
sion of  ammonia.     The  aluminium  and  chromium  are  then 
determined  in  the  residue  in  the  same  way  as  in  35. 

*Pogg.  Annal.  "\  615. 


500  SEPAKATION.  [|  15g_ 

2.  Feom  Potassitjm  and  Sodium. 

a  Precipitate  and  determine  the  chromium  and  aluminium  35 
with  ammonia  as  directed  in  §  106,  a,  and  §  106,  1,  a.  The  fil- 
trate contains  the  alkalies,  which  are  then  freed  from  the  ammo- 
nium salt  foimed,  by  evaporation  to  dryness  and  ignition.  In 
the  presence  of  large  quantities  of  alkali  salts  it  is  well  to  dis- 
solve the  moderately  ignited  precipitate  in  hydrochloric  acid, 
and  reprecipitate  with  ammonia. 

5.  Aluminium  may  be  separated  also  from  potassium  and  36 
sodium  by  heating  the  nitrate  (see  38). 

II.  Sepaeation  of  Aluminium  and  Chromium  feom  the 
Alkali-eaeth  Metals. 

§156. 

Index.     (The  numbers  refer  to  those  in  the  margin.) 

Aluminium  from  barium,  37 — il,  and  43. 

'•  strontium,  37 — 41,  and  43. 

calcium,  37—41,  and  44,  46. 
"         magnesium,  37 — 41,  and  46. 
Chromium  from  the  all^ali-earth  metals,  47 — 50. 

Separation  of  Aluminium  feom  the  Alkali-eaeth  Metals. 

A.  General  Methods. 

The  whole    of    the  Alkali-eaeth  Metals  feom  Alu- 
mintum. 

1.  Method  hased  upon  the   Precipitation  of  Alvr 
minium  Hydroxide  hy  Ainmonia,  and  upon  its  solution 
in  Soda. 
Put  the  solution  in  a  platinum  dish  or,  with  less  advantage,  37 
a  porcelain  dish.     Let  it  be  dilute  and  warm.     Add  a  tolerable 
quantity  of  ammonium  chloride,  if  such  be  not  already  present, 
then  very  gradually,  almost  drop  by  drop  (Weinkle*),  ammo- 
nia as  free  as  possible  from  carbonic  acid,  in  moderate  excess, 
and  boil  till  no  more  free  ammonia  is  observable.     Under  these 
circumstances,  a  little  magnesium  hydroxide,  and  also  a  small 
quantity  of  calcium,  barium,  or  strontium  carbonates  are  at  iirst 
precipitated  along  with  the  aluminium  hydroxide ;  on  the  boil- 

*  Zeitschr.  f .  anal.  Chem.  10,  96. 
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ing  with  ammonium  chloride,  the  coprecipitated  alkali-earth 
metal  compounds  redissolve,  so  that  the  aluminium  hydroxide 
finally  retains  only  an  unweighable  or  scarcely  weighable  trace 
of  them.  Allow  to  deposit,  and  proceed  with  the  aluminium 
determination  according  to  §  105,  a.  In  very  exact  analysis  it 
is  well,  after  moderately  washing  the  aluminium  precipitate,  to 
redissolve  it  in  hydrochloric  acid,  and  reprecipitate  with  ammo- 
nia as  above.  In  separations  of  aluminium  from  calcium  or 
magnesium  this  double  precipitation  is  especially  necessary  in 
the  presence  of  sulphates.  After  the  aluminium  oxide  has 
been  weighed,  fuse  it  for  a  long  time  with  potassium  disul- 
phate,  dissolve  the  fused  mass  in  water,  and  determine  any  sili- 
cic acid*  that  may  remain.  The  solution,  when  mixed  with 
potassa  in  excess,  will  often  not  appear  perfectly  clear,  but  will 
contain  a  few  flocks  of  magnesium  hydroxide  (perhaps  also 
traces  of  barium,  strontium,  or  calcium  carbonates).  If  there  is 
any  amount  of  the  latter,  filter  it  off,  dissolve  in  nitric  acid,  pre- 
cipitate with  ammonia,  boil  till  the  fluid  ceases  to  smell  of 
ammonia,  filter,  evaporate  the  small  quantity  of  fluid  in  a  pla- 
tinum capsule,  ignite,  weigh  the  residual  magnesium  oxide 
(which  may  contain  traces  of  other  alkali-earth  metals),  deduct 
it  from  the  aluminium  oxide,  dissolve  it  in  hydrochloric  acid, 
and  add  to  the  original  flltrate.  In  order  to  the  further  separa- 
tion of  the  alkali-earth  metals,  acidify  the  fluid  containing  them 
■with  hydrochloric  acid,  evaporate  (preferably  in  a  platinum  dish) 
to  a  small  bulk,  and  while  still  warm  add  ammonia  just  in 
excess.  A  small  precipitate  of  aluminium  hydroxide  is  some- 
times formed  at  this  stage  ;  filter  off,  wash,  and  weigh  with  the 
principal  precipitate.  In  the  filti'ate  determine  the  alkali-earth 
metals  according  to  §  151. 

[The  difficulty  of  washing  aluminium  hydroxide  usually 
increases  with  lapse  of  time  between  precipitation  and  filtra- 
tion. This  difiiculty  may  be  to  some  extent  obviated  by  the 
following  slight  modification  of  the  above-described  manipula- 
tion. Add  ammonia  to  the  solution,  which  may  occupy  a  vol- 
ume of  400  c.c.  for  '2  gr.  Al^O^,  until  free  acid  is  partially  neu- 
tralized, but  not  until  a  permanent  precipitate  is  formed ;  add 


*  A  small  quantity  will  always  be  found  if  you  have  boiled  in  a  glass  Or 
porcelain  vessel. 
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also  ammonium  chloride  if  but  little  free  acid  was  present.  Heat 
nearly  to  boiling,  and  add  ammonia  slowly  until  a  permanent 
precipitate  begins  to  form,  then  drop  by  drop  until  a  slip  of  red 
litmus-paper  dipped  into  the  fluid  changes  to  blue  and  the  odor 
of  ammonia  becomes  perceptible  on  boiling.  Carefully  avoid 
the  use  of  more  ammonia  than  is  sufficient  to  produce  these 
indications  of  a  slight  excess.  Boil  rapidly  Y  to  10  minutes, 
allow  the  precipitate  to  settle  5  to  10  minutes,  filter  and  wash 
the  precipitate  moderately  upon  the  filter.  Remove  the  filter 
with  the  moist  precipitate  from  the  funnel,  and  unfold  it  upon 
the  side  of  a  beaker  having  a  height  exceeding  the  diameter  of 
the  filter,  so  that  the  latter  may  not  extend  to  the  bottom 
of  the  beaker.  Rinse  the  precipitate  from  the  filter  down 
to  the  bottom  of  the  beaker  with  a  strong  jet  of  water 
and  dissolve  (completely  or  nearly)  by  adding  concentrated 
hydrochloric  acid.  Moisten  also  the  filter  with  acid  somewhat 
diluted,  and  rinse  the  small  amount  of  aluminium  chloride  solu- 
tion thus  formed  out  of  the  paper  with  a  jet  of  water.  Push 
up  the  filter  now,  if  necessary  with  a  rod,  so  that  it  may  be 
above  the  solution,  and  allow  it  to  remain  adhering  to  the  side 
of  the  beaker.  The  solution  need  not,  for  this  second  precipi- 
tation, occupy  a  volume  above  200 — 250  c.c.  Precipitate  the 
aluminium  pi-ecisely  as  before,  moistening  also  the  filter  with 
ammonia  solution.  Immediately  after  boiling  pour  the  solution 
with  the  precipitate  upon  a  filter.  Push  the  old  filter  down  to 
the  bottom  of  the  beaker,  wash  it  by  adding  and  decanting 
small  successive  portions  of  hot  water,  stirring  and  pressing  the 
paper  with  a  rod  and  pouring  the  water  upon  the  precipitate, 
until  a  few  drops  of  the  decanted  water  give  no  turbidity  with 
silver  nitrate.  Next  complete  the  washing  of  the  precipitate 
on  the  filter  with  hot  water.  After  the  washing  is  complete, 
beat  up  the  old  filter  in  the  beaker  with  a  glass  rod  and  rinse  it 
out  upon  the  top  of  the  washed  precipitate — the  old  filter  must 
on  no  account  be  thrown  away,  since  it  may  retain  a  little  alu- 
minium hydroxide  which  treatment  with  hydrochloric  acid 
failed  to  dissolve.  Add  to  the  united  filtrates  ammonia  to 
decided  alkaline  reaction  ;  heat  until  the  solution  becomes  neu- 
tral. If  more  aluminium  hydroxide  separates,  collect  it  on  a 
small  filter.] 
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2.  Method  hased  upon  the  unequal  Decomposahility 
of  the  Nitrates  at  a  Moderate  Heat  (Deville*). 

To  make  this  simple  and  convenient  method  apphcable,  the  38 
basic  metals  nmst  be  present  as  pure  nitrates.  Evaporate  to  dry- 
ness in  a  platinum  dish,  and  heat  gradually,  with  the  cover  on, 
in  the  sand-  or  air-bath — or,  better  still,  on  a  thick  iron  disk, 
with  two  cavities,  one  for  the  platinum  dish,  the  other,  filled 
with  brass  turnings,  for  inserting  a  thermometer — to  from 
200°  to  250°,  until  a  glass  rod  moistened  with  ammonia  ceases 
to  indicate  further  evolution  of  nitric-acid  fumes.  You  may 
also,  without  risk,  continue  to  heat  until  nitrous-acid  vapors  form. 
The  residue  consists  of  alumii^ium  oxide,  barium,  strontium  and 
calcium  nitrates,  and  normal  and  basic  magnesium  nitrates. 

Moisten  the  mass  with  a  concentrated  solution  of  ammonium 
nitrate,  and  heat  gently,  but  do  not  evaporate  to  dryness. 
Repeat  this  operation  until  no  further  evolution  of  ammo- 
nia is  perceptible.  (The  basic  magnesium  nitrate,  insoluble  in 
water,  dissolves  in  nitrate  of  ammonia,  with  evolution  of  ammo- 
nia, as  normal  magnesium  nitrate.)  Add  water,  and  digest  at 
a  gentle  heat. 

[If  the  ammonium  nitrate  lias  evolved  only  imperceptible 
traces  of  ammonia,  pour  hot  water  into  the  dish,  stir,  and  add  a 
drop  of  dilute  ammonia ;  this  must  cause  no  turbidity  in  the 
fluid ;  should  the  fluid  become  turbid,  this  proves  that  the  heat- 
ing of  the  nitrates  has  not  been  continued  long  enough ;  in 
which  case  you  must  again  evaporate  the  contents  of  the  dish, 
and  heat  once  more.] 

The  aluminium  oxide  remains  undissolved  in  the  form  of  a 
dense  granular  substance.  Decant  after  digestion,  and  wash  witli 
boiling  water ;  ignite  strongly  in  the  same  vessel  in  whicli  the 
separation  has  been  effected,  and  weigh.  Test  the  weighed  alu- 
minium oxide  according  to  37.  Separate  the  alkali-earth  metals 
as  directed  §  15i. 

In  the  same  way  aluminium  may  be  separated  also  from 
potassium  and  sodium  (36.) 

3.  Method  in  which  the  processes  of  1  ami  2  are  com- 
hined. 

Precipitate  the  aluminium  as  in  37,  wash  in  the  same  way  39 

»  Journ.  f.  prakt.  Chem.  1853,  60,  9. 
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as  there  directed,  then  treat,  while  still  moist,  with  nitric  acid 
and  proceed  according  to  38,  to  remove  the  trifling  amount  of 
magnesium,  etc.,  coprecipitated  ;  add  the  solution  obtained  to 
the  principal  solution  of  the  alkaline  earths,  and  treat  the  fluid 
as  directed  in  37.  This  method  may  be  employed  also  in  the 
case  of  chlorides ;  it  will  be  sometimes  found  useful. 

4.  Method  hased  upon   the   Precipitation  of  Alumin- 
ium hi/  Sodium  Acetate  or  Formate  vpon  hailing. 

The  same  process  as  for  the  separation  of  ferric  iron  from  40 
the  alkali-earth  metals.  The  method  is  employed  more  par- 
ticularly when  both  aluminium  and  ferric  iron  have  to  be 
separated  from  alkali-earth  metals  at  the  same  time.  The 
precipitation  of  the  aluminium  is  usually  not  quite  complete, 
so  that  it  will  be  necessary  to  separate  the  aluminium  which 
remains  in  solution  from  the  filtrate  (37). 

5.  Method  hased  on  the  Precipitation  of  Aluminium 
hy  Ammoniwm  Succinate. 

Proceed  as  for  the  precipitation  of  ferric  iron  by  the  same  41 
reagent  (§  159);    especially  to  be  employed  when  aluminium 
and  ferric  iron  are  both  to  be  separated  from  alkali-earth  metals 
at  the  same  time.     The  filtrate  must  be  tested  according  to  40. 

B.  Special  Methods. 
Some  of  the  Alkali-eaeth  Metals  feom  ALmmnrar. 

1.  Methods  hased  upon  the  Precipitation  of  some  of 
the  Salts  of  the  ATkali-earth  Metals. 

CO.  Eaeium  and  Strontium  feom  ALtrMmiuM. 
Precipitate  the  barium  and  strontium  with  sulphuric  acid  43 
(§§  101  and  102),  and  the  aluminium  from  the  filtrate  as  directed 
§  105,  a.     This  method  is  especially  suited  for  the  separation  of 
barium  from  aluminium.     In  accurate  analyses  the  barimn  sul- 
phate must  be  purified  according  to  12. 

h.  Calcium  feom  Aluminium. 
Add  ammonia  to  the  solution  until  a  permanent  precipitate  44 
forms,  then  acetic  acid  until  this  precipitate  is  redissolved,  then 
ammonium  acetate,  and  finally  ammonium   oxalate  in  slight 
excess  (§  103,  2,  5,  /J);  allow  the  precipitated  calcium  oxalate 
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to  deposit  in  the  cold,  then  filter,  and  precipitate  the  aluminium 
from  the  filtrate  as  directed  §  105,  a. 

2.  Method  'based  upon  the  Precipitation  of  Alumi- 
nium hy  Barium,  Carbonate. 

Aluminium  feom  Magnesium  and  Small  Quantities  of 
Calcium. 

Mix  the  slightly  acid  dilute  fluid  in  a  flask,  with  a  moderate  46 
excess  of  barium  carbonate  shaken  up  with  water ;  cork  the 
flask  and  let  the  mixture  stand  in  the  cold  until  the  aluminium 
hydroxide  has  subsided,  wash  by  decantation  three  times,  filter, 
and  then  determine  the  aluminium  in  the  precipitate  as  directed 
43;  in  the  filtrate,  first  precipitate  the  barium  by  sulphuric 
acid  (22),  and  then  separate  the  calcium  and  magnesium  accord- 
ing to  §  154. 

Sepaeation  of  Cheomitm  from  the  Alkali-eaeth  Metals. 

1.  The  best  way  to  separate  the  whole  of  the  alkali- 
eaeth  metals  from  chromium  at  the  same  time  is  to  convert 
the  latter  into  chromic  acid.  This  may  be  done  in  the  dry  or 
the  wet  way. 

a.  Dry  way.  Mix  the  powdered  substance  with  about  S  47 
times  its  weight  of  a  mixture  of  2  parts  of  sodium  carbonate 
and  1  part  of  nitre,  and  fuse  in  a  platinum  crucible.  On  treat- 
ing the  fused  mass  with  hot  water,  the  chromium  dissolves  as 
alkali  chromate  (to  be  determined  according  to  §  130),  while 
the  alkali-earth  metals  remain  in  the  residue  as  carbonates  or 
oxides  (magnesium  oxide).  If  the  residue  is  not  perfectly  white, 
extract  the  remainder  of  the  chromic  acid  from  it  by  boiling 
with  solution  of  sodium  carbonate. 

b.  Wet  way.     Suitable    for    separating    chromium   from  48 
barium,  strontium,  and  calcium. 

Nearly  neutralize  the  acid  fluid  with  sodium  carbonate,  add 
excess  of  sodium  acetate,  warm  and  pass  chlorine,  adding  sodium 
carbonate  occasionally  to  keep  the  fluid  nearly  neutral.  As 
soon  as  all  the  chromium  is  oxidized,  precipitate  with  sodium 
carbonate  by  the  aid  of  heat,  and  proceed  for  the  rest  according 
to  47  (Glbbs*).     Bromine  instead  of  chlorine  may  be  used ; 

•  Zeitschr.  f .  anal.  Chem.  3,  328. 
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however,  the  oxidation  is  but  tardily  effected  by  the  mere  addi- 
tion of  bromine  water. 

2.  Chromium  fkom  Baeium,  Steontium,  and  Calcium.  To  49 
separate  barium  and  strontium,  precipitate  the  moderately  acid, 
hot,  dilute  solution  with  sulphuric  acid — in  the  presence  of 
strontium,  allow  to  cool  and  add  alcohol — and  when  the  pre- 
cipitate has  settled,  filter.  Chromium  cannot  be  separated  by 
ammonia  from  the  alkali-earth  metals,  since,  even  though  car- 
bonic acid  be  completely  excluded,  they  are  partially  precipi- 
tated along  with  the  chromic  hydroxide.  From  solutions 
containing  a  salt  of  chromium,  calcium  cannot  be  precipitated 
completely  by  ammonium  oxalate ;  but  it  may  be  by  sulphuric 
acid  and  alcohol  (§  103,  1). 

3.  Ciieomium  may  also   be  separated  from  Magnesium  and  50 
small  quantities  of  Calcium  by  means  of  barium  carbonate. 
See  46. 

III.  Sepaeation  of  Cheomium  feom  Aluminium.* 
§157. 

a.  Fuse  the  oxides  with  2  parts  of  potassium  nitrate  and  4  51 
parts  of  sodium  carbonate  in  a  platinum  crucible,  treat  the  fused 
mass  with  boiling  water,  rinse  the  contents  of  the  crucible  into 
a  porcelain  dish  or  beaker,  add  a  somewhat  large  quantity  of 
potassium  chlorate,  supersaturate  slii;htly  with  hydrochloric 
acid,  evaporate  to  the  consistence  of  syrup,  and  add,  during  the 
latter  process,  some  more  potassium  chlorate_  in  portions,  to 
remove  the  free  hydrochloric  acid.  Dilute  now  with  water, 
and  separate  the  aluminium  and  chromium  as  directed  §  130, 
II.,  c,  a.  If  you  omit  the  evaporation  with  hydrochloric  acid 
and  potassium  chlorate,  part  of  the  chromic  acid  will  be  reduced 
by  the  nitrous  acid  in  the  fluid,  and  chromic  hydroxide  will 
accordingly,  upon  addition  of  ammonia,  be  precipitated  with 
the  aluminium  hydroxide  (DexteeI). 

5.  Dissolve  the  oxides  in  hydrochloric  acid,  add  soda  or  52 
potassa  solution  in  sufficient  excess  and  saturate  the  clear  green 
solution  with  chlorine  gas.     The  chromium  will  be  converted 

*  The  separation  of  alumiiiium  from  titanic  acid  will  be  given  under  th« 
Analysis  of  Silicates, 
t  Pogg.  Anal.  89,  143. 
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into  chromic  acid,  and  the  aluminium  partially  separated. 
When  the  fluid  has  become  of  a  pure  yellow  color,  heat  to 
reniove  the  excess  of  chlorine,  add  ammonium  carbonate,  and 
digest  to  destroy  the  hypochlorous  acid  and  precipitate  the  still 
dissolved  aluminium,  and  proceed  according  to  §  130,  II.,  c,  a 

(WoHLEE*). 

G.  Nearly  neutralize  the  acid  solution  with  sodium  carbonate,  53 
add  sodium  acetate  in  excess,  pass  chlorine  or  add  bromine  and 
warm.  The  chromium  will  readily  be  converted  into  chromic 
acid,  especially  if  sodium  carbonate  is  added  every  now  and  then 
to  keep  the  fluid  nearly  neutral.  As  soon  as  this  is  efEected 
proceed  according  to  §  130,  II.,  e,  a  (GiBBsf). 

Fmirth  Group. 

ZINO — MANGANESE NICKEL COBALT FEEKOUS   IKON FEEEIC 

lEON — (uKANIUM)  . 

I.  Separation  of  the  Metals  of  the  Foueth  Geoup  feom 
THE  Alkalies. 

§158. 

A,  General  Methods. 

1.  All  Metals  of  the  Foueth  Geoup  feom  Ammonium. 

Proceed  as  for  the  separation  of  chromium  and  aluminium  54 
from  ammonium,  33.  It  must  be  borne  in  mind  that  the  oxides 
of  the  fourth  group  comport  themselves,  upon  ignition  with 
ammonium  chloride,  as  follows :  Ferric  oxide  is  partly  converted 
into  ferric  chloride  which  volatilizes  ;  the  oxides  of  manganese 
are  converted  into  manganous  chloride  and  manganous  oxide 
with  volatilization  of  some  of  the  former ;;{:  the  oxides  of 
nickel  and  cobalt  are  reduced  to  the  metallic  state,  no 
chloride  being  lost  by  volatilization  ;§  oxide  of  zinc  is  converted 
into  chloride  which  volatilizes.  It  is,  therefore,  generally 
the  safest  way  to  add  sodium  carbonate.  The  ammonium  is 
determined  in  a  separate  portion. 

*  Anal.  d.  Chem.  u.  Pharm.  108,  121.     t  Zeitschr.  f.  anal.  Chem.  11,  424 
fZeitschr.  f.  anal.  Chem.  3.  327.  §  lb.  12,  73. 
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2.  All  Metals  of   the  Fourth  GEorp  feom  Potassium 
AND  Sodium. 

Mix  the  solution  in  a  flask  with  aminoniuu)  chloride  if  55 
necessary,  add  ammonia  till  neutral  or  slightly  alkaline,  then 
yellow  ammonium  sulphide  saturated  with  hydrogen  sulphide, 
fill  the  flask  nearly  to  the  top  with  water,  cork  it,  allow  the 
precipitated  sulphides  to  subside,  and  then  filter  them  off  from 
the  fluid  containing  the  alkalies.  In  performing  this  process 
the  precautionary  rules  given  under  the  heads  of  the  several 
metals  in  question  (§§  108—113)  must  be  borne  in  mind.*  (If, 
notwithstanding,  the  filtrate  is  brownish,  acidify  it  with  acetic 
acid,  pass  hydrogen  sulphide,  boil  and  filter  off  the  small  quan- 
tity of  the  nickel  sulphide  which  then  separates.)  Acidify  the 
filtrate  with  hydrochloric  acid,  evaporate,  filter  off  the  sulphur 
if  necessary,  continue  the  evaporation  to  dryness,  ignite  the 
residue  to  remove  ammonium  salts,  and  determine  the  alkahes 
by  the  methods  given  §  162. 

B.  Special  Methods. 

1.  ZiNO  FEOM  Potassium  an'd   Sodium,  by  precipitating  the  66 
zinc  from  the  solution  of  the  acetates  with  hydrogen  sulphide 
(see  73). 

2.  Feeeic  Ieon  feom  Potassium  and  Sodium,  by  precipitat- 
ing with  ammonia ;  or  by  heating  the  nitrates  (see  37  and  38). 

3.  Manganese  feom  the  Alkalies.  Mix  the  neutral  or  57 
slightly  acid  solution  with  ammonium  chloride  and  precipitate 
the  manganese  with  a  slight  excess  of  ammonium  carbonate. 
Allow  the  precipitate  to  settle  in  a  warm  place,  filter  through  a 
thick  filter,  \rasli  with  hot  water  and  weigh  as  protosesquioxide 
(H.  TAMMf )  In  the  filtrate  separate  the  alkalies  from  ammonium 
salts  by  gentle  ignition.  The  separation  of  manganese  as 
hydrated  peroxide  cannot  be  recommended,  as  the  precipitate 
retains  alkali.:]; 

*  Manganese  may  be  separated  from  the  alkalies  according  to  §  109,  1,  c.  3,  b, 
Kickel  and  cobalt  may  be  separated  from  the  alkalies  according  to  58,  substi- 
tuting ammonium  acetate  for  sodium  acetate. 

t  Zeitschr.  f  anal.  chem.  11,  425.  i  lb.  11,  298. 
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II.  Separation  of  the  Metals   of  the  Fotteth  Geoup   feom 
THOSE  of  the  Second. 

§  159. 

Index.    (The  numbers  refer  to  those  in  the  margin.) 
Ziiw  from  barium  and  strontium,  58,  59,  60,  63. 
calcium,  58,  60,  63. 
"         magnesium,  58,  60. 
Manganese  from  barium  and  strontium,  58,  69. 

'  calcium  and  magnesium,  58,  63. 

Nickel  arid  cobalt  from  barium  and  strontium,  58,  59,  63. 
"  calcium,  58,  63. 

"  magnesium,  58. 

Ferric  iron  from  barium  and  strontium,  58,  59,  61. 
"  calcium  and  magnesium,  58,  61. 

A.  General  Method. 

All  Metals  of  the  Fourth  Gkotjp  feom  the  Alkali- 
eaeth  Metals. 

Add  ammoniam  cUoride,  and,  if  acid,  also  ammonia,  and  58 
precipitate  with  ammonium  sulphide,  as  in  55.  Take  care  to 
use  slightly  yellow  ammonium  sulphide,  perfectly  saturated 
with  hydrogen  sulphide,  and  free  from  ammonium  carbonate 
and  sulphate,  and  to  employ  it  in  sufficient  excess.  Insert  the 
cork,  and  let  the  flask  stand  for  some  time  to  allow  the  precipi- 
tate to  subside,  then  wash  quickly,  and  as  far  as  practicable  out 
of  the  contact  of  air,  with  water  to  which  some  ammonium  sul- 
phide has  been  added.  Acidify  the  filtrate  with  hydrochloric 
acid,  heat,  filter  from  the  sulphnr,  and  separate  the  alkali-earth 
metals,  as  directed  §  15i.  If  the  filtrate  is  l)rownish  from  a 
little  dissolved  nickel  sulphide,  make  it  slightly  acid  with  acetic 
acid  instead  of  with  hydrochloric  acid,  add  some  alkali  acetate, 
pass  hydrogen  sulphide,  boil,  and  filter. 

If  the  quantity  of  the  alkali-earth  metals  is  rather  consider- 
able, it  is  advisable  to  treat  the  slightly  washed  precipitate  once 
more  with  hydrochloric  acid  (in  presence  of  nickel  or  cobalt,  it 
is  not  necessary  to  effect  complete  solution),  heat  the  solution 
gently  for  some  time,  and  then  reprecipitate  in  the  same  way. 

[If  we  have  merely  to  effect  removal  of  nickel  and  cobalt, 
we  may  also,  after  making  neutral  or  slightly  alkaline  with  am- 
monia, acidify  slightly  with  acetic  acid,  add  alkali  acetate,  heat, 
and  while  boiling  pass  II,S  gas  through  the  solution.     Presence 
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of  ammonium   salts  facilitates   separation  of  the  nickel  and 
cobalt.     Compare  §  79,  e.] 

B.  Special  Methods. 

1.  Barium  and  Steontitjm  feom  the  whole  of  the  Metals  59 
OF  the  Fodeth  Geoup. 

Precipitate  the  barium  and  strontium  from  the  slightly  acid 
solution  with  sulphuric  acid  (§§  101, 102).  The  barium  sulphate 
should  first  be  washed  with  water  acidified  with  hydrochloric 
acid,  but  even  then  you  cannot  be  sure  of  getting  it  free  from 
iron.  The  sulphates  after  weighing  must  therefore  always  be 
tested  for  iron,  etc. 

2.  ZiNO   FEOM   THE    AlKALI-EAETH   MeTALS.  GO 

Convert  the  basic  metals  into  acetates,  and  precipitate  the 
zinc  from  the  solution  according  to  §  108,  1,  5. 

3.  Feueic  Ieon  feom  the  Alkali-eaeth  Metals.  61 

a.  Mix  the  somewhat  acid  solution  with  enough  ammonium 
chloride,  boil,  add  slight  excess  of  ammonia,  boil  till  the  excess 
of  the  latter  is  nearly  expelled,  and  filter.  The  solution  is  free 
from  iron,  the  precipitate  is  free  from  calcium,  barium,  and 
strontium,  but  contains  a  very  slight  trace  of  magnesium  (H. 
Rose*).  In  delicate  analyses,  after  moderately  washing  the 
ferric  hydroxide,  redissolve  it  in  hydrochloric  acid,  and  repeat 
the  precipitation. 

b.  Precipitate  the  iron  as  basic  ferric  acetate  or  formate, 
compare  71.  The  method  is  good,  and  can  frequently  be 
employed. 

c.  Decompose  the  nitrates  by  heat  (38).     A  good  method.f 

4.  Manganese  feom  Calcium  and  Magnesium.  62 
[The  solution  must  not  contain  ammonium  salts.  The  man- 
ganese, calcium,  and  magnesium  may  be  present  as  chlorides, 
nitrates,  or  acetates  (or  sulphates  if  but  little  calcium  is  in  the 
solution  and  care  be  taken  to  avoid  deposition  of  calcium  sul- 
phate). Neutralize  any  free  acid  which  may  be  present  by 
adding  sodium  carbonate  till  a  slight  precipitate  is  formed. 
Redissolve  this  precipitate  by  the  addition  of  just  sufiicient  HCl. 
Add  next  sodium  acetate  to  the  solution,  then  aqueous  solution 

*  Pogg.  Annal.  100,  300. 

t  Compare  Latschinow,  Zeitschr.  f.  anal  Chem.  7,  213. 
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of  bromine.  The  solution  should  at  this  point  be  rather  dilute. 
Expose  to  a  temperature  of  50°  to  70°  a  few  hours,  till  free 
bromine  is  all  or  nearly  all  expelled  from  the  solution,  and 
filter.  Test  the  filtrate  by  adding  more  sodium  acetate  and 
more  bromine  water,  and  warming.  The  manganese  is  pre- 
cipitated as  hydrated  dioxide  which  is  liable  to  contain  soda. 
If  the  quantity  is  very  small,  it  may,  unless  great  accuracy  is 
required,  be  converted  by  ignition,  after  careful  washing  with 
hot  water,  directly  into  Mn,0„  and  weighed.  If,  however,  the 
quantity  is  considerable,  it  should  be  dissolved  in  HCl  and 
converted  into  some  other  suitable  form  for  weighing. 

According  to  Finkener,*  manganese  dioxide  precipitated  as 
above  described  (except  using  chlorine  instead  of  bromine)  from 
a  solution  containing  the  alkali-earth  metals,  M'ill  not  be  entirely 
free  from  the  latter,  especially  from  barium  if  that  is  present. 
He  recommends  to  dissolve  the  manganese  precipitate  and 
reprecipitate  boiling  hot  with  ammonium  sulphide,  by  which 
means  pure  manganese  sulphide  is  obtained.  GiBBsf  observes 
that  when  manganese  is  separated  from  zinc,  calcium,  and  mag- 
nesium by  tlie  above  process  (precipitation  as  binoxide),  a  repe- 
tition of  the  process  is  necessary  to  secure  good  results ;  but  in 
case  manganese  is  to  be  separated  only  from  calcium  and  mag- 
nesium, the  second  treatment  may  be  omitted.:]:] 

5.  Cobalt,  Nickel,  and  Zinc,  from  Barium,  Steontittm, 
AND  Calcium. 

Mix  with  sodium  carbonate  in  excess,  add  potassium  cyanide,  63 
heat  very  gently,  until  the  precipitated  carbonates  of  cobalt, 
nickel,  and  zinc  are  redissolved  ;  then  filter  the  alkali-earth  car- 
bonates from  the  solution  of  the  cyanides  in  potassium  cyanide. 
The  former  are  dissolved  in  dilute  hydrochloric  acid,  and  sepa- 
rated according  to  §  154 ;  the  latter  are  separated  according  to 
§  160  (Haidlen  and  Feeseniu8§). 

*  Handbuch  d.  anal.  Chem.  v.  H.  Rose,  6  Aufl.  v.  Finkener,  2,  925. 

t  Zeitschr.  f.  anal.  Chem.  3,  321. 

t  E.  A.  CoLBT  (priv.  contrib.)  finds,  by  experiments  made  in  the  ShefBeld 
Laboratory  on  the  separation  of  Ca  from  Mn,  that  by  proceeding  as  above 
directed  only  a  slight  unweighable  trace  of  Ca  goes  down  with  the  Mn;  while 
if  the  amount  of  free  acetic  acid  is  moderately  increased,  the  manganese  is  pre- 
cipitated entirely  free  from  calcium.  Too  much  acetic  acid,  however,  prevents 
or  delays  precipitation  of  Mn. 

§  Annal.  d.  Chem.  u.  Pharm.  48,  140. 
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III.  Sepaeatioit  of  the  Metals  of  the  Fourth  Geodp 

FEOM  those  of  THE  ThiED,  AND  FEOM  EACH  OTHER. 

§  160. 

Index.     (The  numbers  refer  to  those  in  the  margin.) 
Aluminium  from  zinc,  64,  65,  71,  73,  73,  80. 
"  manganese,  64,  65,  66,  71,  72. 

nicliel  and  cobalt,  64.  65,  68,  71,  73. 
ferrous  iron,  64,  65,  66,  71. 
ferric  iron,  65,  66,  76,  83. 
Chromium  from  zinc,  manganese,  niclie],  cobalt,  and 
iron,  64,  65,  77,  78. 
ferric  iron,  65,  77,  78. 
Zinc  from  aluminium,  64,  65,  71,  72,  73,  80. 
chromium,  64,  65,  77,  78. 
"         manganese,  69,  73,  74,  75. 
nickel,  74,  75. 
cobalt,  74,  75,  79,  83. 
ferric  iron,  64,  70,  71,  73. 
Manganese  from  aluminium,  64,  65,  66,  71,  73. 
chromium,  64,  65,  77,  78. 
zinc,  69,  78,  74,  75. 
nickel,  69,  85. 
cobalt,  79,  85. 
ferric  iron,  64,  70,  71,  73. 
mckel  from  aluminium,  64,  65,  68,  71,  73,  80. 
"  chromium,  64,  65,  93,  94. 

"  zinc,  74,  75. 

"  manganese,  69,  85. 

cobalt,  79,  81. 

ferric  iron,  64,  68,  70,  71,  73. 
Cobalt  from  aluminium,  64,  65,  68,  71,  72,  80. 
chromium,  64,  65,  77,  78. 
zinc,  74,  75,  79,  83. 
"  manganese,  79,  85. 

nickel,  79,  81. 

ferric  iron,  64,  68,  70,  71,  73. 
Fbrrou^  iron  from  aluminium,  64,  65,  66. 

chromium,  64,  65,  77,  78. 
ferric  iron,  64,  71,  73,  84. 
Ferric  iron  from  aluminium,  65,  66,  76,  83. 
"  chromium,  65,  77,  78. 

zinc,  64,  70,  71,  73. 
"  manganese,  64,  70,  71,  73. 

••  nickel,  64,  68,  70,  71,  73. 

cobalt,  64,  68,  70,  71,  73. 
"  ferrous  iron,  64,  71,  72,  84. 
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A.  General  Methods. 

1.  JTethod  hased  n-po?i   the  Precipitation  of  some 
Basic  JiaJicals  hy  Barium  Carhonate. 

Fereio  Ieon,  Aluminium,  and  Ciirkmium,  feom  ax,l  othee 
Basic  Radicals  of  the  Foueth  Geoui'. 

Mix  the  sufficiently  dilute  solution  of  the  chlorides  or  64 
nitrates,  but  not  sulphates,  which  must  contain  a  little  free 
acid,*  in  a  flask,  Avith  a  moderate  excess  of  barium  carbonate 
diffused  in  water ;  cork,  and  allow  to  stand  some  time  in  the 
cold,  with  occasional  shaking.  The  ferric  iron,  aluminium,  and 
chromium  are  completely  separated, t  whilst  the  other  basic 
radicals  remain  in  solution,  with  the  exception  perhaps  of  traces 
of  cobalt  and  nickel,  which  will  generally  fall  down  with  the 
precipitate.  This  may  be  prevented,  at  least  as  regards  nickel, 
by  addition  of  ammonium  chloride  to  the  fluid  to  be  pi-ecipi- 
tated  (ScHWAEZENBEEGij:).  Dccaut,  stir  up  with  cold  water, 
ahow  to  deposit,  decant  again,  filter,  and  wash  with  cold  water. 

The  precipitate  contains,  besides 
the  precipitated  metals,  barium  car- 
bonate ;  and  the  filtrate,  besides  the 
non-precipitated  metals,  a  barium 
^*5«P=  salt. 

If  ferrous  iron  is  present,  and 
it  is  wished  to  separate  it  by  this 
method  from  ferric  iron,  etc.,  the 
air  must  be  excluded  duiing  the 
whole  of  the  operation.     In  that 
case,  the  solution  of  the  substance, 
the  precipitation,  and  the   washing 
by  deeantation,  are  effected   in  a 
flask    {A,  fig.  68),  through  which 
carbonic  acid   is   transmitted   {d). 
The  washing  water,  boiled  free  from  air,  and  cooled  out  of  con- 
tact of  air  (preferably  in  a  current  of  carbonic  acid),  is  poured  in 
through  a  funnel  tube  (c),  and  the  fluid  drawn  off  by  means  of 


Fig.  68. 


*  If  there  is  much  free  acid,  the  greater  part  of  it  must  first  be  saturated 
with  sodium  carbonate. 

t  The  separation  of  the  chromium  requires  the  most  time. 
X  Annal.  d.  Chem.  u.  Pharm.  97,  216. 
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a  movable  syphon  (5) ;  all  the  tubes  are  fitted  air-tight  into  the 
cork ;  they  are  smeared  with  tallow. 

2.  Method  based  upon  the  Precipitation  of  the  Metals 
of  the  Fourth  Group  hy  Sodium  Sulphide  or  Ammo- 
nium Sulphide,  from  Alkaline  Solution  effected  with 
tJie  aid  of  Tartaric  Acid. 

Alttminium   and    Cheomium    from  the  Metals  of  the 
FouETH  Geoup. 

Mix  the  solution  with  pure  normal  potassium  tartrate,*  then  65 
with  pure  solution  of  soda  or  potassa  until  the  fluid  has  cleared 
again ;  f  add  sodium  sulphide  as  long  as  a  precipitate  forms, 
allow  it  to  deposit  until  the  supernatant  fluid  no  longer  exhibits 
a  greenish  or  brownish  tint ;  decant,  stir  the  precipitate  up 
with  water  containing  sodium  sulphide,  decant  again,  transfer 
the  precipitate,  which  contains  all  the  metals  of  the  fourth 
group,  to  a  filter,  wash  with  water  containing  sodium  sulphide, 
and  separate  the  metals  as  directed  in  B.  Add  to  the  filtrate 
potassium  nitrate,  and  evaporate  to  dryness ;  fuse  the  residue 
in  a  platinum  dish,  and  separate  the  aluminium  from  the 
chromic  acid  formed  as  directed  §  15T.  If  you  have  merely  to 
separate  aluminium  from  the  metals  of  the  fourth  group,  it  is 
better,  after  addition  of  potassium  tartrate,  to  supersaturate 
with  ammonia,  add  ammonium  chloride,  and  precipitate  in  a 
flask  with  ammonium  sulphide.  "When  the  precipitate  has  set- 
tled it  is  filtered  off  and  washed  with  water  containing  ammo- 
nium sulpliide.  The  filtrate  is  evaporated  in  a  platinum  dish 
with  sodium  carbonate  and  potassium  nitrate  to  dryness,  fused, 
and  the  aluminium  determined  in  the  residue. 

.B.  Special  Methods. 
1.  Methods  based  upon  the  Solubility  of  Aluminium 
Hydroxide  in  Caustic  Alkalies. 
a.  Aluminium  feom  Feerous  and  Feeeic  Ieon,  and  Small 
Quantities  of  Manganese  (but  not  from  nickel  and  cobalt). 

Mix  the  hydrochloric  solution  with  sodium  carbonate  o;'  60 

*  Tartaric  acid  often  contains  aluminium,  therefore  this  is  best  made  from  the 
acid  tartrate. 

f  Chromium  and  zinc  cannot  be  obtained  together  in  allcaline  solution 
(Chascel,  Compt.  rend.  43,  937 ;  Journ.  f .  prakt.  Chem.  70,  378). 
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pure  potash  till  the  greater  part  of  the  free  acid  is  neutralized, 
and  pour  the  solution  gradually  into  excess  of  pure  potash 
heated  nearly  to  boiling  in  a  platinum  or  silver  dish,  stirring  all 
the  while.  Porcelain  does  not  answer  so  well,  and  glass  should 
on  no  account  be  used.  The  iron,  if  present  as  fei-ric  chloride, 
separates  as  ferric  hydroxide,  while  the  aluminium  remains  in 
solution  as  alkali  aluminate.  Hydrated  protosesquioxide  of 
iron  is  more  easy  to  wash  than  ferric  hydroxide,  hence  when 
much  iron  is  present  it  is  better  to  reduce  a  part  by  cautiously 
adding  sodium  sulphite  and  heating,  so  that  when  the  solution 
is  added  to  the  boiling  potash  a  black  granular  precipitate  may 
be  formed.  The  iron  precipitate  is  sure  to  contain  alkali,  and 
must  be  dissolved  in  hydrochloric  acid,  the  solution  boiled  with 
nitric  acid  if  necessary,  and  reprecipitated  with  ammonia. 

To  the  alkaline  filtrate  add  a  few  drops  of  hydrochloric 
acid.  If  the  potash  was  present  in  sufficient  excess  the  precipi- 
tate will  redissolve  readily  on  stirring.  Continue  adding  hydro- 
chloric acid  till  in  excess,  boil  with  a  little  potassium  chlorate 
(to  destroy  traces  of  organic  matter),  concentrate  by  evapora- 
tion, and  throw  down  the  aluminium  according  to  §  105,  a. 
The  above  is  the  best  method  of  procedure,  but  it  is  always  to 
be  feared  that  small  quantities  of  aluminium  will  be  retained 
by  the  iron  precipitate. 

J.  Alximiniusi  FBOii  Feeeous  axd  Feeeic  Ieon,  Cobalt, 
AND  Nickel. 

Fuse  the  oxides  with  potassium  hydroxide  in  a  silver  cm-  67 
cible,  boil  the  mass  with  water,  and  filter  the  alkaline  fluid, 
which  contains  the  aluminium,  from  the  oxides,  which  are  free 
from  aluminium,  but  contain  potassa  (11.  Rose). 

2.  Methods  hased  on  the  different  hehavior  of  Am- 
monia or  Ammonium  Carl)onate  in  the  presence  of  Chlo- 
ride with  solutions  of  certain  hasic  radicals. 

a.  Aluminium  and  Feeeic  Ieon  from  Cobalt  and  Nickel. 

Ferric  iron  may  be  completely  separated  from  these  metals  68 
by  mixing  the  hot  solution  with  ammonium  chloride,  and  then 
with  excess  of  ammonia,  digesting  for  several  hours,  washing 
the  precipitate,  redissolving  in  hydrochloric  acid,  reprecipitating 
with  ammonia,  and  repeating  the  operation  a  third  time.    Nickel 


516  SEPAEATION.  [§  160. 

and  cobalt  are  to  be  precipitated  from  the  filtrate  after  concen- 
tration to  a  small  volume,  as  directed  in  §  110,  1,  5,  /?. 

In  separating  iron  and  aluminium  from  nickel  and  cobalt 
it  is  well  to  substitute  ammonium  carbonate  for  ammonia,  so  as 
to  insure  the  complete  precipitation  of  the  aluminium. 

h.  Manganese  feom  Nickel  and  Zinc. 

The  solution  should  be  slightly  acid  and  contain  ammoiiinm  69 
chloride.  Precipitate  the  manganese  as  white  carbonate  ^^•ith 
ammonium  carbonate,  allow  to  settle  in  a  warm  place,  filter 
through  a  thick  paper,  if  necessary  double,  wash  with  hot  water, 
dry  the  precipitate  and  convert  it  into  protosesquioxide  by  igni- 
tion with  access  of  air.  This  excellent  method  was  proposed 
by  Tamm,*  and  has  given  me  good  results.f  It  is  not  adapted 
to  the  separation  of  cobalt  from  manganese,  as  the  former  is 
partly  precipitated  with  the  latter. 

3.  Method   hased  'upon   the  different   deportment  of 
neutralized  Solutions  at  hoiling  heat. 

a.  Feeeio  Ieon  feom  Manganese,  Nickel  and  Cobalt, 
AND  OTHEE  STRONG  Basio  Metals,  aftee  TIeeschel,;];  Schwaez- 

ENBEEG,§    AND    MY    OWN    ExPEEIMENTS. 

Mix  the  dilute  solution  largely  with  ammonium  chloride  (at  70 
least  40  of  NH^Cl  to  1  of  MnO,]SriO,  &c.),  add  ammonium 
carbonate  in  small  quantities,  at  last  drop  by  drop  and  in  very 
dilute  solution,  as  long  as  the  precipitated  iron  redissolves,  which 
takes  place  promptly  at  first,  but  more  slowly  towards  the  end. 
As  soon  as  the  fluid  has  lost  its  transparency,  without  showing, 
however,  the  least  trace  of  a  distinct  precipitate  in  it,  and  fails 
to  recover  its  clearness  after  standing  some  time  in  the  cold, 
but,  on  the  contrary,  becomes  rather  more  turbid  than  other- 
wise, the  reaction  may  be  considered  completed.  "When  this 
point  has  been  attained,  heat  slowly  to  boiling,  and  keep  in 
ebullition  for  a  short  time  after  the  carbonic  acid  has  been 
entirely  expelled.  The  iron  separates  as  a  basic  ferric  salt, 
which  rapidly  settles,  if  the  solution  was  not  too  concentrated. 
Pour  off  the  hot  fluid  through  a  fllter  and  wash  by  decantation 
combined  with  filtration  with  boiling  M'ater  containing  a  little 

*  Chem.  News.  26,  37.  X  Annal.  de  Chim.  et  de  Phys.  49,  306. 

f  Zeitschr.  f.  anal.  Cliem.  11,  425.    §  Annal.  d.  Chem.  u.  Pharm.  97,  216. 
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ammonium  chloride.  It  is  -well  to  redissolve  the  precipitate  in 
hydrochloric  acid,  and  throw  down  the  iron  with  ammonia. 
The  first  filtrate  should  be  mixed  with  excess  of  ammonia.  If 
a  small  portion  of  ferric  hydroxide  is  thrown  down  here,  filter 
it  off,  dissolve  in  hydrochloric  acid,  precipitate  with  ammonia 
and  thus  free  the  small  quantity  of  iron  entirely  from  the  strong 
basic  metals  ;  if,  on  the  other  hand,  a  larger  quantity  of  iron  is 
thrown  down,  this  is  a  sign  that  the  operation  has  been  con- 
ducted improperly,  and  the  hydrochloric  solution  of  the  precipi- 
tate must  be  reprecipitated  as  above.  The  fluid  should  not 
contain  more  than  2  or  3  grm.  of  iron  in  the  litre,  and  should 
be  tolerably  free  from  sulphuric  acid,  as  when  this  is  present  it 
is  impossible  to  hit  the  exact  point  of  saturation. 

■i.  Method  hased  on  the  behavior  of  the  Acetates  at  a 
hoiling  heat. 

Feeeio  Ieon  ajstd  ALUiriNiuM  FEOM  Mangaitese,  Zinc, 
Cobalt,  Nickel,  and  Feeeous  Ieon.  • 

The  metals  should  be  present  in  the  form  of  chlorides.  The  71 
solution  should  be  in  a  flask.  If  much  free  acid  is  present  first 
nearly  neutralize  with  sodium  or  ammonium  carbonate  ;  the 
solution  should  remain  clear,  but  if  there  is  much  ferric  chloride 
it  should  be  of  a  deep  red  color.  Add  a  concentrated  solution 
of  neutral  sodium  or  ammonium  acetate,  not  in  large  excess,  and 
boil  for  a  short  time — long-continued  boiling  would  make  the 
precipitate  slimy.  When  the  lamp  is  removed  the  precipitate 
should  settle  rapidly,  leaving  the  supernatant  fluid  clear.  Wash 
the  precipitate  immediatelj'  by  decantation  and  filtration  with 
boiling  water  containing  a  little  sodium  or  ammonium  acetate. 
In  very  particular  analyses  it  would  be  well  after  washing  the 
precipitate  a  little  to  redissolve  it  in  hydrochloric  acid  and 
repreeipitate. 

In  separating  feme  from  ferrous  iron  Keichaeut*  recom- 
mends a  slight  addition  of  ammonium  chloride  or  of  sodium 
chloride  to  prevent  oxidation  of  the  ferrous  salt. 

The  precipitate  of  basic  ferric  acetate  or  basic  aluminium 
acetate  is  best  dissolved  in  hydrochloric  acid,  in  order  to  precipi- 
tate the  basic  metals  from  this  solution  again  by  ammonia. 

*  Zeitschr.  f.  anal.  Chem.  5,  64. 
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Tliis  method  is  more  suitable  to  the  separation  of  ferric  iron 
or  ferric  iron  and  aluminium  from  the  strong  basic  metals 
than  to  the  separation  of  aluminium  alone.  It  is  a  good  method, 
and  is  very  generally  used. 

[The  results  obtained  by  this  method  depend  greatly  on  the 
proper  adjustment  of  free  acetic  acid  to  the  volume  of  the  solu- 
tion which  is  boiled.  The  solution  at  this  point  may  contain 
about  four  per  cent,  (by  volume)  of  acetic  acid  sp.  gr.  1-044 
(Jewett*).  If  too  little  acetic  is  present,  zinc,  manganese, 
nickel,  and  cobalt  are  precipitated  ia  notable  quantity  along  with 
the  iron.  If  too  much  is  present  the  precipitation  of  iron  is 
incomplete.  The  operator  may  control  the  amount  of  acid 
within  narrow  limits  by  proceeding  as  follows.  Add  the  alkali 
carbonate  to  the  cold  and  preferably  concentrated  solution  until 
a  slight  precipitate  forms  which  no  longer  redissolves  in  four 
or  five  minutes  with  occasional  shaking,  but  imparts  a  turbidity 
to  the  deep  red  solution  ;  HCl  is  then  added  without  further 
delay,  slowljr,  drop  by  drop,  until  the  fluid,  though  still  dark, 
becomes  clear.  Next  the  amount  of  acetic  acid  required  to 
form  four  per  cent,  of  the  final  volume  is  added,  then  sodium 
acetate  (about  ten  times  as  much  of  the  crystallized  salt  as  there 
is  iron  present,  or  more  if  but  little  iron  is  present).  Dilute 
now  to  the  final  volume,  which  should  amount  to  at  least  100 
c.c.  per  -1  grm.  iron  and  heat  to  boiling.  After  boiling  two  or 
three  minutes  only,  allow  the  iron  precipitate  to  settle.  Pour 
the  clear  liquid  through  a  filter,  then  bring  the  precipitate  upon 
the  filter  at  once  and  wash  as  above  directed.  The  iron  pre- 
cipitate contains  no  zinc  and  but  an  inappreciable  trace  of  man- 
ganese. Small  quantities  of  cobalt  and  still  more  nickel  will, 
however,  be  precipitated  with  the  iron.  Wlien  these  two  metals 
are  present  in  considerable  quantity  a  repetition  of  the  process 
is  indispensible  when  accuracy  is  required.  Coprecipitation  of 
nickel  is  lessened  but  not  entirely  prevented  by  presence  of 
ammonium  chloride.f 

In  carrying  out  the  process  according  to  this  plan  great  care 
must  be  taken  in  the  preliminary  neutralization  with  alkah 
carbonate  to  leave  as  little  free  mineral  acid  as  possible  without 
formation  of  a  permanent  precipitate,  otherwise  this  free  acid 


*  Am.  Chem.  Jour.  I.  251.  f  Loc.  (At. 
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will  liberate  enough  acetic  acid  from  the  sodium  acetate  to 
prevent  (with  that  intentionally  added)  the  precipitation  of  iron 
in  a  form  easy  to  wash. 

In  separating  large  quantities  of  iron  from  small  quantities 
of  manganese  the  addition  of  2  or  3  per  cent,  of  acetic  acid  will 
secure  a  separation  satisfactory  enough  for  most  purposes  (e.g. 
in  iron  and  iron  ores),  and  the  danger  that  the  acetic  acid  present 
may  accidentally  exceed  the  proper  limit  will  of  course  be 
lessened.] 

5.  Method  hosed  on  the  different  hehcmior  of  the  Suc- 
cinates. 

Feeeic  Ieon  (aito  Aluminium)  feom  Zinc,  Manganese, 
Nickel,  and  Cobat. 

The  solution  should  contain  no  considerable  quantity  of  sul-  72 
phuric  acid.  If  acid,  as  is  usually  the  case,  add  ammonia  till 
the  color  is  reddish  brown,  then  sodium  or  ammonium  acetate 
(H.  E,ose)  till  the  color  is  deep  red,  finally  precipitate  with 
neutral  alkali  succinate  at  a  gentle  heat,  and  when  cool  filter  the 
ferric  succinate  from  the  solution  which  contains  the  rest  of  the 
metals.  "Wash  the  precipitate  first  with  cold  water,  then  with 
warm  ammonia,  which  removes  the  greater  part  of  the  acid, 
leaving  it  darker  in  color.  Dry  and  ignite,  moisten  with  a 
httlo  nitric  acid,  and  ignite  again.  "With  proper  care  the  sepa- 
ration is  complete,  and  especially  to  be  recommended  when  a 
relatively  large  quantity  of  iron  is  present.  The  method  may 
also  be  used  in  the  presence  of  aluminium.  The  latter  falls 
down  completely  with  the  iron  (E.  Mitscheelich,  Pagels*). 

6.  Methods  hased,  upon  ths  different  deportment  of  the 
several  Sulphides  with  Acids,  or  of  Acid  Solutions  with 
Hydrogen  Sulphide. 

a.  Zinc  feom  Aluminium  and  Manganese. 

The  solution  of  the  acetates,  which  must  be  free  from  in-  73 
organic  acids,  and  must  contain  a  sufficient  excess  of  acetic  acid, 
is  precipitated  with  hydrogen  sulphide,  which  throws  down  the 
zinc  only  (§  108,  h).      The   metals  are  usually  most   readily 
obtained  in  the  form  of  acetates,  by  converting   them   into 

*  Jahresber.  v.  Kopp  u.  Will.  1858,  617. 


520  SEPAEATIOlSr. 


[§  160. 


sulphates,  and  adding  a  sufficient  quantity  of  barium  acetate. 
Hydrogen  sulphide  is  then  conducted,  without  application  of 
heat,  into  the  unfiltered  fluid,  to  which,  if  necessary,  some  more 
acetic  acid  has  been  added.  The  precipitate,  which  consists  of 
a  mixture  of  zinc  sulphide  and  barium  sulphate,  is  washed 
with  water  containing  hydrogen  sulphide.  It  is  then  heated 
with  dilute  hydrochloric  acid,  the  solution  filtered,  and  the  zinc 
in  the  filtrate  detei-mined  as  directed  §  108,  a.  The  other 
metals  arre  determined  in  the  fluid  filtered  from  the  zinc  sul- 
phide, after  removal  of  the  barium  by  precipitation.  BEUNUEEf 
has  proposed  a  modification  of  this  process,  especially  for  the 
separation  of  zinc  from  nickel. 

I.  Zinc  feom  Nickkl,  Cobalt,  and  Manganese. 

To  the  hydrochloric  solution  add  sodium  carbonate  till  a  74 
permanent  precipitate  just  forms,  and  then  a  drop  or  two  of 
hydrochloric  acid  to  redissolve  the  precipitate.  Now  pass 
hydrogen  sulphide  till  the  precipitate  of  zinc  sulphide  ceases  to 
increase.  Add  a  few  drops  of  a  very  dilute  solution  of 
sodium  acetate,  and  continue  passing  the  gas  for  some  time. 
When  all  the  zinc  is  precipitated,  allow  to  stand  for  twelve 
hours,  filter,  wash  with  hydrogen  sulphide  water,  and  determine 
the  nickel  and  cobalt  in  the  filtrate  (Smith  and  Beunnee*)  A 
good  method ;  compare  Klate  and  DEus.f  The  method  is 
also  adapted  for  separating  zinc  from  manganese. 

{^Precautions. — Bear  in  mind  that  Zn  can  be  precipitated 
from  solutions  containing  free  HCl,  but  only  in  case  the 
amount  of  the  latter  is  very  small.:]:  When  ZnS  is  precipi- 
tated the  amount  of  HCl  set  free  may  be  sufficient  to  prevent 
complete  precipitation  of  the  Zn.  Addition  of 'sodium  acetate 
converts  this  HCl  into  NaCl,  and  allows  the  formation  of  ZnS 
to  continue.  Care  must  be  taken  not  to  add  enough  sodium 
acetate  to  convert  all  the  HCl  into  NaCl,  for  in  that  case  NiS 
and  CoS  will  be  precipitated.] 

c.  Zinc  feom  Nickel  Cobalt,  and  Manganese. 
[Zinc  can  be  precipitated  by  hydrogen  sulphide  from  a  cold  75 
solution  containino;  a  sufficient  amount  of  free  acetic  acid  to 


*  Dingler's  polyt.  Journ.  150,  369;  Chem.  Centralbl.  1859,  26. 

t  Zeitschi.  f.  anal.  Chem.  10,  200. 

X  Stoker  and  Eliot,  Mem.  Am.  Acad.  Arts  and  Sciences,  viii.  95. 


§160.]  BASES   OF  GEOITP  IV.  521 

prevent  precipitation  of  nickel  and  cobalt.  To  effect  separation 
by  this  means*  add  sodium  or  potassium  carbonate  to  the  solu- 
tion till  it  is  slightly  alkaline.  If  a  large  quantity  of  any  free 
volatile  acid  is  present  it  may  be  previously  removed  by 
evaporation.  Dissolve  the  precipitate  produced  by  the  alkali 
cai'bonate  (without  filtering)  in  acetic  acid,  and  add  a  large 
quantity  more  of  acetic  acid.  Precipitate  the  zinc  by  passing 
HjS  through  the  cold  moderately  diluted  solution.  Wash  the 
sulphide  of  zinc  with  water  to  Avliich  hydrogen  sulphide  and  a 
little  ammonium  acetate  has  been  added.  The  zinc  sulphide 
should  not  be  dark-colored.  This  will  only  be  the  case  when 
not  enough  acetic  is  present  to  prevent  precipitation  of  nickel 
or  cobalt.  Cobalt  and  nickel  may  be  best  separated  from  the 
filtrate  by  evaporating  till  the  greater  part  of  the  acetic  acid  is 
removed,  then  adding  some  ammonium  chloride  and  ammonia 
to  slight  alkaline  reaction,  evaporating  further  till  the  reaction 
becomes  acid,  heating  finally  to  boiling,  and  passing  hydrogen 
sulphide  through  the  solution,  as  directed  in  §  110,  1,  h,  /J. — A 
good  method.] 

7.  Different  deportment  of  the  several  Oxides  with 
Hydrogen  Gas  at  a  red  heat. 

Feeeic  Ikon  feom  Aluminium  and  CnEOMiuM. 

[Precipitate  with  ammonia,  heat,  filter,  ignite,  and  weigh.  76 
Triturate,   and  weigh   off   a  portion  in  a  porcelain   crucible. 
Ignite  to  redness  in  a  stream  of  hydrogen  gas  us  long  as  water 
forms  (about  one  hour).     Then  ignite  over  the  blast-lamp  in  a 
current  of  mixed  hydrogen  and  hydrochloric  acid  gases. 

This  leaves  aluminium  and  chromium  oxides  in  a  state  of 
purity ;  the  iron  volatilizes  as  ferrous  chloride,  and  is  determined 
by  the  loss.  (Method  of  Eivot  and  Deville  modified.)  This 
method  is  further  modified  by  CooKE,t  wlio  by  means  of  a 
platinum  boat  in  a  platinum  tube  ignites  the  mixeil  oxides  over 
a  Bunsen  lamp  half  an  hour  in  a  current  of  liydrogen,  then 
alternately  in  HCl  gas  and  hydrogen  till  the  light  color  shows 
that  iron  has  been  removed.] 

*  Rose  and  Finkener,  Anal.  Chem.  il.  120  and  148. 
t  Zeitschr.  f .  anal.  Chem.  6,  226. 
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8.  Methods  based  upon  the  different  capacity  of  the 
several  Oxides  to  he  converted  hy  Oxidizing  Agents  into 
higher  Oxides,  or  hy  Chlorine  into  higher  Chlorides. 

a.  Chromium  feom  all  the  Metals  of  the  Foueth  Geoup, 
AND  FEOM  Aluminium. 

Fuse  the  oxides  with  potassium  nitrate  and  sodium  carbon-  77 
ate  (comp.  51),  boil  the  mass  with  water,  add  a  small  quantity 
of  alcoliol,  and  heat  gently  for  several  hours.  Filter  and  deter- 
mine in  the  filtrate  the  chromium  as  directed  §  130,  and  in  the 
residue  the  metals  of  the  fourth  group.  The  following  is  the 
theory  of  this  process :  the  oxides  of  zinc,  cobalt,  nickel,  iron, 
and  partly  that  of  manganese,  separate  upon  the  fusion,  whilst, 
on  the  other  hand,  potassium  manganate  (perhaps  also  some 
ferrate)  and  chromate  are  formed.  Upon  boiling  with  water, 
part  of  the  manganic  acid  of  the  potassium  manganate  is  con- 
verted into  permanganic  acid  at  the  expense  of  the  oxygen  of 
another  part,  which  is  reduced  to  the  state  of  binoxide ;  the 
latter  separates,  whilst  the  potassium  salts  are  dissolved.  The 
addition  of  alcohol,  with  the  application  of  a  gentle  heat,  effects 
the  decomposition  of  the  potassium  manganate  and  permanga- 
nate, mmiganese  binoxide  being  separated.  Upon  filtering  the 
mixture,  we  have  therefore  now  the  whole  of  the  chromium  in 
the  filtrate  as  alkali  chromate,  and  all  the  oxides  of  the  fourth 
group  on  the  filter.  Aluminium ,  if  present,  will  be  found  partly 
in  the  residue,  partly  as  alkali  aluminate  in  the  filtrate ;  proceed 
with  the  latter  according  to  51. 

If  you  have  to  deal  with  the  native  compound  of  sesqui- 
oxide  of  chromium  with  protoxide  of  iron  (chromic  iron)  the 
above  method  does  not  answer.  This  substance  may  be  decom- 
posed by  fusion  with  cryolite  and  potassium  disulphate.* 

h.  The  radicals  to  be  separated  may  be  in  the  form  of  a  78 
solution  of  their  salts ;  nearly  neutralize  the  solution,  add 
sodium  acetate,  heat  and  convert  the  chromium  into  chromic 
acid  by  passing  chlorine,  compare  53.  If  ferric  iron  and 
aluminium  are  present,  they  will  separate  during  boiling  by  the 
action  of  the  sodium  acetate,  while  the  chromic  acid  and  any 
zinc  will  remain  in  solution.  If  manganese,  nickel,  and  cobalt 
are  present,  the  method  loses  its  simplicity ;  the  manganese  is 
precipitated  as  hydrated  peroxide  with  a  portion  of  the  cobalt, 

*  QiBBS  and  Clark,  Am.  Jour.  Sci.  II  ser.  48,  198. 
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almost  the  whole  of  the  nickel  and  some  zinc,  while  the  chromic 
acid  remains  in.  solution  with  the  principal  amount  of  the  zinc 
and  the  rest  of  the  cobalt  and  nickel  (W.  Gibbs). 

9.  Method  icfsed  -upon  the  different  deportment  of  the 
Nitrites. 

Cobalt  from  Nickel,  also  feom  Manganese  and  Zinc. 

The  separation  of  cobalt  as  tripotassium  cobaltic  nitrite  was  79 
recommended  first  by  Fischer,*  afterwards  by  A.  STE0MEYEE,f 
Genth  and  Gibbs,:}:  H.  !Ro8e,§  Fe.  Gauhe,||  and  myself  (com- 
pare last  edition  of  this  work).  The  results  are  quite  satisfac- 
tory both  in  presence  of  much  cobalt  and  little  nickel,  and  in 
the  presence  of  little  cobalt  and  much  nickel ;  but  the  process 
is  peculiarly  good  for  the  latter  case.  However,  it  is  absolutely 
necessary  that  barium,  strontium,  and  calcium  should  be  absent, 
as  in  their  presence  nickel  is  thrown  down  as  triple  nitrite  of 
nickel,  potassium,  and  alkali-earth  metal  (Kunzel,  0.  L.  Erd- 
MANN^).  The  best  way  of  proceeding  is  as  follows :  The 
solution  (from  which  any  iron  must  first  be  separated)  is  evapo- 
rated to  a  small  bulk,  and  then,  if  much  free  acid  is  present, 
neutralized  with  potassa.  Then  add  a  concentrated  solution  of 
potassium  nitrite  (previously  neutralized  with  acetic  acid  and 
filtered  from  any  flocks  of  silica  and  alumina  that  may  have 
separated)  in  sufficient  quantity,  and  finally  acetic  acid,  till  any 
flocculent  precipitate  that  may  have  formed  from  excess  of 
potassa  has  redissolved  and  the  fluid  is  decidedly  acid.  Allow 
it  to  stand  at  least  for  twenty-four  hours  in  a  warm  place,  take 
out  a  portion  of  the  supernatant  fluid  with  a  pipette,  mix  it  with 
more  potassium  nitrite,  and  observe  whether  a  further  precipita- 
tion takes  place  in  this  after  long  standing.  If  no  precipitate  is 
formed  the  whole  of  the  cobalt  has  fallen  down,  otherwise  the 
small  portion  must  be  returned  to  the  principal  solution,  some 
more  potassium  nitrite  added,  and  after  long  standing  the  same 
test  applied.  Thus,  and  thus  alone,  can  the  analyst  be  sure  of 
the  complete  precipitation  of  the  cobalt.  Finally  filter  and 
treat  the  precipitate  according  to  §  111,  1,  d.     Boil  the  filtrate 

*  Pogg.  Annal.  72,  477.  t  Ih.  104,  809. 

t  Annal.  d.  Chem.  u.  Phann.  96,  218.         §  Pogg.  Annal.  110,  412. 

1  Zeitschr.  f.  anal.  Chem.  5,  74. 

IZeitschr.  f.  anal.  Chem.  3,  161;  Journ.  f.  prakt.  Chem.  97,  887. 
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witli  excess  of  hydrochloric  acid,  precipitate  with  potash,  redis- 
solve  the  precipitate  in  hydrochloric  acid,  throw  down  the 
nickel  according  to  §  110,  1,  b,  a  or  /3,  as  sulphide,  and  then 
convert  into  metal.  In  this  manner  alone  can  the  nickel  be 
obtained  pure,  as  the  original  filtrate  contains  so  much  alkali 
salt  and  also  generally  alumina  and  silica. 

[Wlien  nickel  and  cobalt  are  obtained  in  the  form  of 
sulphides  in  the  process  of  separation  from  other  metals,  the 
mixed  sulphides  may  be  converted  into  metals  without  previous 
separation,  by  the  same  process  that  is  described  for  nickel 
sulphide  §  110,  1,  h,  and  2.  Cobalt  may  then  be  separated 
from  a  nitric  acid  solution  of  the  two  metals  and  nickel  estimated 
by  difEerence.] 

10.  Methods  hased  upon  the  different  deportment  with 
Potassium  Cyanide. 

a.  Aluminium  feom  Zinc,  Cobalt,  ked  !N"ickel. 

Mix  the  solution  with  sodium  carbonate,  add  potassium  8C 
cyanide  in  sufficient  quantity,  and  digest  in  the  cold,  until  the 
precipitated  zinc,  cobalt,  and  nickel  carbonates  are  redissolved. 
Filter  o£E  the  undissolved  aluminium  precipitate,  wash,  and 
remove  the  alkali  which  it  contains,  by  resolution  in  hydro- 
chloric acid  and  reprecipitation  by  ammonia  (Feesenius  and 
Haidlen  *). 

h.  Cobalt  feom  Nickel. 

Liebig's  method, f  which  depends  upon  the  conversion  of  81 
the  cobalt  into  potassium  cobalticyanide,  and  of  the  nickel  into 
double  nickel  and  potassium  cyanide,  has  been  carefully  studied 
in  my  laboratory  by  Fe.  Gauhe.;]:  It  has  been  thus  found  that 
boiling  the  solution  containing  potassium  cyanide  and  hydro- 
cyanic acid  (Liebig's  first  method)  does  not  completely  convert 
the  double  cobalt  and  potassium  cyanide  first  formed  into 
potassium  cobalticyanide,  but  that  passing  chlorine  (Liebig's 
second  method)  effects  a  ready  and  thorough  conversion.  The 
method  then  gives  a  very  excellent  separation,  and  is  more  par- 
ticularly to  be  recommended  where  the  quantity  of  nickel  is 
small  in  proportion  to  the  cobalt.     We  proceed  as  follows, 

*  Annal.  d.  Chem.  u.  Pharm.  43,  129.  f  lb.,  65,  344,  and  87,  128. 

X  Zeitschr.  f.  anal.  Chem.  5,  75. 
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taking  a  liydrocliloric  solution  of  tlie  metals :  Ecrnovp  the 
greater  part  of  the  free  acid  by  evaporation  or  neuti-alize  it  by 
potash,  add  pure  potassium  cyanide  till  the  pi-ecipitate  first 
formed  has  redissolved  ;■  then  add  more  cyanide,  dilute,  boil  for 
some  time  or  not,  as  you  like,  pass  chlorine  through  the  cold 
fluid,  adding  potash  or  soda  occasionally,  so  that  the  fluid  may 
remain  strongly  alkaline  to  the  end.  Bromine  may  be  used 
instead  of  chlorine,  and  indeed  is  far  more  convenient.  In  the 
course  of  an  hour  the  whole  of  the  nickel  will  have  precipi- 
tated as  black  hydrate  of  the  sesquioxide.  Plaving  taken  out  a 
portion  and  satisfied  yourself  of  this  by  addition  of  a  further 
quantity  of  chlorine  or  bromine,  filter,  and  wash  with  boiling 
water.  The  precipitate  always  retains  alkali,  and  must  be  redis- 
solved in  hydrochloric  acid,  and  estimated  according  to  §  110, 
1,  a,  or  2. 

As  regards  the  cobalt,  it  is  most  convenient  to  estimate  it 
by  difference.  But  if  you  wish  to  make  a  direct  estimation,  it 
will  be  advisable,  in  consequence  of  the  large  quantity  of  salts 
present  in  solution,  first  to  evaporate  to  dryness  with  excess  of 
hydrochloric  acid,  to  take  up  the  residue  with  a  little  water, 
and  to  heat  in  a  large  platinum  dish,  with  the  addition  of 
excess  of  pure  concentrated  sulphuric  acid  till  the  greater  part 
of  the  sulphuric  acid  has  escaped.  The  red  mass,  consisting 
principally  of  alkali  disulphate^  is  then  treated  with  water,  and 
the  cobalt  estimated  according  to  §  111,  1,  c. 

c.  Cobalt  from  Zmc. 

Add  to  the  solution  of  the  two  metals,  which  must  contain  82 
some  free  hydrochloric  acid,  common  potassium  cyanide  (pre- 
pared by  Liebig's  method),  in  sufiicient  quantity  to  redissolve 
the  precipitate  of  cobalt  cyanide  and  zinc  cyanide  whicdi  forms 
at  first ;  then  add  a  little  more  potassium  cyanide,  and  boil  some 
time,  adding  occasionally  one  or  two  drops  of  hydrochloric  acid, 
but  not  in  sufiBcient  quantity  to  make  the  solution  acid.  After 
cooling  add  some  chlorine  or  bromine,  and  digest  for  some 
time  to  complete  the  conversion  of  the  cobalt  into  potassium 
cobalticyanide.  Mix  the  solution  with  hydrochloric  acid  in  an 
obliquely  placed  flask,  and  boil  until  the  zinc  cobalticyanide 
which  precipitates  at  first  is  redissolved,  and  the  hydrocyanic 
acid  completely  expelled.     Add  solution  of  soda  or  potassa  in 
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excess,  and  boil  until  the  fluid  is  clear ;  the  solution  may  now 
be  assumed  to  contain  all  the  cobalt  as  potassium  cobalticyanide, 
and  all  the  zinc  as  a  compound  of  oxide  of  zinc  and  alkali. 
Precipitate  the  zinc  by  hydrogen  sulphide  (§  108).  Filter,  and 
determine  the  cobalt  in  the  filtrate  as  in  81.  The  process  is 
simple  and  the  separation  complete  (Feesenius  and  Haidlen). 

11.  Methods  iased  upon  the  Yolumetric  Determina- 
tion of  one  of  the  Metals,  and  the  finding  of  the  other 
from  the  difference. 

a.  Feeeic  Ieon  feom  ALtrMrisrruM, 

Precipitate  both  metals  with  ammonia  (§  105,  a,  and  §  113,  81 
1).  Dissolve  the  weighed  residue,  or  an  aliquot  part  of  it,  by 
digestion  with  concentrated  hydrochloric  acid,  or  by  fusion  with 
bisulphate  of  potassa  and  treatment  with  water  containing  sul- 
phuric acid,  and  determine  the  iron  volumetrically  as  directed 
§  113,  3,  a  or  h.  The  alumina  is  found  from  the  difference. 
This  is  an  excellent  method,  and  to  be  recommended  more  par- 
ticularly in  cases  where  the  relative  amount  of  iron  is  small. 
If  you  have  enough  substance,  it  is  of  course  much  more  con- 
venient to  divide  the  solution,  by  weighing  or  measuring,  into 
2  portions,  and  determine  in  the  one  the  sesquioxide  of  iron  -(- 
alumina,  in  the  other  the  iron. 

I.  Feeeic  Ieon  feom  Feeeous  Ikon  (Zinc  and  Nickel). 

a.  Determine  in  a  portion  of  the  substance  the  total  amount  84 
of  the  iron  as  sesquioxide,  or  by  the  volumetric  way.  Dissolve 
another  portion  by  warming  with  sulphuric  acid  in  a  flask 
through  which  carbonic  acid  is  conducted,  to  exclude  the  air ; 
dilute  the  solution,  and  determine  the  protoxide  of  iron  volu- 
metrically (§  112,  2,  a).  Tlie  difference  gives  the  quantity  of 
the  sesquioxide.  Or,  dissolve  the  compound  in  like  manner 
in  hydrochloric  acid,  and  determine  the  ferric  chloride  with 
sodium  thiosulphate  according  to  §  113,  3,  5.  In  this  case  the 
difference  gives  the  ferrous  iron.  If  it  is  desired  to  determine 
the  ferrous  chloride  in  the  hydrochloric  solution  directly,  it  will 
be  well  to  use  Penny's  method  (§  112,  2,  l).  If  the  compound 
in  which  the  ferrous  and  ferric  basic  radicals  are  to  be  estimated 
is  decomposed  by  acids  with  difficulty,  heat  it  with  a  mixture 
of  4  parts  sulphuric  acid  and  1  part  water  (or  with  hydrochloric 
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acid)  in  a  sealed  tube  for  2  hours  at  210°  (MrrsoHERLioHf). 
Or,  if  this  is  not  enough,  fuse  it  with  borax  (1  part  mineral,  5 
to  6  vitrified  borax)  in  a  small  retort,  connected  with  a  flask 
containing  nitrogen  (produced  by  combustion  of  phosphorus  in 
air) ;  an  atmosphere  of  carbonic  acid  is  less  suitable.  Triturate 
the  fused  mass  with  the  glass,  and  dissolve  in  boiling  hydro- 
chloric acid  in  an  atmosphere  of  carbonic  acid  (ELeemann  v. 
Kobell).  Or,  as  will  generally  be  the  best  way,  you  may  dis- 
solve the  substance  in  a  mixture  of  hydrofluoric  and  hydro- 
chloric or  hydrofluoric  and  sulphuric  acids  with  exclusion  of 


Fig.  69. 

air.  Cooke  *  dissolves  silicates  in  a  mixture  of  sulphuric  and 
hydrofluoric  acids  in  an  atmosphere  of  steam  and  carbonic  acid, 
and  determines  the  ferrous  iron  by  means  of  potassium  per- 
manganate. 

Fig.  69  exhibits  his  apparatus.  To  the  sides  of  a  copper 
water-bath  are  attached  three  tubes.  The  tube  on  the  left  con- 
nects with  a  Mariotte's  flask  to  maintain  the  water  at  a  constant 
level.  The  upper  tube  on  the  right  connects  with  a  carbonic 
acid  gas  generator,  while  the  third  tube  carries  off  any  ovei-flow 
of  water  to  the  sink. 

On  the  cover  of  the  water-bath  close  to  the  rim  is  a  circular 
groove,  which  receives  the  edge  of  an  inverted  glass  funnel. 
When  the  apparatus  is  in  use  this  groove  is  kept  full  of  water 
by  the  spray  from  the  boiling  liquid,  and  thus  forms  a  perfect 

*  Am.  Jour.  Science,  2d  ser.,  44,  347. 
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water-joint ;  but  in  order  to  secure  this  result  the  bath  must  be 
kept  nearly  full  of  water,  and  holes  for  the  ready  escape  of  the 
steam  and  spray  should  be  provided  in  the  rings,  which  cover 
the  bath  and  adapt  it  for  vessels  of  various  sizes.  By  this 
ai-rangement  the  funnel  may  be  kept  filled  with  an  atmosphere 
of  steam  or  of  carbonic  acid  for  an  indefinite  period.  More- 
over, we  can  either  pour  in  fresh  quantities  of  solvent,  or  we 
can  stir  up  the  material,  in  the  vessel  within,  introducing  a 
tube-funnel  or  stirrer  through  the  spout  of  the  covering  funnel. 
The  finely  pulverized  substance  (^  to  1  grm.)  is  placed  in  a 
large  platinum  crucible.  Upon  it  pour  a  mixture  of  dilute 
sulphuric  acid  (sp.  gr.  1-5)  with  as  little  hydrofluoric  acid  as 
expei-ience  may  show  is  required  to  dissolve  or  decompose  the 
substance,  stirring  up  the  material  with  a  platinum  spatula. 
The  crucible  is  next  transferred  to  the  water-bath,  the  covering 
funnel  put  in  place,  water  poured  into  the  groove,  the  interior 
filled  with  carbonic  acid,  and  the  lamp  lighted.  As  soon  as  the 
water  boils,  the  supply  of  carbonic  acid  is  stopped ;  and  if  the 
water-level  has  been  properly  adjusted,  the  apparatus  will  take 
care  of  itself,  the  groove  will  be  kept  full  of  water,  and  the 
interior  of  the  funnel  full  of  steam.  If  the  materials  cake  on  the 
bottom  of  the  crucible,  as  is  not  unfrequently  the  case  when  a 
large  amount  of  insoluble  sulphate  is  formed,  the  lamp  may  be 
removed,  the  apparatus  again  filled  with  carbonic  acid,  and  the 
contents  of  the  crucible  stirred  up  by  aid  of  a  stout  platinum 
wire  about  two  inches  long,  fused  to  the  end  of  a  glass  tube. 
Anything  adhering  to  the  rod  can  easily  be  washed  back  into 
the  crucible  by  directing  the  jet  from  the  wash-bottle  down  the 
throat  of  the  covering  funnel.  The  lamp  may  then  be  replaced, 
the  current  of  carbonic  acid  interrupted,  and  the  process  of 
digestion  continued.  When  the  decomposition  is  complete,  the 
current  of  carbonic  acid  gas  is  re-established,  the  lamp  extin- 
guished, and  the  air-tube  of  the  Mariotte's  fiask  raised  until  its 
lower  end  is  above  the  level  of  the  overflow.  A  slow  current 
of  water  is  thus  caused  to  flow  through  the  bath,  which  soon 
cools  down  the  whole  apparatus.  The  crucible  may  now  be 
removed,  its  contents  washed  into  a  beaker-glass,  and  the  solu- 
tion diluted  with  pure  water  until  the  volume  is  about  500  c.c, 
when  the  amount  of  ferrous  iron  present  can  be  determined 
with  a  solution  of  potassium  permanganate  in  the  usual  way. 
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Many  iron  compounds  in  fine  powder  are  completely  decom- 
posed by  boiling  a  few  minutes  only  with  the  mixed  acids 
above  mentioned.  If  a  preliminary  experiment  shows  this  to 
be  the  case,  a  simple  and  satisfactory  way  of  effecting  a  solu- 
tion is  to  boil  the  substance  with  the  solvent  acids  in  a  platinum 
crucible  of  -iO  to  50  c.c.  capacity,  provided  with  a  well-fitting 
concave  cover.  By  watching  the  escaping  vapor,  one  can  regu- 
late the  boiling  so  as  to  prevent  access  of  air  without  appreciable 
meclianical  loss.  If  on  removing  the  cover  the  decomposition 
is  complete,  the  operation  may  be  considered  successful.  Put 
the  crucible  and  its  contents  at  once  into  cold  water  in  a  beaker 
and  titrate  with  permanganate  (or  thiosulphate  if  IICl  has  been 
used). 

Iron  may  also  be  determined  volumetrically  in  presence  of 
zinc,  nickel,  etc.  It  is,  indeed,  often  the  better  way,  instead 
of  effecting  the  actual  separation  of  the  oxides,  to  determine  in 
one  portion  of  the  solution  the  iron  -(-  zinc  or  -\-  nickel,  in 
another  portion  the  iron  alone,  and  to  find  the  quantity  of  the 
other  metal  by  the  difference.  However,  this  can  be  done  only 
in  cases  whei'e  the  quantity  of  iron  is  i-elatively  small. 

12.  Cobalt  and  Nickel  from  Manganese. 

To  the  acid  solution  add  sodium  carbonate  in  excess,  then  85 
acetic  acid  in  liberal  excess,  then  to  the  clear  fluid,  containing 
say  a  grm.  of  nickel  or  cobalt,  30  to  40  c.c.  of  sodium  acetate 
solution  (1  in  10),  and  pass  hydrogen  sulphide  to  saturation, 
keeping  at  70°.  Filter  off  the  precipitated  nickel  or  cobalt  sul- 
phide, wash  and  dry  it.  Concentrate  the  filtrate  by  evapora- 
tion, add  ammonium  sulphide,  and  then  acetic  acid,  thus 
obtaining  a  second  precipitate  of  nickel  or  cobalt  sulphide. 
Test  the  filtrate  again  in  the  same  manner.  In  the  united  pre- 
cipitates determine  the  nickel  or  cobalt  according  to  §  110,  1,  5, 
or  §  111,  1,  0 ;  in  the  filtrate,  the  manganese  according  to 
§  109,  2. 

IV.  Sepaeation  of  Ieon,  Aluminii™,  Manganese,  Calcium, 
Magnesium,  Potassium  and  Sodium. 

§  161.  , 

As  these  metals  are  found  together  in  the  analysis  of  most 
silicates,  and  also  in  many  other  cases,  I  devote  a  distinct  para- 
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graph  to  the  description  of  the  methods  which  are  employed  to 
effect  their  separation. 

1.  Method  based  upon  the  employment  of  Ba/rium  Car- 
lonate  (particularly  applicable  in  cases  where  the  mixture  con- 
tains only  a  small  proportion  of  calcium). 

The  solution  should  contain  no  free  chlorine,  and  the  iron  8( 
should  be  all  in  the  form  of  ferric  salt.  Precipitate  the  iron 
and  aluminium  by  barium  carbonate  *  (46  and  64),  dissolve  tlie 
precipitate  in  hydrochloric  acid,  throw  down  the  barium  with 
sulphuric  acid,  filter,  and  estimate  the  iron  and  aluminium 
according  to  one  of  the  methods  given  §  160,  by  preference  83, 
at  least  when  the  quantity  of  aluminium  is  not  too  small. 

To  the  filtrate  from  the  barium  carbonate  precipitate  add 
hydrochloric  acid,  heat,  throw  down  the  barium  with  sulphuric 
acid,  added  just  in  excess.  Filter  off  the  precipitate,  wash  till 
free  from  soluble  sulphate,  concentrate  if  necessary,  precipitate, 
and  determine  the  manganese  as  sulphide  (§  109,  2).  To  the 
filtrate  add  hydrochloric  acid,  heat,  filter  off  the  sulphur,  pre- 
cipitate the  lime  with  oxalate  of  ammonia,  and  finally  separate 
the  magnesia  from  the  alkalies  by  one  of  the  methods  given  S 
153. 

2.  Method  hased  upon  the  application  of  Alkali  Acetates 
or  Formates. 

Remove  by  evaporation  any  very  considerable  excess  of  acid  87 
which  may  be  present,  dilute,  add  sodium  carbonate,f  until  the 
fluid  is  nearly  neutral,  then  sodium  acetate  (or  sodium  formate) 
and  precipitate  iron  and  aluminium,  observing  all  directions 
given  in  71.  Wash  the  precipitate  well,  dissolve  in  hydrochloric 
acid,  precipitate  the  solution  with  ammonia  (37),  dry,  ignite, 
and  weigh.  Dissolve  in  concentrated  hydrochloric  acid,  or 
digest  it  with  ]  6  times  its  weight  of  a  mixture  of  8  parts  sul- 
phuric acid  and  3  parts  water,  or  fuse  it  for  a  long  time  M-ith 

*  Before  adding  the  barium  carbonate,  it  is  absolutely  indispensable  to  ascer- 
tain whether  a  solution  of  it  in  hydrochloric  acid  is  completely  precipitated  by 
sulphuric  acid,  so  that  the  filtrate  leaves  no  residue  upon  evaporation  iu  a  pla- 
tinum dish. 

f  In  cases  where  it  is  intended  to  estimate  the  alkalies  in  the  filtrate,  ammo- 
nium salts  must  be  used  instead  of  the  sodium  salts.  If,  however,  it  is  intended 
to  precipitate  manganese  subsequently  with  bromine,  ammonium  salts  must  not 
be  introduced  into  the  solution. 
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bisulphate  of  potassa,  dissolve  in  water,  and  determine  the  iron 
volumetrieally  as  in  §  113,  3,  a  or  h.  The  diilerence  gives  the 
quantity  of  the  aluminium.  If  any  silicic  acid  remains  behind 
on  dissolving  the  precipitate,  it  is  to  be  collected  on  a  filter, 
ignited,  weighed,  and  deducted  from  the  alumina.  The  filtrate 
contains  the  manganese,  the  alkali-earth  metals,  and  the  alkalies. 
Precipitate  the  manganese  with  ammonium  sulphide  (§  109,  2), 
boil  with  hydrochloric  acid  and  filter  off  the  sulphur,  precipi- 
tate the  calcium,  after  addition  of  ammonia,  with  ammonium 
oxalate,  and  lastly,  after  removing  the  ammonium  salts  by  igni- 
tion, precipitate  the  magnesium  from  the  hydrochloric  acid 
solution  of  'the  residue  with  ammonium  sodium  phosphate. 
However,  if  it  is  intended  to  estimate  the  alkalies,  the  magne- 
sium must  be  separated  by  one  of  the  processes  in  §  153,  4.  This 
method  is  convenient,  and  gives  good  results,  especially  in  the 
presence  of  much  iron  and  little  aluminium.  Since  aluminium. 
is  not  precipitated  by  alkali  acetates  or  formates  with  the  same 
certainty  as  iron,  it  is  necessary  to  test  the  weighed  manganese 
sulphide  for  aluminium. 

[This  method  is  to  be  recommended  when  manganese  is  pres- 
ent with  iron,  or  with  iron  and  a  moderate  proportion  of  alumin- 
ium. If,  however,  the  amount  of  aluminium  is  large  in  propor- 
tion to  the  iron,  it  is  difficult  to  precipitate  it  completely  with 
sodium  acetate.  Instead  of  precipitating  manganese  with 
ammonium  sulphide  it  may  be  separated  from  calcium  and 
magnesium  by  precipitation  with  bromine.  Add  aqueous  solu- 
tion of  bromine  to  the  filtrate  from  the  iron  precipitate  with- 
out previous  concentration  of  the  filtrate,  unless  its  volume 
exceeds  600  or  700  c.c,  and  proceed  according  to  §  159,  62.] 

3.  Method  hased  upon  the  application  of  Ammonium  Sul- 
phide. 

Mix  the  fluid  in  a  flask  with  ammonium  chloride,  then  with  88 
ammonia,  until  a  precipitate  just  begins  to  form,  then  with 
yellow  ammonium  sulphide,  fill  the  flask  nearly  up  to  the  top 
with  water,  cork  it,  allow  to  settle  in  a  warm  place,  filter,  and 
wash  the  precipitate — consisting  of  iron  and  manganese  sulphides 
and  aluminium  hydroxide — without  interruption  with  water 
containing  ammonium  sulphide.  Separate  the  calcium,  magne- 
sium, and  alkalies  in  the  filtrate  as  in  87.     Dissolve  the  precipi- 
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tate  in  hydrochloric  acid,  and  separate  the  aluminium  from  the 
iron  and  manganese  according  to  65  or  66,  and  then  the  iron 
from  the  manganese,  say  by  70  or  71. 

The  following  method  is  particularly  suitable  in  cases  where 
no  manganese  is  present,  or  only  inappreciable  traces : 

4.  Method  hased  upon  the  application  of  Ammonia. 

The  solution  must  contain  all  the  iron  in  the  state  of  a  ferric  8£ 
salt.  Add  a  relatively  large  quantity  of  ammonium  chloride, 
and — observing  the  precautions  indicated  in  37 — precipitate 
with  ammonia.  The  precipitate  contains  the  whole  of  the  iron 
and  aluminium  ;  at  most  an  inappreciable  amount  of  xthe  latter 
remains  in  solution  if  the  free  ammonia  has  been  almost  hut 
not  entirely  driven  off  by  heat,  if  the  solution  was  diluted  suffi- 
ciently, and  if  enough  ammonium  chloride  was  present.  It 
may  also  contain  small  quantities  of  calcium  and  magnesium 
and  a  little  manganese.  It  is  well,  therefore,  usually  to  redis- 
solve  the  washed  precipitate  in  hydrochloric  acid,  and  reprecipi- 
tatG  \vith  ammonia.  In  this  way  the  precipitate  will  be  got  free 
from  alkali-earths  and  manganese.  Wash  the  precipitate  com- 
pletely, dry,  ignite,  and  treat  according  to  87.  If  silicic  acid 
remains  undissolved,  it  is  to  be  determined  and  deducted.  The 
solution  filtered  from  the  aluminium  and  ferric  hydroxide  is 
concentrated  by  evaporation,  the  manganese  is  precipitated  and 
determined  according  to  §  109,  2,  as  sulphide,  the  alkali-earth 
metals  and  alkalies  in  the  filtrate  are  determined  according  to 
87.  The  weighed  sulphide  of  manganese  is  digested  with  dilute 
hydrochloric  acid,  any  residue  that  may  remain  fused  with 
bisulphate  of  potassa,  dissolved  in  water,  and  tested  for  alumina. 

Supplement  to  the  Fourth  Group. 

To  §§  158,  159,  160. 

Sepaeation  of  Ueanium  feom  thi;  othee  Metals  of 
Geoups  I. — lY. 

It  has  already  been  stated,  in  §  11-1,  that  uranium  in  uranyl  9C 
compounds  canoot  be  completely  separated  from  the  alkalies 
by  means  of  ammonia,  as  the  precipitated  ammonium  uranate 
is  likely  to  contain  also  fixed  alkalies.     The  precipitate  should 
therefore  be  dissolved  in  hydrochloric  acid,  the  solution  evapo- 
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rated  in  the  platinum  crucible,  the  residue  gently  ignited  in  a 
current  of  hydrogen  gas,  the  chlorides  of  the  alkali  metals 
extracted  with  water,  and  the  uranous  oxide  (UOj)  ignited  in 
hydrogen,  in  order  to  its  being  weighed  as  such,  or  in  the  air, 
whereby  it  is  converted  into  uranous  uranate,  U(UO^),.  Instead 
of  dissolving  the  precipitate  in  hydrochloric  acid  and  treating 
the  solution  as  directed,  you  may  heat  the  precipitate  cau- 
tiously* with  ammonium  chloride,  and  treat  the  residue  with 
water  (H.  Rose).  Uranium  may  be  completely  separated  from 
the  alkahes  also  by  ammonium  sulphide  as  H.  Rose  found. 
REMELEf  has  examined  this  subject  with  great  care  and  recom- 
mends the  following  method  of  precipitation : — The  solution 
being  neutral  or  slUjIitly  aoid,  add  an  excess  of  yellow  ammo- 
nium sulphide  and  keep  nearly  boiling  for  an  hour  to  convert 
the  iirst  formed  precipitate  of  ui-anium  oxysulphide  entirely 
into  a  mixture  of  uranous  oxide  and  sulphur.  The  fluid,  at  first 
dark  from  presence  of  dissolved  uranium,  will  now  appear  yel- 
low and  transparent.  Filter  off  the  precipitate  containing  all 
the  uranium  and  wash  it  with  cold  or  warm  water,  first  by 
decantation,  finally  on  the  filter.  It  is  well  to  mix  a  little 
ammonium  sulphide  or  chloride  with  the  water,  as  when  pure 
water  is  used  the  last  filtrate  is  apt  to  be  turbid.  The  dried 
precipitate  is  roasted  aJid  then  converted  into  uranous  uranate 
by  ignition  in  the  air,  or  into  uranous  oxide  by  ignition  in 
hydrogen  (§  114). 

From  barium  uranyl  may  be  separated  by  sulphuric  acid,  91 
from  strontium  and  calcium  by  sulphuric  acid  and  alcohol. 
Ammonia  fails  to  effect  complete  separation  of  uranyl  from  the 
alkali-earth  metals,  the  precipitate  always  containing  not  incon- 
siderable quantities  of  the  latter.  In  such  precipitates,  however, 
the  uranium  and  the  alkali-earth  metals  may  likewise  be  sepa- 
rated by  gentle  ignition  with  ammoniuln  chloride  and  treatment 
of  the  residue  with  water. 

Uranyl  may  be  separated  from  strontium  and  calcium  also  92 
by  precipitation  with  ammonium  sulphide  by  the  method  given 
above  in  the  separation  from  the  alkalies.     As  carbonates  of  the 
alkali-earth  metals  may  be  coprecipitated,  treat  the  waslied  pre- 


*  Strong  Ignition  would  occasion  the  volatilization  of  uranium  chloride, 
t  Zeitschr.  f.  anal.  Chem.  4,  379. 
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cipitate  of  uranous  oxide  and  sulphur  in  the  cold  with  dihito 
hydrochloric  acid  which  will  not  dissolve  uranous  oxide. 
Ammonium  sulphide  will  not  answer  for  the  separation  of 
uranium  from  harium  (Remele*). 

Magnesium  may  be  separated  from  uranyl  not  only  by  93 
ammonium  sulphide  in  presence  of  ammonium  chloride,  but 
also  by  ammonia.  Add  enough  ammonium  chloride  to  the 
solution,  heat  to  boiling,  supersaturate  with  ammonia,  continue 
boiling  till  the  odor  of  ammonia  is  but  slight,  filter  the  hot  fluid, 
and  wash  the  precipitate,  which  is  free  from  magnesium,  with 
hot  water  containing  ammonia  (H.  Rose).  It  is  always  well  to 
test  the  uranous  oxide  obtained  by  ignition  in  hydrogen  for 
magnesium  by  treating  with  dilute  hydrochloric  acid. 

Aluminium  is  best  separated  from  uranyl  by  mixing  the 
somewhat  acid  fluid  with  ammonium  carbonate  in  excess.  The- 
uranyl  passes  completely  into  solution,  while  the  aluniinium 
remains  absolutely  undissolved.  Filter,  evaporate,  add  hydro- 
chloric acid  to  resolution  of  the  precipitate  produced,  heat  till 
all  the  carbonic  acid  is  expelled,  and  precipitate  with  ammonia 

(§  114)- 

Uranyl  is  best  separated  from  chromium  (W.  GiBBsf)  by 
adding  to  the  solution  soda  in  slight  excess,  heating  to  boiling 
and  adding  bromine  water,  when  the  chromium  is  rapidly 
converted  into  chromic  acid.  Filter  the  solution  containing 
sodium  chromate  from  the  precipitate  which  has  a  deep  orange- 
red  color  and  consists  of  a  compound  of  soda  and  uranic  oxide 
mixed  with  some  uranyl  chromate.  "Wash  the  precipitate  with 
hot  water  containing  a  little  soda,  dissolve  it  in  hot  nitric  acid, 
boil  the  solution  a  few  minutes  to  drive  oif  any  nitrous  acid,  and 
precipitate  the  chromic  acid  according  to  §  130,  I.,  a,  /3  with 
mercurous  nitrate  (according  to  Gibes  at  a  boiling  heat).  The 
filtrate  now  contains  the  whole  of  the  uranium,  of  course  in 
presence  of  mercury. 

The  separation  of  uranyl  from  the  metals  of  the  fourth  94 
group  may  be  based  simply  on  the  fact  that  ammonium  carbonate 
prevents  the  precipitation  of  uranyl,  but  not  that  of  the  other 
metals   by   ammonium   sulphide.     Mix   the    solution   with  a 
mixture  of  ammonium  carbonate  and  ammonium  sulphide,  allow 

*  Zeitschr.  f.  anal.  Chem.  4,383.  \  lb.  13,  310. 
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to  subside  in  a  closed  flask,  and  wash  the  precipitate  with  water 
containing  ammonium  carbonate  and  ammonium  sulphide. 

Kemove  the  greater  part  of  the  excess  of  ammonium  car- 
bonate from  the  filtrate  by  a  very  gentle  heat,  acidify  with 
hydrochloric  acid,  warm,  filter  off  the  separated  sulphur,  and 
throw  down  the  uranium  either  by  ammonium  sulphide  (see 
above,  Separation  of  Uranium  from  the  Alhtlies)  or  by 
heating  with  nitric  acid  and  then  adding  ammonia  (11.  Rose,* 
EEMELEf ).  The  method  is  not  so  suitable  in  presence  of  nickel, 
as  a  little  of  this  metal  is  very  liable  to  pass  into  the  filtrate 
on  precipitation  with  ammonium  carbonate  and  ammonium 
sulphide. 

Ferric  iron  may  be  also  separated  from  uranyl  by  means  of 
an  excess  of  ammonium  carbonate.  The  small  quantity  of  iron 
which  passes  with  the  uranium  into  solution  will  fall  down  on 
allowing  the  solution  to  stand  for  several  hours,  or  it  may  be 
precipitated  with  ammonium  sulphide,  before  the  uranium  is 
thrown  do^vn  (PisAifi:J:). 

From  nickel,  cobalt,  manganese,  sine,  and  m,agnesium 
the  uranyl  may  also  be  separated  by  barium  carbonate.  The 
fluid,  which  should  contain  a  little  free  acid,  is  mixed  with  the 
precipitant  in  excess,  and  allowed  to  stand  in  the  cold  for  24 
hours  with  frequent  shaking  (64). 

From  cobalt,  nickel,  and  zinc  uranyl  may  also  be  separated  95 
(GiBBS  and  Peekins§)  by  taking  the  neutral  or  slightly  acid 
solutions  of  the  chlorides,  adding  sodium  acetate  in  excess  and 
a  few  drops  of  acetic  acid,  and  passing  a  rapid  current  of  hydro- 
gen sulphide  for  half  an  hour  through  the  boiling  fluid.  The 
uranium  remains  dissolved  while  the  other  metals  are  precipi- 
tated. I  should  advise  testing  the  filtrate  with  a  mixture  of 
ammonium  carbonate  and  ammonium  sulphide  to  see  if  any 
nickel,  cobalt,  or  zinc  remain  in  solution. 

*  Zeitschr.  f.  anal.  Chem.  1,  413.  X  Compt.  rend.  52,  106. 

t  lb.  4,  385.  §  Zeitschr.  f .  anal.  Chem.  3,  334 
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Fifth  Group. 

SILTEE — MEECITRT  (iN  MEECUEOUS  AND  MEECUEIC  COMPOUNDS) — LEAD 
— BISMUTH — COPPEE — CADMIUM. 

I.  Sepaeation  of  the  Metals  of  the  Fifth  Geoup  feom  those 

OF   THE   FIEST    FoUE    GeoUPS. 

§162. 

Index.     (The  numbers  refer  to  those  in  the  margin.) 

Silmr  from  the  metals  of  Groups  I. — IV.,  96,  97. 
Mercury  {in  mereurous  and  msrcuric  compounds)  from  the 

metals  of  Groups  I.— IV.,  96,  98. 
Lead  from  the  metals  of  Groups  I. — IV.,  96,  99. 
Bismuth  from  the  metals  of  Groups  I. — IV.,  96,  104. 
Copper  from  the  melals  of  Groups  I.— IV.,  96,  100,  101,  102. 

zinc,  103. 
Cadmium  from  the  metals  of  Groups  I. — IV.,  96. 
"        zinc,  105. 

A.     General  Method. 
All  the  Metals  of  the  Fifth  Geoup  feom  those  of 

THE   FIEST    FoUE    GliOUPS. 

Principle :  Hydrogen  Sulphide  precipitates  from  Acid 
Solutions  the  Metals  of  the  Fifth  Group,  hut  not  those  of  the 
first  Four  Groups. 

The  following  points  require  especial  attention  in  the  execu- 
tion of  the  process : 

a.  To  efEect  the  separation  of  the  metals  of  the  fifth  group  96 
from  those  of  the  first  three  groups,  by  means  of  hydrogen 
sulphide,  it  is  necessary  simply  that  the  reaction  of  the  solution 
should  be  acid,  the  nature  of  the  acid  to  which  the  reaction  is 
due  being  of  no  consequence.  But,  to  efEect  the  separation  of 
the  metals  of  the  fifth  group  from  those  of  the  fourth,  the 
presence  of  a  free  mineral  acid  is  indispensable ;  otlierwise  zinc 
and,  under  certain  circumstances,  also  cobalt  and  nickel  may  be 
coprecipitated. 

/S.  But  even  the  addition  of  hydrochloric  acid  to  the  fluid 
will  not  always  entirely  prevent  the  coprecipitation  of  the  zinc. 
ErvoT  and  Bouquet*  declare  a  complete  separation  of  copper 

*  Annal.  d.  Chem.  u.  Pharm.  80,  864. 
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from  zinc  by  means  of  hydrogen  siilphido  altogether  imprac- 
ticable. Calveet  *  states  that  he  has  arrived  at  the  same  con- 
clusion. On  the  other  hand,  SpiKGATisf  concurs  \vith  H.  Kose 
in  maintaining  that  the  complete  separation  of  copper  from  zinc 
may  be  effected  by  means  of  hydrogen  sulphide  in  presence  of 
a  sufficient  quantity  of  free  acid. 

In  this  conflict  of  opinions,  1  thought  it  necessary  to  subject 
this  method  once  more  to  a  searching  investigation.  I  there- 
fore instructed  one  of  the  students  in  my  laboratory,  Mr. 
Geundmahn,  to  make  a  series  of  experiments  in  the  matter, 
with  a  view  to  settling  the  question,  j^ 

The  following  process  is  founded  on  the  results  which  we 
obtained : 

Add  to  the  coppee  and  znsrc  solution  a  large  amount  of 
hydrochloric  acid  {e.g.,  to  '4  grm.  oxide  of  copper  in  250  c.c.  of 
solution,  30  c.c.  hydrochloric  acid  of  Tl  sp.  gr.),  conduct  into 
the  fluid  at  about  70°  hydrogen  sulphide  largely  in  excess,  filter 
before  the  excess  of  hydrogen  sulphide  has  had  time  to  escape 
or  become  decomposed,  wash  with  hydrogen  sulphide  water, 
dry,  roast,  redissolve  in  nitrohydrochloric  acid,  evaporate  nearly 
to  dryness,  add  water  and  hydrochloric  acid  as  above,  and  pre- 
cipitate again  with  hydrogen  sulphide.  This  second  precipi- 
tate is  free  from  zinc ;  it  is  treated  as  directed  in  §  119,  3. 

If  CADMIUM  is  present,  it  is  well  to  have  less  acid  present, 
e.g.,  to  -i  gnn.  oxide  of  cadmium  in  250  c.c.  of  solution  add  10 
c.c.  hydrochloric  acid  of  I'l  sp.  gr.  If  the  quantity  of  zinc  is 
considerable,  dissolve  the  first  precipitate  of  cadmium  sulphide 
in  hot  hydrochloric  acid,  evaporate  nearly  to  dryness,  add  10 
c.c.  hydrochloric  acid  and  about  250  c.c.  water,  and  precipitate 
again.    In  this  way  the  results  are  quite  satisfactory. 

/.  The  other  metals  of  the  fifth  group  comport  themselves 
in  this  resj^ect  similarly  to  cadmium,  i.e.,  they  are  not  com- 
pletely precipitated  by  hydrogen  sulphide  in  presence  of  too 
much  free  acid  in  a  concentrated  solution.  Lead  requires  the 
least  amount  of  free  acid  to  be  retained  in  solution ;  then  follow 
in  order  of  succession,  cadmium,  mercury,  bismuth,  copper,  sil- 
ver (M.  Maetin§).     a  portion  of  the  filtrate  should,  if  neces- 

*  Journ.  f.  prakt,  Chem.  71,  155.  t  lb.  73,  241. 

t  lb.  57,  184.  §  lb.  67,  371. 
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sary,  be  tested  by  addition  of  a  large  quantity  of  hydrogen  sul- 
phide to  see  if  the  precipitation  of  the  fifth  group  was  com- 
plete. 

d.  If  hydrochloric  acid  produces  no  precipitate  in  the 
solution,  it  is  preferred  as  acidifying  agent,  otherwise  sulphuric 
or  nitric  acid  must  be  used.  In  thie  latter  case  the  fluid  must 
be  rather  largely  diluted.  Eliot  and  Stoeee  *  arrived  at  the 
same  conclusion  as  ourselves,  and  showed  that  the  cause  of 
Calvert's  unfavorable  resiilts  was  the  too  large  dilution  of  his 
solutions.  For  to  prevent  the  precipitation  of  zinc  you  have 
not  merely  to  preserve  a  certain  proportion  between  the  zinc 
and  the  free  acid,  but  also  a  certain  degree  of  dilution. 
Although  I  agree  with  the  above-named  chemists  in  the  opinion 
tliat  it  is  possible  to  produce  a  condition  of  the  fluid,  under 
which  one  precipitation  will  effect  complete  separation,  still  it 
appears  to  me  better,  for  practical  purposes,  to  precipitate  twice, 
as  this  is  sure  to  lead  to  the  desired  result. 

€.  A  somewhat  copious  experience  in  the  separation  of  cop- 
pee  from  NICKEL  (and  cobalt)  which  so  frequently  occurs  has 
led  me  to  the  opinion  that  a  double  precipitation  is  unnecessary. 
If  the  solution  which  is  to  be  treated  with  hydrogen  sulpliide 
contains  enough  free  hydrochloric  acid  and  not  too  much  water, 
the  copper  falls  down  absolutely  free  from  nickel,  while,  on  the 
other  hand,  if  the  quantity  of  free  acid  is  not  too  large,  the  fil- 
trate will  be  quite  free  from  copper. 

(S.  Cadmium  and  zmc  may,  according  to  Follenius,  also  be 
completely  separated  by  a  single  precipitation,  if  the  metals  are 
present  in  a  sulphui'ic  acid  solution  containing  25  or  30  per 
cent,  of  dilute  acid  of  1'19  sp.  gr.  Precipitate  with  hydrogen 
sulphide  at  70°.  Collect  the  precipitate  on  a  weighed  asbestos 
filter,  dry  in  a  current  of  heated  air,  ignite  gently  in  a  stream 
of  pure  hydrogen  sulphide  (to  convert  small  quantities  of  cad- 
mium sulphate  into  sulphide),  remove  the  small  quantity  of 
separated  sulphur  by  gentle  ignition  in  a  current  of  air,  and 
weigh. 

*  On  the  Impurities  of  Commercial  Zinc,  &o. — Memoirs  of  the  American 
Academy  of  Arts  and  Sciences.     New  Series.     Vol.  8. 
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B.  Special  Methods. 

Single  Metals  of  the  Fifth  Geoup  feom  Single  oe 
Mixed  Metals  of  the  first  Foue  Groups. 

1.  Silver  is  most  simply  and  completely  separated  from  the  97 
metals  of  the  first  foue  geoups  by  means  of  hydrochloric 
acid.  The  hydrochloric  acid  must  not  be  used  too  largely  in 
excess,  and  the  fluid  must  be  sufficiently  dilute ;  otherwise  a 
portion  of  the  silver  will  remain  in  solution.  Care  must  be 
taken  also  not  to  omit  the  addition  of  nitric  acid,  which  pro- 
motes the  separation  of  the  silver  chloride.     The  latter  should 

be  treated  according  to  §  115,  1,  a. 

2.  The  separation  of  meeouey  from  the  metals  of  the  98 
first  foue  geoups  may  be  effected  also  by  ignition,  which  will 
cause  the  volatilization  of  the  mercury  or  the  mercurial  com- 
pound, leaving  the  non-volatile  bodies  behind.     The  method  is 
applicable  in  many  cases  to  alloys,  in  others  to  oxides,  chlorides, 

or  sulphides.  If  the  mercury  is  estimated  only  from  the  loss, 
the  operation  is  conducted  in  a  crucible ;  otherwise  in  a  bulb- 
tube,  or  a  wide  glass  tube  with  porcelain  boat.  In  the  latter 
case  it  is  well  to  use  a  current  of  hydrogen  (compare  §  118, 
1,  a). 

The  precipitation  of  mercury  as  mercurous  chloride  with 
phosphorous  acid,  according  to  §  118,  2,  is  also  well  adapted  for 
its  separation  from  metals  of  the  first  four  groups.  If  the  mer- 
cury is  already  present  as  a  mercurous  salt,  it  may  be  separated 
and  determined  in  a  simple  manner,  by  precipitation  with 
hydrochloric  acid  (§  117,  1). 

3.  Feom  those  basic  eadicals  which  foem  soluble  salts  99 
WITH  sulphueic  ACID,  LEAD  may  be  readily  separated  by  that 
acid.     The  results  are  very  satisfactory,  if  the  rules  given  in 

§  116,  3  are  strictly  adhered  to. 

If  you  have  lead  in  presence  of  barium,  both  in  form  of 
sulphates,  digest  the  precipitate  with  a  solution  of  ordinary 
ammonium  sesquicarbonate,  without  application  of  heat.  This 
decomposes  the  lead  salt,  leaving  the  barium  salt  unaltered. 
Wash,  first  with  solution  of  ammonium  carbonate,  then  with 
water,  and  separate  finally  the  lead  carbonate  from  the  barium 
sulphate,  by  acetic  acid  or  dilute  nitric  acid  (II.  Rose*).     Tlie 

»  Journ.  f.  prakt.  Chem.  66,  166. 
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same  object  may  also  be  attained  by  suspending  the  washed 
insohible  salts  in  water  and  digesting  with  a  clear  concentrated 
solution  of  sodium  thiosulphate  at  15 — 20°  (not  higher).  The 
barium  sulphate  remains  undissolved,  the  lead  sulphate  dis- 
solves. Determine  the  lead  in  the  filtrate  (after  §  116,  2)  as 
lead  sulphide  (J.  Lowe*). 

4.    C'<JPPEH  FROM  ALL  MeTALS  OF  THE  FTEST  FoUE  GrEOTJPg. 

a.  Free  the  solution  as  far  as  possible  from  hydrochloric  100 
and  nitric  acids  by  evaporation  with  sulphuric  acid.  Dilute  if 
necessary,  boil,  and  add  sodium  thiosulphate  f  as  long  as  a  black 
precipitate  continues  to  form.  As  soon  as  this  has  deposited, 
and  the  supernatant  fluid  contains  only  suspended  sulphur, 
the  whole  of  the  copper  is  precipitated.  The  precipitate  is 
cuprous  sulphide  (Cu^S),  and  may  be  readily  washed  without 
suffering  oxidation.  Convert  it  into  anhydrous  cuprous  sul- 
phide by  ignition  in  hydrogen  (§  119,  3).  The  other  metals 
are  in  tlie  filtrate  and  washings.  Evaporate  with  some  nitric 
acid,  filter,  and  determine  the  metals  in  the  filtrate.  %  Eesults 
good.  The  method  requires  practice,  as  the  end  of  the  pre- 
cipitation of  the  copper  is  not  so  easy  to  hit  as  when  hydro- 
gen sulphide  is  employed. 

If  the  solution  contained  hydrochloric  or  nitric  acid,  and 
this  was  not  first  removed  before  the  addition  of  the  thiosul- 
phate, the  precipitant  would  be  required  in  much  larger  quan- 
tity ;  in  the  presence  of  hydrochloric  acid  because  the  cuprous 
chloride  produced  is  only  decomposed  by  a  large  excess  of 
thiosuljihate,  in  the  presence  of  nitric  acid  because  the  thio- 
sulpliate  does  not  begin  to  act  on  the  copper  salt  till  all  tlie 
nitric  acid  is  decomposed. 

*Journ.  f.  prakt.  Chem. 

f  The  commercial  salt  is  often  not  sufficiently  pure;  in  which  case  some 
sodium  carbonate  must  be  added  to  its  solution,  and  the  mixture  liltered. 

X  As  far  back  as  1843,  C  Himly  made  the  tirst  proposal  to  employ  sodium 
thiosulphate  for  the  precipitation  of  many  metals  as  sulphides  (Annal.  d.  Chem. 
u.  Pharm.  43,  150).  The  question,  after  long  neglect,  was  afterwards  taken  up 
again  by  VonL  (Annal.  d.  Chem.  u.  Pharm.  96,  237),  and  Slater  (Cliem.  Gaz. 
18.5-5,  369).  Fi,A,jOLOT,  however,  made  the  first  quantitative  experiment  (Annal. 
des.  Mines,  1853,  641 ;  Journ.  f .  prakt.  Chem.  61,  105).  The  results  obtained  by 
him  are  perfectly  satisfactory. 
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J.  Precipitate  the  copper  as  cuprous  sulphocyanate  accord-  101 
ing  to  §  119,  3,  h ;  the  other  metals  remain  in  solution  (Eivot). 
If  alkalies  were  present  and  it  were  desired  to  determine  them 
in  the  filtrate,  ammonium  sulphocyanate  must  be  used  instead 
of  the  potassium  salt  usually  employed.  This  method  is  par- 
ticularly well  adapted  for  the  separation  of  copper  from  zinc. 
The  zinc  can  be  precipitated  at  once  from  the  filtrate  by  sodium 
carbonate.  The  method  is  also  suitable  for  separating  copper 
from  iron  (PI.  Rose*)  ;  in  this  case  it  is  unnecessary  that  ferric 
salts  be  completely  reduced  by  the  sulphurous  acid  added  ;  the 
separation  may  be  effected,  even  if  the  solution  becomes  blood- 
red  on  the  addition  of  the  precipitant. 

e.  The  solution  should  be  free  from  hydrochloric  acid,  and  102 
should  contain  a  certain  quantity  of  free  nitric  acid  (20  c.c. 
nitric  acid  of  1'2  sp.  gr.  to  200  c.c),  and  some  sulphuric  acid. 
Throw  down  the  copper  by  a  galvanic  current,  so  that  the 
metal  may  be  firmly  deposited  on  a  platinum  vessel  (prefer- 
ably a  platinum  cone),  which  forms  the  negative  pole.  Take 
care  that  the  current  is  strong  enough,  and,  without  interrupt- 
ing it,  remove  the  cone  from  the  fluid  occasionally  to  see  when 
the  copper  is  all  precipitated.  With  proper  execution  the 
separation  of  copper  from  all  metals  of  Groups  1-4  is  thorough. 
All  metals  of  Groups  1—4  remain  dissolved,  except  manganese, 
which  separates  as  binoxide  at  the  positive  pole.  The  method 
requires  practice  and  strict  attention  to  the  conditions  which 
have  been  determined  by  a  long  course  of  experiments.  It  is 
particularly  suited  for  mining  assays  and  manufactures.  The 
electrolytic  method  of  separating  copper  was,  I  believe,  first 
recommended  by  GiBBs,f  and  afterwards  improved  by 
LucKow.:j:  Lecoq  de  Boi8Baudean,§  Ullgeen,!  and  Mer- 
eickT[  have  also  written  on  this  subject.  Finally  the  method 
was  very  accurately  and  minutely  described  by  the  Mansfelder 
Ober-Berg-  und  Hiittendirection  at  Eisleben,**  who,  after 
giving  a  prize  to  LrcKow's  method,  afterwards  adopted  it,  and 
still  further  improved  it.  I  must  refer  the  reader  for  details 
to  the  last  mentioned  memoir  and  Luckow's  paper. 

*  Pogg.  Annal.  110,  424.  t  Zeitschr.  f.  anal.  Chem.  8,  3.34. 

t  Dingler's  polyt.  Journ.  177,  296,  and  (in  detail) Zeitschr.  f.  anal.  Chem.  8,  25. 

§  Zeitschr.  f .  anal.  Chem.  7,  253,  and  9,  102.  ||  lb.  7,  255. 

1  American  Chemist,  2,  136.  **  Zeitschr.  f.  anal.  Chem.  11,  1. 
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Copper  from  Zinc. 

BoBiERRE*  employed  the  following  method  with  satisfac-  103 
tory  results  in  the  analysis  of  many  alloys  of  zinc  and  copper : 
The  alloy  is  put  into  a  porcelain  boat  lying  in  a  porcelain  tube, 
and  heated  to  redness  for  three-quarters  of  an  hour  at  the 
most,  a  rapid  stream  of  hydrogen  gas  being  conducted  over  it 
during  the  process.  The  zinc  volatilizes,  the  copper  remains 
behind.  If  the  alloy  contains  a  little  lead  (under  2  to  3  per 
cent.)  this  goes  off  entirely  with  the  zinc,  and  is  partly  depos- 
ited in  the  porcelain  tube  in  front  of  the  boat ;  if  more  lead 
is  present  part  only  is  volatilized,  the  rest  remaining  with  the 
copper  (M.  BtiRSTYNf). 

6.  Bismuth  from  the  Metals  of  the  first  Four  Groups, 
WITH  the  Exception  of  Ferric  Iron. 

Precipitate  the  bismuth  according  to  §  120, 4,  as  basic  chlo-  104 
ride,  and  determine  it  as  metal ;  all  the  other  basic  metals 
remain  completely  in  solution.     Results  very  satisfactory  (H. 
Eose:j;). 

■7.  Cadmium  from  Zinc. 

Prepare  a  hydrochloric  or  nitric  acid  solution  of  the  two  105 
oxides,  as  neutral  as  possible,  add  a  sufficient  quantity  of  tar- 
taric acid,  then  solution  of  potassa  or  soda,  until  the  reaction  of 
the  clear  fluid  is  distinctly  alkaline.  Dilute  now  with  a  suffi- 
cient quantity  of  water,  and  boil  for  1^2  hours.  All  the  cad- 
mium precipitates  as  hydroxide,  free  from  alkali  (to  be  deter- 
mined as  directed  §  121),  whilst  the  whole  of  the  zinc  remains 
in  solution  ;  the  latter  metal  is  determined  as  directed  in  §  108, 
1,  h  (AoBEL  and  IIamdohr§).  The  test-analyses  communicated 
are  satisfactory.  As  the  separation  only  succeeds  when  the  sub- 
stances are  present  in  correct  proportions,  I  will  add  the  quan- 
tities employed  by  Aubel  and  Ramdohr  with  especially  good 
effect.  About  1  grra.  oxide  of  zinc  and  1  grm.  oxide  of  cad- 
mium were  dissolved  in  hydrochloric  acid,  30  grm.  solution 
of  tartaric  acid  (containing  -23  grm.  acid  in  1  grm.),  50  grin, 
soda  solution  of  1*16  sp.  gr.,  and  120  grm.  water  added,  and 
the  whole  boiled  2  hours.  (The  boiling  must  on  no  account 
be  done  in  glass ;  a  platinum  or  silver  dish  should  be  used.) 

*  Compt.  rend.  36,  324;  Journ.  f.  prakt.  Chem.  58,  880. 

+  Zeitschr.  f.  anal.  Chem.  11,  175. 

%  Pogg.  Annal.  110,  439.  §  Annal.  d.  Chem.  u.  Pharm.  103,  33. 
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II.  Sepaeation   of   the  Metals   of  the   Fifth   Geoup   feom 

EACH    OTHEE.* 

§163. 

Index.    (The  numbers  refer  to  those  in  the  margin.) 

&7m' from  copper,  106,  111,  113.  124,  125. 
cadmium,  106,  111,  113. 
bismuth,  106,  110,  113,  123. 
mercuricura,*  106,  111,  113,  119,  121. 
lead,  106,  109,  110,  113,  124. 
Mercuricum*  from  silver,  106,  111,  113,  119,  121. 
"  mercurosura,*  107. 

lead,  108, 109,  110,  113,  119, 121. 
bismuth,  108, 110,  113,  114,  119. 
copper,  108,  112,  113,  119,  121. 
cadmium,  108,  113,  119. 
Mercurosum*  from  mercuricum,  107. 
copper,  107. 
"  cadmium,  107. 

lead,  107,  109. 
Compare  also  mercuricum  from  other  metals. 
Lead  from  silver,  106,  110,  113,  124,  125. 

mercuricum,  108,  109,  110,  113,  119,  121. 
"         mercurosum,  107,  109. 

copper,  109,  110,  113,  115. 
bismuth,  109,  115,  122,  123. 
cadmium,  109,  110,  113. 
Bismuth  from  silver,  106,  110,  113,  123. 
lead,  109,  115,  123,  123. 
copper,  110,  113,  114,  116,  133. 
cadmium,  110,  113,  114,  115,  118. 
mercuricum,  108,  110,  113,  114,  119. 
Copper  from  silver,  106,  111,  113,  124. 
lead,  109,  110,  113,  115. 
bismuth,  110,  113,  114,  116,  133. 
mercuricum,  108,  113,  113,  119,  131, 
"         mercurosum,  107. 

cadmium,  113,  113,  117,  120. 
Copper  in  cuprlc  from  copper  in  cuprous  compoundfl,  135. 
Cadmium  irom  sWvet,  106,  111,  113. 
lead,  109,  110,  118. 
bismuth,  110,  113,  114,  115,  118. 
copper,  112,  113,  115,  117,  120. 
mercuricum,  108,  113,  119. 
"         mercurosum,  107. 


*For  the  sake  of  brevity  the  terms  "mercuricum"  and  "mercurosum"  are 
Used  to  designate  respectively  mercury  in  mercuric  and  mercurous  compounds. 
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1.  Methods  lased  upon  the  Insolubility  of  certain  of  the 
Chlorides  in  Water  or  Alcohol. 

a.  Silver  from  Coffee,  Cadmium,  Bismuth,  Meecueicum,  and 
Lead. 

a.  To  separate  silver  from  copper,  cadmitim,  and  hismuth,  106 
add  to  the  nitric  acid  solution  containing  excess  of  nitric  acid 
hydrocliloric  acid  as  long  as  a  precipitate  forms,  and  separate 
the  precipitated  silver  chloride  from  the  solution  which  con- 
tains the  other  metals,  as  directed  §  115,  1,  a.  In  the  presence 
of  bismuth,  after  pouring  off  the  supernatant  fluid,  heat  again 
with  nitric  acid,  and  wash  with  dilute  nitric  acid  before  wash- 
ing with  water. 

/?.  If  yon  wish  to  separate  mercuricum  from  silver  by 
hydrochloric  acid,  special  precautions  must  be  taken,  as  a  solu- 
tion of  mercuric  nitrate  possesses  the  property  of  dissolving 
silver  chloride  (Wackeneodee,  v.  Liebig,*  H.  DEBEAYf). 
Although  the  silver  chloride  in  solution  for  the  most  part 
separates  on  the  addition  of  enough  hydrochloric  acid  to  con- 
vert the  mercuric  nitrate  into  chloride,  or  on  addition  of 
sodium  acetate,  still  we  cannot  depend  upon  the  complete  pre- 
cipitation of  the  silver.  On  this  account,  mix  the  nitric  acid 
solution — which  must  not  contain  any  mercurous  salt,  and  is 
to  be  in  a  sufficiently  dilute  condition  and  acidified  with  nitric 
acid — with  hydrochloric  acid,  as  long  as  a  pi:ecipitate  forms. 
Allow  to  deposit,  filter  off  the  clear  fluid,  heat  the  precipitate 
^to  free  it  from  any  possibly  coprecipitated  basic  mercuric 
salts — with  a  little  nitric  acid,  add  water,  then  a  few  drops  of 
hydrochloric  acid,  and  filter  off  the  silver  chloride.  In  the 
filtrate  determine  the  mercury  as  sulphide  (§  118,  3),  and 
finally  test  this  for  silver,  by  ignition  in  a  stream  of  hydrogen 
— any  silver  that  may  happen  to  be  present  wiU  remain  behind 
in  the  metallic  state. 

y.  In  the  separation  of  silver  from  lead,  the  precipitation 
is  advantageously  preceded  by  addition  of  sodium  acetate. 
The  fluid  must  be  hot  and  the  hydrochloric  acid  rather  dilute; 
no  more  must  be  added  of  the  latter  than  is  just  necessary. 
In  this  manner,  the  separation  may  be  readily  effected,  since 

*  Annal.  d.  Chem.  u.  Pliarm.  81,  128. 

t  Compt.  rend.  70,  847;  Zeitschr.  f.  anal.  Chem.  13,  849. 
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lead  chloride  dissolves  in  sodium  acetate  (Anthon).  The  sil- 
ver chloride  is  washed  with  hot  water.  The  lead  is  thrown 
down  from  the  filtrate  with  hydrogen  sulphide.  If  you  desire 
to  prevent  the  occasionally  injurious  influence  of  sod  him  ace- 
tate, great  care  must  be  given  to  the  washing  of  the  silver 
chloride.  It  is  also  well  to  reduce  the  weighed  chloride  by 
gentle  ignition  in  a  current  of  hydrogen,  and  to  test  the  silver 
obtained  for  lead. 

6.  The  volumetric  method  (§  115,  5)  is  usally  resorted  to  in 
mints  to  determine  the  silver  in  alloys.  In  presence  of  a  mer- 
curic salt,  sodium  acetate  is  mixed  with  the  fluid,  immediately 
before  the  addition  of  the  solution  of  chloride  of  sodium.  In 
the  East  India  mint  the  silver  is  separated  and  weighed  as 
chloride.* 

J.  Meecueosum  feom  Meecueicum,  Coppee,  Cadmium,  and 
Lead. 

Mix  the  highly  dilute  cold  solution  with  hydrochloric  acid  107 
•as  long  as  a  precipitate  (raercurous  chloride)  forms ;  allow  this 
to  deposit,  filter  on  a  weighed  filter,  dry  at  100°,  and  weigh. 
The  filtrate  contains  the  other  metals.  If  you  have  to  analyze 
a  solid  body,  insoluble  in  water,  either  treat  directly,  in  the 
cold,  with  dilute  hydrochloric  acid,  or  dissolve  in  highly  dilute 
nitric  acid,  and  mix  the  solution  with  a  large  quantity  of  water 
before  proceeding  to  precipitate.  Care  must  always  be  taken 
that  the  mode  of  solution  is  such  as  not  to  convert  mercurous 
into  mercuric  compounds.  If  lead  is  present  the  washing  of 
the  mercurous  chloride  must  be  executed  with  special  care 
with  water  of  60 — 70°,  till  the  filtrate  ceases  to  be  colored  with 
hydrogen  sulphide.  As  an  additional  security,  it  is  well  to 
test  at  last  whether  the  weighed  mercurous  chloride  leaves  no 
lead  sulphide  behind  on  cautious  ignition  with  sulphur  in  a 
stream  of  hydrogen. 

e.  Meecueosum  and  Meecueicum  feom  Coppee,  Cadmium, 
AND  (but  less  well)  feom  Bismuth  and  Lead. 

If  mercury  is  present  as  a  mercuric  compound,  or  partly  108 
in  a  mercuric  and  partly  in  a  mercurous  compound,  it  is  pre- 
cipitated according  to  §  118,  2,  by  means  of  hydrochloric  acid 

*  Chem.  Centralbl.  1873,  302. 
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and  phosphorous  acid  as  mercurous  chloride.  The  precipitate 
particiilarly  when  bismuth  is  present,  is  first  washed  with  water 
containing  hydrochloric  acid,  then  with  pure  water,  till  the 
washings  are  no  longer  colored  with  hydrogen  sulphide  (H. 
EosE*).  In  the  presence  of  lead,  the  remarks  in  107  must  be 
attended  to. 

2.   Methods  hased  upon  the  Insolubility  of  Lead 
Sulphate. 

Lead  from  all  other  Metals  of  the  Fifth  Geotjp. 

Mix  the  nitric  acid  solution  with  pure  sulphuric  acid  in  not  109 
too  slight  excess,  evaporate  until  the  sulphuric  acid  begins  to 
volatilize,  allow  the  fluid  to  cool,  add  water  (in  which,  if  there 
is  a  sufficient  quantity  of  free  sulphuric  acid  present,  the  mer- 
curic and  bismuth  sulphates  dissolve  completely),  and  then 
filter  the  solution,  which  contains  the  other  metals,  without 
delay  from  the  undissolved  lead  sulphate.  If  it  is  feared  that 
the  residue  no  longer  contains  enough  free  sulphuric  acid,  add 
some  dilute  acid  to  it  before  adding  the  water.  "Wash  the 
precipitate  with  water  containing  sulphuric  acid,  displace  the 
latter  with  alcohol,  dry,  and  weigh  (§  116,  3).  Precipitate 
the  other  metals  from  the  filtrate  by  hydrogen  sulphide.  If 
silver  is  present  in  any  notable  quantity,  this  method  cannot 
be  recommended,  as  the  silver  sulphate  is  not  soluble  enough. 
In  this  case  you  may  follow  Eliot  and  Stoeee,!  viz.,  mix  the 
solution  with  ammonium  nitrate,  warm,  precipitate  the  greater 
portion  of  the  silver  with  ammonium  chloride,  evaporate  the 
filtrate,  remove  the  ammonium  salts  by  ignition,  and  in  the 
residue  separate  the  small  remainder  of  the  silver  from  the 
lead  with  sulphuric  acid  as  just  directed.  For  the  separation 
of  lead  from  hismuth,  on  the  above  principle,  H.  EoseJ  gives 
the  following  process  as  the  best.  If  both  oxides  are  in  dilute 
nitric  acid  solution,  as  is  usually  the  case,  evaporate  to  small 
bulk,  and  add  enough  hydrochloric  acid  to  dissolve  all  the 
bismuth ;  the  lead  separates  partially  as  chloride.  Should  a 
portion  of  the  clear  fluid  poured  off  become  turbid  on  the 
addition  of  a  drop  of  water,  you  must  add  some  more  liydro- 

*  Po.cg.  Annal.  110,  534. 

f  Proceedings  of  the  American  Academy  of  Arts  and  Sciences,  Sept.  II,  I860, 
p.  53;  Zeitschr.  f.  anal.  Chem.  1,  389. 
X  Fogg.  Annal.  110,  432. 
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chloric  acid,  till  no  permanent  turbidity  is  produced  unices 
several  drops  of  water  are  added.  The  turbid  fluids  should 
all  be  returned,  and  the  glasses  rinsed  with  alcohol.  Add 
now  dilute  sulphuric  acid,  allow  to  stand  some  time  with  stir- 
ring, add  spirit  of  wine  of  -8  sp.  gr.,  stir  well,  allow  to  settle 
for  a  long  time,  filter,  wash  the  lead  sulphate  fii-st  with  alco- 
hol mixed  with  a  small  quantity  of  hydrochloric  acid,  then 
with  pure  alcohol.  Determine  it  after  §  116,  3.  Mix  the 
filtrate  at  once  with  a  large  quantity  of  water,  and  proceed 
with  the  precipitated  basic  bismuth  chloride  according  to 
§  120,  4. 

3.   Methods  hased  upon  different  deportment  with 
Cyanide  of  Potassium  (Feesenius  and  Haidlen*). 

a.   Lead  and  Bismuth  from  all  othee  Metals  of  the 
Fifth  Geoup. 

Mix  the  dilute  solution  with  sodium  carbonate  in  slight  110 
excess,  add  solution  of  potassium  cyanide  (free  from  sulphide), 
heat  gently  for  some  time,  filter  and  wash.  On  the  filter  you 
have  lead  and  bismuth  carbonates  (containing  alkali) ;  the  fil- 
trate contains  the  other  metals  as  cyanides  in  combination  with 
potassium  cyanide.  The  method  of  effecting  their  further 
separation  will  be  learnt  from  what  follows.  In  very  accurate 
analyses  bear  in  mind  that  the  filtrate  generally  contains  traces 
of  bismuth,  which  may  be  precipitated  by  ammonium  sulphide. 

h.  Silver  feom  Meecueicum,  Coppee,  and  Cadmium. 

Add  to  the  solution,  which,  if  it  contains  much  free  acid,  111 
must  previously  be  nearly  neutralized  with  soda,  putaj^sium 
cyanide  until  the  precipitate  which  forms  at  first  is  redissolved. 
The  solution  contains  the  cyanides  of  the  metals  in  combina- 
tion with  potassium  cyanide  as  soluble  double  salts.  Add 
dilute  nitric  acid  in  excess,  -which  effects  the  deeompositinn  of  , 
the  double  cyanides ;  the  insoluble  silver  cyanide  ]irc'cipitates 
pennanently,  whilst  the  mercuric  cyanide  remains  in  solution, 
and  the  cyanides  of  copper  and  cadmium  redissolve  in  the 
excess  of  nitric  acid.  Treat  the  silver  cyanide  as  directed 
§  115,  3.  If  the  filtrate  contains  only  mercury  and  cadmium, 
precipitate  at  once  with  hydrogen  sulphide,  which  completely 

*  Annal.  d.  Chem.  u.  Pharm.  43,  139. 
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tlirows  down  the  sulphides  of  the  two  metals ;  but  if  it  con- 
tains copper,  you  must  first  lieat  with  sulphuric  acid,  until  the 
odor  of  hydrocyanic  acid  is  no  longer  perceptible,  and  then 
precipitate  with  hydrogen  sulphide  (§  119,  3). 

c.  Copper  feom  Meecueicum  and  Cadmium. 

Mix  the  solution,  as  in  5,  with  potassium  cyanide  until  the  112 
precipitate  which  is  first  thrown  down  redissolves  ;  add  some 
more  potassium  cyanide,  then  hydrogen  sulphide  water  or 
ammonium  sulphide,  as  long  as  a  precipitate  forms.  The 
cadmium  and  mercury  sulphides  are  completely  thrown  down, 
whilst  the  copper  remains  in  solution,  as  sulphide  dissolved  in 
potassium  cyanide.  Allow  the  precipitate  to  subside,  decant 
repeatedly,  treat  the  precipitate,  for  security,  once  more  with 
solution  of  potassium  cyanide,  heat  gentlj'-,  filter,  and  wash 
the  sulphides  of  the  metals.  To  detennine  the  copper  in  the 
filtrate,  evaporate  the  latter,  with  addition  of  nitric  and  sul- 
puric  acids,  until  there  is  no  longer  any  odor  of  hydrocyanic 
acid,  and  then  precipitate  with  hydrogen  sulphide  (§  119,  3). 

d.  All  the  Metals  of  the  Fifth  Geoup  feom  each 

OTHEE. 

Mix  the  dilute  solution  with  sodium  carbonate,  then  with  113 
potassium  cyanide  in  excess,  digest  some  time  at  a  gentle  heat, 
and  filter.  On  the  filter  you  have  lead  carbonate  and  bismuth 
carbonate  (containing  alkali);  separate  the  two  metals  by  a 
suitable  method.  Add  to  the  filtrate  dilute  nitric  acid  in 
excess,  warm  gently  till  the  cuprous  sulphocyanate  first  pre- 
cipitated with  the  silver  cyanide  has  redissolved,  and  filter 
off  the  undissolved  silver  salt,  which  is  to  be  determined  as 
directed  §  115,  3.  ISTeutralize  the  filtrate  with  sodium  car- 
bonate, add  potassiimi  cyanide,  and  pass  hydrogen  sulphide  in 
excess.  Add  now  some  more  potassium  cyanide,  to  redissolve 
the  copper  sulphide  which  may  have  fallen  down,  and  filter 
the  fluid,  which  contains  the  whole  of  the  copper,  from  the 
precipitated  sulphides  of  mercury  and  cadmium.  Determine 
the  copper  as  directed  in  c,  and  separate  the  mercury  and  cad- 
mium as  in  108. 
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4.  Methods  lased  on  the  Formation  and  Sepa/ration 
of  insoluble  Basic  Salts. 

a.  Bismuth  feom  Coppee,  Cadmium,  mjt)  Mercueicum  (also 
from  the  basic  radicals  of  the  first  foui-  groups,  with  the  excep- 
tion of  ferric  iron). 

Precipitate  the  bismuth  as  basic  chloride  according  to  §  120,  114 
4,  and  throw  down  the  copper,  &c.,  in  the  filtrate  by  hydro- 
gen sulphide.     Kesults  thoroughly  satisfactory  (H.  Eose*). 

I.  Bismuth  from  Lead  and  Cadmium. 

Separate  the  bismuth  according  to  §  120,  1,  c,  as  basic  115 
nitrate,  and  precipitate  the  lead  and  cadmium  in  the  filtrate 
by  hydrogen  sulphide.     Results  very  satisfactory  (J.  LowEf). 

c.  Bismuth  asd  Coppee  feom  Lead  and  Cadmium. 

Separate  the  bismuth  after  §  120,  1,  c,  as  basic  nitrate,  then 
heat  the  dish  on  the  water-bath  till  the  normal  copper  nitrate 
is  completely  converted  into  bluish-green  basic  salt  and  no 
blue  solution  is  produced  on  addition  of  watei*.  Allow  to  cool, 
treat  with  an  aqueous  solution  of  ammonium  nitrate  (1  in  500), 
filter,  wash  with  the  same  solution,  and  separate  in  the  solution 
lead  from  cadmium ;  in  the  residue  copper  from  bismuth. 
Results  very  satisfactory  (J.  Luwe,  loc.  dt.). 

5.  Method  hased  upon  tlie  Precipitation,  of  some  of 
the  Metals  hy  Ammonia  or  Aminonlum,  Carbonate. 

Coppee  feom  Bismuth. 

Mix  the  (nitric  acid)  solution  with  ammonium  carbonate  116 
in  excess,  and  warm  gently.  The  bismuth  separates  as  car- 
bonate, whilst  the  copper  carbonate  is  redissolved  by  the  excess 
of  ammonium  carbonate.  As  the  precipitate,  however,  gen- 
erally retains  a  little  copper,  it  is  necessary  to  redissolve  it, 
after  washing,  in  nitric  acid,  and  precipitate  again  with  ammo- 
nium carbonate ;  the  same  operation  must  be  repeated  a  third 
time  if  required.  Some  solution  of  ammonium  carljonate  may 
be  added  to  the  water  used  for  washing.  Apply  heat  to  the 
filtrate  that  the  ammonium  carbonate  may  volatilize,  acidify 
cautiously  with  hydrochloric  acid,  and  determine  the  copper 
as  cuprous  sulphide  (§  119,  3).     The  oxide  of  bismutli  thus 

*  Pogg.  Annal.  110,  430.  t  Jouin.  f.  prakt.  Chem.  74,  345. 
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obtained  is  quite  copper-free,  but  a  little  bismuth  passes  into 
the  copper  solution,  hence  the  separation  does  not  give  such 
exact  results  as  that  in  114  (H.  E,ose*). 

6.  Method  based  on  the  Precipitation  of  the  Copper 
as  Cuprous  Sulphooyanate. 

Copper  from  Cadmium  (and  the  metals  of  Groups  I. — lY., 
comp.  101). 

Precipitate  the  copper  according  to  §  119,  3,  1),  as  cuprous  117 
sulphocyanate  (Kivot),  and  the  cadmium  from  the  filtrate  as 
sulphide.     Results  good  (H.  Kose).     Palladium  may  also  be 
separated  from  copper  in  this  way  ("WoHLEEf). 

T.  Method  based  upon  the  different  deportment  of 
the  Chromates. 

Bismuth  from  Cadmium. 

Precipitate  the  bismuth  as  directed  §  120,  2.     The  filtrate  118 
contains  the  whole  of  the  cadmium.     Concentrate  by  evapora- 
tion, and  then  precipitate  the  cadmium  by  the  cautious  addi- 
tion of  sodium  carbonate,  as  directed  §  121,  1,  a  (J.  Lowe,;]: 
"W.  Pearson§).     The  results  given  are  satisfactory. 

8.  Method  based  upon  the  different  deportment  of 
the  Sulphides  with  Acids. 

a.  Mercueicum  from  Silver,  Bismuth,  Copper,  Cadmium, 
AND  (but  less  well)  from  Lead. 

Boil  the  tlioroughly  washed  precipitated  sulphides  with  119 
perfectly  pure  moderately  dilute  nitric  acid.  The  mercuric 
sulphide  is  left  undissolved,  the  other  sulphides  are  dissolved. 
No  chlorine  may  be  present,  and  it  is  necessary  that  the  mer- 
curic sulphide  should  be  pure,  that  is,  free  from  finely  divided 
mercury,  whicli,  as  is  well  known,  is  precipitated  when  mer- 
curous  salts  are  treated  with  hydrogen  sulphide.  G.  v.  Rath|| 
employed  this  metliod,  which  is  so  universally  used  in  qualita- 
tive analysis,  with  perfect  success  for  the  separation  of  mer- 
cury from  bismuth. 

*  Pogg.  Annal.  110,  430. 

t  Annal.  d.  Cliem.  u.  Pharm.  140,  144;  Zeitschr.  f.  anal.  Chem.  5,  408. 
X  Journ.  f.  prakt.  Chem.  67,  439.  \  Pogg.  Annal.  96,  323. 

§  Phil.  Mag.  11,  304. 
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h.  Copper  feom  Cadmium. 

Boil  the  well-washed  precipitate  of  the  sulphides  with  120 
dilute  sulphuric  acid  (1  part  concentrated  acid  and  5  parts 
water),  and,  after  some  time,  filter  the  undissolved  copper  sul- 
phide, to  be  determined  according  to  §  119,  3,  from  the  solu- 
tion containing  the  whole  of  the  cadmium  (A.  W.  IIofmann*). 

9.  Methods  hased  upon  tlie  Volatility  of  some  of  the 
Metals,  Oxides,  Chlorides,  or  Sulphides  at  a  high  Tem- 
perature. 

a.  Mekcuey  feom  Silvee,  Lead,  Copper  (in  general  from 
the  metals  forming  non-volatile  chlorides). 

Precipitate  with  hydrogen  sulphide,  collect  the  precipi-  121 
tated  sulphides  on  a  weighed  filter,  dry  at  100°,  weigh,  and 
mix  uniformly.     Introduce  an  aliquot  part  into  the  bulb  d, 


Fig.  70. 


(fig.  70),  pass  a  slow  stream  of  chlorine  gas,  and  apply  a  gen- 
tle heat  to  the  bulb,  increasing  this  gradually  to  faint  i-edness. 
To  ensure  complete  absorption  it  is  well  to  have  another  small 
U-tube  connected  with  e.  The  excess  of  chlorine  escaping 
from  the  latter  during  the  operation  may  be  conducted  into  a 
flue  or  into  a  carboy  containing  moist  slaked  lime.  First  sul- 
phur chloride  distils  over,  which  decomposes  with  the  water 
in  e  (p.  463) ;  then  the  mercuric  chloride  formed  volatilizes, 
condensing  partly  in  e,  partly  in  the  hind  part  of  d.     Cut  off 

*  Annal.  d.  Cliera.  u.  PUarm.  115,  286. 
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that  part  of  tlie  tube,  rinse  the  sublimate  with  water  into  e, 
and  mix  the  contents  of  the  latter  with  the  water  in  the  second 
U-tube  (not  shown  by  the  figure).  Mix  the  solution  with 
excess  of  ammonia,  warm  gently  till  no  more  nitrogen  is 
evolved,  acidify  with  hydrochloric  acid,  and  then  determine 
in  the  fluid  filtered  from  the  sulphur,  which  may  still  remain 
undissolved,  the  mercury  as  directed  §  118,  3.  If  the  residue 
consists  of  silver  chloride  alone,  or  lead  chloride  alone,  you 
may  weigh  it  at  once ;  but  if  it  contains  several  metals,  you 
must  reduce  the  chlorides  by  ignition  in  a  stream  of  hydrogen, 
and  dissolve  the  reduced  metals  in  nitric  acid,  for  their  ulte- 
rior separation.  Bear  in  mind  that,  in  presence  of  lead,  the 
sulphides  and  the  chlorides  must  be  heated  gently,  in  the  chlo- 
rine and  hydrogen  respectively,  otherwise  some  lead  chloride 
might  volatilize. 

In  alloys  or  mixtures  of  oxides  the  mercury  may  usually 
be  determined  with  simplicity  from  the  loss  on  ignition  in  the 
air  or  in  hydrogen. 

5.  Bismuth  feom  Silver,  Lead,  and  Coppek. 

The  separation  is  effected  exactly  in  the  same  way  as  that  122 
of  mercury  from  the  same  metals  (121).  The  metliod  is  more 
especially  convenient  for  the  separation  of  the  metals  in 
alloys.  Care  must  be  taken  not  to  heat  too  strongly,  as  other- 
wise lead  chloride  might  volatilize;  nor  to  discontinue  the 
application  of  heat  too  soon,  as  otherwise  bismuth  would 
remain  in  the  residue.  Aug.  Yogel  *  gives  360°  to  370°  as 
the  best  temperature.  Put  water  containing  hydrochloric  acid 
in  U-tubes,  which  serve  as  receivers  (fig.  TO),  and  determme 
the  bismuth  therein  according  to  §  120. 

10.  Precipitation  of  one  Metal  in  the  Metallic  State 
hy  another  or  the  lower  Oxide  of  another. 

a.  Lead  feom  Bismuth. 

Precipitate  the  solution  with  ammonium  carbonate  (§  116,  123 
1,  a  and  §  120,  1,  a\  wash  the  precipitated  carbonates,  and 
dissolve  in  acetic  acid,  in  a  flask ;  place  a  weighed  rod  of  pure 
lead  in  the  solution,  and  nearly  fill  up  with  water,  so  that  the 

*  Zeitschr.  f.  anal.  Chem.  13,  61. 
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rod  may  be  entirely  covered  by  the  fluid ;  close  the  flask,  and 
let  it  stand  for  about  12  hours,  with  occasional  shaking. 
Wash  the  precipitated  bismuth  off  from  the  load  rod,  collect 
on  a  filtei',  wash,  and  dissolve  in  nitric  acid  ;  evaporate  the 
solution,  and  determine  the  bismuth  as  directed  §  120.  Deter- 
mine the  lead  in  the  filtrate  as  directed  §  116.  Dry  the 
leaden  rod,  and  weigh ;  subtract  the  loss  of  weight  which  the 
rod  has  suffered  in  the  process  from  the  amount  of  the  lead 
obtained  from  the  filtrate  (TJllgeen*).  *  Patera  f  recom- 
mends precipitating  from  dilute  nitric  solution,  washing  the 
precipitated  bismuth  first  with  water,  then  with  alcohol,  trans- 
ferring to  a  small  filter,  drying  and  weighing.  If  it  is  feared 
that  the  finely  divided  bismuth  has  undergone  oxidation,  it  is 
well  to  fuse  it  with  potassium  cyanide  (§  120,  4). 

11.  Separation  of  SlVoer  hy  Ctipellation. 
Ctjpellation  was  formerly  the  universal  method  of  deter-  124 

mining  silvee  in  alloys  with  coppek,  lead,  etc.  The  alloy  is 
fused  with  a  sufficient  quantity  of  pure  lead  to  give  to  1  part 
of  silver  16  to  20  parts  of  lead,  and  the  fused  mass  is  heated, 
in  a  muffle,  in  a  small  cupel  made  of  compressed  bone-ash. 
Lead  and  copper  are  oxidized,  and  the  oxides  absorbed  by  tlie 
cupel,  the  silver  being  left  behind  in  a  state  of  purity.  One 
part  by  weight  of  the  cupel  absorbs  the  oxide  of  about  2  parts 
of  lead ;  the  quantity  of  the  sample  to  be  used  in  the  experi- 
ment may  be  estimated  accordingly.  This  method  is  only 
rarely  employed  in  laboratories  ;  %  I  have  given  it  a  place  here, 
however,  because  it  is  one  of  the  safest  processes  to  deter- 
mine very  small  quantities  of  silver  in  alloys.  § 

12.  Methods  dependi/ng  on  the  Volumetric  Extima- 
tion  of  one  Metal. 

a.  CoppEE  OF  CuPEOus  Compounds  in  Peesence  of  Cupeic 
Compounds.  II 

Dissolve  the  substance,  if  necessary  in  a  current  of  carbonic  125 

*  Bebzelius'  Jahresber.  31,  148.  \  Zeitschr.  f.  anal.  Cliem.  5.  226. 

I  For  details  of  this  process  consult  "Bodemann  and  Kerl's  Assaying," 
translated  by  Goodyear  ;  or  "  Notes  on  Assaying,"  by  P.  de  Ricketts. 

§  Compare  Malaquti  and  DuKOcnBR,  Comp.  rend.  29,  689;  Dinglbh,  115, 
276.    Also  W.  Hampb,  Zeitschr.  f.  anal.  Chem.  11,  221. 

1  The  method  of  Commaille  (Comp.  rend.  56,  309)  can  no  longer  be  relied 
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acid,  in  hydrochloric  acid,  and  add  ferric  chloride.  A  volu- 
metric determination  of  the  amount  of  iron  reduced  to  fer- 
rous salt  affords  a  basis  for  calculating  the  amount  of  copper 
present  originally  as  a  cuprous  compound.  Or  if  a  known 
quantity  of  ferric  chloride  is  used,  a  determination  of  the  iron 
remaining  in  the  state  of  a  ferric  salt  suffices  equally  well. 

h.  Sllvee  m  Peesence  of  Lead  and  Coppee. 

Small  quantities  of*  silver  may  be  estimated  by  Pisani's 
method,  §  115,  II. 


Sixth  Group. 

GOLD — PLATINUM TIN ANTIMONT (aNTIMONIO   ACId) — AESENIOUS 

ACID — AESENIC  ACID. 

I.  Sepaeation  of  the  Metals  of  the  Sixth  Geoup  feom  those 
Q-^  THE  FiEST  Five  Groups. 

§  164. 

Index.     (The  numbers  refer  to  those  in  the  margin.) 

Gold  from  the  metals  of  Groups  I.— III.,  126,  131. 
Group  IV.,  126,  129,  131. 
silver,  129,  147. 
"         mercury,  129,  142. 
lead,  129,  152. 
copper,  129,  131. 
"         bismuth,  129,  131,  153. 
cadmium,  129,  131. 
Platinum  from  the  metals  of  Groups  I. — III.,  126,  132. 
Group  IV.,  126,  130,  132. 
silver,  130,  147. 
"  mercury,  130,  143. 

lead,  130. 
copper,  130, 133. 
bismuth,  130,  132. 
cadmium,  130,  132. 
Fin  from  the  metals  of  Groups  I.  and  II.,  136,  135,  141. 
Group  III.,  126,  135. 


upon,  since  Stab  has  shown  that  the  finely  divided  silver  thrown  down  by 
ammoniacal  solution  of  cuprous  chloride  dissolves  largely  in  ammonia  with 
access  of  air. 
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Tin  from  zinc,  13G,  128,  133,  135. 

mauguiiuse,  136,  138,  135. 
nickel  iiud  cobalt,  136,  138,  183,  135,  140. 
iron,  126,  128. 
silver,  137,  128,  133,  140. 
mercury,  137,  138,  133. 
lead,  127,  128,  133,  140. 
copper,  127,  138,  133,  135,  180. 
bismuth,  127,  128. 
cadmium,  137,  128,  133,  135. 
Antimony  from  the  metals  of  Groups  I.  and  II.,  126. 
Group  III.,  136. 
zinc,  126,  128,  134. 
"  manganese,  126,  128. 

nicltel  and  cobalt,  126,  128,  134,  139,  140. 
iron,  126,  128,  138. 
silver,  127,  128,  134,  140. 
mercury,  127,  128,  134,  136,  148. 
lead,  137,  138,  134,  140,  150. 
copper,  137,  128,  134,  138,  140,  151. 
bismuth,  127,  128. 
cadmium,  137,  128,  134. 
Araenic  from  the  metals  of  Group  I.,  126,  145,  146. 

II.,  126,  137,  145,  146. 
III.,  126,  144,  145. 
zinc,  126,  128,  187,  143,  14.5,  146. 
manganese,  126,  138,  137,  148,  144,  145,  146. 
nickel  and  cobalt,  126,  128,  137,  139,  140,  143,  144,  145,  146. 
iron,  126,  128,  137,  138,  143,  144,  145. 
silver,  127,  138,  137,  140,  145. 
mercury,  137,  128,  145,  148. 
lead,  137,  128,  187,  140,  145,  149. 
copper,  127,  138,  137,  188,  140,  143,  144,  145,  151. 
bismuth,  137,  138,  137,  145. 
cadmium,  127,  128,  137,  144,  145. 

A.  General  Methods. 

1.  Method  hased  upon  the  Precipitation  of  Metals 
of  the  Sixth  Group  from  Aoid  Solutions  hy  Sulphuretted 
Hydrogen. 

All  Metals  of  the  Sixth  Group  fkom   those   of  the 
FHtsT  FouTE  Groups. 

Conduct  into  the  acid*   solution   hydrogen  sulphide  in  126 
excess,  and  iilter  off  the  precipitated  sulphides  (corresponding 
to  the  oxides  of  the  sixth  group). 

*  Hydrochloric  acid  answers  best  as  acidifying  agent. 
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The  points  mentioned  96,  or,  /?,  and  y,  must  also  be 
attended  to  here.  As  regards  y,  antimony  and  tin  are  to  be 
inserted  between  cadmium  and  mercury,  in  the  order  of 
metals  there  given.  "With  respect  to  the  particular  conditions 
required  to  secure  the  proper  precipitation  of  certain  metals 
of  the  sixth  group,  I  refer  to  Section  lY.  I  have  to  remark 
in  addition  : 

a.  That  hydrogen  sulphide  fails  to  separate  arsenic  acid 
from  zinc,  as,  even  in  presence  of  a  large  excess  of  acid, 
the  whole  or  at  least  a  portion  of  the  zinc  precipitates  with 
the  arsenic  (Woiilee).  To  secure  the  separation  of  the  two 
bodies  in  a  solution,  the  arsenic  acid  must  first  be  converted 
into  arsenious  acid,  by  heating  with  sulphurous  acid,  before 
the  hydrogen  sulphide  is  conducted  into  the  fluid. 

/?.  That  in  presence  of  antimony,  tartaric  acid  should  be 
added,  as  otherwise  the  sulphide  of  antimony  will  contain 
chloride  ;  and  that  sulphide  of  antimony,  when  thrown  down 
from  a  boiling  solution  by  hydrogen  sulphide,  becomes  black 
after  a  time,  and  so  dense  that  it  is  deposited  like  sand, 
whereby  the  filtration  and  washing  are  much  facilitated  (S.  P. 

SCHAFELEE  *). 

2.  Method  based  upon  the  Solubility  of  the  Sulphides 
of  the  Metals  of  the  Sixth  Group  in  Sulphides  of  the 
Alkali  Metals. 

a.  The  Metals  of  Geoup  YI.  (with  the  exception  of  Gold 
and  Platinum)  feom  those  of  Geotjp  Y. 

Precipitate  the  acid  solution  with  hydrogen  sulphide,  pay-  127 
ing  due  attention  to  the  directions  given  in  Section  lY.  under 
the  heads  of  the  several  metals,  and  also  to  the  remarks  in 
126.  The  precipitate  consists  of  the  sulphides  of  the  metals 
of  Groups  Y.  and  YI.  Wash,  and  treat  at  once  with  yellow 
ammonium  sulphide  in  excess.  (It  is  usually  best  to  spread 
out  the  filter  in  a  porcelain  dish,  add  the  ammonium  sulphide, 
cover  with  a  large  watch-glass,  and  place  on  a  heated  water- 
bath.  Unnecessary  exposure  to  air  should  be  avoided.)  Add 
some  water,  filter  off  the  clear  fluid,  treat  the  residue  again 

*  Berichte  der  deutschen  chem.  Gesellsch.  1871,  279.     I  have  myself  con 
firmed  these  observations. 
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with  ammonmm  sulphide,  digest  a  short  time,  repeat  the  same 
operation,  if  necessaiy,  a  third  and  fourth  time,  filter,  and 
wash  the  residuary  sulphides  of  Group  V.  with  water  contain- 
ing ammonium  sulphide.  If  stannous  sulphide  is  present, 
some  flowers  of  sulphur  must  be  added  to  the  ammonium  sul- 
phide, unless  the  latter  be  very  yellow.  In  presence  of  copper, 
the  sulphide  of  which  is  a  little  soluble  in  ammonium  sulphide, 
sodium  sulphide  should  be  used  instead.  However,  this  sub- 
stitution can  be  made  only  in  the  absence  of  mercury,  since 
the  sulphide  of  that  metal  is  soluble  in  sodium  sulphide. 

Add  to  the  alkaline  filtrate,  gradually,  hydrochloric  acid  in 
small  portions,  until  the  acid  predominates ;  allow  to  subside, 
and  then  filter  ofE  the  sulphides  of  the  metals  of  the  sixth 
group,  which  are  mixed  with  sulphur. 

If  a  solution  contains  much  arsenic  acid  in  presence  of 
small  quantities  of  copper,  bismuth,  &c.,  it  is  convenient  to 
precipitate  these  metals  (together  with  a  very  small.amount  of 
arsenious  sulphide)  by  a  brief  treatment  with  hydrogen  sul- 
phide. Filter,  extract  the  precipitate  with  ammonium  sulphide 
(or  potassium  sulphide),  acidify  the  solution  obtained,  mix  it 
with  the  former  filtrate  containing  the  principal  quantity  of 
the  arsenic,  and  proceed  to  treat  further  with  hydrogen  sul- 
phide (§  127,  4,  I). 

h.  The  Metals  of  GeoupVI.  (with  the  exception  of  Gold 
and  Platinum)  feom  those  of  Groups  IV.  and  V. 

a.  Neutralize  the  solution  with  ammonia,  add  ammonium  128 
chloride,  if  necessary,  and  then  yellow  ammonium  sulphide  in 
excess ;  digest  in  a  closed  flask,  for  some  time  at  a  moderate 
heat,  and  then  proceed  as  in  127.  Repeated  digestion  with 
fresh  quantities  of  ammonium  sulphide  is  indispensable.  On 
the  filter,  you  have  the  sulphides  of  the  metals  of  Groups  lY 
and  Y.  "Wash  with  water  containing  ammonium  sulphide. 
In  presence  of  nickel,  this  method  offers  peculiar  diflScul- 
ties;  traces  of  mercuric  sulphide,  too,  are  liable  to  pass  into 
the  filtrate.  In  presence  of  copper  (and  absence  of  mer- 
cury), soda  and  sodium  sulphide  are  substituted  for  ammonia 
and  ammonium  sulphide.* 

*  The  accuracy  of  this  method  has  been  called  in  question  by  Bloxam  (Quart. 
Journ.  Chem.  Soc.  5,  119).     That  chemist  found  that  ammonium  sulphide  fails 
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/?.  In  the  analysis  of  solid  compounds  (oxides  or  salts),  it 
is  in  most  cases  preferable  to  fuse  the  substance  with  3  parts 
of  drj  sodium  carbonate  and  3  of  sulphur,  in  a  covered  porce- 
lain crucible.  "When  the  contents  are  completely  fused,  and 
the  excess  of  sulphur  is  volatilized,  the  mass  is  allowed  to  cool 
and  then  treated  with  water,  which  dissolves  the  sulphosalts 
of  the  metals  of  the  sixth  group,  leaving  the  sulphides  of 
Groups  TV.  and  V.  undissolved.  By  this  means,  even  ignited 
stannic  oxide  may  be  readily  tested  for  iron,  &c.,  and  the 
amount  of  the  admixture  determined  (H.  Rose).  The  solu- 
tion of  the  sulphosalts  is  treated  as  in  127.  In  the  presence 
of  copper,  traces  of  the  sulphide  may  be  dissolved  with  the 
sulphides  of  Group  YI.  Occasionally  a  little  ferrous  sulphide 
dissolves,  coloring  the  solution  green.  In  that  case  add  some 
ammonium  chloride,  and  digest  till  the  solution  has  turned 
yellow.  Instead  of  the  mixture  of  sodium  carbonate  and  sul- 
phur you  may  also  use  already  prepared  hepar  sulphuris,  or, 
as  Feohde*  says,  yoii  may  fuse  the  substance  with  4  or  5  parts 
of  sodium  thiosulphate. 

B.  Special  Methods. 

1.  Methods  based  upm%  the  Insolubility  of  some 
Metals  of  the  Sixth  Group  in  Acids. 

a.  Gold  feom  Metals  of  Geoups  IY.  and  Y.  in  Alloys. 

a.  Boil  the  alloy  with  pure  nitric  acid  (not  too  concen-  129 
trated),  or,  according  to  circumstances,  with  hydrochloric  acid. 
The  other  metals  dissolve,  the  gold  is  left.  The  alloy  must 
be  reduced  to  filings,  or  rolled  out  into  a  thin  sheet.  If  the 
alloy  were  treated  with  concentrated  nitric  acid,  and  at  a  tem- 
perature below  boiling,  a  little  gold  might  dissolve  in  conse- 
quence of  the  co-operation  of  nitrous  acid.  In  the  presence 
of  silver  and  lead,  this  method  is  only  applicable  when  they 

to  separate  small  quantities  of  staunic  sulphide  from  large  quantities  of  mercuric 
sulphide  or  cadmium  sulphide  (1  :  100);  and  that  more  especially  the  separation 
of  copper  from  tin  and  antimony  (also  from  arsenic)  by  this  method  is  a  failure, 
as  nearly  the  whole  of  the  tin  remains  with  the  copper.  The  latter  statement  I 
cannot  confirm,  for  Mr.  Lucius,  in  my  laboratory,  has  succeeded  in  separating 
copper  from  tin  by  means  of  yellowish  sodium  sulphide  completely;  but  it  is 
indispensable  to  digest  three  or  four  times  with  sufficiently  large  quantities  of 
the  solvent,  as  stated  in  the  text. 
*  Zeitschr.  f .  anal.  Chem.  5,  405. 


§164.J  METALS   OF  G1!0UP  VI.  559 

amount  to  more  than  80  per  cent.,  since  otherwise  they  are 
not  completely  dissolved.  Alloys  of  silver  and  gold  contain- 
ing less  than  80  per  cent,  of  silver  are  therefore  fused  with  3 
parts  of  lead,  before  they  are  treated  with  nitric  acid.  The 
residuary  gold  is  weighed  ;  but  its  purity  must  be  ascertained, 
by  dissolving  in  cold  dilute  nitrohydrochloric  acid,  not  in  con- 
centrated hot  acid,  as  silver  chloride  also  is  soluble  in  the  latter. 
In  the  presence  of  silver,  a  small  quantity  of  its  chloride  is 
usually  obtained  here.  If  it  can  be  weighed,  it  should  be 
reduced  and  deducted. 

At  the  Mint  Conference  held  at  Vienna  in  1857,  the  fol- 
lowing process  was  agreed  upon  for  the  mints  in  the  several 
states  of  Germany.  Add  to  1  part  of  gold,  supposed  to  be 
present,  2^  parts  of  pure  silver ;  wrap  both  the  alloy  and  the 
silver  in  a  paper  togetlier,  and  introduce  into  a  cupel  in  which 
the  requisite  amount  of  lead  is  just  fusing.*  After  the  lead 
has  been  absorbed, f  the  button  is  flattened  by  hammering  or 
rolling,  then  ignited  and  rolled.  The  rolls  are  treated  first 
with  nitric  acid  of  1"2  sp.  gr.,  afterwards  with  nitric  acid  of 
1'3  sp.  gr.,  rinsed,  ignited,  and  weighed. ;]:  Even  after  boiling 
again  with  nitric  acid  of  1'3  sp.  gr.,  they  retain  '75  to  "001 
of  silver  which  will  remain  as  chloride  if  the  rolls  are  treated 
with  cold  dilute  aqua  regia  (H.  Rosslek,  loc.  cit.). 

/?.  Heat  the  alloy  (previously  filed  or  rolled)  in  a  capacious 
platinum  dish  with  a  mixture  of  2  parts  pure  concentrated 
sulphuric  acid  and  1  part  water,  until  the  evolution  of  gas  has 
ceased  and  the  sulphuric  acid  begins  to  volatilize ;  or  fuse  the 
ahoy  with  potassium  disulphate  (H.  Hose).  Separate  the  gold 
from  tlie  sulphates  of  the  other  metals,  by  treating  the  mass 
with  water  which  should  finally  be  boiling.  It  is  advisable  to 
repeat  the  operation  with  the  separated  gold,  and  ultimately 

*  If  the  weighed  sample,  say  '25  grm.,  contains  98-93S  gold,  3  grm.  of  lead 
are  required;  if  93-87-5,  4  grm. ;  if  87-5-75,  5  grm. ;  if  75-60,  6  grm. ;  if  60-35, 
7  grra. ;  if  less  than  35,  8  grm. 

f  A  small  quantity  of  gold— from  one  to  three  thousandths — is  always  lost 
in  cupellation.  The  loss  increases  'witli  the  amount  of  lead,  and  is  also  depen- 
dent on  the  proportion  of  silver  to  gold.  The  more  silver  present  the  less  is  the 
loss  of  gold.  In  large  buttons  the  loss  is  less  than  in  small  ones  (H.  ROsslbr, 
Ding,  polyt.  Journ.  206,  185;  Zeitschr.f.  anal.  Chem.  13,  87). 

X  Kunst-und  Oewerbeblatt  f.  Baiern,  1857,  151;  Chem.  Oentralbl.  1857,  807- 
Polyt.  Centralbl,  1857,  1151,  1471,  1639. 
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test  the  purity  of  the  latter.     Ib  presence  of  lead  this  method 
is  not  good. 

y.  The  methods  given  in  a  and  /3  may  be  united,  i.e.,  the 
cupelled  and  thinly-rolled  metal  may  be  first  warmed  with 
nitric  acid  of  1-2  sp.  gr.,  then  thoroughly  washed,  the  gold 
boiled  5  minutes  with  concentrated  sulphuric  acid,  washed 
again,  and  ignited  (Mascazzini,  Bugatti). 

5.  Platinum  feom  Metals  of    Groups  IV.   anb  Y.  dt 
Alloys. 

The  separation  is  effected  by  heating  the  alloy  in  filings  130 
or  foil  with  pure  concentrated  sulphuric  acid,  with  addition  of 
a  little  water,  or  by  fusing  with  potassium  disulphate  (129,  /S) ; 
but  not  with  nitric  acid,  as  platinum  in  alloys  will,  under  cer- 
tain circumstances,  dissolve  in  that  acid. 

2.  Method  hased  upon  the  Separation  of  Gold  in 
the  metallic  state. 

Gold  feom  all  Metals  of  Geoups  I. — Y.,  with  the  excep- 
tion of  Lead,  Meecuet,  and  Silvee. 

Precipitate  the  hydrochloric  acid  solution  with  oxalic  acid  131 
as  directed  §  123  5,  y,  or  with  ferrous  sulphate,  §  123,  S,  a, 
and  filter  off  the  gold  when  it  has  completely  separated.  Take 
care  to  add  a  sufficient  quantity  of  hydrochloric  acid  after  the 
reduction  to  insure  solution  of  any  oxalates.  In  the  presence 
of  copper  the  addition  of  hydrochloric  acid  does  not  suffice, 
since  the  coprecipitated  cupric  oxalate  will  dissolve  with  diffi- 
culty in  this  acid.  E.  Puegotti*  recommends  in  this  case, 
after  precipitation,  adding  potash  cautiously  to  the  boiling  hot 
fluid  till  it  is  neutral,  and  then  if  necessary  some  normal 
potassium  oxalate.  Double  oxalate  of  copper  and  potash  will 
be  formed  which  dissolves  with  a  blue  color.  The  gold  after 
washing  will  now  be  pure. 

3.  Metlwd  hased  upon  the  Precipitation  of  Pla- 
tinum as  Potassium  Platinic,  or  Ammonium  Platimc 
Chloride. 

Platinum  feom  the  Metals  of  Geoups  IY.  and  Y., 
with  the  exception  of  Meecuet  in  Meegueous  Compounds, 
Lead,  and  Silver. 

Precipitate    the    platinum   with    potassium   chloride    or  132 

*  Zeitsclir.  f.  anal.  Chem.  G,  138. 
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anunonmm  chloride  as  directed  §  124,  and  wash  the  precipi- 
tate thoroughly  with  alcohol.  The  platinum  prepared  from 
the  precipitated  ammonium  or  potassium  salt  is  to  be  tested 
after  being  weighed,  to  see  whether  it  yields  any  metal 
(especially  iron)  to  fusing  potassium  disulphate. 

4.  Methods  hosed  upon  the  Separation  of  Oxides 
insoluble  in  Nitric  Acid. 

a.  Tin  feom  Metals  of  Groups  IV.  aijd  V.  (not  from 
Bismuth,  Iron,  or  Manganese*)  in  Alloys. 

Treat  the  finely  divided  alloy,  or  the  metallic  powder  133 
obtained  by  reducing  the  oxides  in  a  stream  of  hydrogen  with 
nitric  acid,  as  directed  §  126,  1,  a.  The  filtrate  contains  the 
other  metals  as  nitrates.  As  stannic  oxide  is  liable  to  retain 
traces  of  copper  and  lead  and  iron,  you  must,  in  an  accurate 
analysis,  test  an  aliquot  part  of  it  for  these  bodies,  and  determine 
their  amount  as  directed  128,  /3. 

Beunnek  recommends  the  following  course  of  proceeding, 
by  which  the  presence  of  copper  in  the  tin  may  be  eiiectually 
guarded  against.  Dissolve  the  alloy  in  a  mixture  of  1  part  of 
nitric  acid,  4  parts  of  hydrochloric  acid,  and  5  parts  of  water ; 
dilute  the  solution  largely  with  water,  and  heat  gently.  Add 
crystals  of  sodium  carbonate  until  a  distinct  precipitate  has 
formed,  and  boil.  (In  presence  of  copper,  the  precipitate 
must,  in  this  operation,  change  from  its  original  l)luish-green 
to  a  brown  or  black  tint.)  When  the  fluid  has  been  in  ebulli- 
tion some  10  or  15  minutes,  allow  it  to  cool,  and  then  add 
nitric  acid,  drop  by  drop,  until  the  reaction  is  distinctly  acid ; 
digest  the  precipitate  for  several  hours,  when  it  should  have 
acquired  a  pure  white  color.  The  stannic  oxide  thus  obtained 
is  free  from  copper  ;  but  it  may  contain  some  iron,  which  can 
be  removed  as  directed  in  128,  ft. 

Before  the  stannic  oxide  can  be  considered  pure,  it  must 
be  tested  also  for  silicic  acid,  as  it  frequently  contains  traces  of 
this  substance.     To  this  end,  an  aliquot  part  is  fused  in  plati- 

*If  the  alloy  of  tin  contains  bismuth  or  manganese,  there  remains  with  the 
stannic  oxide,  bismuth  trioxide  or  manganese  sesquioxide,  which  cannot  be 
extracted  by  nitric  acid;  if  it  contains  iron,  on  the  contrary,  some  stannic  oxide 
always  dissolves  with  the  iron,  and  cannot  be  separated  even  by  repeated  evapo- 
ration (H.  EosE,  Pogg.  Annal.  113,  169,  170,  173). 
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nnm  with  3 — 4  parts  of  sodium  and  potassium  carbonate,  the 
fused  mass  boiled  with  water,  and  the  sohition  filtered ;  hydro- 
chloric acid  is  then  added  to  the  filtrate,  and,  should  sihcic  acid 
separate,  the  fiuid  is  filtered  off  from  this  substance.  The  tin 
is  then  precipitated  by  hydrogen  sulphide,  and  the  sihcic  acid 
still  remaining  in  the  filtrate  is  determined  in  the  usual  way 
(§  140).  If  hydrochloric  acid  has  produced  a  precipitate  of 
silicic  acid,  the  last  filtration  is  effected  on  the  same  filter 
(Khittel*). 

5.  Antimony  feom  the  MCetals  of  Groups  IV.  and  Y.  in 
Alloys  (not  from  Bismuth,  Iron  and  Manganese). 

Proceed  as  in  133,  filter  off  the  precipitate,  and  convert  it  134 
by  ignition  into  antimony  tetroxide  according  to  §  125,  2. 
Results  only  apjjroximate,  as  a  little  antimony  dissolves. 
Alloys  of  antimony  and  lead,  containing  the  former  metal  in 
excess,  should  be  previously  fused  with  a  weighed  quantity  of 
pure  lead  (Vaeeenteapp-j-). 

6.  Methods  hased  on  the  Precipitation  of  Tin  in 
Stannic  Salts  hy  Normal  Salts  (e.g..  Sodium  Sulphate) 
or  hy  Sulphuric  Acid. 

Tin  feom  the  Metals  of  Geoups  I.,  II.,  Ill, ;  also  feom 
Manganese,  Zinc,  Nickel  and  Cobalt,  Coppee,  Cadmium 
(Gold). 

Precipitate  the  hydrochloric  acid  solution,  which  must  135 
contain  the  tin  entirely  as  stannic  chloride,  according  to  §  126, 
1,  h,  by  ammonium  nitrate  or  sodium  sulphate  (Lowenthal), 
or  by  sulphuric  acid,  which,  H.  Hose  says,  answers  equally 
well.  Alloys  are  always  treated  as  follows :  First,  oxidize  by 
digestion  with  nitric  acid ;  when  no  more  action  takes  place, 
evaporate  the  greater  portion  of  the  nitric  acid  in  a  porcelain 
dish,  moisten  the  mass  with  strong  hydrochloric  acid,  and  after 
half  an  hour  add  water,  in  which  the  metastannic  chloride  and 
the  other  chlorides  dissolve.  Alloys  of  tin  and  gold  are  dis- 
solved in  aqua  regia,  the  excess  of  acid  evaporated,  and  the 
solution  diluted  with  much  water,  before  precipitating  with 
sulphuric  acid. 

It  must  be  remembered  that  in  this  process  any  phosphoric 

*  Chem.  Centralbl.  1857,  929.         '    f  Dingler's  polyt.  Journ.  158,  316. 
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acid  that  may  be  present  is  precipitated  entirely  or  partially 
with  the  tin.  After  the  precipitate  has  been  well  washed  by 
decautation,  Lowenthal  recommends  to  boil  with  a  mixture 
of  1  part  nitric  acid  (sp.  gr.  1-2)  and  9  ])arts  water,  then  to 
transfer  to  the  filter,  and  wash  thoroughly.  Results  very 
satisfactory.  If  the  fluid  contains  a  ferric  salt,  a  portion  of 
the  iron  always  falls  down  with  the  tin.  Hence  the  stannic 
oxide  must  be  tested  for  iron  according  to  128,  /?,  which,  if 
present,  must  be  determined  and  deducted. 

6.  Method   based  on  the  Insolubility  of  Mercuric 
Suljjhide  ill  Hydrochloric  Acid. 

Meecckt  feom  Antimony. 

Digest  the  precipitated  sulphides  with  moderately  strong  136 
hydrochloric  acid  in  a  distilling  apparatus.  The  sulphide  of 
antimony  dissolves,  while  the  mercuric  sulphide  remains 
behind.  Expel  all  the  hydrogen  sulphide,  then  add  tartaric 
acid,  dilute,  filter,  mix  the  filtrate  with  the  distillate  which 
contains  a  little  antimony,  and  precipitate  with  hydrogen 
sulphide.  The  mercuric  sulphide  may  be  weighed  as  such  (F. 
Field*). 

7.  Methods  based  upon  the  Conversion  of  Arsenic 
and  Antimony  into  Alkali  Arsenate  and  Antimonate. 

a.  Aesenic  feom  the  Metals  of  Geoups  II.,  IV.,  and  V. 

If  you  have  to  do  with  arsenites  or  arsenates,  fuse  with  3  137 
parts  of  sodium  and  potassium  carbonates  and  1  part  of  potas- 
sium nitrate ;  if  an  alloy  has  to  be  analyzed  it  is  fused  with  3 
parts  of  sodium  cai-bonate  and  3  parts  of  potassium  nitrate. 
In  either  case  the  residue  is  boiled  with  water,  and  the  solution,  i 

which  contains  the  arsenates  of  the  alkalies,  filtered  from  the 
undissolved  oxides  or  carbonates.  The  arsenic  acid  is  deter- 
mined in  the  filtrate  as  directed  §  127,  2.  If  the  quantity  of 
arsenic  is  only  small,  a  platinum  crucible  may  be  used,  other- 
wise a  porcelain  crucible  must  be  used,  as  platinum  would  be 
seriously  injured.  In  the  latter  case,  liear  in  mind  that  the 
fused  mass  is  contaminated  with  silicic  acid  and  alumina.  If 
the  alloy  contains  much  arsenic  a  small  quantity  may  be  readily 
lost  by  volatilization,  even  though  the  operation  be  cautiously 


■  Quart.  Journ.  Chem.  Soc.  12,  32. 
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conducted.  In  such  a  case,  therefore,  it  is  better  first  to  oxidize 
with  nitric  acid,  then  to  evaporate,  and  to  fuse  the  residue  as 
above  directed  with  sodium  carbonate  and  potassium  nitrate. 

h.  Arsenic    and    Antimony    feom    Coppee  and    Ieon, 
especially  in  ores  containing  sulphur. 

Diffuse  the  very  finely  pulverized  mineral  through  pure  138 
solution  of  potassa,  and  conduct  chlorine  into  the  fluid  (comp. 
p.  467).     The  iron  and  copper  separate  as  oxides,  the  solution 
contains  sulphate,   arsenate,    and    antimonate   of    potassium 
(RivoT,  BettdaSt,  and  Daguin*). 

c.  Aesenic  and  Antimony  feom  Cobalt  and  Nickel. 

Dilute  the  nitric  acid  solution,  add  a  large  excess  of  potassa,  139 
heat  gently,  and  conduct  chlorine  into  the  fluid  until  the  pre- 
cipitate is  black.     The  solution  contains  the  whole  of  the 
arsenic  and  antimony,  the  precipitate  the  nickel  and  cobalt  as 
sesquioxides  (Kivot,  Beudant,  and  Daguin,  loc.  cit.) 

8.  Methods  hased  upon  the  Volatility  of  certain 
Chlo7'ides  or  Metals, 
a.  Tin,  Antimony,  Aesenic  feom  Coppee,  Silver,  Lead, 
Cobalt,  Nickel. 

Treat  the  sulphides  with  a  stream  of  perfectly  dry  chlorine,  140 
proceeding  exactly  as  directed  in  121.  In  presence  of  anti- 
mony, fill  the  receiver  e  (fig.  70)  with  a  solution  of  tartaric 
acid  in  water,  mixed  with  hydrochloric  acid.  The  metals  may 
be  also  sejaarated  by  this  method  in  alloys.  The  alloy  must 
be  very  finely  divided.  Arsenical  alloys  are  only  very  slowly 
decomposed  in  this  way.  In  separating  arsenic  and  copper 
the  temperature  must  not  exceed  200°,  and  chlorine  water 
should  be  put  into  the  receiver  (PAENELLf ).  If  tin  and  copper 
are  separated  in  this  manner,  according  to  the  experience  of 
H.  liosE,:];  a  small  trace  of  tin  remains  with  the  copper  chloride. 

i.  Stannic  Oxidb,  Antimonious  Oxide  (and  also 
Antimonic  Acid),  Aesenious  and  Aesenic  Acids,  feom 
Alkalies  and  Alkaline  Earths. 

Mix  the  solid  compound  with  5  parts  of  pure  ammonium  141 
chloride  in  powder,  in  a  porcelain  crucible,  cover  this  with  a 

*  Compt.  i-end.  1853,  835;  Journ.  f.  prakt.  Cliem.  61,  133. 
t  Chem.  News,  31,  133.  X  Pogg.  Anna).  112,  169. 
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concave  platinum  lid,  on  which  some  ammoninm  chloride  is 
sprinkled,  and  ignite  gently  until  all  atiiuioniuni  chloride  is 
driven  off ;  mix  the  contents  of  the  crucible  witli  a  fresh  por- 
tion of  that  salt,  and  repeat  the  operation  until  the  weight 
remains  constant.  In  this  process,  the  chlorides  of  tin,  anti- 
mony, and  arsenic  escape,  leaving  the  chlorides  of  the  alkalies 
and  alkali-earth  metals.  The  decomposition  proceeds  most 
rapidly  with  alkali  salts.  "With  regard  to  salts  of  alkali-earth 
metals  it  is  to  be  observed  that  those  which  contain  antimonic 
acid  or  stannic  oxide  are  generally  decomposed  completely  by 
a  double  ignition  with  ammonium  chloride  (magnesium  alone 
cannot  be  separated  perfectly  from  antimonic  acid  by  this 
method).  The  arsenates  of  the  alkali-earth  metals  are  the 
most  troublesome  to  decompose ;  barium,  stronium,  and  cal- 
cium salts  usually  require  to  be  subjected  5  times  to  the  opera- 
tion, before  they  are  free  from  arsenic,  and  magnesium  arsenate 
it  is  impossible  thoroughly  to  decompose  in  this  way  (H. 
EosE*).  According  to  SALKowsKif  barium  arsenate  may  be 
converted  into  chloride  quite  free  from  arsenic  by  one  ignition 
with  ammonium  chloride  ;  however  calcium  arsenate  was  found 
to  leave  a  residue  containing  arsenic  acid  even  after  six  igni- 
tions with  ammonium  chloride. 

c.  Meecuey  feom  Gold  (Silver,  and   geneeally  feom 
THE  Non-volatile  Metals). 

Heat  the  weighed  alloy  in  a  porcelain  crucible,  ignite  till  142 
the  weight  is  constant,  and  determine  the  mercury  from  the 
loss.  If  it  desired  to  estimate  it  directly,  the  apparatus,  p.  307, 
fig.  54,  may  be  used.  In  cases  where  the  separation  of  mer- 
cury from  metals  that  oxidize  on  ignition  in  the  air  is  to  be 
effected  by  this  method,  the  operation  must  be  conducted  in 
an  atmosphere  of  hydrogen  (p.  251,  fig.  50). 

9.    Metfbods  hased   on  the  Volatility  of  Arsenious 

Sulphide. 

Aesenic  Acid  feom  the  Oxides  of  Manganese,  Ieon, 

Zixc,  CoppEE,  Nickel,  Cobalt  (not  so  well  from  Oxide  of 

Lead,  and  not  feom  Oxides  of  Silvee,  Aluminum,  ue  Macj- 

nesiitm). 

Mix  the  arsenic  aaid  compound  (no  matter  whether  it  has  143 

*  Pogg.  Annal.  73,  582;  74,  578;  113,  173.      f  Journ.  f.  praUt.  Chem.  104,  188. 
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been  air-dried  or  gently  ignited)  with  sulphur,  and  ignite 
under  a  good  draught  in  an  atmosphere  of  hydrogen  (p.  251, 
fig.  50  ;  the  perforated  lid  must  in  this  case  be  of  porcelain : 
platinum  would  not  answer).  The  whole  of  the  arsenic  vola- 
tilizes, the  sulphides  of  manganese,  iron,  zinc,  lead,  and  copper 
remain  behind ;  they  may  be  weighed  directly.  After  weigh- 
ing, add  a  fresh  quantity  of  sulphur  to  the  residue,  ignite  as 
before,  and  weigh  again ;  repeat  this  operation  until  the  weight 
remains  constant.  Usually,  if  the  compoimd  was  intimately 
mixed  with  the  sulphur,  the  conversion  of  the  arsenate  into 
sulphide  is  complete  after  the  first  ignition.  Results  very  good. 
In  separating  nickel  the  analyst  will  remember  that  the 
residue  cannot  be  weighed  directly,  since  it  does  not  possess  a 
constant  composition  ;  hence  the  ignition  in  hydrogen  may  be 
saved ;  nickel  arsenate  loses  all  its  arsenic  on  being  simply 
mixed  with  sulphur  and  heated.  The  heat  should  be  moderate 
and  continued  till  no  more  red  sulphide  of  arsenic  is  visible 
on  the  inside  of  the  porcelain  crucible.  It  is  advisable  to  repeat 
the  operation.  The  separation  of  arsenic  from  cobalt  cannot 
be  completely  effected  in  this  manner  even  by  repeated  treat- 
ment with  sulphur,  but  it  can  be  effected  by  oxidizing  the  resi- 
due with  nitric  acid,  evaporating  to  dryness,  mixing  with  sul- 
phur, and  reigniting.  Smaltine  and  cobaltine  must  be  treated 
in  the  same  manner  (H.  Rose*).  I  should  not  forget  to  men- 
tion that  EBELMENjf  a  long  while  ago,  noticed  the  separation 
of  arsenic  acid  from  sesquioxide  of  iron  by  ignition  in  a  stream 
of  hydrogen  sulphide. 

10.  Method  iased  upon  the  Separation  of  Arsenic  as 
Ammoniuni  Ma,gnesium  Arsenate. 

Aesenic  Acid  feom  Coppee,  Cadmium,  Feeeic  Ieon,  Man- 
ganese, Nickel,  Cobalt,  Aluminium. 

Mix  the  hydrochloric  acid  solution,  which  must  contain  144 
the  whole  of  the  arsenic  in  the   form  of  arsenic  acid,  with 
enough  tartaric  acid  to  prevent  precipitation  by  ammonia,  pre- 
cipitate the  arsenic  acid,  according  to  §  127,  2,  as  ammonium 
magnesium  arsenate,  allow  to  settle,  filter,  wash  once  with  a 

»  Zeitschr.  f.  anal.  Chem.  1,  413. 

t  Annal.  de  Chim.  et  de  Phys.  (3)  35,  98. 
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mixture  of  3  parts  water  and  1  part  ammonia,  redissolve  in 
hydrochloric  acid,  add  a  very  minute  quantity  of  tartaric  acid, 
supersaturate  again  with  ammonia,  add  some  more  magnesium 
chloride  and  ammonium  chloride,  allow  to  deposit,  and  deter- 
mine the  now  pure  precipitate  according  to  §  127,  2.  In  the 
filtrate  the  bases  of  Groups  IV.  and  V.  may  be  precipitated  by 
ammonium  sulphide  ;  if  aluminium  is  present,  evaporate  the 
filtrate  from  the  sulphides  with  addition  of  sodium  carbonate 
and  a  little  nitre  to  dryness,  fuse,  and  estimate  the  aluminium 
in  the  residue.  The  method  is  more  adapted  to  the  separation 
of  rather  large  than  of  ^'ery  small  quantities  of  arsenic  from  the 
above-named  metals,  since  in  the  case  of  small  quantities  the 
miuute  portions  of  ammonium  magnesium  arsenate  that  remain 
in  solution  may  exercise  a  considerable  influence  on  the  accu 
racy  of  the  result. 

11.  Method  hascd  upon  the  Separation  of  Arsenic  as 
Ammonium  Arsenio-molyhdate. 

Aesenio  Acid  from  all  Metals  of  Geoups  I. — V. 

Separate  the  arsenic  acid    as  directed  in  §  127,  2,  h  ;  long   l45 
continued  heating  at  100°  is  indispensable.  The  determination 
of  the  basic  metals  is  most  conveniently  effected  in  a  special 
portion. 

12.  Method  hased  upon  the  Insolvhility  of  Ferrit 
Arsenate. 

Aesenio  Acid  feom  the  Metals  of  Groups  I.  and  II., 
AND  FEOM  Zinc,  Manganese,  Nickel,  and  Cobalt. 

Mix  the  hydrochloric  solution  with  a  sufficient  quantity  of  t4C 
pure  ferric  chloride,  neutralize  the  greater  part  of  the  free 
acid  with  sodium  carbonate,  and  precipitate  the  iron  and  arse- 
nic acid  together  with  barium  carbonate  in  the  cold  or  with 
sodium  acetate  at  a  boiling  heat.  The  precipitate  should  be  so 
basic  as  to  have  a  brownish-red  color.  The  method  is  espe- 
cially suitable  for  the  separation  of  arsenic  acid  when  its  esti- 
mation is  not  required.  However,  the  precipitate  may  be  dis- 
solved in  hydrochloric  acid  and  the  arsenic  determined  by 
precipitation  with  hydrogen  sulphide. 
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13.  Methods   iased  upon  the  Insolubility  of  some 
Clilorides. 

a.    SlLTEE  FROM  GoLD. 

Treat  the  alloy  with  cold  dilute  nitrohydrochloric  acid,  147 
dilute,  and  filter  the  eolutioa  of  auric  chloride  from  the  undis- 
solved silver  chloride.  This  method  is  applicable  only  if  the 
alloy  contains  less  than  15  per  cent,  of  silver ;  for  if  it  contains 
a  larger  proportion,  the  silver  chloride  which  forms  protects 
the  undecomposed  part  from  the  action  of  the  acid.  In  the 
same  way  silver  may  be  separated  also  from  platinum. 

h.  Meecuet  feom  the  Oxygen  Compounds  of  Aesenio 
AND  Antimony. 

Precipitate  the  mercury  from  the  hydrochloric  solution  by  148 
means  of  phosphorous  acid  as  mercurous  chloride  (§  118,  2). 
The  tartaric  acid,  which  in  the  presence  of  antimony  must  be 
added,  does  not  interfere  with  the  reaction  (H.  Kose*). 

14.  Methods  'based  upon  the  Insolubility  of  certain 
Sulphates  in  Water  or  Alcohol. 

a.  Aesenic  Acid  feom  Baeium,  Steontium,  Calcium,  and 
Lead. 

Proceed  as  for  the  separation  of  phosphoric  acid  from  the  149 
same  metals  (§  135,  5).  The  compounds  of  these  basic  radicals 
with  arsenious  acid  are  first  converted  into  arsenates,  before 
the  sulphuric  acid  is  added ;  this  conversion  is  effected  by 
heating  the  hydrochloric  acid  solution  with  potassium  chlo- 
rate or  by  means  of  bromine. 

b.  Antimony  fkom  Lead. 

Treat  the  alloy  with  a  mixture  of  nitric  and  tartaric  acids.  150 
The  solution  of  both  metals  takes  place  rapidly  and  with  ease. 
Precipitate  the  greater  part  of  the  lead  as  sulphate  (§  116,  3), 
filter,  precipitate  with  hydrogen  sulphide,  and  treat  the  sul- 
phides according  to  128,  with  ammonium  sulphide,  in  order 
to  separate  the  antimony  from  the  lead  left  unprecipitated  by 
the  sulphuric  acid  (A.  STEENof). 

15.  Method  based  upon  the  Separation  of  Copper  as 
Cuprous  Sulphocyanate. 

CoppEE  from  Aesenic  and  Antimony. 

From  the  properly  prepared  solution  precipitate  the  cop-  151 

*  Pogg.  Annal.  110,  536.  t  Ding-  Poly'-  Joum.  151,  389. 
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per  by  §  119,  3,  I,  as  cuprous  sulphocyanate,  allow  to  settle, 
filter,  wash  with  water  containing  ammonium  nitrate  (to  pre- 
vent the  washings  being  muddy),  and  determine  antimony 
and  arsenic  in  the  filtrate,  precipitating  first  with  hydrogen 
sulphide.     Results  good. 

16.  Method  based  upon  the   different    deportment 
with  Cyanide  of  Potassium. 

Gold  feoji  Lead  and  Bismuth. 

These  metals  may  be  separated  in  solution  by  potassium  152 
cyanide  in  tlie  same  way  in  which  the  separation  of  mercury 
from  lead  and  bismuth  is  eflEected  (see  110).  The  solution  of 
the  double  cyanide  of  gold  and  potassium  is  decomposed  by 
boihng  with  aqua  regia,  aad,  after  expulsion  of  the  hydrocyanic 
acid,  the  gold  determined  by  one  of  the  methods  given  in 
§123. 


II.  Sepaeation  of  the  Metals  of  the  Sixth  Gkoup 

FEOM   each   OTHEE. 

§165. 

Index.    (The  numbers  refer  to  those  in  the  margin.) 

Platinum  from  gold,  153,  168. 

tin,  antimony,  and  arsenic,  154 
<?oM  from  platinum,  153,  168. 
tin,  154,  167. 
"  antimony  and  arsenic,  154. 

Tin  from  platinum,  154. 
gold,  154,  167. 

arsenic,  157,  162,  163,  164,  166,  169. 
antimony,  155,  158,  164,  165,  166. 
Tin  in  stannous,  from  tin  in  stannic  compounds,  173. 
Antimony  from  platinum  and  gold,  154. 
arsenic,  158,  159,  160. 
tin,  155,  158,  164,  165,  166. 
Antimony  of  antimoniou.s  compounds  from 
antimonic  acid,  171. 
Arsenic  from  platinum  and  gold,  154. 

tin,  157,  163,  l'63,  164,  166,  169, 
antimony,  158,  159,  130. 
Arsenious  acid  from  arsenic  acid,  156,  161,  170. 
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1.  Method  'based  npon  the  Precipitation  of  Plat/i- 
num  as  Potassiuin  Platinic  Chloride. 

Platinum  from  Gold. 

Precipitate  from  the  solution  of  the  chlorides  the  plati-  153 
num  as  directed  §  12i,  5,  and  determine  the  gold  in  the  filtrate 
as  directed  §  123,  h. 

2.  Methods  lased  upon  the  Volatility  of  the  Chlo- 
rides of  the  inferior  Metals. 

a.  PLATmuM  AND  GoLD  FEOM  Tm,  Antimont,  and  Aesenio. 

Heat  the  finely  divided  alloy  or  the  sulphides  in  a  stream  154 
of  chlorine  gas.     Gold  and  platinum  are  left,  the  chlorides  of 
the  other  metals  volatilize  (compare  121). 

h.  Antimony  feom  Tin. 

The  tin  should  be  present  wholly  as  a  stannous  salt.  155 
Precipitate  with  hydrogen  sulphide,  filter  (preferably  through 
an  asbestos  filtering  tube),  dry  the  precipitate,  and  pass  through 
it  a  current  of  dry  hydrochloric  gas  at  the  ordinary  tempera^ 
ture.  The  sulphides  are  converted  into  the  corresponding 
chlorides ;  the  chloride  of  antimony  alone  escapes,  and  may 
be  received  in  water.  Disserve  the  residual  stannous  chloride 
in  water  containing  hydrochloric  acid,  and  estimate  the  tin 
according  to  §  126  (C.  Tooket*).  The  method  can  only  be 
used  in  rare  cases,  as  it  is  difficult  to  obtain  a  precipitate  quite 
free  from  stannic  sulphide. 

c.  Aesenious  Acid  feom  Aesenio  Acid. 

The  amount  of  substance  taken  should  not  contain  more  156 
than  "2  grm.  arsenious  acid.  Heat  with  45  grm.  sodium 
chloride,  135  grm.  sulphuric  acid  (free  from  arsenic)  of  1'61 
sp.  gr.,  and  30  grm.  water  in  a  tubulated  retort  containing  a 
spiral  of  platinum,  and  provided  with  a  thermometer.  The 
temperature  should  rise  to  about  125°.  In  order  to  condense 
the  arsenious  chloride  in  the  products  of  distillation,  a  Liebig's 
condenser  is  connected  with  the  retort ;  a  tubulated  receiver 
is  connected  with  the  condenser ;  a  U-tube  is  connected  with 
the  receiver,  and  finally  a  calcium  chloride  tube  containing 
fragments  of  glass  moistened  with  weak  soda  solution  is  fixed 

«  Journ.  Chem.  Soc,  15,  462. 
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upright  in  the  exit  end  of  the  U-tube.  In  the  receiver  and 
U-tube  water  is  placed.  At  the  end  of  the  operation  rinse 
the  calcium  chloride  tube,  and  mix  with  the  contents  of  the 
receiver.  Determine  the  arsenic  in  the  distillate  according  to 
§  127,  i,  a,  in  the  residue  according  to  §  127,  4,  h.  The  sul- 
phide obtained  from  the  former  corresponds  to  the  arsenious 
acid,  from  the  latter  to  the  arsenic  acid.  Results  satisfactory 
(RiECKHEE*).  If  the  substance  given  is  a  dilute  fluid,  render 
slightly  alkaline  with  sodium  carbonate,  and  concentrate  to 
about  20  CO.,  finally  in  a  tubulated  retort. 

3.  Methods   hosed  upon  the  Volatility  of  Arsenio 
and  Arsenious  Sulphide. 

a.  Aesenio  feom  Tin  (H.  Rose). 

Convert  into  sulphides  or  oxides,  dry  at  100°,  and  heat  a  157 
weighed  portion  with  addition  of  a  little  sulphur  in  a  bulb- 
tube,  gently  at  first,  but  gradually  more  strongly,  conducting 
a  stream  of  dry  hydrogen  sulphide  gas  through  the  tube 
during  the  operation.  Sulphur  and  arsenious  sulphide  vola- 
tilize; sulphide  of  tin  is  left.  The  arsenious  sulphide  is 
received  in  U-tubes  containing  dilute  ammonia,  which  are 
connected  with  the  bulb-tube  in  the  manner  described  in  121. 
"When  upon  continued  application  of  heat  no  sign  of  further 
sublimation  is  observed  in  the  colder  part  of  the  bulb-tube, 
drive  off  the  sublimate  which  has  collected  in  the  bulb,  allow 
the  tube  to  cool,  and  then  cut  it  off  above  the  coating.  Divide 
the  separated  portion  of  the  tube  into  pieces,  and  heat  tliese 
with  a  little  solution  of  soda  until  the  sublimate  is  dissolved; 
unite  the  solution  with  the  ammoniacal  fluid  in  the  receivers, 
add  hydrochloric  acid,  then,  without  filtering,  potassium 
chlorate,  and  heat  gently  until  the  arsenious  sulphide  is  com- 
pletely dissolved.  Filter  from  the  sulphur,  and  determine  the 
arsenic  acid  as  directed  §  127,  2.  The  quantity  of  tin  cannot 
be  calculated  at  once  from  the  blackish-brown  sulphide  of  tin 
in  the  bulb,  since  this  contains  more  sulphur  than  SnS.  It  is 
therefore  weighed,  and  the  tin  determined  in  a  weighed  por- 
tion of  it,  by  converting  it  into  stannic  oxide,  which  is  effected 
by  moistening  with  nitric  acid,  and  roasting  (§  126,  1,  c). 


*  Phiarm.  Centralhalle,  11,  93. 
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Tin  and  arsenic  in  alloys  are  more  conveniently  converted 
into  oxides  by  cautious  treatment  with  nitric  acid.  If,  how- 
ever, it  is  wished  to  convert  them  into  sulphides,  this  may 
readily  be  effected  by  heating  1  part  of  the  finely  divided 
alloy  with  5  parts  of  sodium  carbonate  and  5  parts  of  sulphur, 
in  a  covered  porcelain  crucible  until  the  mass  is  in  a  state  of 
calm  fusion.  It  is  then  dissolved  in  water,  the  solution  filtered 
from  the  ferrous  sulphide,  &c.,  which  may  possibly  have 
formed,  and  then  precipitated  with  hydrochloric  acid. 

If  the  tin  only  in  the  alloy  is  to  be  estimated  directly, 
while  the  arsenic  is  to  be  found  from  the  difference,  convert 
as  above  directed  into  sulphides  or  oxides,  mix  with  sulphur 
and  ignite  in  a  porcelain  crucible  with  perforated  cover  in 
a  stream  of  hydrogen  sulphide.  The  residual  arsenic-free 
stannous  sulphide  is  to  be  converted  into  stannic  oxide  and 
weighed  as  such. 

4.  Methods  lased  ujion  the  Iiisoluhility  of  Sodium 
Metantimonate. 

a.  Antemont  feom  Tin  and  Aesenio  (H.  Eose). 

If  the  substance  is  metallic,  oxidize  the  finely  divided  158 
weighed  sample,  in  a  porcelain  crucible,  with  nitric  acid  of 
1'4  sp.  gr.,  adding  the  acid  gradually.  Dry  the  mass  on  the 
water-bath,  transfer  to  a  silver  crucible,  rinsing  the  last 
particles  adhering  to  the  porcelain  into  the  silver  crucible 
with  solution  of  soda,  diy  again,  add  eight  times  the  bulk  of 
the  mass  of  solid  sodium  hydroxide,  and  fuse  for  some  time. 
Allow  the  mass  to  cool,  and  then  treat  with  hot  water  until 
the  undissolved  residue  presents  the  appearance  of  a  fine 
powder ;  dilute  with  some  water,  and  add  one-third  the  volume 
of  alcohol  of  '83  sp.  gr.  Allow  the  mixture  to  stand  for  24 
hours,  with  frequent  stirring;  then  filter,  transfer  the  last 
adhering  particles  from  the  crucible  to  the  filter  by  rinsing 
with  dilute  alcohol  (1  vol.  alcohol  to  3  vol.  water),  and  wash 
the  undissolved  residue  on  the  filter,  first  with  alcohol  diluted 
with  twice  its  volume  of  water,  then  with  a  mixture  of  equal 
volumes  of  alcohol  and  water,  and  finally  with  a  mixture  of 
3  vol.  alcohol  and  1  vol.  water.  Add  to  each  of  the  alcoholic 
fluids  used  for  washing  a  few  drops  of  solution  of  sodium 
carbonate.     Continue  the  washing  until  the  color  of  a  portion 
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of  the  fluid  ninning  off  remains  unaltered  upon  being  acidified 
with  hydrocliloric  acid  and  mixed  with  hydrogen  sulphide 
water. 

Rinse  the  sodium  metantimonate  from  the  filter,  wash  the 
latter  with  a  mixture  of  hydrochloric  and  tartaric  acids,  dis- 
solve the  metantimonate  in  this  mixture,  precipitate  with 
hydrogen  sulphide,  and  determine  the  antimony  as  directed 
§  125,  1.  In  presence  of  much  tin  it  is  well  to  fuse  the 
metantimonate  again  with  caustic  soda,  &c. 

To  the  filtrate,  which  contains  the  tin  and  arsenic,  add 
hydrochloric  acid,  which  produces  a  precipitate  of  stannic 
areenate;  conduct  now  into  the  unfiltered  fluid  hydrogen 
sulpliide  for  some  time,  allow  the  mixture  to  stand  at  rest 
until  the  odor  of  that  gas  has  almost  completely  gome  oft",  and 
separate  the  weighed  sulphides  of  the  metals  which  contain 
free  sulphur,  as  in  157. 

If  the  substance  contains  only  antimony  and  arsenic,  the 
alcoholic  filtrate  is  heated,  with  repeated  addition  of  water, 
until  it  scarcely  retains  the  odor  of  alcohol ;  hydrochloric  acid 
is  then  added,  and  the  arsenic  acid  determined  as  magnesium 
pyroarsenate  (§  127,  2),  or  as  arsenious  sulphide  (§  127,  4,  i). 

b.  Small  quantities  of  the  sulphides  of  arsenic  and  anti-  159 
mony  mixed  with  sulphur  are  often  obtained  in  mineral 
analysis.  The  two  metals  may  in  this  case  be  conveniently 
separated  as  follows : — Exhaust  the  precipitate  with  bisulphide 
of  carbon,  oxidize  with  chlorine-free  red  fuming  nitric  acid, 
evaporate  the  solution  nearly  to  dryness ;  mix  the  residue  with 
a  copious  excess  of  sodium  cai-bonate,  add  some  sodium  nitrate, 
and  treat  the  fused  mass  as  given  in  a,  158.  If,  on  the  other 
hand,  yon  have  a  mixture  of  sulphides  of  tin  and  antimony 
to  analyze,  oxidize  it  with  nitric  acid  of  1"5  sp.  gr.,  and  treat 
the  residue  obtained  on  evaporation  as  given  in  a,  158. 

5.  Methods  hosed  upon  the  Precipitation  of  Arsenic 
as  Ammonium  Magnesium  Arsenate. 

a.  Arsenic  from  Antimony. 

Oxidize  the  metals  or  sulphides  with  nitrohydrochloric  acid,  160 
witli  hydrochloric  acid  and  potassium  chlorate,  with  bromine 
dissolved  in  hydrochloric  acid,  or  with  chlorine  in  alkaline  solu- 
tion ;  add  tartaric  acid,  a  large  quantity  of  ammonium  chloride, 
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and  then  ammonia  in  excess.  (Should  the  addition  of  the 
latter  reagent  produce  a  precipitate,  this  is  a  proof  that  an 
insufficient  quantity  of  ammonium  chloride  or  of  tartaric  acid 
has  been  used,  which  error  must  be  corrected  before  proceed- 
ing with  the  analysis.)  Then  precipitate  the  arsenic  acid  as 
directed  §  127,  2,  and  determine  the  antimony  in  the  filtrate 
as  directed  in  §  125,  1.  As  basic  magnesium  tartrate  might 
precipitate  with  the  ammonium  magnesium  arsenate,  the 
precipitate  should  always,  after  slight  washing,  be  redissolved 
in  hydrochloric  acid,  and  reprecipitated  with  ammonia  with 
addition  of  a  little  magnesia  mixture — an  excellent  method. 

h.  Aesenious  Acid  fkom  Aesenic  Acid. 

Mix  the  sufficiently  dilute  solution  with  a  large  qu&ntity  161 
of  ammonium  chloride,  precipitate  the  arsenic  acid  as  directed 
§  127,  2,  and  determine  the  arsenious  acid  in  the  filtrate  by 
precipitation  with  hydrogen  sulphide  (§127, 4).  Ludwig*  lias 
observed  that  if  the  solution  is  too  concentrated,  magne- 
sium arsenite  falls  down  with  the  ammonium  magnesium 
arsenate,  hence  it  is  necessary  to  dissolve  the  weighed  magne- 
sium precipitate  in  hydrochloric  acid  and  test  the  solution  with 
hydrogen  sulphide.  The  presence  of  arsenious  acid  will  be 
betrayed  by  the  immediate  formation  of  a  precipitate. 

c.  Tin  and  Antimony  feom  Aesenio  Acid. 

LENssENf  separated  tin  from  arsenic  acid  with  good  162 
results  by  digesting  the  oxides  obtained  by  oxidation  with 
nitric  acid  with  ammonia  and  yellow  ammonium  sulphide,  and 
precipitating  the  arsenic  acid  from  the  clear  solution  accord- 
ing to  127,  2,  as  ammonium  magnesium  arsenate.  On  acidify- 
ing the  filtrate  the  tin  separates  as  stannic  sulphide.  The 
method  can  only  give  good  results  when  the  whole  of  the 
arsenic  was  present  as  arsenic  acid  before  the  addition  of 
ammonium  sulphide,  for  the  arsenic  in  a  solution  of  arsenious 
acid  in  yellow  ammonium  sulphide  is  not  thrown  down  by 
magnesia  mixture.  The  method  also  answers 'for  separating 
antimony  from  arsenic. 


*  Archiv  far  Pharm.  97,  S4.  \  Annal.  d.  Chem.  u.  Pharm.  114,  116. 
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6.  Methods  lased  on  the  different  lehavior  of  the 
freshly  Precipitated  Sidphides  towcD'dn  Solution  of 
Potassium  Hydrogen.  SulphUe  or  Oxalic  Acid. 

a.  Arsenic  feom  Antimony  and  Tin  (B  onsen*). 

If  freshly  precipitated  arsenions  sulphide  is  digested  with  163 
salphurous  acid  and  potassium  sulphite,  the  precipitate  is  dis- 
solved ;  on  boiling,  the  fluid  becomes  turbid  from  separated 
sulphur,  which  turbidity  for  the  most  part  disappears  again  on 
long  boiling.  The  fluid  contains,  after  expulsion  of  the  sul- 
phurous acid,  potassium  arsenite  and  thiosulphate.  The  sul- 
phides of  antimony  and  tin  do  not  exhibit  this  reaction.  Both 
therefore  may  be  separated  from  arsenious  sulphide  by  diluting 
the  solution  of  the  three  sulphides  in  potassium  sulphide  to  about 
500  CO.  and  precipitating  with  a  lai-ge  excess  (about  a  litre)  of 
saturated  aqueous  sulphurous  acid,  digesting  the  whole  for 
some  time  in  a  water-bath,  and  then  boiling  till  one-third  of 
the  water  and  the  whole  of  the  sulphurous  acid  are  expelled 
and  the  sulphur  has  disappeared  ;  this  will  take  about  an  hour 
and  a  half.  The  residuary  sulphide  of  antimony  or  tin  is  arsenic- 
free,  the  filtrate  contains  the  whole  of  the  arsenic  and  may  be 
immediately  precipitated  with  hydrogen  sulphide.  Bunsen 
determines  the  arsenic  by  oxidizing  the  dried  sulphide  together 
with  the  filter  with  fuming  nitric  acid,  diluting  the  solution 
a  little,  warming  gently  with  a  little  potassium  chlorate  (in 
order  to  oxidize  more  fully  the  substances  formed  from  the 
paper),  and  finally  precipitating  as  anmionium  magnesium 
arsenate. 

With  regard  to  the  separation  of  stannic  sulphide  from 
the  solution  of  potassium  arsenite,  it  is  to  be  observed  that  the 
stannic  sulphide  must  be  washed  with  concentrated  solution 
of  sodium  chloride,  as,  if  water  were  used,  the  fluid  would  run 
through  turbid.  As  soon  as  the  precipitate  is  thoroughly 
washed  with  the  sodium  chloride,  the  latter  is  displaced  by 
solution  of  ammonium  acetate,  containing  a  slight  excess  of 
acetic  acid.  These'  last  washings  must  not  be  added  to  the 
first,  as  the  ammonium  acetate  hinders  the  complete  precipita 
tion  of  the  arsenious  acid  by  hydrogen  sulphide. 

*  Aflnal.  d.  Chem.  u.  Pharm.  106,  3. 
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The  test-analyses  adduced  by  Bunsen  show  very  satisfac- 
tory results. 

T).  Tin  fbom  Aksenic  and  Antimony  (F.  "W.  Claeke*). 

Moist  freshly  precipitated  bisulphide  of  tin  completelv  dis-  164 
solves  on  boiling  for  a  moderate  length  of  time  with  excess  of 
oxalic  acid,  and  therefore  tin  in  the  form  of  bichloride  is  not 
thrown  down  by  hydrogen  sulphide  from  a  hot  solution 
containing  excess  of  oxalic  acid.  The  sulphides  of  arsenic  are 
barely  aiiected  by  boiling  with  oxalic  acid,  and  hydrogen 
sulphide  immediately  reprecipitates  the  traces  dissolved. 
Sulphide  of  antimony  dissolves  more  copiously  on  boiling 
witli  oxalic  acid,  but  hydrogen  sulphide  reprecipitates  the 
antimony  from  the  solution. 

[These  reactions  form  the  basis  of  Clarke's  method,  which, 
with  some  important  modifications,  has  been  successfully 
applied  to  the  separation  of  tin  from  antimony  in  alloys  by  F. 
P.  DEWEY,f  who  proceeds  as  follows : 

Dissolve  witli  a  mixture  of  1  part  strong  nitric  acid,  4  parts 
strong  hydrochloric  acid,  and  .5  parts  water.  Since  even  small 
quantities  of  free  mineral  acids  prevent  complete  precipitation 
of  antimony,  they  are  removed  by  evaporating  to  dryness  on 
a  water-bath,  with  previous  addition  of  enough  potassium 
cliloride  to  form  double  salts  witli  the  tin  and  antimony  chlor- 
ides present.  The  presence  of  the  potassium  chloride  entirely 
prevents  loss  of  tin  and  antimony  by  volatilization  as  chlorides 
during  the  evaporation.  Add  to  the  salts  thus  obtained  a 
large  quantity  of  pure  oxalic  acid  (at  least  20  parts  crystallized 
acid  to  1  part  tin),  and  dilute  with  water  to  about  125  c.c.  per 
•1  grm.  antimony  present.  Tlie  salts  dissolve  readily.  Boil  and 
pass  HjS  through  the  boiling  solution  half  an  hour.  Filter 
immediately  while  hot,  and  wash  the  greater  part  of  the  soluble 
matter  out  of  the  precipitate  with  hot  water.  The  precipi- 
tated antimonious  sulphide  will  contain  a  little  stannic  sulphide. 
Dissolve  in  ammonium  sulphide,  avoiding  an  unnecessary 
quantity  of  the  solvent,  and  pour  the  solution  into  a  strong  hot 
solution  of  oxalic  acid.  A  liberal  excess  of  oxalic  acid  should 
be  present  after  decomposition  of  the  sulphur  salts.  Heat  the 
oxalic  solution  with  the  suspended  precipitate  of  antimonious 

*  Chem.  News,  21,  124.  \  Am.  Chem.  Jouro,  i.  244 
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sulphide  to  boiling,  and  pass  H,S  gas  ten  minutes.  Collect  the 
SbjSj  now  free  from  tin  on  a  weighed  filter,  wash  with  hot 
water,  and  proceed  to  determine  the  antimony  as  directed  in  § 

125,  1,  b.  To  recover  tin  from  the  filtrate,  evaporate  nearly  to 
dryness,  add  strong  sulphuric  acid,  and  heat  till  all  the  oxalic 
acid  present  is  decomposed  and  removed.  Dilute  largely,  and 
precipitate   the  tin  with  hydrogen  sulphide  according  to  § 

126,  1,  O.J 

7.  Methods  based  upon  the  Separation  of  the  Metals 
themselves,  or,  as  the  case  may  be,  on  the  different 
deportment  of  the  same  with  Acids. 

a.  Tin    feom    Antimony    (Tookey,*    improvements    by 
Clasen  {loc.  cit.)  and  AriTiELDf ). 

The  hydrochloric  solution  should  be  oxidized  if  necessary  165 
with  a  few  drops  of  nitric  acid  or  a  little  potassium  chlorate. 
Heat  nearly  to.  boiling  and  add  iron  as  long  as  it  dissolves. 
Either  hoop-iron  or  fine  bright  wire  will  answer  the  purpose ; 
it  should  dissolve  in  dilute  hydrochloric  acid,  leaving  little  or 
no  residue.  The  antimony  will  be  thrown  down,  the  tin 
reduced  to  stannous  chloride.  As  soon  as  all  antimony  appears 
to  be  precipitated  and  the  iron  to  be  dissolved,  add  more 
hydrochloric  acid,  allow  to  deposit,  decant  and  test  whether 
iron  produces  any  further  precipitate.  In  this  way  you  will 
ensure  the  absence  of  any  metallic  iron  and  the  complete  pre- 
cipitation of  the  antimony.  Wash  the  antimony  with  hot 
water,  which  should  be  at  first  acidified,  then  with  alcohol, 
finally  with  ether,  drying  at  100°.  Throw  down  the  tin  with 
hydrogen  sulphide  (§  126,  1,  c).  With  care  the  results  are 
good ;  compare  Clasen  {loc.  cit.). 

b.  Much  Tin  feosi  little  Antimony  and  Aesenio. 

If  an  alloy  of  the  three  metals  is  treated  in  a  very  finely  166 
divided  condition  in  a  stream  of  carbonic  acid  with  strong 
hydrochloric  acid,  the  whole  of  the  tin  dissolves  to  stannous 
chloride.  A  part  of  the  arsenic  and  antimony  escapee  as 
arsenetted  and  antimonetted  hydrogen,  whilst  the  rest  remains 
behind  in  the  state  of  metal,  or,  as  the  case  may  be,  of  a  solid 
combination  with  hydrogen.     Conduct  the  gas  through  several 

*  Journ.  Chem.  Soc.  15,  403.  f  Zeitschr.  f.  anal.  Chem.  9,  107. 
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U-tubes,  containing  a  little  chlorine-free  red  fuming  nitric 
acid,  whereby  the  arsenic  and  antimony  will  be  oxidized. 
When  the  solution  is  efEected,  dilute  the  contents  of  the  flask 
with  air-free  water  to  a  certain  volume,  mix,  allow  to  settle, 
and  determine  the  tin  in  an  aliquot  part,  either  gravimetrically 
or  volumetrically.  Filter  the  rest  of  the  fluid,  wash  the  pre- 
cipitate thoroughly,  dry  the  filter  with  its  contents  in  a  porce- 
lain crucible,  add  the  contents  of  the  U-tubes,  evaporate  to 
dryness,  and  in  the  residue  separate  the  antimony  and  arsenic 
as  directed  158.  It  is  well  to  treat  an  aliquot  part  of  the 
hydrochloric  solution  with  iron  (165)  to  find,  and,  if  necessary, 
estimate  traces  of  antimony  which  may  have  passed  into  the 
hydrochloric  acid  solution. 

c.  Tin  feom  Gold. 

Gold  may  be  separated  from  excess  of  tin  by  boiling  the  167 
finely  divided  alloy  with  only  slightly  diluted  sulphuric  acid, 
to  which  hydrochloric  acid  has  been  cautiously  added.  The 
tin  dissolves  as  stannous  chloride.  Heat  is  applied  till  the 
sulphuric  acid  begins  to  volatilize  copiously.  Stannic  oxide 
is  formed  which  dissolves  in  the  concentrated  sulphuric  acid, 
while  the  gold  remains  behind.  On  addition  of  much  water, 
the  stannic  oxide  falls,  mixed  with  finely  divided  gold,  in  th 
form  of  a  purple-red  precipitate.  On  warming  with  concen- 
trated sulphuric  acid,  the  stannic  oxide  finally  redissolves, 
while  the  gold  is  left  pure  (H.  Kose*). 

d.  Platinum  feom  Gold. 

The  aqua  regia  solution  is  freed  as  far  as  possible  from  168 
nitric  acid  by  evaporation  with  hydrochloric  acid,  and  treated 
with  a  solution  of  ferrous  chloride,  the  gold  being  determined 
as  directed  §  123,  5.     The  platinum  may  be  precipitated  from 
the  filtrate  by  hydrogen  sulphide  according  to  §  124,  c. 

8.  Method  hased  upon  the  Precipitation  of  Tin  as 
Stannic  Arsenate. 
Tin  feom  Arsenic. 

E.  HAFFELvf  has  proposed  the  following  method  of  deter-  169 
mining  both  the  tin  and  the  arsenic  in  commercial  sodium 
stannate,  which  often  contains  a  large  admixture  of  sodium 

*  Pogg.  Annal.  112,  173.  \  Phil.  Mag.  10,  230. 
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arsenate.  Mix  a  weighed  sample  with  a  known  quantity  of 
sodium  arsenate  in  excess,  add  nitric  acid  also  in  excess,  boil, 
filter  off  the  precipitate,  which  has  the  composition  2Sn03,Asj 
O^  +  IOH^O,  and  wash;  expel  the  water  by  ignition,  and 
weigh  the  residue,  which  consists  of  2SnO„AsjOj.  In  the 
filtrate  determine  the  excess  of  arsenic  acid  as  directed  §  127, 
2.  The  amount  of  the  stannic  oxide  is  found  from  the  weight 
of  the  precipitate,  that  of  the  arsenic  acid  is  obtained  by  add- 
ing the  quantity  in  the  precipitate  to  the  quantity  in  the  fil- 
trate, and  deducting  the  quantity  added. 

9.  Volumetric  Methods. 

a.  Aksenious  feom  Aesenic  Acid. 

Convert  the  whole  of  the  arsenic  in  a  portion  of  the  sub-  170 
stance  into  arsenic  acid  and  determine  the  total  amount  of  this 
as  directed  §  127,  2 ;  determine  in  another  portion  the  arseni- 
ous  acid  as  directed  in  §  127,  5,  a,  and  calculate  the  arsenic 
acid  from  the  difference. 

h.  Antimoxt  of  Antimonious  Compounds  feom  Antimonio 
Acid. 

Determine  in  a  sample  of  the  substance  the  total  amount  171 
of  the  antimony  as  directed  §  125,  1,  in  another  portion  esti- 
mate the  antimony  present  as  an  antimonious  compound  as 
directed  §  125,  3,  and  calculate  the  antimonic  acid  from  the 
difference. 

c.  1m  OF  Stannous,  feom  Tin  of  Stannic  Compounds. 

In  one  portion  of  the  substance  convert  the  whole  of  the  172 
stannous  into  stannic  salts  by  digestion  with  chlorine  water  or 
some  other  means,  and  determine  the  total  quantity  of  tin  as 
directed  §  120,  1,  h ;  in  another  portion,  which,  if  necessary, 
is  to  be  dissolved  in  hydrochloric  acid  in  a  stream  of  carbonic 
acid,  determine  the  stannous  tin  according  to  §  126,  2. 

II.   SEPARATION  OF  THE  ACIDS  FROM  EACH   OTHER. 

It  must  not  be  forgotten  that  the  following  methods  of 
separation  proceed  generally  upon  the  asRumption  that  the 
acids  exist  either  in  the  free  state,  or  as  alkali  salts ;  compare  the 
introductory  remarks,  p.  479.  Where  several  acids  arc  to  be 
determined  in  one  and  the  same  substance,  we  very  often  use 
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a  separate  portion  for  each.  The  methods  here  given  do  not 
embrace  every  imaginable  case,  but  only  the  most  important 
cases,  and  those  of  most  frequent  occurrence. 


First  Oroup. 

AESENIOUS  ACID AESENIO   ACID— CHEOMIC   ACID SFLPHDEIG  ACID 

PHOSPHOEIC    ACID — BOEACIC   ACID — OXALIC    ACID — HTDEOFLUOEIO 
ACID — SILICIC   ACID CAEBONIC   ACID. 

§166. 

1.  Aeseniofs  Acid  and  Aesenic  Acid  feom  all  othee 

ACDDS. 

Precipitate  the  arsenic  from  the  solution  by  hydrogen  sul-  173 
phide  (§  127,  4,  a  or  5),  filter,  and  determine  the  other  acids 
in  the  filti-ate.  It  must  be  remembered,  that  the  arsenious 
sulphide  will  be  obtained  mixed  with  sulphur  if  chromic  acid, 
ferric  salts,  or  any  other  substances  which  decompose  hydro- 
gen sulphide  are  present.  The  estimation  of  sulphuric  acid 
in  the  iiltrate  cannot  be  accurate  unless  air  is  excluded,  and 
oxidizers  such  as  chromic  acid  are  absent ;  sulphuric  acid  is, 
therefore,  best  estimated  in  a  separate  portion  (174).  From 
those  acids  which  form  soluble  magnesium  salts,  arsenic  acid 
may  be  separated  also  by  precipitation  as  ammonium  magne- 
sium arsenate  (§  127,  2). 

2.  SuLPHUEio  Acid  feom  all  the  othee  Acros.* 
a.  From  Arsenious,  Arsenic,  PKosjyhoric,^ Boracic,Oxalic, 

and  Carbonic  Acids. 

Acidify  the  dilute  solution  strongly  with  hydrochloric  acid,  174 
mix  with  barium  chloride,  and  filter  the  barium  sulphate  from 
the  solution,  whicli  contains  all  the  other  acids.  Determine 
the  barium  sulphate  as  directed  §  132.  If  acids  are  present 
with  which  barium  forms  salts  insoluble  in  water  but  soluble 
in  acids,  the  barium  sulphate  is  apt  to  carry  down  with  it  such 
salts,  and  this  is  all  the  more  liable  to  happen,  the  longer  the 

*  With  respect  to  the  separation  of  sulphuric  acid  from  selenic  acid,  comp. 
WoHLWiLL  (Annal.  d.  Chem.  u.  Pharm.  114,  183). 

f  If  metaphosphoric  acid  is  present,  it  must  first  be  conTerted  into  orthophos- 
phoric  by  fusion  with  alkali  carbonate. 
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precipitate  is  allowed  to  settle.  This  remark  applies  especially 
to  barium  oxalate,  and  tartrate,  and  the  barium  salts  of 
other  organic  acids  (H.  Eose).  In  such  cases  I  would  recom- 
mend, after  washing,  to  stop  up  the  neck  of  the  funnel,  and 
digest  the  precipitate  with  a  solution  of  hydrogen  sodium  car- 
bonate, then  to  wash  with  water,  with  dilute  hydrochloric 
acid,  and  again  with  water.  In  every  case,  however,  the 
purity  of  the  weighed  barium  sulphate  must  be  tested  as 
directed  §  132,  1. 

In  the  fluids  filtered  from  the  barium  sulphate  the  other 
acids  are  determined  according  to  the  directions  of  the  Fourth 
Section,  after  the  removal  of  the  excess  of  barium  chloride. 
Or  the  other  acids  may  be  estimated  in  separate  portions  of 
the  substance,  which  is  indeed  usually  the  best  way,  and  for 
carbonic  acid  is  of  course  the  only  way. 

S.  From  Hydrofiucyrio  Acid. 

a.  When  sulphuric  acid  and  hydrofluoric  acid  are  present  175 
in  the  free  state  in  aqueous  solution,  it  is  best  to  estimate  the 
acidity  in  one  portion  by  means  of  standard  soda  (§  192),  and 
the  sulphuric  acid  in  another  (§  132,  I.,  1),  finding  the  hydro- 
fluoric acid  by  difference.  The  barium  sulphate  should  be 
purified  by  fusion  with  sodium  carbonate  (§  132,  I.,  1). 

yS.  To  estimate  both  acids  in  minerals  or  other  dry  sub-  176 
stances,  it  is  safest,  provided  the  fluoride  can  be  decomposed 
by  sulphuric  acid,  to  determine  the  fluorine  in  one  portion 
according  to  §  138,  3,  a,  and  to  fuse  another  portion  for  a 
long  time  with  four  times  its  amount  of  sodium  carbonate, 
which  will  decompose  the  sulphate  thoroughly,  the  fluoride 
generally  but  partially.  The  fused  mass  is  soaked  in  water, 
the  solution  filtered,  acidified  with  hydrochloric  acid  and  pre- 
cipitated with  barium  chloride.  The  barium  sulphate  thus 
obtained  generally  contains  barium  fluoride,  and  must  be 
purified  according  to  §  132,  I.,  1,  by  fusion  with  sodium  car- 
bonate, &c. 

y.  An  actual  separation  of  both  acids  may  be  effected,  177 
when  both  are  in  the  forai  of  alkali  salts,  by  adding  sodium 
carbonate  if  necessary,  and  then  precipitating  the  fluorine 
according  to  §  138,  I.,  adding  the  calcium  chloride  cautiously 
in  very  slight  excess.     The  sulphuric  acid  is  for  the  most  part 
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found  in  the  filtrate  from  the  calcium  carbonate  and  fluoride, 
a  very  small  part  is  generally  also  found  in  the  calcium 
acetate  filtered  from  the  calcium  fiuoride.  Both  filtrates  are 
acidified  and  precipitated  with  barium  chloride  (§  132, 1.,  1. 
H.  Rose). 

fJ.  Insoluble  compounds  may  also  be  decomposed  by  fusion  178 
with  six  parts  of  sodium  and  potassium  carbonates,  and  two 
parts  of  silica.  The  fused  mass,  after  cooling,  is  treated  with 
water,  the  solution  is  mixed  with  ammonium  carbonate,  and 
heated,  more  ammonium  carbonate  is  added  to  replace  what 
evaporates,  the  silicic  acid  thrown  down  is  filtered  off  and 
washed  with  water  containing  ammonium  carbonate,  a  solu- 
tion of  zinc  oxide  in  ammonia  is  added  to  precipitate  the 
remaining  silica,  the  fluid  is  evaporated  till  all  ammonia  is 
driven  off,  filtered  and  the  process  concluded  as  in  y.  The 
precipitate  produced  by  the  zinc  should  be  tested  for  sulphuric 
acid. 

c.  From  Chromic  Acid. 

Boil  the  dry  compound  with  strong  hydrochloric  acid  179 
(p.  357,  y3)  and  estimate  the  chromic  acid  from  the  evolved 
chlorine.  ISTeutralize  some  of  the  acid  with  ammonia,  dilute 
and  precipitate  the  sulphuric  acid  by  long  boiling  with  excess 
of  barium  chloride.  The  barium  sulphate  thus  obtained 
retains  chromic  oxide  (IT.  Rose)  and  must  always  be  fused 
with  sodium  carbonate,  &c.  (p.  367). 

d.  From  Hydrofluosilicic  Acid. 

First  throw  down  the  hydrofluosilicic  acid  according  to  180 
§  133,  as  potassium  silicofluoride,  then  the  sulphuric  acid  in 
the  filtrate  with  barium  chloride. 

e.  From  Silicic  Acid. 
Compare  192. 

3.  Phosphoeic  Acid  feom  the  other  Acids. 

a.  From  the  iirids  of  arsenic,  see  173 :  from  sulphuric  181 
acid,  see  174  ;  fjom  silicic  acid,  see  192. 

i.  From  Chromic  Acid. 

Precipitate  the   phosphoric   acid   by  adding  ammonium 
nitrate  and  ammonia,  and  then  magnesium  nitrate,  and  deter- 
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mine  the  chromic  acid  in  the  filtrate  as  directed  §  130,  I.,  a, 
/?  or  I.,  b. 

e.  From  Boracic  Acid. 

Precipitate  the  phosphoric  acid  with  a  solution  of  double  182 
chloride  of  magnesium  and  ammonium  (§  IP.-l,  b,  a\  wash  the 
precipitate  partially,  redissolve  it  in  hydrochloric  acid,  repre- 
cipitate  with  ammonia,  adding  a  little  magnesium  and  ammo- 
nium chloride,  and  estimate  the  phosphoric  acid  as  magnesium 
pyrophosphate.  In  the  iiltrate  estimate  the  boracic  acid  as 
magnesium  borate  (§  136,  I.,  1,  d). 

d.  From  Oxalic  Acid. 

a.  If  the  two  acids  are  to  be  determined  in  one  portion,  183 
the  aqueous  or  hydrochloric  solution  is  mixed  with  sodium 
auric  chloride  in  excess,  heat  applied,  and  the  oxalic  acid  cal- 
culated from  the  reduced  gold  (§  1 37,  c).  The  gold  added  in 
excess  is  separated  from  the  filtrate  by  hydrogen  sulphide,  and 
the  phosphoric  acid  then  precipitated  by  double  chloride  of 
magnesium  and  ammonium. 

/?.  If  there  is  enough  of  the  substance,  the  oxalic  acid  is  184 
determined  in  one  portion  according  to  §  137,  b,  or  d;  and  the 
phosphoric  acid  in  another  portion.  If  the  substance  is  solu- 
ble in  water,  and  the  quantity  of  oxalic  acid  inconsiderable, 
the  phosphoric  acid  may  be  precipitated  at  once  with  magne- 
sium chloride,  ammonium  chloride,  and  ammonia :  if  not,  the 
substance  is  ignited  with  potassium  carbonate  and  sodium  car- 
bonate, and  the  oxalic  acid  being  thus  destroyed,  the  phos- 
phoric acid  is  determined  in  the  nitric  acid  solution  of  the 
residue  according  to  §  134,  I.,  b,  /?. 

e.  From  Hydrofluoric  Acid. 

a.  Phosphates  and  fluorides  are  frequently  found  together  185 
in  minerals.  In  the  analysis  of  phosphorites,  for  instance,  we 
have  to  estimate  small  quantities  of  fluorine,  often  too  in  the 
presence  of  aluminium  and  iron,  which  increase  the  difliculty. 
According  to  my  own  experience,*  it  is  always  safest  in  such 
cases  to  estimate  in  one  portion  the  fluorine  as  silicon  fluoride 
(§  138,  II.,  3,  Ob),  and  in  another  portion  the  phosphoric  acid. 
Kegarding  the  first  estimation,  it  must  be  mentioned  that  car- 

*  Zeitschr.  f.  anal.  Chem.  5,  190,  and  6,  403. 
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bonic  acid  if  present  nmst  first  be  removed.  To  this  end  heat 
the  iinely  powdered  weighed  substance  with  water,  add  acetic 
acid  in  slight  excess,  and  also,  if  the  fluoride  present  is  soluble 
in  water,  some  calcium  acetate ;  evaporate  to  dryness  on  a  water 
bath,  treat  with  water,  filter,  wash  the  insoluble  matter,  dry, 
separate  as  far  as  possible  from  the  filter,  add  the  filter  ash, 
weigh,  test  a  small  portion  for  carbonic  acid  by  heating  with 
hydrochloric  acid,  and  weigh  the  rest  for  the  fluorine  estima- 
tion. For  the  estimation  of  the  phosphoric  acid,  dissolve  the 
finely  powdered  substance  in  hydrochloric  acid,  evaporate  to 
dryness  on  a  water-bath,  moisten  with  a  little  hydrochloric 
acid,  add  nitric  acid,  warm,  dilute,  filter,  evaporate  filtrate  and 
washings  to  dryness,  dissolve  in  nitric  acid,  and  proceed 
according  to  §  134,  I.,  5,  ^. 

/?.  Where  you  have  an  alkali  phosphate  and  an  alkali  186 
fluoride  together  in  aqueous  solution  the  phosphoric  acid  may 
be  separated  according  to  §  135,  II.,  d,  ft,  as  silver  phosphate, 
or  according  to  §  135,  II.,  h,  as  mercurous  phosphate.  The 
fluoride  will  be  all  in  the  filtrate.  If  the  former  method  is 
adopted  the  silver  is  removed  from  the  filtrate  by  sodium 
chloride,  and  the  fluorine  estimated  as  calciiim  salt  (§138,1.). 
If  the  latter  method  is  adopted,  as  the  solution  is  always  acid, 
the  use  of  glass  and  porcelain  must  be  avoided.  The  mercury 
is  removed  from  the  filtrate  by  neutralizing  with  sodium  car- 
bonate and — without  filtering — passing  hydrogen  sulphide. 
The  fluorine  is  estimated  in  the  filtrate  as  calcium  salt,  accord- 
ing to  §  138,  I.  (H.  Eose). 

y.  Substances  which  are  insoluble  in  water,  and  cannot  be  187 
decomposed  by  acids,  are  fused  with  sodium  carbonate  and 
silica  (178),  the  fused  mass  is  treated  with  water,  and  the  solu- 
tion with  ammonium  carbonate.  In  this  way  all  the  fluorine 
and  all,  or  nearly  all,  the  phosphoric  acid  will  be  brought  into 
solution.  The  solution  is  treated  as  in  186,  and  any  remainder 
of  phosphoric  acid  in  the  undissolved  residue  is  estimated 
according  to  185. 

4.  Hydeofluoeio  Aero  feom  othek  Acids. 

a.  I'luorides  from  Borates. 

Mix  the  solution  containing  alkali  borate  and  fluoride  with  188 
some  sodium  carbonate,  and  add  calcium  acetate  in  excess.    A 
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precipitate  is  formed,  which  contains  the  whole  of  the  fluorine 
as  calcium  fluoride,  aud  besides  this,  calcium  carbonate  and 
some  calcium  borate ;  the  greater  portion  of  the  latter  having 
been  redissolved  by  the  excess  of  the  calcium  salt  added. 
Determine  the  calcium  fluoride  in  the  precipitate  as  directed 
§  138, 1.  The  small  quantity  of  boracic  acid  in  the  precipitate 
is,  in  this  process,  partly  volatilized,  partly  dissolved  after 
evaporating  the  mass  with  acjptic  acid  and  extracting  with 
water.  It  is  therefore  necessary  to  determine  the  boracic  acid 
in  a  separate  portion  of  the  substance,  according  to  §  136,  I., 
2  (A.  Steomeyek).* 

5.  Fluorides  from  Silicic  Add  and  Silicates. 

A  great  many  native  silicates  contain  fluorides :  care  must, 
therefore,  always  be  taken,  in  the  analysis  of  minerals,  not  to 
overlook  the  latter.  If  the  silicates  containing  fluoride  are 
decomposable  by  acids — which  is  only  rarely  the  case — and 
the  silicic  acid  is  separated  in  the  usual  way  by  evajDoration, 
the  whole  of  the  fluorine  may  volatilize. 

a.  Beezelius's  method.  Fuse  the  elutriated  substance  189 
with  4  pai-ts  of  sodium  carbonate  for  some  time  at  a  strong 
red  heat,  digest  the  mass  in  water,  boil,  filter,  and  wasli,  first 
with  boiling  water,  then  with  ammonium  carbonate.  The  fil- 
trate contains  all  the  fluorine  as  sodium  fluoride,  and,  besides 
this,  sodium  carbonate,  silicate,  and  alaminate.  Mix  the  fil- 
trate with  ammonium  carbonate  and  heat  the  mixture,  replac- 
ing the  ammonium  carbonate,  which  evaporates.  Filter  off 
the  precipitate  of  hydrate  of  silicic  acid  and  aluminium 
hydroxide,  and  wash  with  ammonium  carbonate.  To  separate 
the  last  portions  of  silica  from  the  filtrate  add  a  solution  of 
zinc  oxide  in  ammonia,  evaporate  till  no  more  ammonia 
escapes,  and  filter  off  the  precipitate  of  zinc  silicate  and  oxide. 
Determine  the  silica  in  this  precipitate  by  dissolving  in  nitric 
acid,  evaporating  to  dryness,  taking  up  with  nitric  acid,  and 
filtering  off  the  undissolved  silica.  In  the  alkaline  filtrate 
estimate  the  fluorine  as  calcium  salt  (§  138,  I.).  The  residue, 
insoluble  in  water,  and  the  precipitate  produced  by  ammonium 
carbonate  are  finally  treated  with  hydrochloric  acid  according 
to  §  140,  II.,  a,  in  order  to  separate  the  silica. 

*  Annal  d.  Chum,  u,  Pharm.  100,  91 
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yS.  In  substances  readily  decomposed  by  sulphuric  acid  you  190 
may  also  separate  and  weigh  the  silica  according  to  189  in  one 
portion,  and  determine  the  fluorine  in  another  portion  accord- 
ing to  §  138,  11.,  3,  a. 

c.  Fluorides,  Silicates  and  Phosphates  together. 

Compounds  of  this  kind  are  not  rare  in  nature,  and  may  191 
be  decomposed  according  to  189.  We  cannot  always  rely  on 
complete  decomposition  of  the  pho^hate,  as,  for  instance,  cal- 
cium phosphate  is  but  partially  decomposed  on  fusion  with 
sodium  carbonate.  The  solution,  obtained  after  separation  of 
the  silica  by  ammonium  carbonate  and  the  zinc  solution,  is 
made  up  to  a  definite  volume,  and  a  portion  is  tested  for  phos- 
phoric acid  with  molybdic  solution.  If  none  is  present  the 
fluorine  is  estimated  in  the  measured  remainder  of  the  fluid  as 
fluoride  of  calcium  (§  138,  I.).  If  on  the  other  hand  phos- 
phoric acid  is  still  present,  treat  the  measured  remainder  of  the 
fluid  according  to  186.  In  the  original  residue  and  the  ammo- 
nium carbonate  precipitate  estimate  the  principal  amounts  of 
the  silicic  and  phosphoric  acids  and  the  basic  metals.  In  the 
zinc  precipitate  estimate  the  remainder  of  the  silicic  acid,  and 
in  the  filtrate  from  the  latter  estimate  the  portion  of  the 
phosphoric  acid  which  was  thrown  down  by  zinc  oxide. 

As  the  phosphoric  acid  is  so  divided  by  this  method,  it  is 
well  to  make  a  direct  estimation  of  it  in  another  portion  of  the 
substance,  especially  when  only  a  small  quantity  is  present. 
For  this  purpose  decompose  the  silicate  with  hydrofluoric  and 
hydrochloric  acids,  add  enough  but  not  too  large  an  excess  of 
sulphuric  acid,  and  evaporate  till  all  the  fluorine  has  escaped  as 
silicon  fluoride  and  hydrofluoric  acid.  Do  not  increjase  the  heat 
to  the  escape  of  sulphuric  acid,  or  phosphoric  acid  may  be  lost. 
Take  up  the  residue  with  nitric  acid,  dilute,  fllter,  and  estimate 
the  phosphoric  acid  in  the  filtrate  by  the  molybdic  method. 

If  the  substance  can  be  easily  decomposed  with  sulphuric 
acid,  the  fluorine  may  of  course  also  be  expelled  as  silicon 
fluoride  and  estimated  according  to  §  138,  II.,  3,  a. 

5.  Silicic  Acid  from  all  othee  Acids. 
a.  In  compounds  which  are  decomposed  h/  hydrochloric 
acid. 

Decompose  the  substance  by  digestion  with  hydrochloric  192 
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or  nitric  acid,  evaporate  the  whole  on  the  water  hath  to  dryness 
(§  140,  II.,  a),  treat  with  water,  liydi'ochloric  acid  or  nitric  acid 
according  to  circumstances,  filter  off  the  silica,  and  estimate 
the  other  acids  in  the  filtrate.  The  following  points  require 
attention. 

a.  In  the  presence  of  boratdfe  or  fluorides  this  method  cannot 
be  used,  employ  193. 

/?.  In  the  presence  of  phosphoric  acid  the  silica  always 
retains  a  small  portion,  which  cannot  be  extracted  by  washing 
with  acidified  water  (H.  Kose,  W.  Skey*).  After  washing 
the  silica  with  water,  treat  it  repeatedly  with  ammonia,  which 
will  leave  only  a  very  minute  quantity  of  the  phosphoric  acid. 
Evaporate  the  ammoniacal  fluid,  finally  adding  a  little  hydro- 
chloric acid,  dissolve  in  water  with  addition  of  a  little  nitric 
acid,  filter  off  the  small  amount  of  silica  which  was  taken  up 
by  the  ammonia,  and  estimate  the  remainder  of  the  phosphoric 
acid  in  the  filtrate. 

5.  In  compounds  which  are  not  decomposed  hy  hydrochlo- 
ric acid. 

Fuse  with  carbonate  of  potash  and  soda  (p.  422),  and  treat  193 
the  residue  either  at  once  cautiously  with  dilute  hydrochloi-ic 
or  nitric  acid,  in  order  to  proceed  with  the  solution  according 
to  192  (not  applicable  in  presence  of  boracic  acid  or  fiuorine) ; 
or  taking  the  fluid  obtained  by  boiling  the  residue  with  water, 
precipitate  the  dissolved  silica  by  warming  with  ammonium 
carbonate,  and  throw  down  the  last  portion  of  silica  from  the 
filtrate  by  zinc  oxide  dissolved  in  ammonia  (189;. 

The  silicic  acid  is  then  found  partly  in  the  residue  left 
undissolved  by  water,  partly  in  the  precipitate  produced  by 
ammonium  carbonate,  and  pai-tly  in  the  precipitate  produced 
by  the  zinc  solution.  Separate  it  according  to  §  140,  II.,  a. 
Boracic  acid  and  fluorine  will  be  found  entirely  in  the  last 
alkaline  filtrate  (189).  Eegarding  phosphoric  acid  see  191. 
Sulphuric  acid  passes  for  the  most  part  into  the  last  alkaline 
filtrate,  yet  it  is  well  also  to  examine  the  acid  filtrates  from 
the  silica. 

6.  Caebonic  Acid  feom  all  other  Acids. 
When  carbonates  are  heated  with  stronger  acids,  the  car-  194 
*  Zeitschr.  f .  anal.  Chem.  8,  70. 
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bonic  acid  is  expelled  ;  the  presence  of  carbonates,  therefore 
does  not  interfere  with  the  estimation  of  most  other  acids. 
And  as,  on  the  other  hand,  the  carbonic  acid  is  determined  by 
the  loss  of  weight  or  by  combination  of  the  expelled  gas,  the 
presence  of  salts  of  non-volatile  acids  does  not  interfere  with 
the  determination  of  the  carbonic  ^cid.  Accordingly,  with 
compounds  containing  carbonates,  sulphates,  phosphates,  &c., 
either  the  carbonic  acid  is  determined  in  one  portion,  and  the 
other  acids  in  another,  or  both  estimations  are  performed  on 
one  portion.  In  the  latter  case  the  process  described  p.  412,  e, 
may  be  used  with  advantage,  the  other  acids  being  determined 
in  the  solution  remaining  in  the  decomposing  flask.  In  pres- 
ence of  fluorides,  one  of  the  weak  non-volatile  acids,  such  as 
tartaric  acid  or  citric  acid,  must  be  employed  to  expel  the 
carbonic  acid  ;  since,  were  sulphuric  or  hydrochloric  acid  used, 
part  of  the  liberated  hydrofluoric  acid  would  escape  with  the 
carbonic  acid.  If,  as  will  occasionally  happen  in  an  analysis, 
a  mixed  precipitate  of  calcium  fluoride  and  calcium  carbonate 
is  thrown  down  from  a  solution,  the  two  salts  may  be  separated 
by  evaporating  with  acetic  acid  to  dryness,  and  extracting  the 
residue  with  water  ;  the  calcium  acetate  formed  from  the  car- 
bonate is  dissolved  the  calcium  fluoride  is  left  behind. 


Second  Group. 

CHLORINE BEOMINE — IODINE CYANOGEN — SULPHUE. 

I.    SePAEATION    OF   THE    AciDS  OF   THE    SeCOND  GeOUP   FEOM  THOSE 

OF  THE  First. 

§167. 

a.  All  the  Acids  of  the  Second  Group  from  those 
of  the  First. 
Mix  the  dilute  solution  with  nitric  acid,  add  silver  nitrate  195 
in  excess,  and  fllter  off  the  insoluble  chloride,  bromide,  iodide, 
&c.,  of  silver.  The  filtrate  contains  the  whole  of  the  acids  of 
the  first  group,  the  silver  salts  of  these  acids  being  soluble  in 
water  or  nitric  acid.  Carbonic  acid  must,  under  all  circum- 
stances, be  determined  in  a  separate  portion  (§  139,  e). 
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h.  Some  of  the  Acids  of  the  Second  Group  from 
Acids  of  the  First  Group. 

As  it  is  often  inconvenient  for  the  further  separation  of  196 
the  acids  of  the  second  group  to  have  them  all  in  the  form  of 
insoluble  silver  compounds,  the  analysis  is  sometimes  effected 
by  separating  first  the  acid  of  the  first  group,  then  that  of  the 
second.  If  the  q\;antity  of  substance  is  large  enough,  the 
most  convenient  way  generally  is  to  determine  the  several 
acids,  e.g.,  sulphuric  acid,  phosphoric  acid,  chlorine,  sulphur, 
&c.,  in  separate  portions. 

Of  the  infinite  number  of  combinations  that  may  present 
themselves  we  will  here  consider  only  the  most  important. 

1.  Sdlphueio  Acid  may  be  readily  separated  from  chlorine,  197 
bromine,  iodine,  and  cyanogen,  by  precipitation  with  a  barium 
salt.    If  the  acids  of  the  second  group  are  to  be  determined 

in  the  same  portion,  barium  nitrate  or  acetate  is  used  instead 
of  barium  chloride.  In  presence  of  hydrogen  sulphide,  sul- 
phuric acid  cannot  be  determined  in  this  way,  as  part  of  the 
hydrogen  sulphide  would  be  converted  into  sulphuric  acid  by 
the  oxygen  of  the  air.  The  error  thus  introduced  into  the 
process  may  be  very  considerable  (Feesenius*)  The  hydrogen 
sulphide  must,  therefore,  first  be  removed  by  cupric  chloride, 
and  the  sulphuric  acid  determined  in  the  filtrate ;  or,  the 
hydrogen  sulphide  must  be  completely  oxidized  into  sulphuric 
acid  by  chlorine  or  bromine,  and  a  corresponding  deduction 
afterwards  made  in  calculating  the  quantity  of  the  sulphuric 
acid.  In  other  cases  it  is  well  to  expel  the  hydrogen  sulphide 
according  to  p.  468.  §  148,  c,  by  heating  \\'ith  hydrochloric  ' 
acid,  and  to  estimate  the  sulphuric  acid  in  the  residual  fluid. 

2.  Phosphoeio  Acid  may  be  precipitated  by  ammonium  198 
magnesium    nitrate,   after   addition   of   ammonium    nitrate; 
oxalic  acid  by  calcium  nitrate ;  chlorine,  bromine,  iodine,  &c.. 

are  determined  in  the  filtrate. 

3.  Chloeine  in  Silicates. 

a.  If  the  silicates  dissolve  in  dilute  nitric  acid,  precipitate  199 
the  highly  dilute  solution  with  silver  nitrate,  without  applying 
heat,  remove  the  excess  of  silver  from  the  filtrate  by  dilute 

*  Journ.  f.  prakt.  Chem.  70,  9. 
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hydrochloric  acid,  still  without  applying  heat,  and  then  sepa- 
rate the  silicic  acid  in  the  usual  way. 

h.  If  the  silicate  becomes  gelatinous  upon  decomposition 
with  nitric  acid,  dilute,  allow  to  deposit,  filter,  wash  the  sepa- 
rated silicic  acid,  and  treat  the  filtrate  as  in  a. 

In  the  processes  a  and  h  the  silver  chloride  may  contain 
silica.  Eeduce  the  weighed  silver  salt  by  hydrogen  and  treat 
with  nitric  acid,  the  silica  will  remain  behind. 

c.  If  nitric  acid  fails  to  decompose  the  silicates,  mix  the 
substance  with  sodium  and  potassium  carbonates,  moisten  the 
mass  with  water,  dry  in  the  crucible,  fuse,  boil  with  water, 
remove  the  dissolved  silicic  acid  by  ammonium  carbonate  and 
zinc  oxide  dissolved  in  ammonia  (189),  and  then  precipitate, 
after  addition  of  nitric  acid,  with  silver  niti-ate. 

4.  Chlorides  m  peesence  of  Fluoeides. 

If  the  substance  is  soluble  in  water,  the  separation  may  be  200 
effected  as  directed  195  ;  but  it  is  more  convenient  to  precipi- 
tate the  fluorine  with  calcium  nitrate,  and  the  chlorine  in  the 
filtrate  with  silver  nitrate.     Insoluble  compounds  are  fused 
with  sodium  carbonate  and  silicic  acid,  and  treated  as  in  201. 

5.  Chloeides  in  peesence  of  Fluoeides  in  Silicates. 
Proceed  as  diiected  189.      Saturate  the  alkaline  filtrate  201 

nearly  with  nitric  acid,  precipitate  with  calcium  nitrate,  sepa- 
rate the  calcium  fluoride  and  carbonate  as  directed  in  194,  and 
precipitate  the  chlorine  in  the  filtrate  by  silver  nitrate. 

6.  Sulphides  in  Silicates. 

If  the  substance  is  decomposable  by  acids,  reduce  it  to  the  202 
very  finest  powder,  and  treat  with  fuming  nitric  acid  free  fi-om 
sulphuric  acid  (§  148,  IL,  2,  a),  or  with  rather  dilute  nitric 
acid  in  sealed  tubes  at  120—150°  (Caeius).  When  the  sul- 
phur is  completely  oxidized,  rinse  the  contents  of  the  flask  or 
tube  into  a  dish,  evaporate  on  the  water  bath,  treat  with  hydro- 
chloric or  nitric  acid,  dilute,  filter  off  the  silica,  and  determine 
in  the  filtrate  the  sulphuric  acid  formed.  If,  on  the  contrary, 
the  substance  is  not  decomposable  by  acids,  fuse  with  4  parts 
of  sodium  carbonate  and  1  part  of  potassium  nitrate,  boil  the 
fused  mass  with  water,  filter,  remove  the  dissolved  silicic  acid 


§  168.]  ACIDS   OF  GEOUP  591 

from  the  filtrate  by  acidifying  with  hydrochloric  or  nitric  acid 
and  evaporating,  and  proceed  as  above  directed. 

7.  Sulphides  in  peesence  of  Caebonatks. 

If  you  have  to  estimate  sulphur  in  sulphides,  which  can  203 
easily  be  decomposed  by  acids  {e.g.,  calcium  sulphide),  in  pres- 
ence of  carbonates,  decompose  the  substance  by  heating  with 
hydrochloric  acid,  dry  the  evolved  mixture  of  hydrogen  sul- 
phide and  carbonic  acid,  talie  up  the  hydrogen  sulphide  by 
tubes  filled  with  pumice  prepared  with  cupric  sulphate  (p. 
410),  and  the  carbonic  acid  by  eoda-lime  tubes  (p.  631). 


Supplement. 

Analysis  of  Compounds,  containlng  Alkali  Sulphides,  Caebon- 
ATES,  Sulphates,  and  Thiosulphates. 

§  168. 

The  following  method  was  first  employed  by  G.  Weethee*  204 
in  the  examination  of  gunpowder  residues.     K.  FEDOROwf  has 
shown  that  the  original  process  included  an  error,  which  has 
been  put  right  in  the  method  described  below. 

Put  the  substance  into  a  flask,  add  water,  in  which  a  suf- 
ficient quantity  of  cadmium  carbonatelj:  is  suspended  ;  cork, 
and  shake  the  vessel  well.  The  alkali  sulphide  decomposes 
completely  with  the  cadmium  carbonate.  Filter  the  yellowish 
precipitate  off,  and  treat  it  with  dilute  acetic  acid  (not  with 
hydrochloric  acid) ;  the  cadmium  carbonate  dissolves,  the 
cadmium  sulphide  is  left  undissolved.  Oxidize  the  latter  with 
potassium  chlorate  and  nitric  acid  (p.  •i66),  or  with  bromine 
(p.  467),  and  precipitate  with  barium  chloride  the  sulphuric 
acid  formed  from  the  8ul])hide. 

Heat  the  fluid  filtered  from  the  yellow  precipitate,  and 
mix  with  solution  of  neutral  silver  nitrate.  The  precipitate 
consists  of  silver  carbonate  and  silver  sulphide  (K,S,0,+ 
2AgN03+H,O^K,SO,+Ag,S+2lINO,).  Filter  it  off,  and 
wash  with    carbonic    acid   water,  then    remove    the    silver 

*  Journ.  f.  prakt.  Cliem.  55,  23.  \  Zeitsclir.  f.  anal.  Chem.  9,  127. 

%  To  obtain  the  cadmium  carbonate  free  from  alkali,  ammonium  carbonate 
must  be  used  as  precipitant. 
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carbonate  by  ammonia  and  precipitate  the  silver  from  the 
ammoniacal  solution  by  acidifying  with  nitric  acid  and  adding 
sodium  chloride.  2  mol.  silver  chloride  so  obtained  corre- 
spond to  1  mol.  carbonate.*  Dissolve  the  silver  sulphide  in 
dilute  boiling  nitric  acid,  determine  the  silver  in  the  solution 
as  silver  chloride,  and  calculate  from  the  result  the  quantity 
of  the  thiosulphuric  acid;  1  mol.  AgCl  corresponds  to  1  at. 
sulphur  in  thiosulphuric  acid,  or  2  AgCl  correspond  to  K^S^Oj. 
From  the  fluid  filtered  from  the  silver  sulphide  and 
carbonate  remove  first  the  excess  of  silver  by  means  of 
hydrochloric  acid,  and  then  precipitate  the  sulphuric  acid  by 
a  barium  salt.  From  the  sulphuric  acid  found  you  have,  of 
course,  to  deduct  the  quantity  of  that  acid  resulting  from  the 
decomposition  of  the  thiosulphuric  acid,  and  accordingly  for  1 
part  of  silver  chloride  formed  from  the  sulphide,  "279  parts  of 
sulphuric  anhydride  (SOj).  The  difference  gives  the  amount 
of  sulphuric  acid  originally  present  in  the  analyzed  compound. 
By  way  of  control,  you  may  determine,  in  the  fluid  filtered 
from  the  barium  sulphate,  the  alkali  as  sulphate  (§  97  or  §  98), 

II.  Separation  of  the  Acids  of  the  Second  Group  from 

EACH  other. 

§169. 

1.  Chlorine  from  Bromine. 

All  the  methods  of  direct  analysis  hitherto  proposed  to 
effect  the  separation  of  chlorine  from  bromine  are  defective. 
The  bromine  is  therefore  always  determined  in  a  more  indi- 
rect way. 

a.  Precipitate   with   silver  nitrate,  wash  the  precipitate,  205 
wash  it  from  the  filter  into  a  porcelain  dish,  extract  the  filter 
with  hot  ammonia,  evaporate  the  ammonia  in  a  weighed  porce- 
lain crucible,  add  the  principal  quantity  of  the  precipitate, 
dry,  fuse,  and  weigh.     Transfer  an  aliquot  part  of  the  mixed 

*  A  quantity  equivalent  to  the  sulpliur  found  existing  as  sulpliide  has  to  be 
deducted  from  this  (KaS+CdCOa^CdS+KjCOa).  On  the  other  hand,  aquan- 
tily  equivalent  to  the  sulphide  of  silver  precipitated  by  the  thiosulphate  must  be 
added,  for  each  mol.  of  sulphide  of  silver  from  the  thiosulphate  gives  3  mol. 
HNOs,  which  decomposes  1  mol.  carbonate  of  silver.  This  correction  was 
overlooked  by  Werthek, 
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silver  cliloride  and  bromide  to  a  light  weighed  bulb-tube  of 
hard  glass,*  fuse  in  the  bulb,  let  the  mass  cool,  and  weigh. 
This  operation  gives  both  the  total  weight  of  the  tube  with 
its  contents,  and  the  Aveight  of  the  portion  of  mixed  silver 
chloride  and  bromide  in  the  bulb.  The  greatest  accuracy  in 
the  several  weighings  is  indispensable.  Now  transmit  through 
the  tube  a  slow  stream  of  dry  pure  chlorine  gas,  heat  the  con- 
tents of  the  bulb  to  fusion,  and  shake  the  fused  mass  occasion- 
ally about  in  the  bulb.  After  the  lapse  of  about  20  minutes, 
take  off  the  tube,  allow  it  to  cool,  hold  it  in  an  oblique  posi- 
tion, that  the  chlorine  gas  may  be  replaced  by  atmospheric 
air,  and  then  weigh.  Heat  once  more  for  about  10  minutes  in 
a  stream  of  chlorine  gas,  and  weigh  again.  If  the  two  last 
weighings  agree,  the  experiment  is  terminated ;  if  not,  the 
operation  must  be  repeated  once  more.  The  loss  of  weight 
suffered,  multiplied  by  4:-22297  (which  may  be  taken  as  4-223), 
gives  the  quantity  of  the  silver  bromide  decomposed  by  the 
chlorine.  For  the  proof  of  this  rule,  see  "  Calculation  of 
Analyses." 

This  method  gives  very  accurate  results,  if  the  proportion 
of  bromine  present  is  not  too  small ;  but  most  uncertain 
results  in  cases  where  mere  traces  of  bromine  have  to  be 
determined  in  presence  of  large  quantities  of  chlorides,  as,  for 
instance,  in  salt-springs.  To  render  the  method  available  in 
such  cases,  the  great  point  is  to  produce  a  silver  com])ound 
containing  all  the  bromine,  and  only  a  small  part  of  the 
chlorine.  This  end  may  be  attained  in  several  ways.  In 
these  processes  the  quantity  of  chlorine  is  found  by  completely 
precipitating  a  separate  portion  with  silver  solution,  and 
deducting  the  silver  bromide  found  from  the  weight  of  the 
precipitate. 

a.  Mix  the  solution  with  sodium  carbonate  in  excess  (if  a 
precipitate  is  formed,  do  not  filter),  evapoi'ate  to  dryness, 
powder  the  residue,  extract  with  hot  absolute  alcohol ;  the 
solution  contains  the  whole  of  the  alkali  bromide,  and  only  a 
small  portion  of  the  alkali  chloride ;  add  a  drop  of  soda  solu- 
tion, and  evaporate,  dissolve  the  residue  in  water,  acidify  with 
nitric  acid,  and  precipitate  with  silver  solution. 

*  The  best  way  of  effecting  the  removal  of  the  fused  mass  from  the  crucible 
is  to  fuse  again,  and  then  pour  out. 
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/?.  Fehlikg's  method.*  Mix  tlie  solution  cold  with  a  206 
quantity  of  solution  of  silver  nitrate  not  nearly  sufficient  to 
effect  complete  precipitation,  shaking  the  mixture  vigorously, 
and  leave  the  precipitate  for  some  time  in  the  fluid,  with 
repeated  shaking.  If  the  amount  of  the  precipitate  produced 
corresponds  at  all  to  the  quantity  of  bromine  present,  the 
whole  of  the  latter  substance  is  obtained  in  the  precipitate. 

Fehling  gives  the  following  rule : 

If  the  fluid  contains  1  bromine  to  1000  chlorine  use  5^  or  -J- 
the  quantity  of  silver  nitrate  that  would  be  required  to  effect 
complete  precipitation ;  if  the  fluid  contains  10,000  times  as 
much  chlorine  as  bromine,  use  -jij;  if  50,000,  use  -j'^;  if 
100,000,  use  ^. 

Wash  tlie  mixed  precipitate  of  silver  chloride  and  bromide 
thoroiighly,  dry,  ignite,  weigh,  and  treat  with  chlorine  as 
above. 

y.  MAEOHAUDi-  has  slightly  modified  FEHLmo's  method.  207 
He  reduces  with  zinc  the  mixed  precipitate  of  silver  chloride 
and  bromide  obtained  by  Feeling's  fractional  precipitation, 
decomposes  the  solution  of  zinc  chloride  and  bromide  with 
sodium  carbonate,  evapoi-ates  to  dryness,  and  extracts  the  resi- 
due with  absolute  alcohol,  which  dissolves  all  the  sodium 
bromide  with  only  a  little  of  the  sodium  chloride;  he  then 
evaporates  the  solution  to  dryness,  takes  up  the  residue  with 
water,  precipitates  again  with  silver  nitrate,  and  subjects  a 
part  of  the  weighed  precipitate  to  the  treatment  with  chlorine. 

6.  If  a  fliiid  containing  chlorides  in  presence  of  some 
bromide  is  heated  in  a  retort  with  hydrochloric  acid  and 
manganese  dioxide,  the  whole  of  the  bromine  passes  over  before 
any  of  the  chlorine.  Under  this  circumstance  Mohr:{;  bases 
the  following  method  for  effecting  the  concentration  of 
bromine  : — Distil  as  stated,  and  conduct  the  vapors,  through  a 
doubly  bent  tube,  into  a  wide  "Woulf's  bottle,  which  contains 
some  strong  ammonia.  Dense  fumes  form  in  the  bottle,  fill- 
ing it  gradually.  Conduct  the  excess  of  vapors  from  the  first 
into  a  second  bottle,  with  narrow  neck,  containing  ammoniated 
water.  Both  bottles  must  be  STifficiently  large  to  allow  no 
vapors  to  escape.     When  the  whole  of  the  bromine  is  evolved, 

*  Journ.  f.  prakt.  Chem.  45,  269. 

\  lb.  47,  363.  t  Annal.  d.  Chem.  u.  Pham.  93,  80. 
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wliich  may  be  distinctly  seen  by  the  color  of  the  space  above 
the  liquid  in  the  retort  and  tubes,  raise  the  cork  of  the  flaslc  to 
prevent  the  receding  of  ammonium  bromide  fumes.  Let  the 
apparatus  cool,  and  unite  the  contents  of  the  two  bottles ;  the 
iluid  contains  the  whole  of  the  bromine,  with  a  relatively  small 
portion  of  the  chlorine. 

5.  Determine  in  a  portion  of  the  solution  the  chlorine  208 
-|-  bromine  (by  precipitating  with  silver),  either  gravimetrically 
or  volumetrically ;  in  another  poi'tion  the  bromine,  either  by 
the  colorimetric  method  (§  143,  I.,  J,  fi)  or  volumetrically 
(§  143, 1.,  J,  a).  Calculate  the  chlorine  from  the  difference. 
The  method  is  very  sidtable  for  an  expeditious  analysis  of 
mother-liquors. 

2.    CHLOEraE  FEOM  lODtNE. 

a.  Mix  the  solution  with  palladious  nitrate,  and  determine  209 
the  precipitated  palladious  iodide  as  directed  §  145,  I.,  a,  fi. 
Conduct  hydrogen  sulphide  into  the  filtrate  to  remove  excess 
of  the  palladium,  destroy  the  excess  of  hydrogen  sulphide  by 
solution  of  ferric  sulphate,  and  precipitate  the  chlorine  finally 
with  solution  of  silver.  It  is  generally  found  more  simple 
and  convenient  to  precipitate  from  one  portion  the  iodine,  by 
means  of  palladious  chloride,  as  directed  §  145,  I.,  a,  fi,  from 
another  portion  the  chlorine  and  iodine  jointly  with  silver 
nitrate,  and  to  calculate  the  chlorine  from  the  difference.  If 
you  have  no  solution  of  palladious  nitrate  ready,  and  the 
chlorine  and  iodine  must  be  determined  in  one  portion  of  the 
solution  under  examination,  add  a  measured  quantity  of  a 
solution  of  palladious  chloride,  determine  the  amount  of  chlo- 
rine in  this  in  another  exactly  equal  portion  of  the  same  solu- 
tion, and  deduct  it.  The  results  are  accurate.  In  the  case  of 
fluids  containing  a  large  proportion  of  alkali  chlorides  to  a  small 
quantity  of  iodide — and  such  cases  often  occur — the  iodide  is 
concentrated  by  adding  sodium  carbonate  to  the  fluid,  evapo- 
rating to  dryness,  extracting  the  residue  with  hot  alcohol, 
evaporating  the  alcoholic  solution  with  addition  of  a  drop  of 
solution  of  soda,  and  taking  the  residue  up  with  water. 

5.  Proceed  exactly  as  for  the  indirect  determination    of  210 
bromine  in  presence  of   chlorine  (205).     The  greatest  care 
must  be  taken  that  as  little  as  possible  of  the  mixed  silver  chlo- 
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ride  and  iodide  adheres  to  the  filter,  for  silver  iodide  dissolves 
only  very  slightly  in  ammonia.  Any  particles  of  silver  iodide 
remaining  attached  to  the  filter  may  be  saved  by  incinerating 
the  filter  and  evaporating  the  ash  with  a  drop  of  nitric  acid 
and  a  drop  of  hydriodic  acid.  The  loss  of  weight  suffered  by 
the  silver  precipitate  on  fusion  in  chlorine  multiplied  by  2'569 
gives  the  amount  of  silver  iodide  present.  This  method  gives 
still  better  results  than  in  the  separation  of  bromine  from 
chlorine,  inasmuch  as  the  difference  between  the  atomic 
weights  of  iodine  and  chlorine  is  far  greater  than  the  differ- 
ence between  those  of  bromine  and  chlorine.  Regarding  the 
concentration  of  the  iodide,  if  necessary,  see  209. 

c.  Liberate  the  iodine  by  nitrous  acid,  take  it  up  with  car-  211 
bon  disulphide,  wash  the  latter,  and  then  estimate  the  iodine 

in  it  by  sodium  thiosulphate  (p.  440,  /S). 

In  this  process  the  chlorine  is  determined,  either  in  the 
fluid  separated  from  the  violet  carbon  disulphide,  or  with 
greater  accuracy  by  precipitating  the  chlorine  -|-  iodine  in 
a  second  portion  with  silver,  and  deducting  the  weight  of 
silver  iodide  corresponding  to  the  iodine  already  found  from 
the  weight  of  the  precipitate.     A  good  and  approved  method. 

If  the  quantity  of  iodine  is  small,  the  following  method 
may  also  be  used  with  advantage  for  estimating  it : 

The  carbon  disulphide  should  be  thoroughly  washed,  cov- 
ered with  a  layer  of  water,  and  in  a  stoppered  bottle.  Add 
drop  by  drop,  with  shaking,  dilute  chlorine  water  (of  unknown 
strength),  till  the  coloration  has  just  vanished,  and  all  the 
iodine  is  consequently  converted  into  ICl^.  Separate  the  solu- 
tion from  the  disulphide,  add  potassium  iodide  solution  in  suf- 
ficient excess,  and  determine  the  free  iodine  after  §  146.  Six 
parts  of  the  iodine  found  correspond  to  1  part  originally  pres- 
ent. If  the  analyst  would  avoid  the  trouble  of  pouring  off  the 
fluid  from  the  disulphide,  and  of  washing  the  latter,  he  may 
transfer  the  mixture,  after  the  addition  of  chlorine  to  decolor- 
ation, to  a  somewhat  narrow  measuring  cylinder,  note  the  vol- 
ume occupied  by  the  iodine  pentachloride  solution,  take  out  a 
portion  witli  a  pipette,  and  proceed  as  above  directed. 

d.  For  technical  purposes  the  following  method  is  also  212 
suitable.     It  was  recommended  by  Wallace  and  Lamont*  for 

*  Chem.  Gaz.  1859,  187. 
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the  estimation  of  iodine  in  kelp.  The  kelp-lie  is  nearly  neu 
tralized  with  nitric  acid,  evaporated  to  dryness,  and  the  residue 
fused  in  a  platinum  vessel  to  oxidation  of  all  the  sulphides. 
Treat  with  water,  filter,  add  silver  nitrate  till  the  precipitate 
appears  perfectly  white,  wash,  digest  with  strong  ammonia,  and 
weigh  the  residual  silver  iodide.  Finally,  add  to  the  weight 
of  the  latter  the  amount  which  passes  into  solution  in  the 
ammonia;  it  is  -j^jV?  of  the  aqueous  ammonia  (sp.  gr.  -89) 
^ised. 

3.  Chloeine,  Beomtne,  a^b  Iodine  from  each  othee. 

a.  The  three  acid  radicals  are  determined  jointly  in  a  por-  213 
tion  of  the  fluid  by  precipitating  with  solution  of  silver 
nitrate  (§  l-il,  I.,  a  or  i,  a).  To  determine  the  iodine,  another 
portion  is  precipitated  with  palladious  chloride  in  the  least  pos- 
sible excess  (§  145,  I.,  a,  P).  The  fluid  filtered  from  the  pre- 
cipitate is  freed  from  palladium  by  hydrogen  sulphide  and  the 
excess  of  the  latter  removed  by  means  of  ferric  sulphate  ;  the 
chlorine  and  bromine  are  then  precipitated  jointly  either  com- 
pletely or  partially  with  silver  nitrate,  and  the  bromine  deter- 
mined as  directed  205. 

If  the  compound  contains  a  large  proportion  of  chlorine  to 
a  small  proportion  of  bromine,  the  iodine  may  be  precipitated 
also  by  palladious  nitrate,  as  there  is  no  danger,  in  that  case, 
of  palladious  bromide  being  coprecipitated.  The  filtrate  is 
treated  as  above. 

These  methods  give  accurate  results ;  but  they  are  appli- 
cable only  if  the  quantity  of  iodide  present  is  somewhat  con- 
siderable. 

i.  Mix  the  neutral  dilute  and  cold  solution  containing  alkali  214 
iodide  with  alkali  chloride  or  alkaki  bromide,  or  both,  with  a 
saturated  neutral  solution  of  thallium  nitrate,  stirring  well  till, 
on  repeated  trial,  you  obtain  a  transient  white  precipitate — 
the  first  and  permanent  precipitate  being  yellow.  It  is  best  to 
have  the  thallium  polution  in  a  burette,  so  that  jou  can  easily 
add  it  by  drops.  If  the  white  precipitate  of  thallium  chloride 
or  bromide  does  not  at  once  disappear  on  stirring,  add  more 
water,  but  not  an  unnecessary  quantity,  or  some  of  the  thal- 
lium iodide  will  remain  in  solution. 

Allow  to  stand  eight  or  twelve  hours  in  a  cold  place,  pour 
ofE  the  clear  fluid  through  a  weighed  filter  dried  at  100°,  wash 
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the  filter  a  little  so  that  no  more  water  tlian  necessary  may 
pass  through  the  precipitate,  turn  the  precipitate  on  to  the 
filter,  -svash  with  as  little  water  as  you  can,  dry  at  100°,  and 
weigh.  Precipitate  the  chlorine  and  bromine  in  the  filtrate 
by  silver  solution.  If  they  are  both  present,  the  mixed  silver 
precipitate  is  to  be  treated  according  to  205.  Results  quite 
satisfactory  (Hijbnee  and   Spezia,*  and  HiIbnee    and  Fee- 

EICHsf). 

c.  Eemove  the  iodine  from  the  solution  by  carbon  disul-  218 
phide  or  chloroform,  as  in  211.  In  the  fluid  separated  from 
the  iodized  carbon  disulphide  determine  the  chlorine  and  bro- 
mine as  direct.ed  205,  and  in  the  iodized  carbon  disulphide,  the 
iodine  as  directed  §  1J:5,  I.,  b,  /J.  This  method  is  particularly 
recommended  for  the  separation  of  small  quantities  of  iodine, 
and  in  this  respect  is  supplementary  to  213. 

d.  Determine   in   a  portion  of  the  compound  the  chlo-  216 
rine,  bromine,  and  iodine  jointly  by  adding  a  known  quantity 

of  standard  silver  solution  in  slight  excess,  filtering  and  deter- 
mining the  small  excess  of  silver  in  the  filtrate  by  iodide  of 
starch  (p.  295).  The  precipitate  is  weighed,  compare  210. 
"We  now  know  the  tatal  of  the  chloride,  bromide,  and  iodide 
of  silver  and  also  the  silver  therein  contained. 

Determine  the  iodine  separately  as  in  215,  calculate  the 
quantity  of  silver  iodide  and  of  silver  corresponding  to  the 
amount  found,  deduct  the  calculated  amount  of  silver  iodide 
from  the  mixed  iodide,  chloride,  and  bromide  of  silver,  that  of 
the  silver  from  the  known  quantity  of  the  metal  contained  in 
the  mixed  compound ;  the  remainders  are  respectively  the 
joint  amount  of  chloride  and  bromide  of  silver,  and  the  quan- 
tity of  the  metal  contained  therein  ;  these  are  the  data  for 
calculating  the  chlorine  and  bromine. 

4.  Analysis  oe  Iodine  containing  Chloeine. 

a.  Dissolve  a  weighed  quantitity  of  the  dried  iodine  in  217 
cold  sulphurous  acid,  precipitate  with  silver  nitrate,  digest  the 
precipitate  with  nitric  acid,  to  remove  the  silver  sulphite 
which  may  have  coprecipitated,  and  weigh.      The  calculation 
of  the  iodine  and  chlorine  is  made  by  the  following  equations, 
in  which  A  represents  the  quantity  of  iodine  analyzed,  x  the 

»  Zeitsclir.  f.  anal.  Chem.  11,  897.  f  lb.  11,  400. 
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iodine  contained  in  it,  y  the  chlorine  contained  in  it,  and  B 
tlie  amount  of  silver  chloride  and  iodide  obtained : 


and 


No-n-as 


and 


we  have 


a;  +  y  =  J. 
AqA-I      ,An-\-Cl         „ 

-j—^  +    Ji    y = ^ 

^^  +  ^  =  1-8508 
/ 

:^£+-^= 4-0437 

a 


i?-l-851^ 

y    —     

^  2-1929 


5.  If  you  have  free  iodine  and  free  chlorine  in  solution,  deter-  218 
mine  in  one  portion,  after  heating  with  sulphurous  acid,  the 
iodine  as  palladium  iodide  (§  145,  I.,  a,  /?),  and  treat  another 
portion  as  directed  §  146.  Deduct  from  the  apparent  amount 
of  iodine  found  by  the  latter  process,  the  actual  quantity  calcu- 
lated from  the  palladium  iodide  :  the  difference  expresses  the 
amount  of  iodine  equivalent  to  the  chlorine  contained  in  the 
substance. 

5.  Analysis  of  Bromine  containing  Chlobine. 
a.  Proceed  exactly  as  in  217,  weighing  the  bromine  in  a  219 
small  glass  bulb.     Taking  A  to  be  equal  to  the  analyzed  bro- 
mine, B  to  the  silver  bromide  and  chloride  obtained,  x  to  the 
bromine  contained  in  A,  y  to  the  chlorine  contained  in  A,  the 
calculation  is  made  by  the  following  equations  : 

x-\-y  =  A 
and 

B—  2- 34997  J. 


1-69374 

I.  Mix  the  weighed  anhydrous  bromine  with  solution  of  220 
iodide  of  potassium  in  excess,  and  determine  the  separated 
iodine  as  directed  §  146. 
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From  these  data,  the  respective  quantities  of  bromine  and 
chlorine  are  calculated  by  the  following  equations.  Let  A 
represent  the  weighed  bromine,  i  the  iodine  found,  y  the 
chlorine  contained  in  A,  x  the  bromine  contained  in  A,  then 

os-{-y  =  A 
i-l-5S66A 

y  —   . 

1-9907 

BuNSEN,  the  originator  of  methods  4  and  5,  has  experi- 
mentally proved  their  accuracy.* 

6.  Cyanogeit  feom  CnLOEmE,  Beomine,  oe  Iodine. 

a.  Precipitate  with  solution  of  silver,  collect  the  precipi-  221 
tate  upon  a  weighed  filter,  and  dry  in  the  water-bath  until  the 
weight  remains  constant ;  then  determine  the  cyanogen  by  the 
method  of  organic  analysis  ;  the  quantity  of  the  chlorine,  bro- 
mine, or  iodine  is  found  by  difference. 

i.  Precipitate  with  solution  of  silver  as  in  a,  dry  the  pre-  222 
cipitate  at  100°  and  weigh.  Heat  the  precipitate,  or  an  ali- 
quot part  of  it,  in  a  porcelain  crucible,  with  cautious  agitation 
of  the  contents,  to  complete  fusion ;  add  dilute  sulphuric  acid 
to  the  fused  mass,  then  reduce  by  zinc,  filter  the  solution  from 
the  metallic  silver  and  silver  paracyanide,  and  determine  the 
chlorine,  iodine,  or  bromine  in  the  filtrate,  in  the  usual  way 
by  silver.  The  silver  cyanide  is  the  difference.  Nedbatjee 
and  KEENBEf  obtained  very  satisfactory  results  by  this 
method. 

c.  Precipitate  with  solution  of  silver  as  in  a,  weigh  the  pre-  223 
cipitate  and  heat  it,  or  an  aliquot  part,  with  nitric  acid  bi  1"2 

sp.  gr.  in  a  sealed  tube  at  100°  for  several  houi-s,  or  at  1.50° 
for  one  hour.  The  silver  cyanide  is  completely  decomposed, 
while  the  chloride,  bromide,  or  iodide  are  unaffected.  Filter 
the  contents  of  the  tube,  wash  the  precipitate  and  weigh  it, 
the  loss  indicates  the  amount  of  silver  cyanide  (K.  Keaotij;). 

d.  Determine  the  radicals  jointly  in  a  portion  by  precipi-  224 
tating  with  solution  of  silver,  and  the  cyanogen  in  another 
portion,  in  the  volumetric  way  (§  147,  I.,  h). 

*  Annal.  d.  Chem.  u.  Pharm.  86,  374,  376.  f  ^-  ^Ol-  344. 

t  Zeitschr.  f .  anal.  Chem.  3,  243. 
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7.  Feero-  oe  Fbeeioyanogen  feom  Hydeochloeio 
Acid. 

To  analyze  say  potassium  f  erro-  or  f  erricyanide,  mixed  with  225 
an  alkali  chloiide,  determine  in  one  portion  the  f erro-  or  ferri- 
cyanogen  as  directed  §  147,  II.,  g ;  acidify  another  portion 
with  nitric  acid,  precipitate  with  solution  of  silvei-,  wash  the 
precipitate,  fuse  with  ■!  parts  of  sodium  carbonate  and  1  part 
of  potassium  nitrate,  extract  the  fused  mass  with  water,  and 
determine  the  chlorine  in  the  solution  as  directed  in  §  141. 

8.  SuLPHtiE  (in  Sulphides)  feom  Chloeine. 

The  old  method  of  separating  the  two  radicals  by  means  of  a  226 
metallic  salt  is  liable  to  give  false  results,  as  part  of  the  chlo- 
rine may  fall  down  as  chloride  with  the  sulphide.  We,  there- 
fore, precipitate  both  as  silver  compounds,  dry  the  precipitate 
at  100°,  weigh  it,  and  determine  the  sulphur  in  a  weighed 
portion  ;  or — and  this  is  usually  preferred — determine  in  a 
portion  of  the  solution  the  sulphur  as  directed  §  1-48,  I.,  a,  or 
J,  in  another  portion  the  sulphur  -|-  chlorine  in  form  of  silver 
salts.  If  you  employ  a  solution  of  silver  nitrate  mixed  with 
excess  of  ammonia,  for  the  determination  of  the  sulphur,  you 
may,  after  filtering  off  the  silver  sulphide,  estimate  the  chlo- 
rine directly  as  silver  chloride,  by  adding  nitric  acid,  and,  if 
necessary,  more  neutral  silver  solution.  In  this  case  you  must 
take  care  that  the  silver  sulphide  is  pure ;  should  it  contain 
calcium  carbonate,  which  is  not  unlikely  if  calcium  is  present, 
you  remove  this  with  dilute  acetic  acid.  The  weighed  silver 
sulphide  should  be  reduced  by  hydrogen,  and  then  weighed 
again  by  way  of  control.  To  remove  hydrogen  sulphide  from 
an  acid  solution,  in  order  that  chlorine  may  be  determined  in 
the  latter  by  means  of  silver  nitrate,  H.  Rose  recommends  to 
add  solution  of  ferric  sulphate,  which  will  effect  the  separa- 
tion of  sulphur  alone;  the  separated  sulphur  is  allowed  to 
deposit,  and  then  filtered  off. 
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Third  Group. 

NITEIC    ACID — CHLOEIC   ACID. 

I.  Sepajbation  of  the  Acids  of  the  Third  Geoup  feom  those 

OF   THE   FIEST   TWO    GeOUPS. 

§170. 

a.  If  you  have  a  mixture  of  nitric  acid  or  chloric  acid  with  227 
another  free  acid  in  a  fluid  containing  no  bases,  determine  in 
one  portion  the  joint  amount  of  the  free  acid,  by  the  acudi- 
metric  method  (see  Special  Part),  in  another  portion  the  acid 
mixed  with  the  chloric  or  nitric  acid,  and  calculate  the  amount 
of  either  of  the  latter  from  the  difference. 

h.  If  you  have  to  analyze  a  mixture  of  a  nitrate  or  chlorate  228 
with  some  other  salt,  determine  in  one  portion  the  nitric  or 
chloric  acid  volumetrically  (§  149,  II.,  d,  o',  or  y3,  or  II.,  e, 
and  §  150),  or  the  nitric  acid  by  §  149,  II.,  a,  fi ;  and  in 
another  portion  the  other  acid.  I  think  I  need  hardly  remark 
that  no  substances  must  be  present  which  would  interfere  with 
the  application  of  these  methods. 

c.  From  the  chlorides  of  many  metals  whose  carbonates  or  229 
normal  phosphates  are  insoluble,  chlorates  and   nitrates  may 

be  separated  also  by  digesting  the  solution  with  recently  pre- 
cipitated thoroughly  washed  silver  carbonate  or  normal  silver 
phosphate  in  excess,  and  boiling  the  mixture.  In  this  process, 
the  chlorides  react  with  the  carbonate  or  phosphate — silver 
chloride  and  carbonate  or  phosphate  of  the  metal  with  which 
the  chlorine  was  originally  combined  being  formed,  which 
both  separate,  together  with  the  excess  of  the  silver  carbon- 
ate or  phosphate,  whilst  the  chlorates  and  nitrates  remain  in 
solution  (H.  EosE,  Chenevix,  Lassaigne*). 

d.  The  estimation  of  an  alkaline  chlorate,  in  presence  of  230 
a  chloride,  may  be  effected  also  by  precipitating  one  portion 

at  once,  and  another  portion  after  gentle  ignition,  with  solu- 
tion of  silver,  and  calculating  the  chloric  acid  from  the  differ- 
ence between  the  two  precipitates. 

e.  "Where  you  have  nitrate  of  soda  or  potash  in  presence  of  231 

»  Journ.  de  Pharm.  16,  289;  Pharm.  Centralbl.  1850,  131. 
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nitrite  or  carbonate,  as  for  instance  in  the  commercial  alkali 
nitrites,  estimate  in  one  portion  the  carbonate  by  standard  acid 
(see  Special  Part),*  in  another  portion  the  nitrous  acid  by 
permanganate  or  chromate  of  potash  (p.  365).  The  nitrate  is 
found  by  difference. 

II.  Sepaeation  of  the  Acids  of  the  Thied  Geoiip  feom  each 

OTHEE. 

We  have  as  yet  no  method  to  effect  the  direct  separation  232 
of  nitric  acid  from  chloric  acid ;  the  only  practicable  way, 
therefoi-e,  is  to  detennine  the  two  acids  jointly  in  a  portion  of 
the  compound,  by  the  method  described  for  nitric  acid,  §  149, 
II.,  d.  a,  bearing  in  mind  that  12  atoms  iron  are  converted 
from  a  ferrous  to  a  ferric  salt  by  2  mol.  chloric  acid  (11  CIO,) 
or  1  mol.  chloric  anhydride  (CljO^).  In  another  portion  esti- 
mate the  chloric  acid,  by  adding  sodium  carbonate  in  excess, 
evaporating  to  dryness,  fusing  the  residue  until  the  chlorate 
is  completely  converted  into  chloride,  and  then  determining 
the  chlorine  in  the  latter,  taking  care  that  the  silver  chloride 
contains  no  difficultly  soluble  nitrite.  2  mol.  silver  chloride 
produced  from  this  corresponds  to  2HCIO3  or  Cl^Oj,  provided 
there  was  no  chloride  originally  present. 

*The  alkali  nitrites  have  no  alkaline  reaction. 
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OEGANIC   ANALYSIS. 

§m. 

Organic  compounds  contain  comparatively  only  few  of  the  ele- 
ments.   A  small  number  of  them  consist  simply  of  2  elements,  viz., 

C  and  H ; 
the  greater  number  contain  3  elements,  viz.,  as  a  rule, 

C,  H,  and  0  ; 
most  of  the  rest  4  elements,  viz.,  generally, 

C,  H,  0,  and  N" ; 
a  small  number  5  elements,  viz., 

C,  H,  O,  N,  and  S ; 
and  a  few,  6  elements,  viz., 

C,  H,  0,  N,  S,  and  P. 

•  This  applies  to  all  the  natural  organic  compounds  which  have 
as  yet  come  under  our  notice.  But  we  may  artificially  prepare 
organic  compounds  containing  other  elements  besides  those  enu- 
merated ;  thus  we  know  many  organic  substances,  which  contain 
chlorine,  iodine,  or  bromine ;  others  which  contain  arsenic,  anti- 
mony, tin,  zinc,  platinum,  iron,  cobalt,  etc.;  and  it  is  quite  impos- 
sible to  say  which  of  the  other  elements  may  not  be  similarly 
capable  of  becoming  more  remote  constituents  of  organic  com- 
pounds (constituents  of  organic  radicals). 

With  these  compounds  we  must  not  confound  those  in  which 
organic  acids  are  combined  with  inorganic  bases,  or  organic  bases 
with  inorganic  acids,  such  as  tartrate  of  lead,  for  instance,  silicic 
ether,  borate  of  morphia,  etc. ;  since  in  such  bodies  any  of  the  ele- 
ments may  of  course  occur. 

Organic  compounds  may  be  analyzed  either  with  a  view  simply 
to  resolve  them  into  their  proximate  constituents;  thus,  for 
instance,  a  gum-resin  into  resin,  gum,  and  ethereal  oil;  or  the 
analysis  may  have  for  its  object  the  determination  of  the  ultimate 
constituents  (the  elements)  of  the  substance.     The  simple  resolu- 
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tion  of  organic  compounds  into  their  proximate  constituents  is 
efEected  by  metliods  perfectly  similar  to  those  used  in  tlie  analysis 
of  inorganic  compounds ;  that  is,  the  operator  endeavors  to  sepa- 
rate (by  solvents,  application  of  heat,  etc.)  the  individual  constitu- 
ents from  one  another,  either  directly,  or  after  having  converted 
them  into  appropriate  forms.  "We  disregard  here  altogether  this 
kuid  of  organic  analysis — of  which  the  methods  must  be  nearly  as 
numerous  and  varied  as  the  cases  to  which  they  are  applied — and 
proceed  at  once  to  treat  of  the  second  kind,  which  may  be  called 
the  ultimate  analysis  of  organic  hodies. 

The  ultimate  analysis  of  organic  bodies  {here  termed  simply, 
organic  analysis)  has  for  its  object,  as  stated  above,  the  determi- 
nation of  the  elements  contained  in  organic  substances.  It  teaches 
us  how  to  isolate  these  elements  or  to  convert  them  into  com- 
pounds of  known  composition,  to  separate  the  new  compounds 
formed  from  one  another,  and  to  calculate  from  their  sevei-al 
weights,  or  volumes,  the  quantities  of  the  elements.  Organic 
analysis,  therefore,  is  based  upon  the  same  principle  upon  which 
rest  most  of  the  methods  of  separating  and  determining  inorganic 
compounds. 

The  conversion  of  most  organic  substances  into  distinctly 
characterized  and  readily  separable  products,  the  weights  of  which 
can  be  accurately  determined,  offers  no  great  difficulties,  and 
organic  analysis  is  therefore  usually  one  of  the  more  easy  tasks  of 
analytical  chemistry ;  and  as,  from  the  limited  number  of  the  ele- 
ments which  constitute  organic  bodies,  there  is  necessarily  a  great 
sameness  in  the  products  of  their  decomposition,  the  analytical 
process  is  always  very  similar,  and  a  few  methoi.ls  suffice  for  all 
cases.  It  is  principally  ascribable  to  this  latter  circumstance  that 
organic  analysis  has  so  speedily  attained  its  present  high  degree  of 
perfection:  the  constant  examination  and  improvement  of  a  few 
methods  by  a  great  number  of  chemists  could  not  fail  to  produce 
this  result. 

An  organic  analysis  may  have  for  its  object  either  simply  to 
ascertain  the  relative  quantities  of  the  constituent  elements  of  a 
substance — thus,  for  instance,  woods  may  be  analyzed  to  ascertain 
their  heating  power,  fats  to  ascertain  their  illuminating  power — or 
to  determine  not  only  the  relative  quantities  of  the  constituent 
elementary  atoms,  but  also  the  number  of  atoms  of  carbon,  hydro- 
gen, oxygen,  &c.,  which  constitute  1  molecule  of  the  analyzed 
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compound.  In  scientific  investigations  we  have  invariably  the 
latter  object  in  view,  although  we  are  not  yet  able  to  achieve  it  in 
all  cases.  These  two  objects  cannot  well  be  attained  by  one  opera- 
tion ;  each  requires  a  distinct  process. 

The  methods  by  which  we  ascertain  the  proportions  of  the  con- 
stituent elements  of  organic  compounds  may  be  called  collectively 
the  ultimate  analysis  of  organic  hodies,  in  a  more  restricted 
sense ;  whilst  the  methods  which  reveal  to  us  the  absolute  number 
of  elementary  atoms  constituting  the  molecule  of  the  analyzed 
compound  may  be  styled  the  determination  of  the  molecula/r 
weight  of  organic  hodies. 

The  success  of  an  organic  analysis  depends  both  upon  the 
method  and  its  execution.  The  latter  requires  patience,  circum- 
spection, and  skill ;  whoever  is  moderately  endowed  with  these 
gifts  will  soon  become  a  proficient  in  this  branch.  The  selection 
of  the  method  depends  upon  the  knowledge  of  the  constituents  of 
the  substance,  and  the  method  selected  may  require  certain  modifi- 
cations, according  to  the  properties  and  state  of  aggregation  of  tlie 
same.  Before  we  can  proceed,  therefore,  to  describe  the  various 
methods  applicable  in  the  different  cases  that  may  occur,  we  have 
first  to  occupy  ourselves  here  with  the  means  of  testing  organic 
bodies  qualitatively. 

I.  Qualitative  Examikatioit  of  Organic  Bodies. 

§m. 

It  is  not  necessary,  for  the  correct  selection  of  the  proper 
method,  to  know  all  the  elements  of  an  organic  compound,  since, 
for  instance,  the  presence  or  absence  of  oxygen  makes  not  the 
slighest  difference  to  the  method.  But  with  regard  to  other  ele- 
ments, such  as  nitrogen,  sulphur,  phosphorus,  chlorine,  iodine, 
bromine,  &c.,  and  also  the  various  metals,  it  is  absolutely  indis- 
pensable that  the  operator  should  know  positively  whether  either 
of  them  is  present.  This  may  be  ascertained  in  the  following 
manner : 

1.  Testing  for  Nitrogen. 
Substances  containing  a  tolerably  large   amount  of  nitrogen 
exhale  upon  combustion,  or  when  intensely  heated,  the  well-known 
smell  of  singed  hair  or  feathers.     No  further  test  is  required  if 
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this  smell  is  distinctly  perceptible ;  otherwise  one  of  the  following 
experiments  is  resorted  to : 

a.  The  substance  is  mixed  with  hydrate  of  potassa  in  powder 
or  with  soda-lime  (§66,  4  or  5),  and  the  mixture  heated  in  a  test- 
tube.  If  the  substance  contains  nitrogen,  ammonia  will  be  evolved, 
which  may  be  readily  detected  by  its  odor  and  reaction,  and  by 
the  formation  of  white  fumes  with  volatile  acids.  Should  these 
reactions  fail  to  afiford  positive  certainty,  every  doubt  may  be 
removed  by  the  following  experiment :  lieat  a  somewhat  larger 
portion  of  the  substance  in  a  short  tube,  with  an  excess  of  soda- 
lime,  and  conduct  the  products  of  the  combustion  into  dilute 
hydrochloric  acid ;  evaporate  the  acid  on  the  water-bath,  dissolve 
the  residue  in  a  little  water,  and  mix  the  solution  with  platinic 
chloride  and  alcohol.  Should  no  precipitate  form,  even  after  the 
lapse  of  some  time,  the  substance  may  be  considered  free  from 
nitrogen. 

5.  Lassaigne  has  proposed  another  method,  which  is  based 
upon  the  property  of  potassium  to  form  potassium  cyanide  when 
ignited  with  a  nitrogenous  organic  substance.  The  following  is 
the  best  mode  of  performing  the  experiment : 

Heat  the  substance  under  examination,  in  a  test-tube,  with  a 
small  lump  of  potassium,  and  after  the  complete  combustion  of 
the  potassium,  treat  the  residue  with  a  little  water  (cautiously) ; 
^  filter  the  solution,  add  2  drops  of  solution  of  ferrous  sulphate  con- 
taining some  ferric  sulphate,  digest  the  mixture  a  short  time,  and 
add  hydrochloric  acid  in  excess.  The  formation  of  a  blue  or 
bluish-green  precipitate  or  coloration  proves  the  presence  of 
nitrogen. 

Both  methods  are  delicate :  a  is  the  more  commonly  employed, 
and  suffices  in  almost  all  cases ;  5  does  not  answer  so  well  in  the 
case  of  alkaloids  containing  oxygen  {e.g.  morphia,  brucia). 

c.  In  organic  substances  containing  oxides  of  nitrogen,  the 
presence  of  nitrogen  cannot  be  detected  with  cei-tainty  by  either  a 
or  5,  but  it  may  be  readily  discovered  by  heating  the  substance  in 
a  tube,  when  red  acid  fumes,  imparting  a  blue  tint  to  iodide  of 
starch  paper,  will  be  evolved,  accompanied  often  by  deflagration. 

2.  Testing  for  Sulphur. 

a.  Solid  substances  are  fused  with  about  12  parts  of  pure 
hydrate  of  potassa  and  6  parts  of  potassium  nitrate.     Or  they  are 
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intimately  mixed  with  some  pure  potassium  nitrate  and  sodium 
carbonate  ;  potassium  nitrate  is  tlaen  lieated  to  fusion  in  a  porcelain 
crucible,  and  the  mixture  gradually  added  to  the  fusing  mass. 
The  mass  is  allowed  to  cool,  tlien  dissolved  in  water,  and  the  solu- 
tion tested  with  barium  chloride,  after  acidifying  with  hydro- 
chloric acid. 

h.  Fluids  are  treated  with  fuming  nitric  acid,  or  with  a  mixture 
of  nitric  acid  and  potassium  chlorate,  at  first  in  the  cold,  finally 
with  application  of  heat ;  the  solution  is  tested  as  in  a. 

c.  As  the  methods  a  and  h  serve  simply  to  indicate  the  presence 
of  sulphur  in  a  general  way,  but  afEord  no  information  regarding 
the  state  or  form  in  which  that  element  may  be  present,  I  add 
here  another  method,  which  serves  to  detect  only  the  sulphur  in 
the  non-oxidized  state  in  organic  compounds. 

Boil  the  substance  with  strong  solution  of  potassa  and  evap- 
orate nearly  to  dryness.  Dissolve  the  residue  in  a  little  water,  and 
bring  the  solution  into  a  small  flask  provided  with  a  loosely-fitting 
stopper,  through  which  passes  a  funnel  tube  reaching  nearly  to  the 
bottom  of  the  flask.  Suspend  from  the  lower  surface  of  the 
stopper  within  the  flask  a  strip  of  paper  dipped  first  in  lead 
acetate,  then  in  ammonium  carbonate  solution.  Add  slowly  dilute 
sulphuric  acid,  and  observe  whether  the  lead  paper  becomes  brown ; 
or  test  the  first  alkaline  solution  by  means  of  a  polished  surface  of 
silver,  or  by  nitroprusside  of  sodium,  or  by  just  acidifying  the 
dilute  solution  with  hydrochloric  acid,  and  adding  a  few  drops  of 
a  mixture  of  ferric  chloride  and  potassium  ferricyanide  (see  "  QuaL 
Anal."  §  159). 

3.  Testing  for  Phosphorus. 

The  methods  described  in  2,  a  and  5,  may  likewise  serve  for 
phosphorus.  The  solutions  obtained  are  tested  for  phosphoric  acid 
with  magnesium  sulphate  or  chloride  ;  or  with  ferric  chloride,  with 
addition  of  sodium  acetate ;  or  with  solution  of  molybdic  acid 
(comp.  "  Qual.  Anal.").  In  method  h,  the  greater  part  of  the 
excess  of  nitric  acid  urast  first  be  removed  by  evaporation. 

4.  Testing  for  Inorganic  Suhstajices. 

A  portion  of  the  substance  is  heated  on  platinum  foil,  to  see 
whether  or  not  a  residue  remains.  When  acting  upon  difficultly 
combustible  substances,  the  process  may  be  accelerated  by  heating 
the  spot  which  the  substance  occupies  on  the  platinum  foil  to  the 
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most  intense  redness,  by  directing  the  flame  of  the  blow-pipe  upon 
it  from  below.  The  residue  is  then  examined  by  the  usual 
methods.  That  volatile  metals  in  volatile  organic  compounds 
— e.g.,  ai-senic  in  kakodyj — cannot  be  detected  by  this  method 
need  hardly  be  mentioned. 

These  preliminary  experiments  should  never  be  omitted,  since 
neglect  in  this  respect  may  give  rise  to  very  great  errors.  Thus, 
for  instance,  taurin,  a  substance  in  which  a  lai-ge  proportion  of 
sulphur  was  afterwards  found  to  exist,  had  originally  the  formula 
C,N,H„0,„  assigned  to  it.  The  preliminary  examination  of  organic 
substances  for  chlorine,  bromine,  and  iodine  is  generally  unneces- 
sary, as  these  elements  do  not  occur  in  native  organic  compounds, 
and  as  their  presence  in  compounds  artificially  produced  by  the 
action  of  the  halogens  requires  generally  no  further  proof.  Should 
it,  however,  be  desirable  to  ascertain  positively  M'hether  a  suljstance 
does  or  does  not  contain  chlorine,  iodine,  or  bromine,  this  may  be 
done  by  the  methods  given  §  188. 

II.  Deteemination  of  the  Elements  m  Oeganic  Bodies.* 

§173. 

A.  Analysis  of  Compounds   which   consist   simply  of   Caebon 
AXD  Hydeogen,  oe  of  Caebon,  Hydeogen,  and  Oxygen. 

The  principle  of  the  method  which  serves  to  eiiect  the  quanti- 
tative analysis  of  such  compounds  is  exceedingly  simple.  The 
substance  is  burned  to  carbonic  acid  and  water  ;  these  products  are 
separated  from  each  other  and  weighed,  and  the  carbon  of  the 
substance  is  calculated  from  the  weight  of  the  carbonic  acid,  the 
hydrogen  from  that  of  the  water.  If  the  sura  of  the  carbon  and 
'  hydrogen  is  equal  to  the  original  weight  of  the  substance,  the 
substance  contains  no  oxygen  ;  if  it  is  less  than  the  weight  of  the 
substance,  the  diffei-ence  expresses  the  amount  of  oxygen  present. 

The  combustion  is  effected  either  by  igniting  the  organic  sub- 
stance with  oxygenized  bodies  which  readily  part  ^ith  their 
oxygen  (cupric  oxide,  lead  chromate,  &c.) ;  or  at  the  expense 
both  of  free  and  combined  oxygen. 

a.  Solid  Bodies. 

*  [For  Prof.  Warren's  admirable  methods  we  must  refer  to  his  original  papers 
in  Am.  Joum.  8ci.,  2d  ser.,  vol.  38,  p.  387,  vol.  41,  p.  40,  and  vol.  42,  p.  156.] 
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Combustion  with  Cupeic  Oxide. 

Applicable  {with  modification  described  in  §  1Y6)  to  non-volatile 
organic  compounds  not  containing  chlorine^  bromine,  iodine, 
alkali  metals,  alkali-earth  metals,  nitrogen,  or  sulphur. 

§m. 

I.  Appaeatus  and  Peepaeations  eequieed  foe  the  Analysis. 

1.  The  Substance. — This  must  be  most  finely  pulverized  and 
peifectly  pure  and  dry ; — for  the  method  of  drying,  I  refer  to  §  26. 

2.  A  Tube  in  which  to  weigh  the  Substance,  made  of  thin 
glass  about  20  cm.  long,  and  of  7  mm.  internal  diameter ;  one  end 
of  the  tube  is  closed  by  fusion  ;  the  other,  during  the  operation  of 
weighing,  is  stopped  with  a  smooth  cork. 

3.  The  Combustion  Tube. — A  tube  of  difficultly  fusible  glass 
(potassa  glass),  about  2  mm.  thick  in  the  glass,  80  to  90  cm.  in 
length,  and  from  12  to  14  mm.  inner  diameter,  is  softened  in  the 
middle  before  a  glass-blower's  lamp,  drawn  out  as  represented  in 
fig.  71,  and  finally  apart  at  b.     The  fine  points  of  the  two  pieces 


Fig.  71. 


are  then  sealed  and  thickened  a  little  in  the  flame,  and  the  sharp 
edges  of  the  open  ends,  a  and  c,  are  slightly  rounded  by  fusion, 
care  being  taken  to  leave  the  aperture  perfectly  ronnd.  The 
posterior  part  of  the  tube  should  be  shaped  as  shown  in  fig.  72, 
and  not  as  in  fig.  73. 


Fig.  73. 


Fig.  73. 


Two  perfect  combustion  tubes  are  thus  produced.  The  one 
intended  for  immediate  use  is  cleaned  with  linen  or  paper  attached 
to  a  piece  of  wire,  and  then  thoroughly  dried.  This  is  effected 
either  by  laying  the  tube,  with  a  piece  of  paper  twisted  over  its 
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mouth,  for  some  time  on  a  sand-bath,  with  occasional  removal  of 
the  air  from  it  by  suction,  with  the  aid  of  a  glass  tube,  or  (rapidly) 
by  moving  the  tube  to  and  fro  over  the  flame  of  a  gas  or  spirit 
lamp,  heating  its  entire  length,  and  continually  removing  the  hot 
air  by  suction  through  the  small  glass  tube  (Fig.  74). 


FiQ.  74 

The  combustion  tube,  when  quite  dry,  is  closed  air-tight  with 
a  cork,  and  kept  in  a  warm  place  until  required  for  use. 

In  default  of  glass  tubes  possessed  of  the  proper  degree  of 
infusibility,  thin  brass  or  copper  foil,  or  brass  gauze,  is  rolled 
round  the  tube,  and  iron  wire  coiled  round  it. 

4.  The  Potash  Blxes  (fig.  75).— This  apparatus,  devised  by 
LiEBiG,  is  filled  to  the  extent  indicated  in  the  engraving,  with  a 
clear  solution  of  caustic  potassa  of  1"27 
sp-  gr-  (§  66,  7).  The  introduction  of 
the  solution  of  potassa  into  the  apparatus 
is  effected  by  plunging  the  end  a  into  a 
beaker  or  dish  into  which  a  little  of  the 
solution  has  been  poured  out,  and  apply- 
ing suction  to  h,  by  means  of  a  caoutchouc 
tube.  The  two  ends  are  then  wiped  per- 
fectly dry  with  twisted  slips  of  paper, 
and  the  outside  of  the  apparatus  with  a 
clean  cloth. 

5.  The  Calcium:  Chlokide  Tube  (fig.  76)  is  filled  in  the 
following  manner : — In  the  first  place,  the  neck  between  the  two 
bulbs  of  the  tube  is  loosely  stopped  with  a  small  cotton  plug;  this 
is  effected  by  introducing  a  loose  cotton  ping  into  the  wide  tube, 
and  applying  a  sudden  and  energetic  suction  at  the  other  end. 
The  large  bnlb  is  then  filled  with  lumps  of  calcium  chloride 
(§  66,  8,  a),  and  the  tube  with  smaller  fragments,  intei-mixed  with 
coarse  powder  of  the  same  substance ;  a  loose  cotton  plug  is  then 
inserted,  and  the  tube  finally  closed  with  a  perforated  cork,  into 
which  a  small  glass  tube  is  fitted  ;  the  protruding  part  of  the  cork 


Fig.  75. 
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is  cut  off,  and  the  cut  surface  covered  over  with  seahng-wax ;  the 
edge  of  the  little  tube  is  slightly  rounded  by  fusion. 

In  using  this  tube  a  considerable  quantity  of  the  water  con- 
denses in  the  empty  bulb  a,  and  at  the  close  of  the  experiment 


Fig.  76. 

may  be  poured  out.  The  operator  is  thus  enabled  to  test  it  as  to 
reaction,  &c.,  and  also  to  use  the  same  tube  far  oftener  without 
fresh  filling  than  he  could  otherwise. 

6.  A  Small  Tube  or  Vulcanized  India-eubbee. — This  must 
be  so  narrow  that  it  can  only  be  pushed  with  difficulty  over  the 
tube  of  the  calcium  chloride  tube  on  the  one  hand,  and  over  the 
end  of  the  potash  bulbs  on  the  other  hand  ;  in  which  case  there  is 
no  need  of  binding  with  silk  cord.  If  the  rubber  tube  should  be 
a  little  too  wide,  it  must  be  tied  round  with  silk  cord,  or  with 
ignited  piano  wire.  It  is  self-evident  that  the  narrow  end  of  the 
calcium  chloride  tube  should  be  of  the  same  width  as  the  tube  a  of 
the  potash  bulbs.  The  india-rubber  tube  is  purified  from  any 
adherent  sulphur,  and  dried  in  the  water-bath  previous  to  use. 

Y.  CoEKS. — These  should  be  soft  and  smooth,  and  as  free 
as  possible  from  visible  pores.  A  cork  should  be  selected  which, 
after  careful  squeezing,  fits  perfectly  tight,  and  screws  with  some 
difficulty  to  one-third  of  its  length,  at  the  most,  into  the  mouth  of 
the  combustion  tube ;  a  perfectly  smooth  and  round  hole,  into 
which  the  end  &  of  the  chloride  of  calcium  tube  must  fit  perfectly 
air-tight,  is  then  carefully  bored  through  the  axis  of  the  cork. 
The  cork  is  then  kept  for  an  hour  of  two  in  the  water-bath.  It  is 
advisable  always  to  have  two  corks  of  this  description  ready. 
Instead  of  ordinary  corks,  caoutchouc  stoppers  may  be  used  with 
great  advantage. 

8.  Oxide  of  Coppee. — A  Hessian  crucible,  of  about  100  c.c. 
capacity,  is  nearly  filled  with  oxide  of  copper  prepared  as  directed 
in  §  66,  1 ;,  the  crucible  is  covered  with  a  well-fitting  overlap- 
ping lid,  and  heated  to  dull  redness  with  charcoal,  or  in  a  suitable 
gas-furnace ;  it  is  then  allowed  to  cool,  so  that  by  the  time  the 
oxide  of  copper  is  required  for  use,  the  liand  can  only  just  bear 
contact  with  it. 
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9.  A  WIDE  Glass  Tube  sealed  at  one  end,  or  a  Flask  (fig.  77), 
in  which  the  freshly  ignited  oxide  of  copper  is  allowed  to  cool, 
and  from  which  it  is  transferred  to  the  combustion  tube, 
secure  from  the  possible  absorption  of  moisture  from  the  air. 

The  freshly  ignited  and  still  quite  hot  oxide  of  copper 
is  transferred  direct  from  the  crucible  to  this  filling  tube, 
or  flask,  -which  is  then  closed  air-tight  with  a  cork.  It 
saves  time  to  fill  in  at  once  a  sufiicient  quantity  of  oxide  to 
last  for  several  analyses.  If  the  cork  fits  tight,  the  con- 
tents will  remain  several  days  fit  for  use,  even  though  a 
portion  has  been  taken  out,  and  the  tube  repeatedly  opened.  Fig.  77. 

10.  A  Mlxjng  Wiee  of  copper  (fig.  78)  with  ring  at  one  end 
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rig.  78. 

for  a  handle  and  a  single   corkscrew  turn   at  the  other,  which 
should  taper  smoothly  to  a  point. 

J,  J)  11.    A    COMBUSTION-FUENACE. 

Some  time  ago  the  only  one  used 
was  Liebig's,  in  which  charcoal  is 
the  fuel.  Hecently  gas  combustion 
furnaces  have  been  introduced  into 
most  laboratories,  because  they  are 
more  cleanly  and  convenient. 

a.  Liebig's  combustion-furnace  is  of  sheet-iron.  It  has  the 
form  of  a  long  box,  open  at  the  top  and  behind.  It  serves  to  heat 
the  combustion  tube  with  red-hot  charcoal.  Fig.  79  represents  the 
furnace  as  seen  from  the  top. 

It  is  from  50  to  60  cm.  long,  and  from  7  to  8  deep ;  the  bot- 
tom, which,  by  cutting  small  slits  in  the  sheet-iron,  is  converted 
into  a  grating,  has  a  width  of  about  7  cm.  The  side  walls  are 
inchned  slightly  outward,  so  that  at  the  top  they  stand  about  12 


\m/ 


Fig.  80. 


Hi 


Fig.  81. 


cm.  apart.     A  series  of  upright  pieces  of  strong  sheet-iron,  having 
the  form  shown  in  D,  fig.  80,  and  riveted  on  the  bottom  of  the 


614  OEGAWIC  AWALTSIS.  [§  lyg^ 

furnace  at  intervals  of  about  5  cm.,  serves  to  support  the  com- 
bustion tube.  They  must  be  of  exactly  corresponding  heio-ht  with 
the  round  aperture  in  the  front  piece  of  the  furnace  (fig.  80,  A). 

This  aperture  must  be  sufficiently  large  to  admit  the  com- 
bustion tube  easily.  Of  the  two  screens  used,  one  has  the  form 
shown  in  fig.  81,  the  other  is  a  single  plate  precisely  Hke 
the  end  piece  of  the  furnace  (fig.  Y9).  The  openings  cut  into  the 
screens  must  be  sufficiently  large  to  receive  the  combustion  tube 
without  difficulty.  The  furnace  is  placed  upon  two  bricks  resting 
upon  a  flat  surface,  and  is  slightly  raised  at  the  farther  end,  by 
inserting  a  piece  of  wood  between  the  supports  (see  fig.  84).  The 
apertures  of  the  grating  at  the  anterior  end  of  the  furnace  must 
not  be  blocked  up  by  the  supporting  bricks.  In  cases  where  the 
combustion  tubes  are  of  good  quality,  the  furnace  may  be  raised 
by  introducing  a  little  iron  rod  between  the  furnace  and  the 
supporting  brick.  Placing  the  tube  in  a  gutter  of  Eussia  sheet- 
iron  tends  greatly  to  preserve  it,  but  contact  of  the  glass  and  iron 
must  be  prevented  by  an  intervening  layer  of  asbestos. 

I.  Gas  combustion  furnaces  of  the  most  various  descriptions 
have  been  proposed. 

§175. 
II.  Peefoemauce  of  the  Analtticai  Peocess. 

a.  Weigh  first  the  potash  apparatus,  then  the  calcium  chloride 
tube.  Introduce  about  0'35 — 0'6  grm.  of  the  substance  under 
examination  (more  or  less,  according  as  it  is  rich  or  poor  in 
oxygen)  into  the  weighing  tube,*  which  must  be  no  longer  warm, 
and  weigh  the  latter  accurately  with  its  contents.  The  weight  of 
the  empty  tube  being  approximately  known,  it  is  easy  to  take  the 
right  quantity  of  substance  required  for  the  analysis.  Close  the 
tube  then  with  a  smooth  cork. 

i.  The  filling  of  the  combustion  tube  is  effected  as  follows: 
The  perfectly  dry  tube  is  rinsed  with  some  oxide  of  copper; 
a  layer  of  oxide  of  copper,  about  13  cm.  long,  is  introchiced  into 
the  posterior  end  of  the  combustion  tube,  by  insertmg  the  latter 
into   the  filling  tube   or   flask   containing  the  oxide  of  copper 


*  Care  must  be  taken  that  no  particles  of  the  substance  adhere  to  the  sides  of 
the  tube,  at  least  not  at  the  top. 
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(fig.  82),  holding  both  tubes  in  an  oblique  direction,  and  giving  a 
few  gentle  taps. 


Fig,  83. 

From  the  tube  containing  the  substance  remove  the  cork 
cautiously,  to  prevent  the  slightest  loss  of  substance ;  insert  the 
open  end  of  the  tube  as  deep  as  possible  into  the  combustion  tube, 
and  pour  from  it  the  requisite  quantity  of  substance  by  giving  it 
a  few  turns,  pressing  the  rim  all  the  while  gently  against  the 
upper  side  of  the  combustion  tube,  to  prevent  its  coming  into 
contact  with  the  powder  already  poured  out ;  the  two  tubes  are,  in 
this  manipulation,  held  slightly  inclined  (see  fig.  83). 


Pig.  83. 

When  a  sufficient  quantity  of  the  substance  has  been  thus 
transferred  from  the  weighing  to  the  combustion  tube,  the  latter 
is  restored  to  the  horizontal  position,  which  gives  to  the  former  a 
gentle  inclination  with  the  closed  end  downwards.  If  the  little 
tube  is  now  slowly  withdrawn,  with  a  few  turns,  the  powder  near 
the  border  of  the  opening  falls  back  into  it,  leaving  the  opening 
free  for  the  cork.  The  tube  is  then  immediately  corked  and 
weighed,  the  combustion  tube  also  being  meanwhile  kept  closed 
with  a  cork.  The  difference  between  the  two  weighings  shows 
the  quantity  of  substance  transferred  from  the  weighing  to  the 
combustion  tube.  The  latter  is  then  again  opened,  and  a  quantity 
of  oxide  of  copper,  equal  to  the  first,  transferred  to  it  from  the 
filling  tube,  or  flask,  taking  care  to  rinse  down  with  this  the 
particles  of  the  substance  still  adhering  to  the  sides  of  the  tube. 
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There  is  now  in  the  hind  part  of  the  tube  a  layer  of  oxide  of 
copper,  about  25  cm.  long,  with  the  substance  in  the  middle. 

The  next  operation  is  the  mixing  :  this  is  performed  with  the 
aid  of  the  wire  (fig.  78),  which  is  pushed  down  to  within  3  to  4 
cm.  of  the  end,  and  rapidly  moved  about  in  all  directions  until 
the  mixture  is  complete  and  uniform,  the  tube  being  held  nearly 
horizontal. 

Oxide  of  copper  is  then  poured  in  to  within  5  to  6  cm.  of  the 
open  end,  and  the  tube  is  corked. 

c.  A  few  gentle  taps  on  the  table  will  generally  sufiice  to  shake 
together  the  contents  of  tlie  tube,  so  as  to  completely  clear  the 
tail  from  oxide  of  copper,  and  leave  a  free  passage  for  the  evolved 
gas  from  end  to  end.  Should  this  fail,  as  will  occasionally 
happen,  owing  to  malformation  of  the  tail,  the  object  in  view  may 
be  attained  by  striking  the  mouth  of  the  tube  several  times  against 
the  side  of  a  table. 

d.  Coimect  the  end  i  (fig.  84)  of  the  weighed  calcium  chloride 
tube  with  the  combustion  tube  by  means  of  a  dried  perforated 
cork,  lay  the  furnace  upon  its  supports,  with  a  slight  inclination 
forward,  and  place  the  combustion  tube  in  it ;    connect  the  end 


Pig.  84. 

of  the  calcium  chloride  tube,  by  means  of  a  vulcanized  india- 
rubber  tube,  with  the  end  m  of  the  potash  apparatus,  and,  if 
necessary,  secure  the  connection  with  silk  cord,  taking  care  to 
press  the  joint  of  the  two  thumbs  close  together  whilst  tightening 
the  cords,  since  otherwise,  should  one  of  the  cords  happen  to  give 
way,  the  whole  apparatus  might  be  broken.  Eest  the  potash 
apparatus  upon  a  folded  piece  of  cloth.  Fig.  84  shows  the  whole 
arrangement. 

e.  To  ascertain  whether  the  joinings  of  the  apparatus  fit  air- 
tiijht,  put  a  piece  of  wood  about  the  thickness  of  a  finger  (s),  or  a 
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cork  or  other  body  of  tlie  kind,  under  the  bulb  r  of  the  potash 
apparatus,  so  as  to  raise  tliat  bulb  slightly  (see  fig.  84).  Heat  the 
bulb  m,  by  holding  a  piece  of  red-hot  charcoal  near  it,  until  a 
certain  amount  of  air  is  driven  out  of  the  apparatus  ;  then  remove 
the  piece  of  wood  («),  and  allow  the  bulb  w  to  cool.  The  solution 
of  potassa  will  now  rise  into  the  bulb  m,,  filling  it  more  or  less;  if 
the  liquid  in  m  preserves,  for  the  space  of  a  few  minutes,  the 
same  level  which  it  has  assumed  after  the  perfect  cooling  of  the 
bulb,  the  joinings  may  be  considered  perfect ;  should  the  fluid,  on 
the  other  hand,  gradually  regain  its  original  level  in  both  limbs  of 
the  apparatus,  this  is  a  positive  proof  that  the  joinings  are  not  air- 
tight. (The  few  minutes  which  elapse  between  the  two  observa- 
tions may  be  advantageously  employed  in  reweighing  the  little 
tube  in  which  the  substance  intended  for  analysis  was  originally 
weighed.) 

f.  Let  the  month  of  the  combustion  tube  project  a  full  inch 
beyond  the  furnacj ;  suspend  the  single  screen  over  the  anterior 
end  of  the  furnace,  as  a  protection  to  the  cork ;  put  the  double 
screen  over  the  combustion  tube  about  two  inches  farther  on  (see 
fig.  84),  replace  the  little  piece  of  wood  (s)  under  r,  and  put  small 
pieces  of  red-hot  charcoal  first  under  that  portion  of  the  tube 
which  is  separated  by  the  screen  ;  surround  this  portion  gradually 
altogether  with  ignited  charcoal,  and  let  it  get  red-hot ;  then  shift 
the  screen  r.n  inch  farther  back,  surround  the  newly  exposed 
portion  of  the  tube  also  with  ignited  charcoal,  and  let  it  get  red- 
liot;  and  proceed  in  this  manner  slowly  and  gradually  extending 
the  application  of  heat  to  the  tail  of  the  tube,  taking  cai-e  to  wait 
always  until  the  last  exposed  portion  is  red-hot  before  shifting  the 
screen,  and  also  to  maintain  the  whole  of  the  exposed  portion  of 
the  tnbe  before  the  screen  in  a  state  of  ignition,  and  the  projecting 
part  of  it  so  hot  that  the  fingers  can  hardly  bear  the  shortest  con- 
tact with  it.  Tlie  whole  process  requires  generally  from  f  to  1  hour. 
It  18  quite  superfluous,  and  even  injudicious,  to  fan  the  charcoal 
constantly ;  this  should  be  done  however  when  the  process  is  draw- 
ing to  an  end,  as  we  shall  immediately  have  occasion  to  notice. 

The  liquid  in  the  potash  bidbs  is  gradually  di:-placed  from  the 
bulb  m  upon  the  application  of  heat  to  the  anterior  portion  of  the 
combustion  tube,  owing  simply  to  the  expansion  of  the  heated  air. 
The  evolution  of  gas  proceeds  with  greater  briskness  when  the 
heat  begins  to  reach  the  actual  mixture;  the  first  bubbles  are  only 
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partly  absorbed,  as  the  carbonic  acid  contains  still  an  admixture  of 
air ;  but  those  which  follow  are  so  completely  absorbed  by  the 
potassa,  that  a  solitary  air-bubble  only  escapes  from  time  to  time 
through  the  liquid.  The  process  should  be 
conducted  in  a  manner  to  make  the  gas- 
bubbles  follow  each  other  at  intervals  of 
from  -J  to  1  second.  Fig.  85  shows  the 
,,„proper  position  of  the  potash  bulbs  during 
the  operation. 

It  will  be  seen  from  this  that  an  air- 
bubble  entering  through  m  passes  first  into 
the  bulb  5,  thence  to  c,  from  c  to  d,  and 
_,,  passing   over   the    solution    in   the   latter, 

escapes  finally  into  the  bulb  /",  through  the 
fluid  which  just  covers  the  mouth  of  the  tube  e. 

g.  When  the  tube  is  in  its  whole  length  surrounded  with  red- 
hot  charcoal,  and  the  evolution  of  gas  has  relaxed,  fan  the  burning 
charcoal  gently  with  a  piece  of  pasteboard.  When  the  evolution  of 
gas  has  entirely  ceased,  adjust  the  position  of  the  potash  bulbs  to  a 
level,  remove  the  charcoal  from  the  farther  end  of  the  tube,  and 
place  the  screen  before  the  tail.  The  ensuing  cooling  of  the  tube 
on  the  one  hand,  and  the  absorption  of  the  carbonic  acid  in  the 
potash  bulbs  on  the  other,  cause  the  solution  of  potassa  in  the 
latter  to  recede,  slowly  at  first,  but  with  increased  rapidity  from 
the  moment  the  liquid  reaches  the  bulb  to.  (If  you  have  taken 
care  to  adjust  the  position  of  the  potash  bulbs  correctly,  you  need 
not  fear  that  the  contents  of  the  latter  will  recede  to  the  calcium 
chloride  tube.)  When  the  bulb  m  is  about  half  filled  with  solution 
of  potassa,  break  off  the  point  of  the  combustion  ,tube  with  a  pair 
of  pliers  or  scissors,  whereupon  the  fluid  in  the  potash  bulbs  will 
immediately  resume  its  level.  Eestore  the  potash  bulbs  now  again 
to  their  original  oblique  position,  join  a  caoutchouc  tube  to  the 
potash  bulbs,  and  slowly  apply  suction  until  the  last  bubbles  no 
longer  diminish  in  size  in  passing  through  the  latter.  It  is  better 
to  employ  a  small  aspirator  instead  of  sucking  with  the  mouth. 
You  then  know  the  volume  of  air  that  has  passed  through  the 
apparatus. 

This  terminates  the  analytical  process.  Disconnect  the  pot- 
ash bulbs  and  remove  the  calcium  chloride  tube,  together  with 
the  cork,  which  must  not  be  charred,  from  the  combustion  tube ; 
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remove  the  cork  also  from  the  calcium  chloride  tube,  and  place  the 
latter  upright,  with  the  bulb  upwards.  After  the  lapse  of  half  an 
hour,  weigh  the  potash  bulbs  and  the  calcium  chloride  tube,  and 
then  calculate  the  results  obtained.  They  are  generally  very  satis- 
factory. As  regards  the  carbon,  they  are  rather  somewhat  too  low 
(about  O'l  per  cent.)  than  too  high.  The  carbon  determination, 
indeed,  is  not  free  from  sources  of  error ;  but  none  of  these  inter- 
fere materially  with  the  accuracy  of  the  results,  and  the  deticiency 
arising  from  the  one  is  partially  balanced  by  the  excess  arising 
from  the  other.  In  the  first  place,  the  air  which  passes  through 
the  solution  of  potassa  during  the  combustion,  and  finally  during 
the  process  of  aspiration,  carries  away  with  it  a  minute  amount  of 
moisture.  The  loss  arising  from  this  cause  is  increased  if  the 
evolution  of  gas  proceeds  very  briskly,  since  this  tends  to  heat  the 
solution  of  potassa ;  and  also  if  nitrogen  or  oxygen  passes  through 
the  potash  bulbs  (compare  §  176  and  §  ITS).  This  may  bo 
remedied,  however,  by  fixing  to  the  exit  end  of  the  latter  a  tube, 
either  straight  or  U-formed  (see  fig.  86  or  fig.  60) ;  the  tube 
may  be  filled  with  small  fragments  of  potassa,  or  one-half  may  be 
filled  with  soda  lime  (§  66,  4)  and  the  other  half  with  calcium 
chloride,  the  end  containing  soda  lime  being  connected  to  the 
potash  apparatus,  which  is  always  weighed  along  with  the  appended 
tube.  In  the  second  place,  traces  of  carbonic  acid  from  the 
atmosphere  are  carried  into  the  potash  apparatus  during  the  final 
aspiration ;  this  may  be  avoided  by  connecting  the  tail  of  the  com- 
bustion tube  during  the  aspiration  with  a  tube  filled  with  potassa 
crushed  to  small  lumps,  by  means  of  a  flexible  tube.  In  the  third 
place,  it  may  happen  in  the  analysis  of  substances  containing  a 
considerable  pwjportion  of  water  or  hydrogen,  that  the  carbonic 
acid  is  not  completely  dried  in  passing  through  the  calcium 
chloride ;  this  may  be  avoided  by  iising  instead  of  the  calcium 
chloride  tube,  or  in  conjunction  with  it,  a  U-tube  filled  with  frag- 
ments of  pumice  stone  and  H^SO, ;  but  usually  a  calcium  chloride 
tube,  if  filled  for  about  12  c.c.  of  its  length  with  not  too  coarsely 
granulated  calcium  chloride,  will  suffice,  provided  the  combustion 
is  not  pushed  too  rapidly.  Finally,  if  the  mixture  was  not  sufli- 
ciently  intimate,  traces  of  carbon  will  remain  unconsuraed.  It  is 
therefore  better  to  complete  the  combustion  in  oxygen  gas.  See 
below. 
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§1T6. 

[^Completion  of  the  Combustion  hy  Oxygen  Gas.  To  insure  the 
oxidation  of  the  last  traces  of  carbon  and  to  leave  the  oxide  of 
copper  ready  for  use  again,  it  is  advisable  to  finish  the  combustion 
in  a  stream  of  oxygen.  For  this  purpose  the  tail  of  the  combus- 
tion tube  must  be  made  rather  stout  and  long.  When  the  potash- 
lye  recedes,  slip  tightly  over  the  suitably  cooled  tail  a  caoutchouc 
tube  connected  with  a  source  of  pure  and  dry  oxygen  gas,  nip  off 
the  tip  within  this  tube  by  help  of  a  pliers,  and  cautiously  let  on 
the  oxygen  until  the  reduced  copper  is  oxidized  and  the  gas 
traverses  the  potash  bulbs.  Then  replace  the  stream  of  oxygen  by 
one  of  pure  and  dry  air,  to  remove  all  oxygen  from  the  bulbs. 
To  prevent  loss  by  evaporation  from  the  potash-lye,  append  to  the 
potash  bulb  the  additional  absorbing  apparatus  above  mentioned 
(in  §175). 

The  oxygen  and  purified  air  are  supplied  as  in  the  process 
described  in  §  178.] 

CoMBDSTION   WITH    LeAD    CheOMATE,    OE   WITH   LeAD   ChEOMATE 

AND  Potassium  Dioheomate. 

§  177. 

This  is  not  only  a  good  method  for  the  analysis  of  compounds 
mentioned  in  §  174,  but  is  especially  resorted  to  in  tlie  analysis  of 
salts  of  organic  acids  with  alkalies  or  alkali-earth  metals  (as  the 
chromic  acid  completely  displaces  carbonic  acid  from  their  car- 
bonates), and  of  bodies  containing  sulphur,  chlorine,  bromine,  or 
iodine,  and  also  for  the  combustion  of  substances  containing  carbon 
in  a  difRcaltly  oxidizable  form — e.g.,  graphite. 

Of  the  apparatus,  &c.,  enumerated  in  §  174,  all  are  required 
except  oxide  of  copper,  which  is  here  replaced  by  lead  chromate 
(§  66,  2).  A  narrow  combustion  tube  may  be  selected,  as  lead 
chromate  contains  a  much  larger  amount  of  available  oxygen  in  an 
equal  volume  than  oxide  of  copper.  A  quantity  of  the  chromate, 
more  than  sufficient  to  fill  the  combustion  tube,  is  heated  in  a 
platinum  or  porcelain  dish  over  a  gas  or  Beezelius  lamp,  until  it 
begins  to  turn  brown ;  before  filling  it  into  the  tube,  it  is  allowed 
to  cool  down  to  100°  ;  and  even  below.  The  process  is  conducted 
as  the  one  described  in  §  174. 
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If  the  substance  analyzed  contains  a  large  proportion  of  sulphur, 
use  a  rather  long  combustion  tube  (60-70  cm.)  and  place  in  front 
of  the  mixture  10-20  cm.  pure  lead  chromate,  which  should  be 
kept  only  at  a  dull  red  heat  during  the  combustion  (Caeius). 

One  of  the  principal  advantages  which  lead  chromate  has  over 
oxide  of  copper  as  an  oxidizing  agent  being  its  property  of  fusing 
at  a  high  heat,  the  temperature  must,  in  the  last  stage  of  the 
process  of  combustion,  be  raised  (by  fanning  the  charcoal,  &c.) 
sufficiently  high  to  fuse  the  contents  of  the  tube  completely,  as  far 
as  the  substance  extends.  To  heat  the  anterior  end  of  the  tube 
to  the  same  degree  of  intensity  would  be  injudicious,  since  the 
lead  chromate  in  that  part  would  thereby  lose  all  porosity,  and 
thus  also  the  power  of  effecting  the  combustion  of  the  products  of 
decomposition  which  may  have  escaped  oxidation  in  the  other 
parts  of  the  tube. 

As  the  lead  chromate,  even  in  powder,  is,  on  account  of  its 
densit}',  by  no  means  all  that  could  be  desired  in  this  latter  respect, 
it  is  preferable  to  fill  the  anterior  part  of  the  tube,  instead  of  with 
lead  chromate,  with  coarsely  pulverized  strongly  ignited  oxide  of 
copper,  or  with  copper  turnings  which  have  been  superficially  oxid- 
ized by  ignition  in  a  muffle  or  in  a  crucible  with  access  of  air. 

In  the  case  of  very  difficultly  combustible  substances — e.ff., 
graphite — it  is  desirable  that  the  mass  should  not  on!}'  readily 
cake,  but  also,  in  the  last  stage  of  the  process,  give  out  a  little 
more  oxygen  than  is  given  out  by  lead  chromate.  It  is  therefore 
advisable  in  such  cases  to  add  to  the  latter  one-eighth  of  its  weight 
of  fused  and  powdered  potassium  dichromate.  With  the  aid  of 
this  addition,  complete  oxidation  of  even  very  diflicultly  com- 
bustible bodies  may  be  effected  (Liebig). 

CoilBUSTION   WITH    OxiDE    OF    CoPPEB   IN    A    StREAM    OF 

Oxygen  Gas. 

§  ITS. 

Many  chemists  effect  combustion  with  oxide  of  copper  in  a 
stream  of  oxygen  supplied  by  a  gasometer.  Tlie  metliods  basrd 
upon  this  principle  are  einployed  not  only  for  the  analysis  of 
difficultly  combustible  bodies,  but  also  to  effect  the  determination 
of  the  carbon  and  hydrogen  in  organic  substances  in  general. 
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These  methods  require  a  gasometer  filled  with  oxygen,  and 
another  with  air,  together  with  certain  arrangements  to  dry  the 
oxygen  and  air  completely,  and  to  free  them  from  carbonic  acid. 
They  are  resorted  to  in  cases  where  a  number  of  ultimate  analyses 
have  to  be  made  in  succession  ;  and  also  more  particularly  in  the 
analysis  of  substances  which  cannot  be  reduced  to  powder,  and  do 
not  admit  therefore  of  intimate  mixture  with  oxide  of  copper,  &e. 

The  heating  may  be  effected  with  the  charcoal  combustion 
furnace,  but  a  gas  furnace  is  most  convenient. 

Fig.  86  represents  the  manner  in  which  the  several  requisite 
pieces  of  apparatus  are  arranged  and  connected.  The  combustion 
tube  rests  in  a  gutter  of  sheet  iron,  but  the  glass  is  kept  from 
contact  with  the  metal  by  a  layer  of  asbestos.  It  is  well  to  secure ' 
the  tube  to  the  gutter  by  binding  it  with  copper  wire.  At  its 
anterior  end  the  combustion  tube  is  connected  in  the  usual  manner 
with  the  absorbing  apparatus,  consisting  of  a  calcium  chloride  tube, 
potash  bulb,  and  additional  absorbing  tube.  To  the  latter,  which 
is  prepared  as  described  in  §  175,  p.  619,  must  also  be  attached  an 
unweighed  calcium  chloride  tube  to  prevent  moist  air  from  enter- 
ing during  the  process.  B  is  a  bell  jar  standing  in  open  vessel. 
By  opening  the  stop-cock  in  the  tube  which  enters  the  top  of  the 
bell  jar,  the  pressure  within  the  combustion  tube  caused  by  the 
liquid  in  the  potash  bulb  may  be  removed ;  provided  the  water 
levels  within  and  without  the  bell  are  properly  adjusted.  (This 
arrangement  for  relieving  the  pressure  within  the  combustion 
tube  is,  however,  usually  quite  unnecessary.)  It  is  hardly  neces- 
sary to  state  that  any  or  even  all  of  the  several  parts  of  the 
apparatus  here  represented  may  be  replaced  by  other  forms.  An 
Eelenmeyee  combustion  furnace  80  cm.  long,  with  25  burners,  is 
quite  satisfactory.  Many  forms  of  apparatus  have  been  devised 
for  drying  and  purifying  the  air  and  oxygen  which  are  used  in  the 
process.  Fig.  87  shows  one  which  is  durable  and  efficient.  The 
bulb  tube  entering  the  bottle  d  is  connected  with  the  gasometer  by 
means  of  a  rubber  tube.  The  bottle  d  is  half  filled  with  concen- 
trated sulphuric  acid,  through  which  the  gas  or  air  passes  in 
bubbles  and  enters  the  bottom  of  the  cylinder  c.  The  lower  half 
of  this  cylinder  is  filled  with  fragments  of  fused  potash  ;  the  upper 
half  with  calcium  chloride,  which  is  separated  from  the  potash  by  a 
layer  of  asbestos.  Glass  tubes  provided  with  glass  stopcocks  enter 
top  of  each  cylinder  through  rubber  stoppers,  and  are  connected 
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by  means  of  strong  rubber  tubes  to  the  two  limbs  of  the  forked 
tube  h,  so  that  a  regulated  current  of  either  air  or  oxygen  can  be 
made  to  enter  the  combustion  tube  through  a  at  will. 

In  carrying  out  the  process,  the  substance  to  be  analyzed  may 
be  mixed  directly  with  the  oxide  of  copper,  or  it  may  be  placed  in 
a  porcelain  or  platiimm  tray  and  kept  out  of  contact  with  the 
oxide.  The  latter  mode  of  proceeding  affords  an  opportunity  for 
obtaining  inorganic  constituents — e.g.,  ashes  in  coal — at  the  same 
time,  and  for  this  and  other  reasons  is  oftenest  preferable,  and  will 
be  first  described  under  a. 

a.  Combustion  in  a  platinum  or  porcelain  tray.  The  combus- 
tion tube  should  be  about  85  cm.  in  length  and  open  at  both  ends. 
Fix  a  plug  of  asbestos,  or  better  fine  copper  gauze,  at  a  point  40 
cm.  fi-om  the  rear  end  of  the  tube,  and  fill  with  coarsely  granulated 
oxide  of  copper  up  to  within  16  cm.  of  the  front  end,  and  secure 
the  oxide  in  place  by  another  plug  of  copper  gauze,  thus  leaving 
about  15  cm.  at  the  front  end  free.  Into  this  space,  a  roll  of 
copper  gauze,  8  to  10  cm.  long,  is  pushed  up  to  the  oxide.  This 
copper  roll  should  be  in  the  metallic  state  if  the  substance  to  be 
analyzed  contains  nitrogen,  chlorine,  or  bromine ;  otherwise  it 
should  previously  be  superficially  oxidized  by  passing  air  or 
oxygen  over  it  in  a  tube  at  a  red  heat.  Pro\ide  another  similar 
copper  roll  (metallic  for  all  cases)  to  be  placed  behind  the  tray 
containing  the  substance,  next  connect  an  unweighed  calcium 
chloride  tube  to  the  front  end  of  the  combustion  tube,  and  fit  a 
cork  or  rubber  stopper,  through  which  passes  a  small  strong  glass 
tube,  closely  into  the  rear  end. 

Xow,  in  order  to  thoroughly  expel  all  hygroscopic  moisture 
from  the  copper  rolls  and  the  oxide,  place  the  combustion  tube  in 
the  furnace,  and  connect  the  tube  inserted  in  the  rear  end  with  the 
tube  a,  fig.  87,  of  the  drying  and  purifying  apparatus,  which  must 
stand  at  the  end  of  the  furnace  connected  with  two  gasometers, 
one  holding  air,  the  other  oxygen  prepared  as  directed  in  §  66,  3. 
The  contents  of  the  tube  are  then  brouglit  gradually  to  a  dull  red 
heat,  while  a  slow  current  of  dry  air  is  passed  through  it.  Next, 
after  allowing  the  whole  to  cool,  remove  the  stopper  from  the  rear 
end,  draw  out  the  copper  roll  with  a  piece  of  wire,  intrciduce  the 
weighed  substance  in  a  tray,  pushing  it  nearly  up  to  the  oxide, 
replace  immediately  the  copper  roll,  lea\ing  it  midway  between  the 
tray  and  the   end  of  the  tube,  replace  also  without   delay   the 
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stopper,  and  connect  as  before  with  the  drying  apparatus.  The 
unweighed  calcium  chloride  tube  is  now  removed  from  the  front 
end  of  the  Qombustion  tube,  and  the  -weighed  absorbing  apparatus 
is  attached.  All  being  thus  made  ready,  with  stopcocks  both  for 
air  and  oxygen  closed,  heat  the  front  roll  of  copper  and  oxide  of 
copper,  so  far  as  possible  without  affecting  the  substance  in  the 
tray,  and  also  the  rear  copper  roll,  all  to  dull  redness.  Then  turn 
on  a  very  slow  current  of  oxygen  and  commence  cautiously  to  heat 
the  tray.   The  oxygen  is  not  designed  to  aid  the  combustion  at  this 


Fig.  87. 

Stage :  it  is  taken  up  by  the  metallic  copper ;  but  serves  to  prevent 
products  of  distillation  from  receding  and  being  deposited  in  the 
end  of  the  tube.  Tlie  heat  which  the  substance  itself  will  bear,  or 
the  rate  at  M'hich  the  heat  may  be  increased,  depends  upon  its 
volatility,  and  is  best  regulated  by  observing  the  rate  at  which  gas 
bubbles  enter  the  first  bulb  of  the  potasli  ajiparatus.  When  the 
evolution  of  gas  is  much  diminished  and  only  fixed  carbon  remains 
m  the  tray,  the  rear  copper  roll  is  allowed  to  cool,  and  the  com- 
bustion is  completed  by  increasing  the  current  of  oxygen.  When 
this  is  effected,  and  it  is  observed  that  the  greater  part  of  the 
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reduced  copper  before  the  tray  has  been  reoxidized,  shut  ofE  the 
oxygen  and  supply  instead  a  current  of  air  until  the  oxygen  is 
expelled  from  tlie  apparatus.  The  operation  is  now  at  an  end. 
The  stopcock  admitting  air  is  shut,  and  the  furnace  allowed  to  cool. 

Several  combustions  can  usually  be  made  in  the  same  tube  by 
this  method.  If  the  rear  roll  of  copper  becomes  too  much  oxidized 
by  repeated  use,  it  may  be  reduced  to  the  metallic  state  by  heating 
in  a  current  of  hydrogen.  The  oxide  of  copper  and  the  front 
copper  roll  will  remain  in  order,  unless  it  is  desired  to  have  the 
front  roll  in  the  metallic  state  for  substances  containing  nitrogen, 
&c.,  in  which  case  it  may  also  be  deoxidized  by  hydrogen.  If  one 
combustion  is  to  be  made  immediately  after  another  in  the  same 
tube,  the  preliminary  heating  to  expel  hygroscopic  moisture  is,  of 
course,  unnecessary. 

h.  Comhustion  of  the  suhstamce  mixed  with  oxide  of  copper. 
The  combustion  tube  is  prepared  and  ignited  to  expel  hygroscopic 
moisture  from  its  contents  as  above  described  in  a,  in  all  particulars 
except  the  following  :  It  maybe  somewhat  shorter — the  rear  copper 
roll  is  omitted,  a  few  cm.  of  the  rear  portion  of  the  copper  oxide 
should  be  in  a  fine  state  of  division  instead  of  coarsely  granulated. 
After  the  preliminary  ignition  and  sufiicient  cooling,  the  tube  is 
taken  from  the  furnace,  and  the  substance  is  introduced  from  the 
long  narrow  tube  in  which  it  has  been  weighed,  and  quickly  mixed 
with  the  oxide  by  means  of  a  copper  wire  with  twisted  end  (see 
fig.  78,  §  174) ;  next,  without  delay,  oxide  of  copper  which  has 
been  ignited  and  cooled  in  a  tube  or  flask  (see  fig.  77,  §  174)  is 
poured  into  the  rear  end  of  the  tube — enough  to  occupy  about  12 
cm.  in  length  of  the  space  behind  the  mixture — while  about  an 
equal  space  at  the  very  end  should  remain  empty.  A  few  gentle 
taps  on  the  table  by  the  tube  in  a  horizontal  position  will  serve  to 
shake  the  contents  down  a  little,  so  as  to  leave  a  narrow  clear 
passage  above.  The  tube  is  now  laid  in  the  furnace,  the  unweighed 
calcium  chloride  tube  is  removed  from  the  front  end,  the  proper 
absorbing  apparatus  is  attached,  connection  of  the  after-end  with 
the  drying  and  purifying  apparatus  is  made,  and  finally  the  whole 
remaining  part  of  the  process  is  conducted  as  directed  above  in  a, 
except  that  a  very  slow  stream  of  oxygen  may  be  used  at  an  earlier 
stage  of  the  process,  or  at  least  before  signs  of  moisture  or  receding 
gases  appear  in  the  empty  space  at  the  rear  end  of  the  combustion 
tube. 
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The  combustion  tube  may  be  used  a  second  time,  or  so  long  as 
it  remains  uninjured,  removing  the  fine  oxide  of  copper  from  the 
after-part  with  a  wire  each  time,  and  allowing  the  granulated  to 
remain. 

Volatile  Substances,  or  Bodies  undergoing  Alteration  at 
100°  (losing  Water,  for  instance). 


I' 


§  179. 

The  process  is  conducted  either  according  to 
§  174,  or  as  directed  §  178.  Ignited  chromate  of 
lead,  cooled  in  a  closed  tube,  may  also  be  em- 
ployed as  oxidizing  agent. 

h.  Fluid  Bodies. 

a.  Volatile  liquids  {e.g.,  ethereal  oils,  alco- 
hol, etc.). 


■f 


180. 


I  1.  The  analysis  of  organic  volatile  fluids  re- 

I  quires  the  objects  enumerated  in  §  174.  The  ^^§ 
"  combustion  tube  should  be  somewhat  longer  than  " 
there  mentioned ;  it  should  have  a  length  of  50 
or  60  cm.,  according  as  the  substance  is  less  or 
more  volatile.  The  process  requires  besides  sev- 
ei-al  small  glass  bulbs  for  the  reception  of  the 
liquid  to  be  analyzed.  These  bulbs  are  made  in 
the  following  manner : 

A  glass  tube,  about  30  cm.  long  and  about  8 
mm.  wide,  is  drawn  out  as  shown  in  fig.  88,  fused 
off  at  d,  and  A  expanded  into  a  bulb,  as  shown 
in  fig.  89.  The  bulbed  part  is  then  cut  off  at  /?. 
Another  bulb  is  then  made  in  the  same  way,  and  a  third 
and  fourth,  &c.,  as  long  as  sufficient  length  of  tube  is 
left  to  secure  the  bulb  from  being  reached  by  the  moist- 
ure of  the  mouth. 

Two  of  these  bulbs  are  accurately  weighed ;  they  are 
then  filled  with  the  liquid  to  be  analyzed,  closed  by 
Tig.  88.  fugioDj  and  weighed  again.  The  filling  is  effected  by 
slightly  heating  the  bulb  over  a  lamp  and  immersing  the  point 
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into  the  liquid  to  be  analyzed,  part  of  which  will  now,  upon  cool- 
ing, enter  the  bulb.  If  the  fluid  is  highly  volatile,  the  portion 
entering  the  still  warm  bulb  is  converted  into  vapor,  which  expels 
the  fluid  again ;  but  the  moment  the  vapor  is  recondensed,  the 
bulb  fills  the  more  completely.  If  the  liquid  is  of  a  less  volatile 
nature,  a  small  portion  only  will  enter  at  first ;  in  such  cases  the 
bulb  is  heated  again,  to  convert  what  has  entered  into  vapor,  and 
the  point  is  then  again  immersed  into  the  fluid,  which  will  now 
readily  enter  and  fill  the  bulb.  The  excess  of  fluid  is  ejected  from 
the  neck  of  the  little  tube  by  a  sudden  jerk ;  the  point  of  the 
capillary  neck  is  then  sealed  in  the  blowpipe  flame.  The  combus- 
tion tube  is  now  prepared  for  the  process  by  introducing  into  it 
from  the  filling-tube  or  flask  (§  174)  a  layer  of  oxide  of  copper 
occupying  about  6  cm.  in  length.  The  middle  of  the  neck  of  one 
of  the  bulbs  is  slightly  scratched  with  a  file,  the  pointed  end  is 
quickly  broken  off,  and  the  bulb  and  end  are  dropped  into  the 
combustion  tube  (see  fig.  90).  Another  layer  of  oxide  of  copper, 
about  6 — 9  cm.  long,  is  then  filled  in,  and  the  other 
bulb  introduced  in  the  same  manner  as  the  first. 
The  tube  is  finally  nearly  filled  with  oxide  of  cop- 
per. A  few  gentle  taps  upon  the  table  suflice  to 
clear  a  free  passage  for  the  gases  evolved.  (It  is 
advisable  to  place  in  the  anterior  half  of  the  com- 
bustion tube  small  lumps  of  oxide  of  copper  [comp. 
§  66,  1],  or  superficially  oxidized  copper  turnings, 
which  will  permit  the  free  passage  of  the  gases, 
even  with  a  narrow  channel,  or  no  channel  at  all ; 
since  with  a  wide  channel  there  is  the  risk  of  vapors 
passing  unconsumed  through  the  tube.) 

The  combustion  of  highly  volatile  substances 
demands  great  care,  and  requires  certain  modifica- 
tions of  the  common  method.  The  operation  com- 
mences by  heating  to  redness  the  anterior  half  of 
the  tube,  wliicli  is  separated  from  the  rest  by  a 
screen,  or  in  the  case  of  highly  volatile  substances,  by  two  screens ; 
ignited  charcoal  is  then  placed  behind  the  tube  to  heat  the  tail 
and  prevent  the  condensation  of  vapor  in  that  part.  A  piece  of 
red-hot  charcoal  is  now  applied  to  that  part  of  the  tube  which  is 
occupied  by  the  first  bulb  ;  this  causes  tlie  efflux  and  evaporation 
of  the  contents  of  the  latter ;  the  vapor  passing  over  the  oxide  of 
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copper  suffers  combustion,  and  thus  the  evolution  of  gas  com- 
mences, which  is  then  maintained  by  heating  very  gradually  the 
first,  and  after  this  the  second  bulb ;  it  is  better  to  conduct  the 
operation  too  slowly  than  too  quickly.  Sudden  heating  of  the 
bulbs  would  at  once  cause  such  an  impetuous  rush  of  gas  as  to 
eject  the  fluid  from  the  potash  bulbs.  The  tube  is  finally  in  its 
entire  length  surrounded  with  ignited  charcoal,  and  the  rest  of  the 
operation  conducted  in  the  usual  way.  If  the  air  drawn  through 
the  apparatus  tastes  of  the  analyzed  substance,  this  is  a  sure  sign 
that  complete  combustion  has  not  been  effected. 

2.  In  the  combustion  of  liquids  of  liigh  boiling  point  and 
abounding  in  carbon,  e.g.^  ethereal  oils,  unconsumed  carbon  is  apt 
to  deposit  on  the  completely  reduced  copper  near  the  substance ; 
it  is  therefore  advisable  to  distribute  the  quantity  intended  for 
analysis  (about  0'4  grm.)  in  3  bulbs,  separated  from  each  other  in 
the  tube  by  layers  of  oxide  of  copper. 

3.  In  the  combustion  of  less  volatile  liquids,  it  is  advisable  to 
empty  the  bulbs  of  their  contents  before  the  combustion  begins : 
this  is  effected  by  connecting  the  filled  tube  with  an  exhausting 
syi'inge,  and  rarefying  the  air  in  the  tube  by  a  single  pull  of  the 
handle ;  this  will  suffice  to  expand  the  air-bubble  in  each  bulb  suf- 
ficiently to  eject  the  oily  liquid  from  it,  which  is  then  absorbed  by 
the  oxide  of  copper. 

4.  If  there  is  reason  to  apprehend  that  the  oxide  of  copper 
may  not  suffice  to  effect  the  conipjlete  combustion  of  the  carbon, 
the  process  is  terminated  in  a  stream  of  oxygen  gas  (compare  §  170). 

5.  If  it  is  intended  to  effect  the  combustion  in  the  apparatus 
described  in  §  178  (in  a  current  of  oxygen  gas),  the  bulb  must  be 
drawn  out  to  a  fine  long  point,  and  filled  almost  completely  with 
the  fluid.  The  point  is  then  sealed  in  the  blowpipe  flame,  and  the 
bulbs  are  transferred  in  that  state  to  the  combustion  tube.  When 
the  anterior  and  the  farther  end  of  the  tube  are  red-hot,  a  piece  of 
ignited  charcoal  is  put  to  the  part  occupied  by  the  first  bulb,  when 
the  expansion  of  the  liquid  will  cause  it  to  burst.  "Wlien  tlio  con- 
tents of  the  first  bulb  are  consumed,  tlie  second,  and  after  tliis  tlie 
third,  are  treated  in  the  same  way.  Tliis  metliod  will  not  answer, 
however,  for  very  volatile  liquids,  as,  /?.</.,  ether,  on  account  of  the 
explosion  which  would  inevitably  take  place. 
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yS.  Nonvolatile  Liquids  {e.g.,  fatty  oils). 

§  181. 

The  combustion  of  non-volatile  liquids  is  effected  either,  1,  with 
chroniate  of  lead,  or  oxide  of  copper  and  oxygen ;  2,  in  the  appar- 
atus described  §  178. 

1.  Tlie  operation  is  conducted  in  general  as  directed  §  175  or 
§  176.     The  substance  is  weighed  in  a  small  tube,  placed  for  that 
=^"1         purpose  in  a  tin  foot  (see  fig.   91),  and  the  mixing 
effected  as  follows :    Introduce  into  the  combustion 
tube  first  a  layer,  about  6  cm.  long,  of  chromate  of 

«\  lead,  or  of  oxide  of  copper ;  then  drop  in  the  small 
^  cylinder  with  the  substance,  and  let  the  oil  completely 
\=i,:=^^^^—.^..A  run  out  into  the  tube  ;  make  it  spread  about  in  various 
Fig.  91.  directions,  taking  care,  however,  to  leave  the  upper 
side  (intended  for  the  channel)  and  the  forepart,  to  the  extent  of  -J 
or  \  of  the  length  of  the  tube,  entirely  clean.  Fill  the  tube  now 
nearly  with  chromate  of  lead  or  oxide  of  copper — which  has  pre- 
viously been  cooled  in  the  filling  tube  or  flask — taking  care  that 
the  little  cylinder  which  contained  the  oil  be  completely  filled  with 
the  oxidizing  agent.  Place  the  tube  in  hot  sand,  which,  imparting 
a  high  degree  of  fluidity  to  the  oil,  leads  to  the  perfect  absorption 
of  the  latter  by  the  oxidizing  agent,  and  proceed  with  the  combus- 
tion in  the  usual  way.  It  is  advisable  to  select  a  tolerably  long 
tube.  Chromate  of  lead  is  usually  to  be  preferred.  If  it  is  used, 
a  very  intense  heat,  sufficiently  strong  to  fuse  the  contents  of  the 
tube,  is  cautiously  applied  in  the  last  stage  of  the  process. 

Solid  fats  or  waxy  substances  which,  not  being  reducible  to 
powder,  cannot  be  mixed  with  the  oxidizing  agent  in  the  usual 
way,  are  treated  in  a  similar  manner  to  fatty  oils.  They  are  fused 
in  a  small  weighed  glass  boat,  made  of  a  tube  divided  lengthwise ; 
when  cold,  the  little  boat  witli  its  contents  is  weighed,  and  then 
dropped  into  the  combustion  tube,  which  has  been  previously  filled 
to  the  extent  of  about  6  cm.  with  chromate  of  lead,  or  with  oxide 
of  copper.  The  substance  is  then  fused  by  the  application  of  heat, 
and  made  to  spread  about  in  the  tube  in  the  same  manner  as  is 
done  with  fatty  oils  ;  the  rest  of  the  operation  also  being  conducted 
exactly  as  in  the  latter  case.  If  chromate  of  lead  is  employed,  it 
will  be  found   advantageous  to  add  some  potassium  dichromate 
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(§  17Y).  If  oxide  of  copper  be  used,  fiiiisli  in  a  stream  of  oxygen 
(§176). 

2.  If  it  is  intended  to  effect  the  combustion  of  fatty  substances 
or  other  bodies  of  tlie  kind  in  a  tray,  in  a  current  of  oxygen  gas, 
by  means  of  tlie  apparatus  described  in  §  1Y8,  tlie  combustion  must 
be  conducted  with  great  care.  As  soon  as  the  oxide  of  copper  in 
the  anterior  and  the  copper  roll  in  the  posterior  parts  of  the  tube 
are  red-hot,  carefully  regulated  heat  is  applied  to  the  part  occupied 
by  the  tray.  The  volatile  products  generated  by  the  dry  distilla- 
tion of  the  substance  burn  at  the  expense  of  the  oxide  of  copper. 

When  it  is  perceived  that  the  surface  layer  of  the  oxide  of  cop- 
per is  reduced,  the  application  of  heat  to  the  substance  is  suspended 
for  a  time,  and  resumed  only  after  the  reduced  copper  is  reoxid- 
ized  in  the  stream  of  oxygen  gas.  Care  is  finally  taken  to  insure 
the  complete  combustion  of  the  carbon  remaining  in  the  boat. 

Supplement  to  A.,  §§  174 — 181. 

§182. 

Modified  Appaeatus  fob  the  Absoeption  of  Caebonio  Acid. 

G.  J.  Mulder*  has  replaced  the  potash  bulbs  altogether  by  a 
totally  diSereut  absorption  apparatus.  The  calcium  chloride 
tube  is  immediately  connected  with  the  system  of  U-tubcs,  fig. 
92 ;  a  contains  small  pieces  of  glass,  6  to  10  drops  concentrated 
sulphuric  acid,  and  at  the  top 
asbestos  plugs.  5  is  filled  to  \ 
with  granulated  soda  lime  (say 
20  grm.  prepared  as  directed 
in  §  66,  4),  the  remaining  \  (in 
the  2d  limb)  contains  calcium 
chloride  (say  3  grm.).  Lastly,  c 
is  filled  with  lamps  of  potassa. 
a  and  5  are  weighed  together, 
c  serves  as  a  guard  to  5,  and 
is  not  weighed.  The  sulphuric 
acid  tube   serves    to    show   the  ^^S-  ^^• 

rate  of  the  evolution  of  gas ;  it  contains  enough  sulphuric  acid. 


*  Zeitschrift  f.  analyt.  Chom.  1,  2. 


632  ORGANIC   ANALYSIS. 


[§  182. 


when   the   lower  part  is  just  stopped  up.     If  the  process  goes 
on  properly,  the  weight  of  the  tube  does  not  increase  more  than 
1  mgrm. ;   generally  the  incroTnent  is  unweighable.     If  the  tube 
is  closed  after  use   with  caoutchouc  caps,  it   may  be  used  over 
and  over  again.     The  sulphuric  acid  possesses  the  advantage  over 
other  fluids  that  it  indicates  whether  the  combustion  was  complete 
or  not;  for  in  the  first  case  it  remains  colorless,  in  the  second 
it  becomes  brown  from  the  escaping  hydrocarbons,  and  then  the 
results  cannot  be  expected  to  be  perfectly  accurate.     The  absorp- 
tion of  the  carbonic  acid  by  the  soda-lime  tube  is  as  rapid  as  it  is 
complete ;  even  when  a  stream  of   carbonic  acid  is  passing,  with 
ten  times  the  rapidity  usual  in  organic  analysis,  no  trace  of  the 
acid  makes  its  escape.     The  absorption  of   the  carbonic  acid  is 
attended  with  warming  of  the  soda-lime ;  if  any  water  evaporates 
from  the  soda-lime,  it  is  retained  by  the  calcium  chloride  in  the 
second  limb.    The  corks  of  the  absorption  tubes  are,  like  the  others, 
coated  with  sealing-wax.     A  filled  soda-lime  tube  weighs  about  40 
grm.     The  first  time  it  is  used  alone ;  the  second  time  the  same 
tube  is  used,  but  as  a  precautionary  measure  a  second  similarly 
filled  and  separately  weighed  tube  is  placed  in  front  of  it.     The 
second  tube  rarely  increases  in  weight,  and  unless  it  does,  the  first 
tube  can  be  used  a  third  time,  but  of  course  in  connection  with  the 
second.     If  the  second  tube  has  gained  in  the  third  operation,  the 
first  tube  is  rejected  at  the  fourth  operation,  and  the  second  is  now 
used  alone,  &c.     If  after  the  combustion  a  stream  of  oxygen  is 
transmitted  through  the  combustion  tube,  the  tubes  are  of  course 
at  the  end  full  of  oxygen.     If,  then,  care  be  taken  that  the  tubes 
are  full  of  oxygen  before  weighing,  the  trouble  of  the  final  trans- 
mission of  air  may  be  saved.     For  weighing,  Muldee  closes  the 
ends  of  the  glass  tubes  with  caps  made  out  of  india-rubber  tube. 
According  to  Dbbbits,*  however,  this  is  not  to  be  recommended. 

Mulder's  absorption  apparatus  is  peculiarly  suitable,  when  the 
carbonic  acid  is  mixed  with  another  gas.  It  insures  complete 
absorption,  precludes  the  evaporation  of  any  water,  and  offers  per- 
fect security  in  case  of  the  sudden  occurrence  of  a  too  rapid  evolu- 


tion of  gas. 


*  Zeit.  f.  anal.  Chem.  15,  157. 
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B.  Ahaitsis  of  Compounds  consisting  of  Caebon,  Hydeogen, 
Oxygen,  and  Niteooen. 

The  principle  of  the  analysis  of  such  compounds  is  in  general 
this:  in  one 2>ort ion  the  carhon  and  the  hydrogen  are  determined 
as  carbonic  acid  and  water  respectively;  in  anot/i<>r  jw/iion,  the 
nitrogen  is  determined  either  in  the  gaseous  form,  or  as  ammonium 
platinic  chloride,  or  by  determining  volumetrically  the  ammonia 
formed  from  the  nitrogen ;  the  oxygen  is  calculated  from  the  loss. 

As  the  presence  of  nitrogen  exercises  a  certain  influence  upon 
the  estimation  of  carbon  and  hydrogen,  we  have  here  to  consider 
not  only  the  method  of  determining  the  nitrogen,  but  also  the 
modifications  which  the  presence  of  the  nitrogen  renders  necessary 
in  the  usual  method  of  determining  the  carbon  and  hydrogen. 


a.  Deteemination  of  the  Caebon  and  Hydeogen  in  Niteogenoxts 

Substances. 

§  183. 

1.  Wlien  nitrogenous  substances  are  ignited  with  oxide  of  cop- 
per or  with  lead  chromate,  a  portion  of  the  nitrogen  present 
escapes  in  the  gaseous  form,  together  with  the  carbonic  acid  and 
aqueous  vapor;  whilst  another  portion,  minute  indeed,  still,  in 
bodies  abounding  in  oxygen,  not  quite  insignificant,  is  converted 
into  nitric  oxide  gas,  which  is  subsequently  transformed  wholly  or 
partially  into  nitrous  acid  by  the  air  in  the  apparatus.  The  appli- 
cation of  the  methods  described  in  §§  174,  etc.,  in  the  analysis  of 
nitrogenous  substances  would  accordingly  give  too  much  carbon  ; 
since  the  potash  bulbs  would  retain,  besides  the  carbonic  acid,  also 
the  nitrous  acid  formed  and  a  portion  of  the  nitric  oxide  (which  in 
the  presence  of  potassa  decomposes  slowly  into  nitrous  acid  and 
nitrous  oxide).  This  defect  may  be  remedied  by  selecting  a  com- 
bustion tube  about  12 — 15  cm.  longer  than  those  commonly 
employed,  filling  this  in  the  usual  way,  l)ut  finishing  with  a  loose 
layer,  about  9 — 12  cm.  long,  of  clean,  fine  copper  turnings  (§  0(5, 
6),  or  a  compact  roll  of  copper  wire-gauze.  The  roll  of  copper 
gauze  in  front  of  the  oxide  should  not  be  previously  oxidized  (as 
is  recommended  for  substances  free  from  nitrogen  chlorine  and 
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bromine),  but  should  be  in  the  metallic  state*.  The  process  is  com- 
menced by  heating  these  copper  turnings  to  redness,  in  which  state 
they  are  maintained  during  the  whole  course  of  the  operation. 
These  are  the  only  modifications  required  to  adapt  the  methods 
above  described  for  the  analysis  of  nitrogenous  substances.  The 
use  of  the  metallic  copper  depends  upon  its  property  of  decompos- 
ing, when  in  a  state  of  intense  ignition,  all  the  oxides  of  nitrogen 
into  oxygen,  with  which  it  combines,  and  into  pure  nitrogen  gas. 
As  the  metal  exercises  this  action  only  when  in  a  state  of  intense 
ignition,  care  must  be  taken  to  maintain  the  anterior  part  of  the 
tube  in  that  state  throughout  the  process.  As  metallic  copper 
recently  reduced  retains  hydrogen  gas,  and,  when  kept  for  some 
time,  aqueous  vapor  condensed  on  the  surface,  the  copper  turnings 
intended  for  the  process  must  be  introduced  into  the  tube  hot  as 
they  come  from  the  drying  closet  (which  is  heated  to  100°).  v. 
LiEBiG  recommends  to  compress  the  hot  turnings  in  a  tube  into  a 
cylindrical  form,  to  facilitate  their  rapid  introduction  into  the 
combustion  tube. 

2.  If  it  is  intended  to  burn  nitrogenous  bodies  in  the  apparatus 
described  in  §  178,  care  must  be  taken  to  keep  at  least  the  anterior 
half  of  the  roll  from  oxidizing,  both  during  the  ignition  in  the 
current  of  air  and  during  the  actual  process  of  combustion.  When 
the  operation  is  terminated,  and  the  oxidation  of  the  metallic 
copper  is  visibly  progressing,  the  oxygen  is  turned  off,  and  the 
cock  of  the  air  gasometer  opened  a  little  instead,  to  let  the  tube 
cool  in  a  slow  stream  of  atmospheric  air. 

3.  Since  the  metallic  copper  is  usually  oxidized  during  each 
combustion  and  must  be  reduced  again,  SxEmf  uses  silver  instead 
of  copper.  Silver  has  the  additional  advantage  that  it  retains  also 
chlorine.  According  to  the  investigations  of  Calbeela,  silver  at  a 
red  heat  reduces  oxides  of  nitrogen  completely,  while  it  does  not 
exercise  the  least  influence  on  carbonic  acid. 

h.     DETEESnNATION    OF    THE   NiTEOGEN    IN    OeGAJ^JIC    COM- 
POUNDS. 

As  already  indicated,  two  essentially  different  methods  are  in 

*  The  copper  turnings  or  gauze  cannot  be  replaced  by  the  metallic  powder 
obtained  by  the  reduction  of  the  oxide  with  hydrogen,  as  this  obstinately  retains 
hydrogen,  and  consequently  decomposes  appreciable  quantities  of  carbonic  acid 
with  formation  of  carbonic  oxide.  SchriJtter,  Lautemann,  Journ.  f.  prakL 
Chem.  77,  316. 

t  Zeitschrift  f .  anal.  Chem.  8,  83. 
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use  for  effecting  the  determination  of  the  nitrogen  in  organic  com- 
pounds ;  viz.,  the  nitrogen  is  either  separated  in  the  pure  form  and 
its  volume  measured,  or  it  is  converted  into  ammonia,  and  this  is 
determined  eitlier  as  ammonium  platinic  chloride,  or  volumetric- 
ally  by  neutralization. 


a.  Determination  of  the  Nitrogen  from  the  Volume. 
§184. 

aa.  Dumas'  Method,  modified  by  Schiel. 

This  method  may  be  employed  in  the  analysis  of  all  organic 
couipounds  containing  nitrogen.  It  requii-es  a  graduated  glass 
cylinder  of  about  200  c.c.  capacity,  with  a  ground-glass  plate  to 
cover  it. 

The  combustion  tube  should  be  60  or  YD  cm.  long,  and  drawn 
out  at  the  posterior  end  to  a  stout  open  tail,  which  should  have  a 
small  bulb  or  swell  for  the  better  fastening  of  a  rubber  tube  to  it. 
Introduce  into  it  near  the  tail  a  plug  of  newly  ignited  asbestos, 


Fig.  93 

then  a  layer  of  oxide  of  copper,  -i  cm.  long ;  after  this  the  intimate 
mixture  of  an  accurately  weighed  portion  of  the  substance  (0-3 — 
0'6  grm.,  or,  in  the  case  of  compounds  poor  in  nitrogen,  a  some- 
what larger  quantity)  with  oxide  of  copper,  then  the  oxide  which 
has  served  to  rinse  the  mortar,  followed  by  a  layer  of  pure  oxide, 
and,  lastly,  a  layer  of  copper  turnings,  about  15  cm.  long.  Make 
a  channel  along  the  top  of  the  tube  by  gentle  tapping.  Connect 
the  tube  with  the  bent  delivery  tube  c_/'(fig.  93),  and  place  in  the 
furnace.  Connect  the  tail  by  means  of  a  stout  tube  of  india-rub- 
ber with  an  apparatus  for  giving  a  continuous  stream  of  washed 
carbonic  acid  gas.  Transmit  this  slowly  through  the  tube  for  half 
an  hour,  then  immerse  the  end  of  the  bent  delivery  tube  under 
mercury,  and  invert  over  it  a  test  tube  filled  with  solution  of 
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potassa.  If  the  gas  bubbles  entering  the  cylinder  are  completely 
absorbed  by  the  solution  of  potassa,  this  is  a  proof  that  the  air  is 
thoroughly  expelled  from  the  tube.  But  should  this  not  be  the 
case,  the  evolution  of  carbonic  acid  must  be  continued  until  the 
desired  point  is  attained.  When  the  gas  is  completely  absorbed, 
close  the  communication  between  the  CO,  generator  and  the  com. 
bustion  tube  by  a  screw  clamp  or  stopcock,  invert  the  graduated 
cylinder,  filled  f  with  mercury,  -J-  with  concentrated  solution  of 
potassa,  over  the  end  of  the  delivery  tube,  with  the  aid  of  a 
ground-glass  plate,*  and  proceed  with  the  combustion  in  the  usual 
way,  heating  first  the  anterior  end  of  the  tube  to  redness,  and 
advancing  gradually  towards  the  farther  end.  In  the  last  stage  of 
the  jDrocess,  communication  is  reestablished  with  the  CO,  genera- 
tor, and  thus  the  whole  of  the  nitrogen  gas  which  still  remains  in 
the  tube  is  forced  into  the  cylinder.  Wait  now  until  the  volume  of 
the  gas  in  the  cylinder  no  longer  decreases,  even  upon  shaking  the 
latter  (consequently,  until  the  whole  of  the  carbonic  acid  has  been 
absorbed),  then  place  the  cylinder  in  a  large  and  deep  glass  vessel 
filled  with  water,  the  transport  from  the  mercurial  trough  to  this 
vessel  being  effected  by  keeping  the  aperture  closed  with  a  small 
dish  filled  with  mercury.  The  mercury  and  the  solution  of  potassa 
sink  to  the  bottom,  and  are  rejjlaced  by  water.  Immerse  the  cylin- 
der, then  raise  it  again  until  the  water  is  inside  and  outside  on  an 
exact  level ;  read  off  the  volume  of  the  gas  and  mark  the  tempera- 
ture of  the  water  and  the  state  of  the  barometer ;  calculate  the 
weight  of  the  nitrogen  gas  from  its  volume,  after  reduction  to  tiie 
normal  temperature  and  pressure,  and  with  due  regard  to  the  ten- 
sion of  the  aqueous  vapor  (comp.  "  Calculation  of  Analyses").  The 
results  are  generally  somewhat  too  high,  viz.,  by  about  0'2 — 0-5 
per  cent. ;  this  is  owing  to  the  circumstance  that  even  long-con- 
tinued transmission  of  carbonic  acid  throush  the  tube  fails  to  expel 
every  trace  of  atmospheric  air  adhering  to  the  oxide  of  copper. 

*  The  following  is  the  best  way  of  filling  tlie  cylinder  and  inverting  it  over 
the  opening  of  the  bent  delivery  tube: — The  mercury  is  introduced  at  first,  and 
the  air-bubbles  which  adhere  to  the  walls  of  the  vessel  are  removed  in  the  usual 
way.  The  solution  of  potassa  is  then  poured  in,  leaving  the  top  of  the  cylinder 
free  to  the  extent  of  about  3  lines;  this  is  cautiously  filled  up  to  the  brim  with 
pure  water,  and  the  ground-glass  plate  slided  over  it.  The  cylinder  is  now 
inverted,  and  the  opening  placed  under  the  mercury  in  the  trough ;  the  glass  plate 
is  then  withdrawn  from  under  the  cylinder.  In  this  manner  the  operation  may 
be  performed  easily,  and  without  soiling  the  fingers. 


§184.  J  OEGANIC  ANALYSIS.  637 

It  is  highly  advisable,  before  making  any  nitrogen  determina- 
tions with  this  method,  to  subject  a  non-nitrogenons  substance,  e.g., 
sugar,  to  the  same  process.  The  analyst  thereby  acquaints  himself 
witli  the  extent  of  the  error  to  which  he  will  be  exposed.  In  such 
an  experiment  the  quantity  of  unabsorbed  gas  should  not  exceed 
1  or  1^  c.c. 

To  insure  complete  combustion  of  difBcultly  combustible  bod- 
ies, Steeckeb  recommends  the  addition  of  arsenious  oxide  in  pow- 
der to  the  oxide  of  copper  with  which  the  substance  is  to  be  mixed ; 
tlie  arsenious  oxide  is  volatilized  by  the  action  of  the  heat,  the 
fumes  burning  the  whole  of  the  carbon  like  a  current  of  oxygen. 
The  arsenious  oxide  sublimes  in  the  anterior  part  of  the  tube, 
arsenic  remains  in  the  copper. 

yb.  By  exhaustion  of  the  combustion  inihe  with  an.  air  pump, 
and  measurement  of  nitrogen  in  Schiff''s  Asotometer. 

A  process  capable  of  giving  much  more  accurate  results  than 
the  preceding  (aa)  has  been  developed  by  Feanklajto  and  Aem- 
STEONG,*  Gebbs  +  aud  Johnson.     It  is  described  X  as  follows : 

EEAGENTS. 

Cuprio  oxide. — "  Copper  scale,"  which  may  contain  cuprous 
oxide,  coal  d^st,  oil,  &c.,  is  mixed  in  an  iron  pot  with  10  per  cent, 
of  potassium  chlorate  and  enough  water  to  make  a  thin  paste.  The 
mass  is  heated  and  stirred  till  dry,  the  heat  is  then  raised  to  the  point 
of  ignition,  and  until  the  mass  does  not  glow  nor  sparkle  when 
stirred. 

The  potassium  chloride  is  washed  out  by  decantation  and  the 
cupric  oxide  is  dried  and  moderately  ignited. 

Metallic  copper. — Granular  copper  oxide,  or  fine  copper  gauze, 
is  suitable  for  its  preparation.  The  granular  copper  is  most  con- 
venient ;  copper  gauze  must  be  made  into  rolls  adapted  to  the 
combustion  tube.  The  copper  is  reduced  and  cooled  as  usual  in  a 
stream  of  hydrogen. 

Potassium  chlorate. — Commercial  potassium  chlorate  is  fused 
in  porcelain  and  pulverized. 

Sodium  hioarhonate  must  contain  no  organic  matter. 

*  Jour.  Chem.  Soc.  [ii],  vol.  vi.  p.  77. 

t  Am  Journ.Sci.  and  Arts,  vol.  xlviii. 

X  By  Johnson  and  Jenkins,  American  Chemical  Journal,  ii.  27. 
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Solution  of  Caustic  Potash.- — Dissolve  commercial  "  stick  pot- 
ash" in  less  than  its  weight  of  water,  making  a  solution  so  concen- 
trated that,  on  cooling,  it  deposits  crystals  of  potassium  hydrate. 

The  same  clear  solution  may  be  used  for  a  number  of  combus- 
tions or  until  the  absorption  of  carbonic  acid  gas  is  not  quite  prompt. 


APPAEATUS. 

The  Combustion  tuhe  should  be  of  the  best  hard  Bohemian 

glass,  about  2  feet  4  inches  long.     The  rear  end  is  bent  and  sealed 

as  in  fig.  96. 

It  is  best  to  protect  the  horizontal  part  with  thin  copper  foil. 

The  tube  is  connected  with  the  pump  by  a  close  fitting  rubber 

cork,  smeared  with  glycerine. 

Azotometer. — This  is  a  modification  of  the  apparatus  invented 

and  described  by  Schiff,  Fres.  Zeitschrift,  Bd.  Y,  p.  430. 
It  is  represented  in  fig.  94. 

The  gas  is  measured  in  an  accurately  calibrated  cylinder  (bu- 
rette) A  of  120  c.  c.  capacity,  graduated  to 
fifths  of  cubic  centimetres,  and  closed  at  the 
upper  end  by  a  glass  stopcock.  The  lower 
end  is  connected,  by  means  of  a  perforated 
rubber  stopper  about  If  inches  long  and 
1^  inches  diameter,  with  another  tube  hav- 
ing two  arms,  one,  D,  to  receive  the  delivery 
tube  from  the  pump,  the  other  connected 
by  a  rubber  tube  with  a  bulb  of  200  c.  e. 
capacity,  F,  through  which  potash  solution 
is  supplied.  The  graduated  tube  is  en- 
closed in  a  water-jacket  with  an  external 
diameter  of  about  If  inches.  Its  lower  end 
is  closed  by  the  caoutchouc  stopper  that 
connects  the  two  parts  of  the  azotometer 
described  above.  The  upper  end  of  the 
jacket  is  closed  by  a  thin  rubber  disc,  slit 
radially  and  having  four  perforations :  one 
in  the  centre,  through  which  the  neck  of 
the  graduated  tube  passes,  and  three  others 
near  the  circumference. 
Through  one  of  the  latter,  a  glass  tube,  L,  bent  as  in  the  figure, 

reaches  to  the  bottom  of  the  jacket,  another  short  tube  just  passes 


Fig.  94, 
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through  the  disc,  and  the  third  hole  is  for  supporting  a  thermo- 
meter. The  azotoineter  is  held  upright  and  firm  on  a  stand  by 
rings  fitting  around  the  jacket  and  by  cork  wedges. 

The  bulb  for  potash  solution  rests  in  a  slotted,  sliding  ring. 

The  all'  pump  used  is  the  Sprengel  mercury  pump,  modified 
merely  so  as  to  be  easily  constructed  and  durable.  Its  essential 
parts  are  sketched  in  fig.  95.  Some  of  them  are  exaggerated  in 
order  to  show  their  construction  more  plainly.  Through  a  rubber 
stopper  wired  into  the  nozzle  of  the  mercury  reser- 
voir, A,  passes  a  glass  tube,  B,  4  inches  long ;  this 
connects  by  a  caoutchouc  tube  with  the  straight 
tube  D,  3  feet  long.  The  rubber  tube  E,  6  inches 
long,  connects  D  with  a  straight  glass  tube,  F,  of 
about  the  same  length  as  D. 

G  is  a  piece  of  combustion  tube  \\  inches  long, 
closed  below  by  a  doubly  perforated  soft  rubber 
stopper  admitting  the  tubes  F  and  H,  and  above  by 
a  singly  perforated  rubber  stopper  into  which  a 
tube,  I,  is  fitted.  The  tube  H  has  a  length  of  45 
inches.  At  the  bottom  it  is  connected  by  rubber 
with  a  straight  tube  of  3  inches,  and  this  again  with 
a  tube,  K,  of  7  inches.  The  tubes  H  K  should 
have  an  internal  diameter  of  \\  millimetres,  F  may 
be  2  niillimeters,  and  D  still  larger. 

We  have  used  for  H  and  F  slender  Bohemian 
glass  tubes  of  4  millimetres  exterior  diameter.  Their 
elasticity  compensates  for  their  slenderness.  If 
lieavy  barometer  tubes  be  used,  the  stoppers  and  G 
must  be  of  correspondingly  larger  dimensions. 

The  joints  at  G  must  be  made  with  the  great- 
est care. 

It  is  best  to  insert  the  lower  stopper  for  half 
its  length  into  G,  having  the  dimensions  of  the 
parts  so  related  that  it  requires  considerable  effort 
to  force  the  slightly  greased  tubes  F  and  11  to 
their  places  just  through  the  stopper.  The  tube 
I  must  be  of  stout  glaxs — a  decimetre  in  diameter, 
out  at  either  end  to  a  long  taper,  and  bent  as  in  the  figure,  in  order 
to  bring  its  free  extremity  to  the  level  of  the  combustion  furnace. 
The  hole  in  the  upper  rubber  stoj^per  has  a  diameter  of  5  mm., 


Pig.  95. 
It  is  drawn 
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just  sufficient  to  admit  the  narrowed  end  of  the  tube,  which,  after 
greasing  or  moistening  with  glycerine,  is  "  screwed  down"  into  the 
stopper. 

These  three  joints  are  the  only  ones  belonging  to  the  pump 
which  have  to  resist  diminished  pressure,  and  require  extreme  care 
in  making. 

If  not  entirely  secure  they  are  to  be  trapped  with  glycerine. 
For  this  purpose  it  is  needful  to  pass  F  and  PI  through  a  stopper 
of  half  an  inch  greater  diameter  than  G  and  cori-espondingly 
perforated  before  entering  the  latter.  Then,  previous  to  inserting 
I,  a  tube  4  inches  long  is  slipped  over  G  upon  this  wider  stopper. 
When  I  has  been  inserted  and  the  tubes  have  been  secured  to 
their  support,  the  space  between  G  and  the  outer  tube  is  filled 
with  the  most  concentrated  glycerine,  which  is  prevented  from 
absorbing  moisture  by  corking  above. 

The  two  rubber  tubes  are  both  provided  with  stout  screw 
clamps,  to  admit  of  exactly  regulating  the  flow  of  mei'cury.  The 
tubes  D,  F,  H,  and  I  are  secured  to  a  vertical  plank  framed  below 
into  a  heavy  horizontal  wooden  foot  on  which  rests  tlie  mercury 
trough,  and  having  above  a  horizontal  shelf  through  an  aperture 
of  which  passes  the  neck  of  A. 

The  tubes  D,  F,  H,  and  I  are  secured  to  the  plank  at  several 
points  by  wooden  or  cork  clamps,  clasping  the  tubes  and  fastened 
by  screws  or  wires. 

These  fastenings  are  made  elastic  by  the  intervention  of  a  thick 
rubber  tube  between  the  glass  and  wood.  The  connections  C  and 
E  should  be  made  of  stout  vulcanized  rubber,  those  at  the  base  of 
II  K  of  fine  black  rubber. 

The  latter  should  be  soaked  in  melted  tallow  previous  to  use, 
all  excess  being  carefully  removed  from  the  interior.  The  joints 
should  be  wound  with  waxed  silk. 

A  glass  funnel  is  placed  within  A  to  prevent  spattering  of  the 
mercury  when  it  is  filled. 

OPEEATION. 

From  3  to  4  grams  of  potassium  chlorate,  according  to  the 
amount  of  carbon  to  be  burned,  are  put  into  the  tail  of  the  com- 
bustion tube,  fig.  96,  followed  by  an  asbestos  plug  just  at  the  bend. 
The  substance  to  be  analyzed  (0-6— 0'8  grams)  is  well  mixed  in 
a  mortar  with  enough  eupric  oxide  that  has  been  freshly  ignited 
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and  allowed  to  cool  to  make  a  layer  11  or  12  inches  long  in  the 
tube.  The  mixture  is  introduced  through  a  funnel  and  rinsed 
with  enough  cupric  oxide  to  make  a  layer  of  3  inches,  a  second 
asbestos  plug,  and  upon  it  a  layer  of  reduced  copper  of  4  or  5 
inches  long  are  put  in,  then  a  third  asbestos  plug,  then  2  inches  of 
cupric  oxide,  a  fourth  asbestos  plug,  then  -8  to  1-  grams  of  sodium 
bicarbonate.  The  remaining  space  in  the  tube  is  loosely  filled  with 
asbestos,  to  absorb  the  water  which  is  formed  during  combustion, 
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Fig.  96. 

and  prevent  it  from  flowing  back  upon  the  heated  glass.  The 
anterior  part  of  the  tube  containing  the  cupric  oxide  and  reduced 
copper  is  wound  with  copper  foil,  leaving,  however,  a  little  of  the 
copper  (Cu.  in  fig.  96)  visible  at  its  rear.  The  combustion  tube  is 
placed  in  the  furnace  at  the  bend  of  the  tube  I,  and  connected  with 
the  latter  by  a  close-fitting  rubber  stopper  smeared  with  glycerine. 
Care  must  be  taken  to  make  the  joint  perfectly  tight.  The 
combustion  tube  has  its  conical  rubber  stopper  partly  inserted, 
and  is  then  forced  and  rotated  upon  the  tapering  and  stout  end  of 
the  tube  I,  the  latter  being  supported  by  one  hand  applied  at  the 
lower  bend. 

PEEPABATION  OF  THE  AZOTOMETKR. 

Fill  the  bottom  of  the  azotometerto  about  the  level  indicated  by 
the  dotted  line  G,  with  mercury.  Close  the  arm  D  securely  with 
a  rubber  stopper.  Grease  the  stop-cock  II  and  insert  the  plug, 
leaving  the  cock  open. 

Pour  potash  solution  into  F  till  A  is  nearly  fall,  and  there  is 
still  some  solution  in  the  bulb  F.  Raise  the  bulb  cautiously  with 
one  hand,  holding  the  stop-cock  11  in  the  other  hand.  When  the 
solution  in  A  has  risen  very  nearly  to  the  glass  cock,  close  the  lat- 
ter, avoiding  contact  of  the  alkali  with  the  ground  glass  bearings. 
Eeplace  the  bulb  in  the  ring  and  lower  it  as  far  as  may  be.  If  the 
level  of  the  solution  in  the  azotometer  does  not  fall  in  15  or  20 
minutes,  it  is  tight.  Place  the  delivery  tube  of  the  pump  K  in  a 
mercury  trough. 
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Supply  the  vessel  A  with  at  least  500  c.  c.  of  mercury.  Cau- 
tiously open  the  clamps  C  and  E.  If  the  mercury  does  not  start  at 
once  pinch  the  rubber  at  E  repeatedly.  The  mercury  should  flow- 
nearly  as  fast  as  it  can  be  discharged  at  K,  without  filling  the  cylin- 
der G.  Five  to  ten  tiinutes  working  of  the  pump  will  generally 
suffice  to  make  a  complete  exhaustion  of  the  combustion  tube.  If 
most  of  the  mercury  runs  out  before  exhaustion  is  complete,  close 
the  clamp  C,  return  the  mercury  to  A,  and  repeat  the  operation. 
"When  there  is  a  complete  exhaustion,  the  mercury  falls  with  a  rat- 
tling or  clicking  sound.  After  it  has  been  distinctly  heard  for  half 
a  minute,  close  the  clamp  C.  If  the  mercury  column  in  11  remains 
stationary  for  some  minutes,  the  connections  are  proved  to  be 
tight. 

ADJUSTING   THE   AZOTOMETEE. 

Remove  the  mercury  trough,  placing  K  in  a  capsule. 

Heat  the  part  of  the  tube  containing  sodium  bicarbonate.  "Water 
vapor  and  carbon  dioxide  are  evolved,  which  till  the  vacuum  in  H 
and  expel  the  mercury.  While  this  is  being  done  place  the  azoto- 
meter  near  by,  remove  the  bulb  F  from  the  ring  and  support  it  in 
a  box  near  the  level  of  D,  so  that  the  stopper  may  be  removed 
from  D  witliout  greatly  changing  the  level  of  the  mercury  G,  and 
so  that  the  azotometer  can  be  moved  freely  without  disturbing  it. 
When  the  cork  in  J)  has  been  removed  fill  D  half  full  or  more 
with  water. 

As  soon  as  the  mercury  has  fully  escaped  from  K  insert  the  lat- 
ter in  D.  Let  a  few  bubbles  escape  through  the  water  and  then 
pass  the  tube  K  down  so  that  the  escaping  gas  enters  the  azotome- 
ter. It  will  much  facilitate  the  delivery  of  gas  if  the  extremity  of 
the  tube  K  just  touches  the  inside  of  the  azotometer  tube,  and  is 
kept,  as  near  as  possible,  to  the  surface  of  the  mercury. 

The  carbon  dioxide  is  absorbed  in  passing  through  the  caustic 
potash  solution.  In  spite  of  all  precautions  very  minute  bubbles  of 
permanent  gas  will  occasionally  ascend,  but,  as  will  be  seen  on 
observing  the  amount  of  potash  solution  thus  displaced,  the  error 
thereby  occasioned  is  extremely  small. 

THE    COMBUSTION. 

First  heat  the  anterior  cupric  oxide  to  full  redness,  and  after- 
wards the  copper.  The  fine  gauze  or  pulverulent  copper  very  com- 
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pletely  reduces  any  oxides  of  nitrogen  whicli  might  be  produced 
in  the  combustion,  and  also  retains  any  excess  of  oxygen  which  is 
evolved  at  the  close  of  the  process. 

The  anterior  cupric  oxide  burns  the  traces  of  hydrogen  which 
may  be  held  by  the  reduced  copper,  even  when  tlie  tube  is 
exliausted,  and  also  destroys  the  carbon  monoxide  which  is  usually 
formed  when  steam  and  carbon  di(jxide  pass  together  o\er  reduced 
copper,  if  iron  or  carbon  be  present.  Go  on  with  the  combustion 
as  usual,  bringing  the  heat  up  to  a  fair  redness.  The  flow  of  gas 
may  be  made  quite  rapid,  say  one  bubble  a  second,  or  a  little  faster. 

TThen  the  horizontal  part  of  the  tube  has  all  been  heated,  and 
the  evolution  of  gas  has  nearly  ceased,  heat  the  potassium  chlorate 
so  that  it  boils  vigorously  from  evolution  of  oxygen.  The  reoxidiza- 
tion  of  the  reduced  copper  oxide  and  of  any  unburned  carbon  pro- 
ceeds rapidly. 

"Wlien  the  oxygen,  whose  flow  admits  of  easy  regulation,  begins 
to  attack  the  anterior  laj-er  of  reduced  copper,  stop  its  evolution 
and  lower  the  flames  all  along  the  tube,  keeping  the  reduced  cop- 
per still  faint  red. 

After  a  few  minutes  start  the  pump,  slowly  at  first,  having  some 
vessel  under  the  tirbe  D  of  the  azotometer  to  receive  the  mercury. 
A  few  minutes  pumping  suffices  to  clear  the  tube.  Remove  the 
azotometer,  close  the  tube  D  with  its  rubber  stopper,  then  raise  the 
bulb  into  its  ring  to  such  a  height  that  the  potash  solution  in  it 
shall  be  at  about  the  same  level  as  that  in  the  graduated  tube.  Con- 
nect L  at  its  upper  end  with  a  water  supply,  insert  a  thermometer 
in  the  top  of  the  water  jacket  and  let  the  water  run,  until  the  tem- 
perature and  the  volume  of  gas  are  constant. 

Read  off  the  volume  of  gas  and  temperature,  after  having  accu- 
rately adjusted  the  level  of  the  solution  in  the  bulb  to  that  in  the 
azotometer. 

Read  the  barometer  and  make  the  calculations  in  the  usual  way. 
When  50  per  cent,  potash  solution  is  used,  no  correction  need  be 
made  for  tension  of  aqueous  vapor,  as  Schiff  has  shown. 

The  calculation  is  soinewhat  shortened  by  the  use  of  the  table 
in  Jour,  of  Cliem.  Soc,  Vol.  XVIII.  (1865)  p.  iil2. 

Very  fair  results  are  got  by  employing,  with  suitable  pi-ecau- 
tion,  a  stream  of  carbon  dioxide  to  displace  the  air  of  the  combus- 
tion tube,  but  the  process  is  very  tedious,  the.  sources  of  error  are 
more  numerous,  and  the  results  are  apt  to  be  higlier  and  not  so 
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accordant  as  when  the  mercury  pump  is  used  to  evacuate  the 
tube. 

The  pump  above  described  has  been  in  use  for  eighteen  months 
without  any  repairs,  and  by  its  help  two  or  even  three  analvses 
may  be  perfoi-med  in  a  day. 

/3.  Determination  of  Nitrogen  hy  conversion  into  Ammonia. 

Yaeeenteapp  and  Will's  Method. 

§  185. 

This  method  may  be  applied  to  all  nitrogenous  compounds, 
except  those  containing  the  nitrogen  in  the  form  of  nitric  acid, 
hyponitric  acid,  &c.*  It  is  based  upon  the  same  principle  as  the 
method  of  examining  organic  bodies  for  nitrogen  (g  172,  1,  a),  viz., 
upon  the  circumstance  that,  when  nitrogenous  bodies  are  ignited 
with  an  alkali  hydroxide,  the  latter  is  decomposed,  yielding  water, 
the  oxygen  of  which  combines  with  carbon  to  CO,,  which 
remains  in  combination  with  the  alkali  as  carbonate,  whilst  the 
hydrogen  at  the  moment  of  its  liberation  combines  with  the  whole 
of  the  nitrogen  present  to  form  ammonia. 

In  the  case  of  substances  abounding  in  nitrogen,  such  as  uric 
acid,  mellon,  &c.,  the  whole  of  the  nitrogen  is  not  at  once  con- 
verted into  ammonia  in  this  process ;  a  portion  of  it  conibining 
with  part  of  the  carbon  of  the  organic  matter  to  cyanogen,  which 
then  combines,  either  in  that  form  with  the  alkali  metal,  or  in  the 
form  of  cyanic  acid  with  the  alkali.  Direct  experiments  liave 
proved,  however,  that  even  in  such  cases  the  whole  of  the  nitrogen 
is  ultimately  obtained  as  ammonia,  if  the  alkali  hydroxide  is  pi'es- 
ent  in  excess,  and  the  heat  applied  sufficiently  intense. 

As  in  all  organic  nitrogenous  compounds  the  carbon  prepon- 
derates over  the  nitrogen,  the  oxidation  of  the  former,  at  the 
expense  of  the  water,  will  invariably  liberate  a  quantity  of  hydro- 
gen more  than  sufficient  to  convert  the  whole  of  the  nitrogen  pres- 
ent into  ammonia ;  for  instance, 

CN  +  2H,0  ==  CO,  +  NH,  -f  H. 

[*  Vegetable  matters,  as  dried  plants,  containing  not  more  than  3  per  cent,  of 
NOb  may  be  analyzed  by  this  method.  In  a  case  where  6  per  cent,  of  NjOjwas 
present,  a  loss  of  0'3  per  cent,  of  N  took  place  in  the  experiments  of  E. 
Schulze.— Fres.  Zeitschrift  vi.  387.] 
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The  excess  of  the  liberated  hydrogen  escapes  cither  in  the  free 
state,  or  in  combination  with  the  not  yet  oxidized  carbon,  accord- 
ing to  the  relative  proportions  of  the  two  elements  and  the  tem- 
perature, as  marsh  gas,  defiant  gas,  or  vapor  of  readily  condensible 
hydrocarbons,  which  gases  serve  in  a  certain  measure  to  dilute  the 
ammonia.  As  a  certain  dilution  of  that  product  is  necessary  for 
the  success  of  the  operation,  I  will  here  at  once  state  that  sub- 
stances rich  in  nitrogen  should  be  mixed  with  more  or  less  of  some 
non-nitrogenous  body — sugar,  for  instance — so  that  there  may  be 
no  deficiency  of  diluent  gas. 

The  ammonia  is  determined  volumetrically,  see  §  196. 

aa.  Requisites. 

1.  The  objects  enumerated  §  174,  and  a  Porcelain  Moetar  for 
mixing  the  weighed  substance. 

2.  A  Combustion  Tube  of  the  kind  described  §  174,  3 ;  length 
about  40  cm.,  width  about  12  mm.  The  combustion  is  effected  in 
an  ordinary  combustion  furnace. 

3.  Soda-Lime  (§  66,  5). — It  is  advisable  to  gently  heat  in  a 
platinum  or  porcelain  dish,  a  quantity  of  the  soda-lime  sufficient  to 
fill  the  combustion  tube,  so  as  to  liave  it  perfectly  dry  for  the  pro- 
cess of  combustion.  In  the  analysis  of  non-volatile  substances,  the 
best  way  is  to  use  the  soda-lime  while  still  warm. 

4.  Asbestos. — A  small  portion  of  this  substance  is  ignited  in  a 
platinum  crucible  previous  to  use. 

5.  A  A^EEEENTRAPP  AND  Will's  Bulb  APPARATUS. — This  may 
be  obtained  from  the  shops.  Fig.  97  shows  its  form.  It  is  filled 
to  the  extent  indicated  in  the  di'awing  with  standard  sulphuric  or 


Fig.  07. 


hydrochloric  acid  §  192,  of  which  20  c.c.  should  be  employed.  The 
acid  is  introduced  either  by  dipping  the  point  into  the  acid,  and 
applying  suction  to  d,  or  by  means  of  a  burette. 
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In  order  to  guard  against  tlie  receding  of  the  acid  into  the 
combustion  tube,  Aeendt  and  Knop  have  sug- 
gested the  form  indicated  fig.  98. 

6.  A  soft,  well-perforated  Coek,  which  fits  the 
combustion  tube  air-tight,  and  in  which  the  tube 
d  of  the  bulb  apparatus  fits  closely. 

7.  A  Suction-tube  of  caoutchouc  adapted  to 
the  point  of  the  bulb  apparatus. 

55.  The  Process. 

The  combustion  tube  is  half  filled  with  soda-lime,  which  is  then 
gradually  transferred  to  the  perfectly  dry,  and,  if  the  nature  of  the 
substance  permits,  rather  warm  mortar,  where  it  is  most  intimately 
mixed  with  the  weighed  substance,  forcible  pressure  being  care- 
fully avoided  ;  a  layer  of  soda-lime,  occupying  about  3  cm.,  is  now 
introduced  into  the  posterior  part  of  the  combustion  tube,  and  the 
mixture  filled  in  after  ;  the  latter,  which  will  occupy  about  20  cm., 
is  followed  by  a  layer  of  about  5  cm.  of  soda-lime,  which  has  been 
used  to  rinse  the  mortar,  and  this  again  by  a  layer  of  12  cm.  of 
pure  soda-lime,  leaving  thus  about  4  cm.  of  the  tube  clear.  The 
tube  is  then  closed  with  a  loose  plug  of  asbestos,  and  a  free  passage 
for  the  evolved  gases  formed  by  a  few  gentle  taps  ;  it  is  then  con- 
nected with  the  bulb  apparatus  by  means  of  the  perforated  cork, 
and  finally  placed  in  the  combustion  furnace  (see  fig.  9Y). 

To  ascertain  whether  the  apparatus  closes  air-tight,  some  air  is 
expelled  by  holding  a  piece  of  red  hot  chai-coal  to  the  bulb  a,  and 
the  apparatus  observed,  to  see  whether  the  liquid  will,  upon  cooling, 
permanently  assume  a  higher  position  in  a  than  in  the  other  limb. 
The  tube  is  then  gradually  surrounded  with  ignited  charcoal,  com- 
mencing at  the  anterior  part,  and  progressing  slowly  towards  the 
tail,  the  operation  being  conducted  exactly  as  in  an  ordinary  com- 
bustion (§  175).  Care  must  be  taken  to  keep  the  anterior  part  of 
the  tube  tolerably  hot  throughout  the  process,  since  this  will 
almost  entirely  prevent  tlie  passage  of  liquid  hydrocarbons,  tlie 
presence  of  which  in  the  standard  acid  would  be  inconvenient. 
The  asbestos  should  be  kept  suflaciently  hot  to  guard  against  its 
retaining  watei-,  and  with  this,  ammonia.  .  The  combustion  should 
be  conducted  so  as  to  maintain  a  steady  and  uninterrupted  evolu- 
tion of  gas ;  there  is  no  fear  of  any  ammonia  escaping  unabsoi'bed, 
even  if  the  evolution  is  rather  brisk ;  but  the  operator  must  con- 
stantly be  on  his  guard  against  the  receding  of  the  acid,  which 
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takes  place  the  moment  the  evohition  of  gas  ceases,  and  this,  in 
some  instances,  with  such  impetuosity  as  to  force  the  acid  into  tlie 
combustion  tube,  which  of  course  spoils  the  wliole  analysis.  This 
difficulty  may  be  readily  met,  however,  by  mixing  with  the  sub- 
stance an  equal  quantity  of  sugai-,  which  will  give  rise  to  the  evo- 
lution of  more  permanent  gases  diluting  the  ammonia. 

"When  the  tube  is  ignited  in  its  whole  length,  and  the  evolu- 
tion of  gas  has  totally  ceased,*  the  point  of  the  combustion  tube  is 
broken  off,  and  air  to  the  extent  of  several  times  the  volume  of  the 
gas  in  the  tube  is  sucked  through  the  apparatus,  to  force  all  the 
rest  of  the  ammonia  into  the  acid. 

Liquid  nitrogenous  compounds  are  weighed  in  small  sealed 
glass  bulbs,  and  the  process  is  conducted  as  directed  §  180,  with 
this  difference,  that  soda-lime  is  substituted  for  oxide  of  copper. 
It  is  advisable  to  employ  tubes  of  greater  length  for  the  combus- 
tion of  liquids  than  are  required  for  solid  bodies.  The  best  method 
of  conducting  the  operation,  is  to  heat  first  about  one-third  of  the 
tube  at  the  anterior  end,  and  then  to  force  the  liquid  from  the 
bulbs  into  the  tube  by  heating  the  hinder  end  of  the  latter ;  the 
expelled  liquid  will  thus  become  diffused  in  the  central  part  of  the 
tube,  without  being  decomposed.  By  a  progressive  application  of 
heat,  proceeding  slowly  from  the  anterior  to  the  posterior  end,  a 
steady  and  uniform  evolution  of  gas  may  be  easily  maintained. 

When  tbe  combustion  is  terminated,  the  bulb  apparatus  is 
emptied,  through  the  opening  at  the  point,  into  a  beaker,  and  rinsed 
with  water  until  the  rinsings  cease  to  manifest  acid  reaction. 

The  excess  of  acid  is  determined  by  means  of  standard  potash 
or  ammonia  solution  and  cochineal  tincture,  or,  if  the  acid  is  so 
colored  that  the  point  of  neutralization  cannot  readily  be  decided 
by  cochineal,  employ  slips  of  tunneric  paper  (see  §  19C). 

It  is  advantageous  to  use  a  rather  dilute  acid,  1  c.  c.=  0-005  grm. 
of  nitrogen.  The  receiver  (fig.  90)  may  be  advantageously  substi- 
tuted for  the  bullj-tube.  The  tube  a — previously  provided  with 
the  caoutchouc  stopper  h — is  first  connected  by  the  aid  of  a  good 
cork  with  the  combustion  tube,  and  then  the  U-tube  c — having  been 
charged  with  the  proper  quantity  of  acid  from  a  Mohe's  burette 
—is  added.     At  the  termination  of  the  combustion,  when  air  has 


*  This  is  indicated  by  tlie  white  color  wliich  the  mixture  rcassumes  when  all 
the  carbon  deposited  on  the  surface  is  oxidized. 
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Fig.  99. 


been  drawn  through  the  apparatus,  the  tube  a  is  rinsed  into  the 
apparatus  c,  some  tincture  of  cochineal  added,  and  standard  alkali 
run  into  the  tube  from  a  second  burette,  until 
the  acid  is  almost  neutralized.  Now  pour  the 
contents  of  the  apparatus  into  a  beaker,  rinse 
with  water,  and  complete  the  neutralization.  "Witli 
this  receiver  neither  receding  nor  spirting  is 
possible.  By  not  pouring  out  the  fluid  till  the 
point  of  saturation  is  nearly  attained,  you  require 
less  water  for  rinsing  the  tube.  This  method  is 
rapid  and  accurate. 

[From  the  results  of  a  critical  investigation  of 
this  method  by  Johnson  and  Jenkins*  the  fol- 
lowing facts  may  be  here  added  : 

1.  The  eiRciency  of  the  "  soda-lime"  mixture  described  §  66,  6, 
is  fully  confirmed.  It  is  easier  to  prepare  than  the  mixture  of  caus- 
tic lime  and  soda  (§  66,4)  formerly  used  for  this  purpose,  and  does 
not,  like  the  latter,  attract  moisture  readily  from  the  air,  and  is  not 
liable  to  swell  and  choke  the  tube  during  combustion. 

2.  Neither  the  highest  heat  possible  to  obtain  in  an  Eelen- 
METEE  gas  combustion  furnace,  nor  a  long  layer  of  strongly  heated 
soda-lime,  nor  these  two  conditions  united,  occasion  any  appreciable 
dissociation  of  the  ammonia  formed  in  combustion. 

3.  A  suitable  length  of  the  anterior  layer  of  soda-lime  must  be 
secured  in  order  to  get  a  good  result.  "With  0'5  gram  of  sub- 
stances, such  as  are  encountered  in  agricultural  chemistry,  contain- 
ing less  than  8  per  cent,  of  nitrogen,  a  glass  tube  of  12  to  14  inches 
is  long  enough.  As  the  content  of  nitrogen  increases  to  10  per 
cent  or  over,  the  tubes  should  be  made  several  inches  longer.  In 
the  combustion  of  dried  blood  or  egg-albumin  a  tube  20 — 25  inches 
long  is  preferred,  and  the  mixture  of  soda-lime  and  substance 
should  occupy  rather  less  than  half  the  tube,  a  layer  of  pure  soda- 
lime  of  12  or  more  inches  long  being  essential  for  perfectly  destroy- 
ing the  volatile  organic  matters. 

4.  The  long  anterior  layer  of  pure  soda-lime  must  be  brought 
to  2.  full  red  heat  before  heating  the  mixture,  and  must  be  so  kept 
throughout  the  combustion. 

5.  No  fumes  or  tarry  matters,  indicative  of  incomplete  combus- 
tion, should  appear  in  bulb-tube  or  receiver. 

*  Report  of  Connecticut  Agr.  Exp.  Station,  1878,  p.  111. 
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6.  When  the  combustion  proper  is  begun  under  the  eonditione 
above  described,  it  can  be  carried  on  quite  rapidly  until  completed. 
The  contents  of  the  tubes  then  show  no  sign  of  unburaed  carbon. 

7.  Equally  good  results  are  obtained  whether  the  mixture  is 
made  intimately  in  a  mortar,  or  more  roughly  by  stirring  with  a 
spatula  ill  a  metallic  capsule  or  scoop,  or  by  mixing  in  the  tube 
with  a  wire.] 

Iron  gas  tubes  may  be  substituted  for  glass  tubes.  They  are 
closed  at  the  rear  with  a  cork,  carrying  a  bit  of  glass  tube  drawn 
out  to  a  sealed  tail.  The  mixture  is  confined  to  its  place  by  loose 
asbestos  plugs.  The  corks  are  kept  from  charring  by  wrapping  the 
end  of  the  tulje  with  two  or  three  thicknesses  of  filter-paper,  which 
is  kept  wet  by  a  wash-flask,  or  by  dipping  the  depending  end  into 
a  vessel  of  water.  The  tubes  should  be  45  cm.  long,  and  5  cm.  at 
each  end  should  project  from  the  fire  and  be  protected  with  wet 
paper. 

C.  Analysis  of  Oeganio  Compounds  containing  Sulphue.* 

§186. 

The  usual  method  of  determining  the  carbon  in  organic  bodies 
— viz.,  by  combustion  with  oxide  of  copper  or  lead  chromate — 
would  give  results  too  high  in  the  analysis  of  compounds  contain- 
ing sulphur,  since — more  especially  if  oxide  of  copper  is  used — a 
portion  of  the  sulphur  would  be  converted  in  the  process  into  sul- 
phurous acid,  which  would  be  absorbed  with  the  carbonic  acid  in 
the  potash  bulbs.  Caeius  recommends  to  burn  substances  contain- 
ing sulphur  in  a  tube  60 — 80  cm.  long,  with  lead  chromate,  care 
being  taken  that  the  anterior  10 — 20  cm.,  which  contains  pure  lead 
chromate,  are  never  heated  above  low  redness.  The  lead  chromate 
rnay  be  used  again  three  or  four  times  without  refusion ;  and, 
finally,  if  treated  by  Vohl's  method  (p.  124),  it  is  just  as  fit  for 
use  as  if  it  had  not  been  employed  for  the  combustion  of  a  sub- 
stance containing  sulphur. 

The  presence  of  sulphur  demands  no  modification  in  the  pro- 
cess described  §§  184  and  185  for  the  determination  of  nitrogen. 
In  substances  containing  oxygen  in  presence  of  sulphur,  the  oxygen 
is  estimated  from  the  loss. 

[*  Warren's  method  of  determining  carbon,  hydrogen,  and  sulphur  in  one 
operation  is  described  in  Am.  Journ.  Sci.,  vol.  41,  2d  ser.,  p.  40.] 
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As  regards  the  estimation  of  the  sulphur  in  oi'ganic  compounds, 
that  element  is  invariably  weighed  in  the  form  of  barium  sailphate, 
into  which  it  may  be  converted  either  in  the  dry  or  in  the  wet  way. 

a.  Methods  in  the  Dry  Way. 

1.  Method  suitable,  more  particidarly,  to  determine  the  sulphur 
in  non-volatile  Substances  poor  in  Sulphur,  e.g.,  in  tlie  so-called 
Protein  Compounds  (v.  Liebig). 

Put  some  lumps  of  potassa,  free  from  sulphuric  acid  (§  66,  7,  c) 
into  a  capacious  silver  dish,  add  -J  of  pure  potassium  nitrate,  and 
fuse  the  mixture,  with  addition  of  a  few  drops  of  water.  When 
the  mass  is  cold,  add  to  it  a  weighed  quantity  of  the  finely  pul- 
verized substance,  fuse  over  the  lamp,  stir  with  a  silver  spatula, 
and  increase  the  heat,  continuing  the  operation  until  the  color  of 
the  mass  shows  that  the  carbon  separated  at  first  has  been  com- 
pletely consumed.  Should  this  occupy  too  much  time,  you  may 
accelerate  it  by  the  addition  of  potassium  nitrate  in  small  portions. 
Let  the  mass  cool,  then  dissolve  in  water,  supersaturate  the  solu- 
tion with  hydrochloric  acid- in  a  capacious  beaker  covered  with  a 
glass  dish,  and  precipitate  with  barium  chloride.  Wash  the  pre- 
cipitate well  with  boiling  water,  first  by  decantation,  then  on  the 
filter.  Dry  and  ignite.  Treat  the  ignited  barium  sulpliate  as 
directed  p.  367;  if  this  latter  operation  is  omitted,  the  result 
is  almost  always  too  high. 

A  suitable  alcohol  lamp  is  preferable  to  a  gas  flame,  since  the 
latter  may  communicate  sulphur  to  the  fused  mass.  As  it  is  by 
no  means  easy  to  obtain  the  required  reagents  perfectly  free  from 
sulphur,  it  is  well  to  try  a  parallel  experiment,  using  the  same 
quantities  of  each  that  is  used  for  the  analysis,  and  if  an  appre- 
ciable amount  of  barium  sulphate  is  obtained,  make  the  necessary 
correction  in  the  analysis. 

2.  Method  adapted  more  particularly  for  the  Ancdysis  of  non- 
volatile or  difficuHly  volatile  Substances  containing  more  than  5 
per  cent,  of  Sulphur  (Kolbe*). 

Introduce  into  the  posterior  part  of  a  straight  combustion  tube,t 
40 — 45  cm.  long,  a  layer,  7 — 8  cm.  long,  of  an  intimate  mixture  of 
8  parts  of  pure  anhydrous  sodium  carbonate,  and  1  part  of  pure 

*  Supplemente  zum  Handwiirterbuch,  SOS. 

f  Sealed  and  rf^"''dc'd  at  the  end  like  a  test  tube. 
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potassium  chlorate ;  after  this  introduce  the  weighed  substance, 
then  another  layer,  7  or  8  cm.  long,  of  the  same  mixture ;  mix  the 
organic  compound  intimately  with  the  sodium  carbonate  and  potas- 
sium chlorate,  by  means  of  the  mixing  wire  (fig.  78,  p.  613) ;  fill 
up  the  still  vacant  part  of  the  tube  with  anhydrous  sodium  carbon- 
ate or  potassium  carbonate  mixed  with  a  little  potassium  chlorate. 
Clear  a  wide  passage  from  end  to  end  by  a  few  gentle  taps,  place 
the  tube  in  a  combustion  furnace,  lieat  the  anterior  part  to  redness, 
and  then,  progressing  slowly  toward  the  posterior  part,  proceed  to 
surround  with  red-hot  charcoal  the  part  occupied  bj^  the  mixture. 
In  the  analysis  of  substances  abounding  in  carbon,  it  is  advisable 
to  introduce  into  the  posterior  part  of  the  tube  a  few  lumps  of 
pure  potassium  chlorate,  to  insure  complete  combustion  of  the  car- 
bon, and  perfect  conversion  into  sulphates  of  the  compounds  of 
potassa  with  the  lower  oxides  of  sulphur  that  may  have  formed. 
The  sulphuric  acid  in  the  contents  of  the  tube  is  determined  as  in  1. 

3.  Method  adai^ted  for  the  Analysh  hoth  of  non-voJat'de  and 
volatile  Suhstances,  hut  more  especially  the  latter  (Debus  *). 

Dissolve  149  parts  of  potassium  dichromate  purified  by  recrys- 
tallization,  and  106  parts  anhydrous  sodium  carbonate  in  water, 
evaporate  the  solution  to  dryness,  reduce  the  lemon-colored  saline 
mass  to  powder,  heat  to  intense  redness  in  a  Hessian  crucible,  and 
transfer  still  hot  to  a  filling-tube  (fig.  77,  p.  613).t  When  the 
powder  is  cold,  introduce  a  layer  of  it,  7 — 10  cm.  long,  into  a  com- 
mon combustion  tube  ;  then  introduce  the  substance,  and  after  this 
another  layer,  7 — 10  cm.  long,  of  the  powder.  Mix  intimately 
by  means  of  the  mixing  wire,  then  fill  the  still  unoccupied  part  of 
the  tube  with  the  saline  mixture,  and  apply  heat  as  in  an  ordinai'y 
ultimate  analysis.  When  the  entire  mass  is  heated  to  redness, 
conduct  a  slow  stream  of  dry  oxygen  gas  over  it  for  \ — 1  hour. 
When  cold,  wipe  the  ash  off  the  tube,  cut  the  latter  into  several 
pieces  over  a  sheet  of  paper,  and  treat  them  in  a  beaker  with  a  suf- 
ficient quantity  of  water  to  dissolve  the  saline  mass.  Add  hydro- 
chloric acid  in  tolerable  excess,  then  some  alcohol,  and  apply  a 

*  Annal.  d.  Cliera.  u.  Pharm.  76,  90. 

t  The  saline  mass  must  always  first  be  tested  for  sulphur.  For  this  purpose 
a  small  portion  of  it  is  reduced  with  hydrochloric  acid  and  alcohol,  barium 
cliloride  added,  and  the  mixture  allowed  to  stand  13  hours  at  rest.  No  trace  of 
ft  precipitate  should  be  discernible. 
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gentle  heat  until  the  solution  shows  a  beautiful  green  color ;  filter 
off  the  chromic  oxide  produced  by  the  combustion  (this  contains 
sulphuric  acid) ;  wash  first  with  water  containing  hydrochloric 
acid,  then  Avith  alcohol,  dry,  and  transfer  to  a  platinum  crucible ; 
add  the  filter-ash,  mix  with  1  part  of  potassium  chlorate  and  2 
parts  of  potassium  (or  sodium)  carbonate,  and  ignite  until  the 
chromic  oxide  is  completely  converted  into  alkalin  chromate.  Dis- 
solve the  fused  mass  in  dilute  hydrochloric  acid,  and  reduce  by 
heating  with  alcohol ;  add  the  solution  to  the  fluid  filtered  from 
the  chromic  oxide,  heat  the  mixture  to  boiling,  and  precipitate  the 
sulphuric  acid  with  barium  chloride.  Debus's  test-analyses  were 
very  satisfactory;  thus  he  obtained  99-76  and  99'50  of  sulphur  for 
100,  again  30"2  of  sulphur  in  xanthogenamide  for  304,  &c. 

4.  Method  equally  adapted  for  the  Analysis  of  Solid  and 
Liquid  Volatile  Compounds.     (W.  J.  Eussell  ;  *   suggested  by 

BuNSEN.) 

Introduce  into  a  combustion  tube,  40  cm.  long,  sealed  at  the 
posterior  end,  first  2 — 3  grm.  pure  mercuric  oxide,  then  a  mixture 
of  equal  parts  of  mercuric  oxide  and  pure  anhydrous  sodium  car- 
bonate, mixed  with  the  substance,  and  fill  up  the  tube  with  sodium 
carbonate  mixed  with  a  little  mercuric  oxide.  Connect  the  open 
end  of  the  tube  with  a  gas  delivery  tube  dipping  under  water,  to 
effect  the  condensation  of  the  mercurial  fumes.  Place  a  screen  in 
front  of  the  part  of  the  tube  occupied  by  the  substance,  then  heat 
the  anterior  part  to  bright  redness,  and  maintain  this  temperature 
during  the  entire  process.  At  the  same  time,  heat  another  portion 
of  the  tube,  nearer  to  the  end,  but  not  to  the  same  degree  of  inten- 
sity, so  that  there  may  be  alternate  parts  in  the  tube  in  which  the 
mercuric  oxide  is  left  undecomposed.  When  the  part  before  the 
screen  is  at  bright  redness,  remove  the  screen,  heat  the  mixture 
containing  the  substance,  regulating  the  application  of  heat  so  as 
to  insure  complete  decomposition  in  the  course  of  10 — 15  minutes, 
and  heat  at  the  same  time  the  still  unheated  parts  of  the  tube,  and 
lastly  also  the  pure  oxide  of  mercury  at  the  extreme  end.  The 
gas  must  be  tested  from  time  to  time,  to  ascertain  whether  it  con- 
tains free  oxygen.  Dissolve  the  contents  of  the  tube  in  water, 
add  some  mercuric  chloride  to  decompose  the  sodium  sulphide 
which  may  have  formed,  acidify  with  hydrochloric  acid,  oxidize  the 

*  Quart.  Journ.  Chem.  Soc.  7,  212. 
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mercuric  sulphide  which  may  have  formed  with  potassium  chlo- 
rate, and  finally  precipitate  the  sulphuric  acid  with  oarium  chlo- 
ride. W.  J.  Russell  obtained  by  this  method  very  satisfactory 
results  in  the  analysis  of  pure  sulphur,  potassium  sulphocyanate, 
and  carbon  disulphide. 

i.  Method  in  the  Wet  Way* 

According  to  Eivot,  Beudant,  and  Daguin,!  the  sulphur  in 
organic  compounds  may  be  readily  determined  by  heating  with 
pure  solution  of  potassa,  adding  2  volumes  of  water  and  conducting 
chlorine  into  the  fluid.  "When  the  oxidation  is  effected,  the  solu- 
tion is  acidified  and  freed  from  the  excess  of  chlorine  by  applica- 
tion of  heat,  then  filtered,  and  the  filtrate  precipitated  by  barium 
chloride.  Mr.  C.  J.  Meez,  in  my  laboratory,  has  employed  both 
this  method  and  v.  Liebig's  {a,  1)  in  the  analysis  of  fine  horn 
shavings.     This  process  appears  convenient  and  exact. :[; 

Substances  leaving  an  ash  on  incineration,  and  which  may  there- 
fore be  presumed  to  contain  sulphates,  are  boiled  with  hydrochloric 
acid ;  the  solution  obtained  is  filtered,  and  the  filtrate  tested  with 
barium  chloride.  If  a  precipitate  of  barium  sulphate  forms,  the 
sulphur  contained  in  it  is  deducted  from  the  quantity  found  by 
one  of  the  methods  described  above ;  the  difference  gives  the  quan- 
tity of  the  sulphur  which  the  analyzed  substance  contains  in  organic 
combination. 

[c.  Methods  dependiTig  on  Combustion  in  a  Current  of 
Oxygen. 

When  organic  compounds  containing  sulphur  are  burned  in  a 
current  of  oxygen  gas  in  a  combustion  tube,  usually  not  only  SO, 
or  sulphuric  acid,  but  SO,  also  is  formed.  Additional  means  of 
completing  the  oxidization  of  the  sulphur  and  absorbing  the  sul- 
phuric acid  are  required.  Several  methods  have  been  proposed  and 
used  for  attaining  the  desired  end.  C.  M.  "Waekeit§  conducts  the 
products  of  combustion  over  heated  lead  dioxide,  thus  obtaining 

[*  For  the  excellent  processes  of  Carius,  see  Annal.  d.  Chem.  u.  Pharm.  116, 
11.] 

t  Comp.  rend.  1853,  835;  Joum.  f.  prakt.  Chem.  61,  185. 

X  Two  experiments  were  made  with  each  method,  on  horn  dried  at  100°.  The 
percentages  obtained  were  as  follows:  By  v.  Liebig's  method,  3'37  and  3'345; 
by  the  present  method,  S'Sl  and  3-33. 

§  Zeitschr.  f.  anal.  Chem.  5,  169. 
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lead  sulphate  mixed  with  lead  dioxide.  Beuglemann*  conducts 
the  products  of  combustion  over  quicklime  (or  soda-lime),  obtain- 
ing calcium  sulphate  mixed  with  quicklime.  Mixteej-  uses  bro- 
mine and  water  to  complete  the  oxidization  and  absorb  the  sulphu- 
ric acid.  Sauee:):  uses  also  bromine  (a  hydrochloric  solution)  for 
the  same  purpose. 

These  methods  are  applicable  to  all  classes  of  organic  com- 
pounds containing  sulphur.     The  two  last  mentioned  possess  the 


Fig.  100. 

advantage  that  the  sulplmr  is  obtained  as  free  sulphuric  acid  in  a 
solution  containing  no  fixed  matter,  and  consequently  in  a  con- 
dition to  be  easily  and  accurately  determined. 


*  Zeitschr.  f.  anal.  Chem.  15,  1,  and  15,  175. 

f  American  Jour.  Sci.  and  Arts,  iv.  90. 

i  Zeitschr.  f.  anal.  Cliem.  12,  32,  and  13,  178. 
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1.  Mixtek's  method  is  described  *  as  follows : 

The  apparatus  (fig.  100)  is  designed  to  effect  the  combustion  in 
a  confined  volume  of  gas ;  a  device  resorted  to  on  account  of  the 
difficulty  of  completely  condensing  by  liquid  absorbents  in  U-tubes 
the  dense  white  fumes  of  sulphuric  acid  produced  by  combustion. 
The  bottle  (a)  has  a  capacity  of  from  4  to  10  litres,  according  to 
the  amount  of  oxygen  required.  The  neck  should  be  large  enough 
for  a  stopper  35  to  40  mm.  in  diameter.  The  condenser  h  is  made 
of  rather  thin  tubing  14  mm.  in  diameter  ;  at  the  upper  end  it  is 
expanded  to  a  bulb  in  order  to  admit  some  motion  to  the  tube  c  d. 
Below  the  bulb  it  is  surrounded  by  a  water-jacket  22  cm.  high : 
from  the  point  where  it  enters  the  stopper  of  the  bottle  it  is  nar- 
rowed somewhat  for  convenience  of  fitting.  The  combustion  tube 
c<^is  made  of  hard  glass  of  12 — 15  mm.  internal  diameter;  the 
portion  c  is  IS  cm.  from  curve  to  curve,  and  is  protected  by  a 
sheet-iron  trough  lined  with  asbestos ;  the  part  d  is  from  35  to  45 
cm.  in  length.  The  wire  attached  at  I  is  to  sustain  c  in  case  d 
breaks ;  c  is  joined  to  5  by  a  collar  of  black  rubber.  The  U-tube  e 
is  connected  with  dhj  z,  rubber  collar  drawn  over  the  latter  at  Tc ; 
this  U-tube  is  slightly  inclined,  that  no  liquid  may  run  against  the 
rabber  connectors.  The  tube  f  connects  a  with  e\  it  is  narrowed 
at  both  ends  to  10  mm.  diameter.  Kear  the  upper  end  it  is  jointed 
by  a  piece  of  black-rubber  tubing  in  order  that  the  apparatus  may 
be  easily  disconnected  at  Tc.  The  ends  of  f  extend  2  cm.  or  more 
beyond  the  stoppers.  Through  the  rubber  stopper  i  a  small  glass 
tube  passes  beyond  the  end  of  /",  where  it  is  narrowed  to  an  open- 
ing of  1mm.  The  double  bulb  tube_y  is  to  accommodate  varia- 
tions of  pressure,  and  to  admit  air  as  the  original  volume  of  gas 
diminishes  during  the  combustion.  The  tubes  5,  c,  d^  and  y  should 
at  no  point  have  an  internal  diameter  less  than  8  mm. — 10  mm.  is 
preferable — and  the  narrowed  ends  should  be  cut  obliquely  tliat 
drops  of  water  may  not  obstruct  the  circulation.  The  rubber  stop 
pers  and  connections  should  be  freed  from  adhering  sulphur  1  > y 
heating  in  a  solution  of  soda.  The  joints,  of  the  apparatus  are  suf- 
ficiently tight  when  water  will  stand  in  one  limb  of  the  safety  tube. 

The  bottle  a  is  filled  over  water  with  oxygen,  and,  if  necc;^saiT, 
rinsed  with  distilled  water;  a  few  drops  of  bromine  are  poured  in, 
the  tubes  adjusted,  and  a  slow  stream  of  water  made  to  flow  througli 

*  Americau  Jour.  Sci.  and  Arts,  iv.  90. 
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the  water-jacket.  The  assay,  if  not  volatile,  is  introduced  into  the 
tube  d  in  a.  platinum  tray,*  which  should  not  fill  more  than  half 
the  hore  of  d,  leaving  space  enough  for  the  free  circulation  of  the 
oxygen.  The  part  o  is  gradually  heated  and  kept  hot  during  the 
combustion.  This  hot  inclined  tube  acts  as  a  chimney ;  the  heated 
gases  rise  in  it,  pass  into  the  cold  tube  b  and  fall,  thus  causing  a 
constant  stream  of  gas  to  pass  over  the  assay.  It  is  important  to 
ignite  the  assay  without  distilling  off  any  considerable  portion. 
To  do  this  a  small  splinter  of  wood  may  be  placed  in  contact  with 
that  part  of  the  substance  nearest  I,  or  that  end  of  the  tray  may 
hold  a  thin  layer  of  the  assay,  which  is  heated  as  rapidly  as  safety 
allows  by  a  lamp  held  in  the  hand.  To  insure  a  full  supply  of  gas 
in  the  tube  d  at  the  commencement  of  the  combustion,  oxygen  is 
passed  from  a  gasometer  through  the  tube  *  till  the  white  fume 
which  appears  in  the  condenser  b  passes  into  a.  The  products  of 
combustion  being  denser  fall  to  the  bottom  of  the  bottle,  and  for  a 
while  displace  the  oxygen,  thus  increasing  the  circulation.  After 
the  substance  is  ignited,  the  fire  passes  to  the  other  end  of  the  tray. 
The  part  of  the  tube  about  the  tray  is  heated  by  a  lamp  as  is  re- 
quired to  keep  up  the  combustion.  At  the  end  of  the  operation 
the  heat  is  increased.  If  drops  of  liquid  collect  in  c,  and  are  liable 
to  run  down  to  the  hotter  parts  of  the  tube,  they  should  be  driven 
ofE  by  heat.  If  carbonic  acid  be  the  principal  product  of  the  com- 
bustion, there  is  little  change  in  the  volume  of  gases  in  the  appa- 
ratus ;  but  if  water  and  sulphuric  acid  are  formed  in  much  quantity, 
the  volume  is  diminished  and  air  enters  through  the  safety 
tube. 

Most  solid  substances  heated  alone  in  the  open  tray  yield  vola- 
tile products  too  rapidly  for  entire  combustion,  but  if  mixed  with 
sand  in  suitable  proportion  they  burn  slowly  and  completely. 
Liquids  should  be  enclosed  in  narrow  tubes  sealed  at  one  end  and 
drawn  out  at  the  other  to  a  capillary  bore  for  two  or  three  inches 
of  length.  Upon  the  point  of  the  tube  a  bit  of  platinum  sponge 
is  fixed  to  assist  the  oxidation.  The  liquid  should  not  fill  more 
than  two  thirds  of  the  wider  part  of  the  tube. 

Before  introducing  very  volatile  substances,  the  10  cm.  of  the 

*  A  platinum  tray  which  answers  well  may  be  made  10  to  30  cm.  long,  10  mm. 
wide,  and  7  to  10  mm.  deep  by  bending  thin  foil  over  a  glaes  tube.  The  ends 
may  be  roughly  bent  together  or  left  open. 
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combustion  tube  I  d  should  be  heated  to  dull  redness.  Oxygen  is 
passed  in  at  i,  the  tubes  are  disjointed  at  k,  and  the  tube  liolding 
the  assay  is  then  pushed  in,  till  the  platinum  just  reaches  the  heated 
zone.  The  apparatus  being  connected  at  k,  slow  volatilization  of 
the  liquid  is  effected  by  cautiously  applying  a  flame  under  the 
empty  portion  of  the  tube  containing  the  substance,  so  as  to  main- 
tain the  platinum  sponge  in  a  steady  glow.  As  soon  as  a  cloud  of 
combustion-products  appears  in  the  vessel  a,  oxygen  is  shut  off 
from  ^.  When  all  the  liquid  has  distilled  from  the  interior  tube, 
the  tube  c  d  i&  cooled  slowly  and  the  apparatus  is  left  for  two 
hours  or  until  the  fume  has  entirely  subsided.  If  no  odor  of  bro- 
mine be  perceptible  when  the  apparatus  is  disconnected  at  h  to 
remove  the  tray  or  tube,  a  few  drops  of  it  should  be  poured  through 
a  funnel-tube  put  in  the  place  of  j,  and  the  whole  allowed  to 
stand  some  time  to  insure  complete  oxidation  of  the  sulphur-com- 
pounds and  deposition  of  the  sulphuric  acid. 

The  tubes  d  and  e  are  then  rinsed  into  a  beaker,  this  water  is 
poured  into  h,  which  is  then .  thoroughly  washed  by  the  aid  of 
the  wash-bottle ;  the  lai'ge  rubber  stopper  is  lifted  from  the  bottle 
and  the  lower  part  of-  h  rinsed  ;  without  removing  the  tube/"  from 
the  stopper,  it  is  rinsed  into  a  beaker,  and  finally  the  bottle  is  care- 
fully washed.  The  solution  obtained,  which  need  not  exceed  500 
c.  c,  is  evaporated  to  a  small  volume,  filtered  if  necessary,  and  the 
sulphuric  acid  is  determined  by  precipitation  with  barium  chloride, 
observing  all  precautions  mentioned  in  §  132,  1.  In  case  the  sub- 
stance leaves  an  ash  or  residue  in  the  tray,  this  must  be  dissolved 
in  aqua  regia,  the  nitric  acid  removed  by  evaporation  with  strong 
chlorhydric  acid,  and  any  sulphuric  acid  it  may  contain  sepai-ated  in 
the  usual  manner.  In  the  use  of  this  apparatus  there  is  no  danger 
from  explosions  if  care  be  taken  to  have  the  combustion  tube  hot 
enough  to  ignite  combustible  vapor.  Before  attempting  to  burn  a 
substance  in  the  apparatus,  it  is  best  to  try  it  in  a  large  inclined 
tube  open  at  both  ends,  or  with  oxygen  supplied  at  the  lower  end. 
Such  a  preliminary  trial  will  usually  indicate  the  precautions  neces- 
sary in  burning  the  substance  in  the  apparatus. 

For  the  determination  of  sulphur  in  substances  rich  in  sulphur, 
"5  to  '75  grm.,  requiring  about  4  litres  of  oxygen,  may  be  used. 
Wlien  but.  little  sulphur  is  present,  a  combustion  of  2'  grms.  may 
be  effected  with  9  litres  of  oxygen.     External  heat  is  best  applied 
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to  the  part  of  tlie  tube  containing  the  substance  by  a  Bunsen  burner 
held  in  the  hand.  The  length  of  time  required  for  the  actual  com. 
bustion  seldom  exceeds  20  minutes. 

This  method  gives  very  accurate  results. 

2.  Sauee's  Method,  modified  hy  Mixtee.* 

a.  If  the  stibstance  gives  off  hut  little  volatile  matter  on  heat- 
ing, e.g.,  coke,  anthracite  coal,  c&o. 

A  combustion  tube  30  to  40  cm.  in  length  is  drawn  out  quite 
narrow  at  one  end,  and  the  drawn  out  narrow  part  is  bent  down- 
ward at  a  right  angle  and  fitted  by  means  of  a  perforated  stopper 
into  the  U-tube  A,  fig.  101,  containing  aqueous  solution  of  bro- 


I    IIIMIIIIIB  ^v._^^ 
rc~~7 


Fig.  101. 


Tig.  103. 

mine  and  also  a  large  drop  of  undissolved  bromine.  The  globule 
of  bromine  is  made  to  rest  at  the  point  fi  by  giving  the  apparatus 
a  suitable  inclination.  The  combustion  tube  is  laid  in  a  combus- 
tion furnace,  and  the  substance  contained  in  a  tray  is  pushed  into 


*Am.  Journ.  Chem.,  2,  896. 
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the  open  end  abont  15  cm.  This  end  is  then  closed  with  a  stop- 
per, through  which  passes  a  glass  tube.  Pure  oxygen  gas  is  then 
condacted  into  the  combustion'  tube,  and  the  part  containing  the 
tray  is  heated  to  redness.  If  during  the  process  the  bromine  in 
solution  becomes  nearly  exhausted  by  the  action  of  sulphurous 
acid,  a  portion  of  the  undissolved  globule  is  shaken  over  into  the 
narrow  part  e  of  the  U-tube,  where  it  is  rapidly  dissolved  by  the 
agitation  caused  by  the  passing  gas-bubbles.  In  order  to  complete 
the  condensation  of  fumes  of  sulphuric  acid  which  may  pass 
through  the  U-tube,  they  are  conducted  by  means  of  the  tube  g 
to  the  bottom  of  the  bottle  B,  which  has  a  capacity  of  about  8 
litres.  The  bottom  of  the  bottle  should  be  barely  covered  with 
water.  During  the  process  of  combustion  a  cloud  of  fumes  may 
be  observed  in  the  lower  part  of  the  bottle,  while  the  air  in  the 
upper 'part  remains  perfectly  clear.  After  combustion  is  com- 
pleted, the  tube  g  is  removed,  and  the  bottle  with  its  mouth  closed 
is  allowed  to  stand  until  the  visible  fumes  are  absorbed.  The  com- 
bustion tube  is  rinsed  to  remove  sulphuric  acid  which  may  have 
condensed  in  the  part  near  the  U-tube.  The  rinsings  are  added  to 
the  united  solutions  obtained  in  A  and  B.  The  solution  contain- 
ing the  sulphuric  acid  is  now  heated  to  remove  free  bromine,  and 
concentrated  if  the  volume  appears  too  great.  The  sulphuric  acid 
in  it  is  determined  as  in  the  similar  solution  obtained  by  the  pro- 
cess described  above  in  1. 

If  the  operator  cannot  procure  a  U-tube  of  the  form  represented 
by  A,  the  more  common  form  shown  by  fig.  99  may  be  used.  In  that 
case  it  is  best  to  use  a  saturated  solution  of  bromine  in  hydrochloric 
acid,  of  which  the  U-tube  should  contain  12  to  15  c.  c.  when  filled 
to  extent  indicated  in  fig.  99.  On  account  of  the  small  volume  of 
liquid  which  can  be  used  in  such  tube,  an  aqueous  solution  would 
hardly  suffice.  The  free  hydrochloric  acid  should  be  nearly  all 
removed  by  evaporation  from  the  final  solution  of  sulphuric  acid 
before  proceeding  to  precipitate  the  latter  with  barium  chloride.- 

If  inorganic  matter  remains  in  the  tray  aftei  completing  the  com- 
bustion, it  is  to  be  treated  as  directed  in  c,  1. 

/?.  The  substance  gives  off  volatile  matter  at  a  high  temperature. 

A  combustion  tube  about  85  cm.  long,  narrowed  at  tlie  point 
indicated  by  c  in  fig.  102,  is  employed.  Having  introduced  the 
substance  in  a  tray  (or  if  volatile  at  tlie  ordinary  temperature  in 
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bulb  tube  with  capillary  orifice),  the  narrow  part  of  the  combus- 
tion tube  and  also  a  portion  beyond  extending  to  within  10  or  15 
cm.  of  the  end  entering  the  U-tube*  is  heated  to  dull  redness  in  a 
combustion  furnace.  Oxygen  gas  is  now  conducted  by  means  of 
the  hard  glass  tube  a  to  the  point  c  beyond  the  tray.  At  the  same 
time  a  very  slow  current  of  carbon  dioxide  is  made  to  enter  through 
the  tube  h  in  order  to  prevent  vapors  from  receding.  Now,  by  a 
cautious  application  of  heat  the  volatile  matter  in  the  tray  is  first 
distilled  off  and  burned  by  the  constantly  supplied  current  of  oxy- 
gen. Next  the  combustion  of  any  fixed  residue  remaining  in  the 
tray  is  effected  by  transferring  the  supply  of  oxygen  from  a  to  5, 
and  that  of  carbon  dioxide  from  5  to  a.  The  only  use  of  carbon 
dioxide  at  this  stage  is  to  prevent  products  of  combustion  from 
entering  the  tube  a.  The  combustion  tube  during  the  process  is 
connected  with  the  same  absorbing  apparatus  as  used  in  2,  a.  The 
remaining  part  of  the  process  is  also  conducted  as  in  2,  a. 

MixTEE  *  obtained  quite  satisfactory  results  with  this  process. 
"When  very  volatile  substances,  e.g.,  carbon  disulphide,  are  to  be 
burned,  it  is  necessary  to  apply  heat  very  cautiously  to  the  part  of 
the  tube  containing  the  substance,  so  that  the  flame  produced  by 
the  meeting  of  the  combustible  vapor  with  oxygen  shall  be  a  few 
millimetres  hack  of  the  end  of  the  tube  delivering  the  oxygen.] 

D.  Deteemination  of  Phosphoetts  nsr  Oegahio  CoMPotrNcs. 

§  187. 

The  phosphorus  in  organic  compounds  is  determined  by  methods 
similar  to  those  employed  for  determination  of  sulphur  in  organic 
compounds,  i.e.,  the  organic  substance  is  oxidized  either  in  the  wet 
or  dry  way,  and  a  solution  is  obtained  in  which  the  phosphoric  acid 
formed  by  oxidization  is  determined. 

For  oxidation  the  methods  given  in  §  186,  1,  2,  4,  are  suit- 
able. 

From  the  solution  obtained  phosphoric  acid  is  precipitated, 
either  directly  with  ammonium  chloride,  magnesium  chloride,  and 
ammonia  mixture,  or  with  molybdic  acid  solution,  after  removing 
hydrochloric  acid  by  repeated  evaporation  with  nitric  acid. 

The  phosphorus  cannot  be  determined  by  incineration  of  the 

*Am.  Journ.  Chem.,  3,  896. 
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substance  and  examination  of  the  ash.  Vitellin,  which  when 
treated  with  nitric  acid  gives  3  per  cent,  of  phosphoric  acid,  yields 
barely  0-3  per  cent,  of  ash  (Y.  Baumhauer). 

If  a  substance  contains  phosphorus  both  in  an  unoxidized  state 
and  in  the  form  of  phosphates,  treat  a  separate  portion  with  hydro- 
chloric acid,  filter  if  necessary  and  determine  the  phosphoric  acid 
in  the  solution.  The  quantity  thus  found  is  deducted  from  the 
total  phosphoric  acid  found  in  the  portion  submitted  to  oxidation 
in  order  to  find  the  amount  which  existed  in  the  compound  in  an 
unoxidized  state. 


E.  AifALTSis  OF  Oeganic  Substances  containing  Ckloeine, 
Beomine,  oe  Iodine. 

§  188. 

Substances  containing  Broiuine  and  Iodine  are  analyzed  gene- 
roMy  in  the  same  manner  as  those  containing  Chlorine. 

Those  portions  of  the  following  §  which  are  enclosed  hetween 
square  iraclcets  refer  exclusively  to  combinations  of  Iodine  or  Bro- 
mine, as  the  case  may  he. 

The  combustion  of  organic  substances  containing  chlorine  with 
oxide  of  copper  gives  rise  to  the  formation  of  cuprous  chloride, 
which,  were  the  process  conducted  in  the  usual  manner,  would 
condense  in  the  calcium  chloride  tube,  and  would  thus  vitiate 
the  determination  of  the  hydrogen.  This  and  every  other  error 
may  be  prevented  by  the  employment  of  lead  chromate  (§  177). 
The  chlorine  is,  in  that  case,  converted  into  lead  chloride,  and 
retained  in  that  form  in  the  combustion  tube. 

If  the  combustion  is  effected  with  oxide  of  copper  in  a  current 
of  oxygen,  the  cuprous  chloride  is  decomposed  by  the  oxygen,  oxide 
of  copper  and  free  chlorine  being  formed ;  the  latter  is  retained 
partly  in  the  calcium  chloride  tube,  partly  in  the  potash  bulbs.  To 
remedy  this  defect,  Staedelee*  proposes  to  fill  tlie  anterior  part 
of  the  tube  with  clean  copper  turnings ;  these  must  be  kept  red-hot 
during  the  combustion,  and  the  current  of  oxygen  must  be  arrested 
the  moment  they  begin  to  oxidize.  K.  KEAUTf  obr.erves  with  ref- 
erence to  this  process  that  it  is  well  to  place  a  roll  of  silver  foil, 

*  Annal.  d.  Chem.  u.  Pharm.  69,  335.        f  Zeitschr.  f.  anal.  Chem.  2,  243. 
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about  5  inches  long,  in  front  of  the  layer  of  metallic  copper.  In 
the  absence  of  the  silver  the  transmission  of  oxygen  has  to  be  con- 
ducted with  caution,  in  order  that  no  chlorine  may  be  expelled 
from  the  cuprous  chloride  first  formed,  but  by  adopting  I^kaut's 
recommendation  we  may  continue  passing  the  gas  without  fear  till 
it  escapes  free  from  the  potash  tube. .  [In  the  case  of  substances 
containing  iodine,  it  is  needless  to  employ  metallic  copper  as  well 
as  silver  foil.]  The  silver  may  be  used  over  and  over  again,  but 
at  last  rec[uires  ignition  in  a  stream  of  hydrogen.  According  to 
A.  VoLOKEE,*  the  evolution  of  chlorine  may  be  prevented  by  mix- 
ing the  oxide  of  copper  with  ^  lead  oxide. 

[In  the  analysis  of  bodies  containing  bromine  the  above  methods 
do  not  always  answer,  v.  GoEUP-BESANEzf  satisfied  himself  of  this 
by  analyzing  dibromotyrosin.  Whether  this  body  was  burnt  with 
lead  chromate,  with  a  mixture  of  lead  ehromate  and  potassium  chro- 
mate,  with  oxide  of  copper  and  oxygen  and  an  anterior  layer  of 
lead  chromate,  with  an  antei-ior  layer  of  copper  turnings,  whether 
mixed  or  in  the  platinum  boat,  in  whichever  way  the  analysis  was 
performed  the  carbonic  acid  always  came  out  several  per-cents.  too 
low,  because  metallic  bromide  was  formed,  which  fused  and 
enclosed  carbon,  thereby  preventing  its  oxidization.  The  following 
process,  on  the  contrary,  yielded  good  results :  Into  a  combustion 
tube  drawn  out  to  a  long  point,  introduce  first  a  three-inch  layer  of 
oxide  of  copper,  then  a  plug  of  asbestos,  tlien  a  mixture  of  the  sub- 
stance (finely  powdered)  with  about  an  equal  weight  of  well-dried 
lead  oxide  in  a  porcelain  boat ;  again  a  plug  of  asbestos,  then  gran- 
ulated oxide  of  copper,  then  lead  chromate  or  copper  turnings. 
First  heat  the  anterior  and  then  the  posterior  layers  to  ignition, 
and  warm  the  part  wliere  the  boat  is  very  cautiously  and  gradu- 
ally ;  everything  combustible  distils  over,  arrives  at  the  oxide  of 
copper  in  the  form  of  vapor,  and  is  there  burnt.  In  the  boat  noth- 
ing remains  but  a  mixture  of  lead  bromide  and  oxide.  Complete 
the  combustion  with  oxygen,  taking  care  not  to  heat  the  point 
where  the  boat  is  too  strongly,  nor  continue  the  transmission  of 
oxygen  longer  than  necessary.  Observe  also  that  no  copper  bromide 
sublimes  into  the  calcium  chloride  tube.] 

As  regards  the  determination  of  the  chlorine  itself,  this  is  usu- 
ally effected  either  {a)  by  igniting  the  substance  with  alkalies  or 

*  Chem.  Gaz.  1849,  245,  29.  t  Zeitschr.  £.  anaL  Chem.  1,  439. 
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alkali-earths,  by  wliich  process  all  the  chlorine  is  obtained  as  chlo- 
ride, or  (It)  by  oxidizing  the  substance  with  nitric  acid,  &c.,  in  a 
sealed  tube. 

a.  As  chlorine-free  lime  is  easily  obtainable  (by  burning  mar- 
ble), this  body  is  usually  preferred  to  effect  the  decomposition.  It 
must  always  be  tested  for  chlorine  previous  to  use. 

Introduce  into  a  combustion  tube,  about  40  cm.  long,  the  pos- 
terior end  of  wliich  is  sealed  and  rounded  like  a  test  tube,  a  layer 
of  lime,  6  em.  long,  then  tlie  substance,  after  this  another  layer  of 
lime,  6  cm.  long,  and  mix  with  the  wire ;  fill  the  tube  almost  to  the 
mouth  with  lime,  clear  a  free  passage  for  the  evolved  gases  by  a 
few  gentle  taps,  and  apply  heat  in  the  usual  way.  Volatile  fluids 
are  introduced  into  the  tube  in  small  glass  bulbs.  When  the  decom- 
position is  terminated,  dissolve  in  dilute  nitric  acid,  and  precipitate 
with  solution  of  silver  nitrate  (§  141).  Kolbe  recommends  the  fol- 
lowing process  to  obtain  the  contents  of  the  combustion  tube  :— 
When  the  decomposition  is  completed,  remove  the  charcoal,  insert 
a  cork  into  the  open  end  of  the  tube,  remove  every  particle 
of  ash,  and  immerse  the  tube,  still  hot,  with  the  sealed  end 
downwards,  into  a  beaker  filled  two-thirds  with  distilled  water; 
the  tube  breaks  into  many  pieces,  and  the  contents  are  then  more 
readily  acted  upon.  As  in  this  method  the  ignition  of  compounds 
abounding  in  nitrogen  may  be  attended  with  formation  of  calcium 
cyanide  or  sodium  cyanide,*  the  separation  of  the  silver  chloride 
and  the  cyanide,  if  required,  is  to  be  effected  by  the  process  given 
in  §  169,  6,  b  (Neubauee  and  KERNERf).  [In  determining  iodine 
by  this  method,  a  little  iodine  set  free  by  action  of  nitric  acid  must 
be  converted  in  hyriodie  acid  by  addition  of  a  little  sulphurous 
acid  before  precipitating  with  silver  nitrate.]  In  the  analysis  of 
acid  organic  compounds  containing  chlorine  {e.g.,  chlorospiroylic 
acid),  the  chlorine  may  often  be  determined  in  a  simpler  manner, 
viz.,  by  dissolving  the  substance  under  examination  in  an  excess  of 
dilute  solution  of  potassa,  evaporating  to  dryness,  and  igniting  the 
residue,  by  which  means  the  whole  of  the  chlorine  present  is  con- 
verted into  a  soluble  chloride  (Lowio). 

*  The  formation  of  cyanides  maybe  prevented  by  using,  instead  of  lime,  a 
mixture  of  lime  and  soda,  obtained  by  slaking  8  parts  quicklime  in  a  solution  of 
1  part  sodium  hydroxide  (free  from  chlorine)  and  heating  the  mixture  to  dryness 
in  a  silver  dish.    Base  EandJb.  deir  Anal  Ohem. ,  Ea.  6  by  Finkener,  ii.  735. 

t  Annal.  d.  Chem.  u.  Pharm.  101,  334,  344. 
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h.  In  more  readily  decomposable  compounds,  e.g.,  in  the  sub- 
stitution products  of  acids,  the  halogen  may  also  be  determined  by 
decomposing  the  siibstance  by  contact  during  several  hours  with 
water  and  sodium  amalgam,  acidifying  the  fluid  with  nitric  acid 
and  precipitating  with  silver  solution  (Kekule*). 

F.  Analysis  of  Oeganio  Compounds  containing  Inorganic 

Bodies. 

§189. 

In  the  analysis  of  organic  compounds  containing  inorganic 
bodies,  it  is,  of  course,  necessary  first  to  ascertain  the  quantity  of 
the  latter  before  proceeding  to  the  determination  of  the  carbon, 
&c.,  as  otherwise  the  amount  of  the  organic  body  whose  constitu- 
ents have  furnished  the  carbonic  acid,  water,  &c.,  not  being  known, 
it  would  be  impossible  to  estimate  the  oxygen  from  the  loss. 

If  the  substances  in  question  are  salts  or  similar  compounds, 
their  basic  radicals  are  determined  by  the  methods  given  in  the 
Fourth  Section ;  but  in  cases  where  the  inorganic  bodies  are  of  a 
nature  to  be  regarded  more  or  less  as  impurities  {e.g.,  the  ash  in 
coal),  they  may  usually  be  determined  with  sufficient  accuracy 
by  the  combustion  of  a  weighed  portion  of  the  substance,  in  an 
obliquely  placed  platinum  crucible,  or  in  a  platinum  dish.  In  the 
analysis  of  substances  containing  fusible  salts,  even  long-continued 
ignition  will  often  fail  to  effect  complete  combustion,  as  the  carbon 
is  protected  by  the  fused  salt  from  the  action  of  the  oxygen.  In 
such  cases,  the  best  way  to  effect  the  purpose  is  to  carbonize  the 
substance,  treat  the  mass  with  water,  and  incinerate  the  undissolved 
residue ;  the  aqueous  solution  is,  of  course,  likewise  evaporated  to 
dryness,  and  the  weight  of  the  residue  added  to  that  of  the  ash. 

If  organic  compounds  whose  ash  contains  potassium,  sodium, 
barium,  strontium,  or  calcium  are  burnt  with  oxide  of  copper,  part 
of  the  carbonic  acid  evolved  remains  as  carbonate  of  these  metals. 
As,  in  many  eases,  the  amount  of  carbonic  acid  thus  retained  is  not 
constant,  and  the  results  are,  moreover,  more  accurate  if  the  wliole 
amount  of  the  carbon  is  expelled  and  weighed  as  carbonic  acid,  the 
combustion  is  effected  with  lead  chromate,  with  addition  of  ^  of 
potassium  dichromate,  according  to  the  directions  given  in  §  177. 

*  Jahresb.  v.  Kopp.  u.  Will.  1861,  832. 
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Accurate  experiments  have  shown  that  in  this  case  not  a  trace  of 
carbonic  acid  remains  with  the  bases. 

If  the  substance  is  weighed  in  a  porcelain  or  platinum  boat,  and 
the  combustion  is  effected  according  to  §  178,  the  ash,  carbon,  and 
hydrogen  may  be  determined  in  one  portion.  The  amount  of  car- 
bonic acid  contained  in  the  ash  is  added  to  that  found  by  the  pro- 
cess of  combustion ;  if  the  carbonic  acid  in  the  ash  cannot  be  cal- 
culated, as  in  the  case  of  alkali  carbonates,  it  may  be  determined  by 
means  of  fused  borax  (§  139,  II.,  c). 

In  burning  substances  containing  mercury,  the  arrival  of  any  of 
the  metal  at  the  calcium  chloride  tube  may  be  prevented  by  having 
a  layer  of  copper-turnings  in  the  anterior  part  of  the  combustion 
tube,  and  by  not  allowing  the  foremost  portion  to  get  too  hot. 
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1.    ji.E'ALYSIS    OF  FEESH  WATEE  (SPEDSTG-WATER 
EIVEE-WATEE,   &C.).* 

§190. 

The  analysis  of  the  several  kinds  of  fresh  water  is  usually 
restricted  to  the  quantitative  estimation  of  the  following  sub- 
stances : 

a.  Basic  metala :  Sodium,  calcium,  magnesium, 

5.  Acids:  Sulphuric  acid,  nitric  acid,  silicic  acid,  carbonic 
acid,  chlorine. 

G.  Mechanically  sitspended  Matters :  Clay,  &c. 

"We  coniine  ourselves,  therefore,  here  to  the  estimation  of 
these  bodies. 

I.  The  Water  is  clear. 

1.  Determination  of  the  Chlorine. — This  may  be  effected, 
either,  a,  in  the  gravimetric,  or,  5,  in  the  volumetric  way. 

a.  G-ravimetrically. 

Take  500 — 1000  gi-m.  or  c.  c.f  Acidify  with  nitric  acid,  and 
precipitate  with  silver  nitrate.  Filter  when  the  precipitate  has 
completely  subsided  (§  141,  I.,  a).  If  the  quantity  of  the  chlorine 
is  so  inconsiderable  that  the  solution  of  silver  nitrate  produces 
only  a  slight  turbidity,  evaporate  a  larger  portion  of  the  water  to 
\i  i)  \i  ^^-i  of  its  bulk,  filter,  wash  the  precipitate,  and  treat  the 
filtrate  as  directed. 

J.  Volumetrically. 

Evaporate  1000  grm.  or  c.  c.  to  a  small  bulk,  and  determine 
the  chlorine  in  the  residual  fluid,  without  previous  filtration,  by 
solution  of  silver  nitrate,  with  addition  of  potassium  chromate 
(§141,I.,S,  «). 

*  Compare  Qualitative  Analysis,  p.  320  et  seq.  See  a  paper  recently  read 
before  the  Chemical  Society  by  Dr.  Miller— the  Society's  Journal  (3),  iil.  117  et 
seq.;  also,  Frankland,  idem (2),  iv.  239,  and  vi.  77;  and  Wanklyn,  Chapman, 
and  Smith,  idem,  vl.  153. 

t  As  the  specific  gravity  of  fresh  water  differs  but  little  from  that  of  pure 
water,  the  several  quantities  of  water  may  safely  be  measured  instead  of 
weighed.    The  calculation  is  facilitated  by  taking  a  round  number  of  c.  c. 
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2.  Determination  of  the  Sulphuric  Acid. — Take  1000  grm.  or 
c.  c.  Acidify  with  liydrocliloric  acid  and  mix  with  barium 
chloride.  Filter  after  the  precipitate  has  completely  subsided 
(§  132,  I.,  1).  If  the  quantity  of  the  sulphuric  acid  is  very  incon- 
siderable, evaporate  the  acidified  water  to  ^,  J,  ^,  &c.,  of  the  bulk, 
before  adding  the  barium  chloride. 

3.  Determination  of  Nitric  Acid. — If,  on  testing  the  residue 
on  evaporation  of  a  water  for  nitric  acid,  such  a  strong  reaction  is 
obtained  that  the  presence  of  a  determinable  quantity  of  the  acid 
may  be  inferred,  evaporate  according  to  the  apparent  quantity  of 
nitric  acid  indicated  by  qualitative  testing  500  to  1000  or  2000 
c.  c.  of  the  water  in  a  porcelain  dish,  wash  the  residue  into  a  flask 
(it  is  immaterial  whether  any  solid  matter  which  may  have  sepa- 
rated goes  partially  or  not  at  all  into  the  flask),  evaporate  in  the 
flask  still  further,  if  necessary,  and  in  the  small  quantity  of 
residual  fluid  determine  the  nitric  acid  according  to  §  149,  d,  fi. 

4.  Determination  of  the  Silicic  Acid,  Calcium,  and  Mag- 
nesium. 

Evaporate  1000  grm.  or  c.  c.  to  dryness— after  addition  of 
some  hydrochloric  acid — preferably  in  a  platinum  dish,  treat  the 
residue  with  hydrochloric  acid  and  water,  filter  off  the  separated 
silicic  acid,  and  treat  the  latter'  as  directed  §140,  II.,  a.  Deter- 
mine calcium  and  magnesium  in  the  filtrate  as  directed  §  154,  C, 
a  (28). 

5.  Determination  of  the  total  Itesidu,e  and  of  ths  Sodium. 

a.  Evaporate  1000  grm.  or  c.  c.  of  the  water,  with  proper  care, 
to  dryness  in  a  weighed  platinum  dish,  first  over  a  lamp,  finally 
on  the  water-bath.  Expose  the  residue,  in  the  air-bath,  to  a 
temperature  of  about  180°,  until  no  further  diminution  of  weight 
takes  place.     This  gives  the  total  amount  of  the  salts. 

h.  Treat  the  residue  with  water,  and  add,  cautiously,  pure 
dilute  sulphuric  acid  in  moderate  excess ;  cover  the  vessel  during 
this  operation  with  a  dish,  to  avoid  loss  from  spirting ;  then  place 
on  the  water-bath,  without  removing  the  cover.  After  ten  minutes, 
rinse  the  cover  by  means  of  a  washing  bottle,  evaporate  the  con- 
tents of  the  dish  to  dryness,  expel  the  free  sulphuric  acid,  ignite 
the  residue,  in  the  last  stage  with  addition  of  some  ammonium  car- 
bonate (§97,  ]),  and  weigh.  The  residue  consists  of  sodium  sul- 
phate, calcium  sulphate,  magnesium  sulphate,  and  some  separated 
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silica.  It  must  not  redden  moist  litmus  paper.  The  quantity  of 
the  sodium  sulphate  in  the  residue  is  now  found  by  subtracting 
from  the  weight  of  the  latter  the  known  weight  of  the  silica  and 
the  weight  of  the  calcium  and  magnesium  sul])hates  calculated 
from  the  quantities  of  these  earths  found  in  4. 

6.  Direct  Determination  of  the  Sodium. 

The  sodium  may  also  be  determined  in  the  direct  way,  with 
comparative  expedition,  by  the  following  method  : — 

Evaporate  1250  grm.  or  c.  c.  of  the  water,  in  a  dish,  to  about  -J-, 
and  then  add  2—3  c.  c.  of  thin  pure  milk  of  lime,  so  as  to  impart 
a  strongly  alkaline  reaction  to  the  fluid  ;  heat  for  some  time  longer, 
then  wash  the  contents  of  the  dish  into  a  quarter-litre  flask.  (It  is 
not  necessary  to  rinse  every  particle  of  the  precipitate  into  the 
flask ;  but  the  whole  of  the  fluid  must  bo  transferred  to  it,  and  the 
particles  of  the  precipitate  adhering  to  the  dish  well  washed,  and 
the  washings  also  added  to  the  flask.)  Allow  the  contents  to  cool, 
dilute  to  the  mark,  shake,  allow  to  deposit,  filter  through  a  dry  filter, 
measure  off  200  c.  c.  of  the  filtrate,  corresponding  to  1000  grm.  of 
the  water,  transfer  to  a  quarter-litre  flask,  mix  with  ammonium  car- 
bonate and  some  ammonium  oxalate,  add  water  up  to  the  mark, 
shake,  allow  to  deposit,  filter  through  a  dry  filter,  measure  off  200 
c.  c,  corresponding  to  800  grm.  of  the  water,  add  some  ammonium 
chloride,*  evaporate,  ignite,  and  weigh  the  residual  sodium  chloride 
as  directed  §  98,  2.\ 

Or  by  the  following  method : — 

Evaporate  the  filtrate  from  the  barium  sulphate  obtained  in  2 
to  dryness  in  a  platinum  dish  (or  if  nitrates  are  present  in  porcelain) 
to  remove  free  hydrochloric  acid  and  separate  silica.  Digest  the 
residue  with  a  few  c.  c.  water,  and  jDrecipitate  magnesium  without 
previous  filtration  by  addition  of  solution  of  barium  hydroxide, 
avoiding  a  large  excess.  Enough  has  been  added  if  a  i:)ellicle  of 
barium  carbonate  forms  upon  the  surface  of  the  liquid  on  exposure 
a  short  time  to  the  air.  Filter  and  wasli  the  usually  slight  precipi- 
tate.    Heat  the  filtrate,  and  add  ammonium  carbonate  to  precipitate 

*  To  convert  the  still  remaining  sodium  sulpliate,  on  ignition,  into  sodium 
chloride. 

f  This  process,  which  entirely  dispenses  with  wa«liing,  presents  one  source  of 
error— viz.,  the  space  occupied  by  tlie  precipitates  is  not  talicn  into  account.  The 
error  resulting  from  this  is,  liowever,  so  trifling,  that  it  may  safely  be  disregarded, 
as  the  e-xcess  of  weight  amounts  to  ^iJ^  at  the  most. 
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the  barium  introduced  and  the  calcium  originally  present,  filter 
from  the  precipitated  carbonates,  and  evaporate  the  filtrate  to  dry- 
ness, and  remove  by  heating  the  ammonium  chloride  completely. 
Dissolve  the  sodium  chloride  in  the  residue  with  4  or  5  c.  c.  water, 
warm,  and  add  a  few  drops  of  ammonium  carbonate  and  ammonia  to 
separate  possibly  remaining  traces  of  barium  and  calcium,  filter  again 
into  a  weighed  platinum  dish,  evaporate  to  dryness,  heat  nearly  to 
fusion,  and  weigh  the  sodium  chloride.  The  sodium  chloride 
obtained  by  either  process  will  contain  the  potassium  (as  chloride) 
if  any  is  present  in  the  water.  If  enough  alkali  chloride  is  obtained 
it  may,  after  weighing,  be  examined  for  potassium  according  to 
§  152,  1,  a. 

7.  Calculate  the  numbers  found  in  1 — 6  to  1000  parts  of  water, 
and  determine  from  the  data  obtained  the  amount  of  carbonic  acid 
in  combination,  as  follows : — 

Add  together  the  quantities  of  SO,  corresponding  to  the 
basic  oxides  found,  and  subtract  from  the  sum,  first,  the  amount  of 
sulphuric  acid  SO,  precipitated  from  the  water  by  barium  chloride 
(2),  secondly,  the  amount  equivalent  to  the  nitric  acid  found,  and 
thirdly,  the  amount  equivalent  to  the  chlorine  found ;  the  remain- 
der is  equivalent  to  the  carbonic  acid  combined  with  the  bases  in 
the  form  of  normal  carbonates.  80  parts  of  SO,  remaining  after  sub- 
tracting the  quantities  just  stated,  correspond  accordingly  to  44 
parts  of  COj. 

If,  by  way  of  control,  you  wish  to  determine  the  combined  car- 
bonic acid  in  the  direct  way,  evaporate  1000  grm.  or  c.  c.  of  the 
water,  in  a  flask,  to  a  small  bulk ;  add  tincture  of  cochineal,  then 
standard  nitric  acid,  and  proceed  as  directed  p.  698. 

8.  Control. 

If  the  quantities  of  the  ISTa^O,  CaO,  MgO,  SO,,  N,0.,  SiO„  CO, 
and  CI  are  added  together,  and  an  amount  of  oxygen  equivalent  to 
the  chlorine  (since  this  latter  is  combined  with  metal  and  not  with 
oxide)  is  subtracted  fi'om  the  sum,  the  remainder  must  nearly 
correspond  to  the  total  amount  of  the  salts  found  in  5,  a.  Perfect 
correspondence  cannot  be  expected,  since,  1,  upon  the  evaporation 
of  the  water  magnesium  chloride  is  partially  decomposed,  and  con- 
verted into  a  basic  salt ;  2,  the  silicic  acid  expels  some  carbonic 
acid ;  and  3,  it  being  difficiilt  to  free  magnesium  carbonate  from 
water  without  incurring  loss  of  carbonic  acid,  the  residue  remain- 
ing upon  the  evaporation  of  the  water  contains  the  magnesium 
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carbonate  as  a  basic  salt,  whereas,  in  our  calculation,  we  have 
assumed  the  quantity  of  carbonic  acid  corresponding  to  the  normal 
salt. 

9.  Determination  of  the  free  Carlonio  Acid. 

In  the  case  of  well-water  this  may  be  conveniently  executed 
by  the  process  described  §  139,  /?  (p.  405).  "We  here  obtain  the 
carbonic  acid  which  is  contained  in  the  water  over  and  above  the 
quantity  corresponding  to  the  normal  cai'bonates,  or  in  other  words, 
the  carbonic  acid  which  is  free  and  which  is  combined  with  the 
carbonates  to  biearbonates. 

10.  Determination  of  the  Organic  Matter. 

Many  fresh  waters  contain  so  much  organic  matter  as  to  be 
quite  yellow,  others  contain  traces,  and  many  again  may  be  said  to 
be  free  from  such  substances.  The  exact  estimation  of  organic 
matter  is  by  no  means  an  easy  task,  and  the  method  usually 
adopted — viz.,  ignition  of  the  residue  of  the  water  dried  at  180°, 
treatment  with  ammonium  carbonate,  gentle  ignition  again,  and 
calculation  of  the  organic  matter  from  the  loss  of  weight — yields 
merely  an  approximate  result,  since  we  can  never  be  sure  as  to  the 
condition  of  the  magnesium  carbonate  in  the  residue  dried  at 
180°  and  in  the  same  after  ignition,  and  since  the  silicic  acid  expels 
some  carbonic  acid,  which  is  not  taken  up  again  on  treatment  with 
ammonium   carbonate,   &c. 

[This  approximation,  however,  will  generally  suffice,  if  the 
purpose  of  the  analysis  is  to  enable  one  to  judge  of  the  quality 
of  the  water  with  reference  to  its  use  in  steam-boilers  and  for 
most  manufacturing  processes.  But  if  it  is  desired  to  learn 
by  analysis  whether  the  water  is  fit  or  unfit  for  drinking,  the 
case  is  quite  different,  for  its  quality  as  a  potable  water  doubt- 
less depends  greatly  on  the  amount,  and  still  more  on  the  I-IdiI,  of 
organic  matter  present.  Detailed  descriptions  of  methods  used  in 
the  examination  of  the  organic  matter  contained  in  water  are  to  be 
found  in  "  "Water  Analysis,"  by  J.  A.  "Wanklyn  and  E.  T.  Chap- 
man, third  edition,  London,  Truebner  &  Co.,  1874  ;  Anleitung  zor 
TJntersuchung  von  "Wasser,  von  Kubel  und  Tiemann,  2  Aufl. ;  also 
in  several  articles  on  the  subject  by  "Wanklyn,  Cuapman,  and 
Smith,  in  Journal  of  the  Chem.  Soc.j 
II.  Ths  water  is  not  dear. 

Till  a  large  flask  of  known  capacity  with  the  water,  close  with 
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a  glass  stopper,  and  allow  the  flask  to  stand  in  the  cold  until  the 
suspended  matter  is  deposited ;  draw  off  the  clear  water  with  a 
siphon  as  far  as  practicable,  lilter  the  bottoms,  dry  or  ignite  the 
contents  of  the  filter,  and  weigh.  Treat  the  clear  water  as  directed 
in  I. 


Respecting  the  calculation  of  the  analysis,  I  remark  simply  that 
the  results  are  usually*  arranged  upon  the  following  principles  :— 

The  chlorine  is  combined  with  sodium ;  if  there  is  an  excess, 
this  is  combined  with  calcium.  If,  on  the  other  hand,  there 
remains  an  excess  of  sodium,  this  is  combined  with  sulphuric  acid. 
The  suljyhuric  acid,  or  the  remainder  of  the  sulphuric  acid,  as  the 
case  may  be,  is  combined  with  calcium.  The  nitric  acid  is,  as  a 
rule,  to  be  combined  with  calcium.  The  silicic  acid  is  put  down 
in  the  free  state,  the  remainder  of  the  calcium  and  the  magnesium 
as  carbonates,  either  normal  or  acid,  according  to  circumstances. 

It  must  always  be  borne  in  mind  that  the  results  of  the  qualita- 
tive analysis  may  render  another  arrangement  of  the  acids  and 
bases  necessary.  For  instance,  if  the  evaporated  water  reacts 
strongly  alkaline,  sodium  carbonate  is  present,  generally  in  com- 
pany with  sodium  sulphate  and  sodium  chloride,  occasionally  also 
with  sodium  nitrate.  The  calcium  and  magnesium  are  then  to  be 
entirely  combined  with  carbonic  acid. 

In  the  report,  the  quantities  are  represented  in  parts  per  1000 
(or  1000,000),  and  also  in  grains  per  gallon. 


For  technical  purposes,  it  is  sometimes  sufficient  to  estimate  the 
hardness  of  the  water  (the  relative  amount  of  calcium  and  magne- 
sium in  it)  by  means  of  a  standard  solution  of  soap.  A  detailed 
description  of  this  method,  which  was  first  employed  by  Clabk, 
may  be  found  in  Bolley  &  Paul's  Handbook  of  Technical 
Analysis.     See  also  Sutton's  Yolumetric  Analysis. 

*  A  certain  latitude  is  here  allowed  to  the  analyst's  discretion 
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2.  ACIDIMETRY. 

A.  Estimation  by  Specific  Geavitt. 

Tables,  based  upon  the  results  of  exact  experiments,  have  been 
drawn  up,  expressing  in  niimbers  the  relation  between  the  specific 
gravity  of  the  aqueous  solution  of  an  acid,  and  the  amount  of  real 
acid  contained  in  it.  Therefore,  to  know  the  amount  of  real  acid 
contained  in  an  aqueous  solution  of  an  acid,  it  suffices,  in  many 
cases,  simply  to  determine  its  specific  gravity.  Of  course  the  acids 
must,  in  that  case,  be  free,  or  at  least  nearly  free  from  admixtures 
of  other  substances  dissolved  in  them.  Now,  as  most  common 
acids  are  volatile  (sulphuric  acid,  hydrochloric  acid,  nitric  acid, 
acetic  acid),  any  non-volatile  admixture  may  be  readily  detected  by 
evaporating  a  sample  of  the  acid  in  a  small  platinum  or  porcelain 
dish. 

The  determination  of  the  specific  gravity  is  effected  either  by 
comparing  the  weight  of  equal  volumes  of  water  and  acid,  or  by 
means  of  a  good  hydrometer.  The  estimations  must,  of  course,  be 
made  at  the  temperature  to  which  the  Tables  refer. 

The  following  Tables  on  pages  676 — 679  give  the  relations 
between  the  specific  gravity  and  the  strengtli  for  sulphuric  acid, 
hydrochloric  acid,  nitric  acid,  and  acetic  acid. 

In  all  cases  in  which  the  determination  of  the  specific  gravity 
fails  to  attain  the  end  in  view,  or  wliich  demand  particular  accuracy, 
the  volumetric  method  described  under  B,  is  employed. 

B.  Estimation  by   Saturation   with    an   Alkaline    Fluid    of 

KNOWN    STRENGTH.* 

§192. 

1.  This  method  requires : — 

A  dilute  acid  of  known  strength.  Sulphuric  or  hydrochloric 
acid  may  be  used.  Nitric  and  oxalic  acids  are  less  frequently 
employed. 

*  According  to  NicnoLSON  and  Price  (Chem.  Gaz.,  1856,  p.  80)  the  common 
method  of  acidimetry  is  not  suited  for  determining  free  acetic  acid,  on  account 
of  tlio  alkaline  reaction  of  neutral  sodium  acetate;  however,  Otto  (Annal.  d. 
Chem.  u.  Pharm.  102,  69)  has  clearly  demonstrated  that  the  error  arising  from 
this  is  so  inconsiderable  that  it  may  safely  be  disregarded. 
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TABLE  I. 

Slwwvng  the  percentages  of  Acid  (H2SO4)  and  Anhydride  (SO3)  corresponding  to 
various  specific  gratities  of  aqueous  Sulphuric  Acid  by  Bineau  ;  calculated  for 
15°,  by  Otto. 


Specific 

Percentage 

Percentage 

Specific 

Percentage 

Percentage 

gravity. 

ofHjSO^. 

of  SOp. 

gravity. 

of  H3SO4. 

ofSOa. 

1  8426 

100 

81-63 

1-398 

50 

40-81 

1-842 

99 

80-81 

1-3886 

49 

40-00 

1-8406 

98 

80-00 

1-379 

48 

39-18 

1-840 

97 

79-18 

1-370 

47 

38-36 

1-8384 

96 

78-36 

1-361 

46 

37-55 

1-8376 

95 

77-55 

1-351 

45 

36-73 

1-8356 

94 

76-73 

1-343 

44 

35-83 

1-834 

93 

75-91 

1-333 

43 

35-10 

1-831 

93 

75-10 

1-334, 

43 

34-38 

1-827 

91 

74-28 

1-315 

41 

33-47 

1-833 

90 

78-47 

1-306 

40 

33-65 

1-816 

89 

73-65 

1-3976 

39 

31-83 

1-809 

88 

71-83 

1-289 

38 

31-03 

1-803 

87 

71-02 

1-281 

37 

80-30 

1-794 

86 

70-10 

1-272 

36 

29  38 

1-786 

85 

69-38 

1-364 

85 

28-57 

1-777 

84 

68-57 

1-356 

34 

27-75 

1-767 

83 

67-75 

1-3476 

33 

36-94 

1-756 

83 

66-94 

1-339 

83 

?6-12 

1-745 

81 

66-13 

1-231 

31 

25-30 

1-734 

80 

65-30 

1-223 

30 

24-49 

1-722 

79 

64-48 

1-315 

39 

23-67 

1-710 

78 

63-67 

1-3066 

28 

22-85 

1-698 

77 

63-85 

1-198 

37 

32-03 

1-686 

76 

62-04 

1-190 

36 

21-22 

1-675 

75 

61-23 

1-183 

25 

20  40 

1-663 

74 

60-40 

1-174 

24 

19-58 

1-651 

73 

59-59 

1-167 

33 

18-77 

1-639 

73 

58-77 

1-159 

33 

17-95 

1-627 

71 

57-95 

1-1516 

21 

17-14 

1-615 

70 

57-14 

1-144 

20 

16-32 

1-604 

69 

56-33 

1-136 

19 

15-51 

1-593 

68 

55-59 

1-139 

18 

14-69 

1-580 

67 

54-69 

1-121 

17 

13-87 

1-568 

66 

53-87 

1-1136 

16 

13-06 

1-557 

65 

53-05 

1-106 

15 

13-24 

1-545 

64 

53-24 

1-098 

14 

11-42 

1-534 

63 

51-43 

1-091 

13 

10-61 

1-523 

63 

50-61 

1-083 

13 

9-79 

1-513 

61 

49-79 

10756 

11 

8-98 

1-501 

60 

48-98 

1-068 

10 

8-16 

1-490 

59 

48-16 

1061 

9 

7-34 

1-480 

58 

47-34 

1-0536 

8 

6-53 

1-469 

57 

46-53 

1-0464 

7 

6-71 

1-4586 

56 

45-71 

1-039 

6 

4-89 

1-448 

55 

44-89 

1-032 

5 

4-08 

1-438 

54 

44  07 

1-0256 

4 

3-26 

1-438 

53 

43-38 

1-019 

3 

2-445 

1-418 

53 

42-45 

1-013 

2 

1-63 

1-408 

51 

41-63 

1-0064 

1 

0-816 
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TABLE  II. 

Sluming  the  percentages  of  Anliydrous  Acid  (HCl )  corresponding  to  various  spedfie 
gravities  of  aqueous  solutions  of  Hydrochhi-ic  Acid,  by  Urb.  Tempera- 
ture 15°. 


Percentage  of 

Percentage  of 

Speoiflo  gravity. 

hydrochloric  acid  gas 
(HCl). 

Specific  gravity. 

hydrocliloric  acid  gas 
(HCl). 

1-2000 

40-777 

1-1000 

20-388 

1-1983 

40 

369 

0980 

19 

980 

1-1964 

39 

961 

0960 

19 

573 

1-1946 

39 

554 

0939 

19 

165 

1-1928 

39 

146 

0919 

18 

757 

1-1910 

38 

738 

0899 

18 

349 

1-1893 

38 

330 

0879 

17 

941 

1-1875 

87 

933 

0859 

17 

534 

1-1857 

37 

516 

0838 

17 

136 

1-1846 

37 

108 

0818 

16 

718 

1-1823 

36 

700 

0798 

lb 

810 

1-1803 

36 

293 

0778 

15 

903 

1-1783 

35 

884 

0758 

15 

494 

1-1762 

35 

476 

0738 

15 

087 

1-1741 

35 

068 

0718 

14 

679 

1-1721 

34 

660 

0697 

14 

271 

1-1701 

34 

352 

0677 

13 

863 

1-1681 

33 

845 

0657 

13 

456 

1-1661 

33 

437 

0G37 

13 

049 

1-1641 

33 

029 

0617 

12 

641 

1-1630 

33 

621 

0597 

13 

333 

1-1599 

32 

213 

0577 

11 

825 

1-1578 

31 

805 

0557 

11 

418 

1  - 1557 

81 

398 

0537 

11 

010 

1-1537 

30 

990 

0517 

10 

602 

1-1515 

30 

582 

0497 

10 

194 

1-1494 

80 

174 

0477 

9 

786 

1-1473 

29 

767 

0457 

9 

879 

1-1453 

29 

359 

0437 

8 

971 

1-1431 

38 

951 

0417 

8 

568 

1-1410 

28 

544 

039Y 

8 

155 

1-1389 

38 

136 

0377 

7 

747 

1-1369 

37 

738 

0337 

7 

340 

1-1349 

37 

321 

0337 

6 

933 

1-1328 

36 

913 

0318 

6 

524 

1-1308 

36 

505 

0298 

6 

116 

1-1287 

36 

098 

0279 

5 

709 

1-1267 

25 

690 

0259 

5 

301 

1-1247 

25 

282 

0339 

4 

893 

1-1226 

34 

874 

0320 

4 

486 

1-1206 

24 

466 

0300 

4 

078 

1-1185 

34 

058 

0180 

3 

670 

1-1164 

33 

650 

0160 

3 

363 

1-1143 

33 

243 

0140 

3 

854 

1-1123 

23 

834 

0120 

2 

447 

1-1102 

33 

436 

0100 

3 

039 

1-1083 

33 

019 

0080 

1 

681 

1-1061 

31 

611 

0060 

1 

134 

1-1041 

31 

203 

0040 

0 

816 

1  1030 

20-796 

1-0020 

0  408 
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TABLE  III. 

Showing  the  percentages  of  Nitric  Anhydride   (NjOs)  corresponding  to  mrioui 
specific  gvavities  of  aqueous  Nitric  Acid,  by  Uke.     Temperature  15°. 


Specific 

Percentage 

Specific 

Percentage 

Specific 

Percentage 

Specific 

Percentage 

gravity. 

of  NjOj. 

gravity. 

of  NjOj. 

gravity. 

of  NjOa. 

gravity. 

of  N,0.. 

1-500 

79-7 

1-419 

59-8 

1-395 

39-8 

1-140 

19-9 

498 

78 

9 

415 

59 

0 

289 

89 

0 

1-134 

19-1 

496 

78 

1 

411 

58 

3 

383 

38 

3 

1-129 

18-3 

494 

77 

3 

406 

57 

4 

376 

37 

5 

1-123 

17-5 

491 

76 

5 

403 

56 

6 

370 

36 

7 

1-117 

16-7 

488 

75 

7 

398 

55 

8 

264 

35 

9 

1-111 

15-9 

485 

74 

9 

394 

55 

0 

258 

35 

1 

1-105 

15-1 

483 

74 

1 

388 

54 

3 

352 

34 

3 

1099 

14-3 

479 

73 

3 

383 

53 

4 

346 

83 

5- 

1-098 

13-5 

476 

73 

5 

378 

53 

6 

240 

33 

7 

1-088 

13-7 

473 

71 

7 

373 

51 

8 

284 

31 

9 

1-082 

11-9 

470 

70 

9 

368 

51 

1 

228 

31 

1 

1-076 

11-3 

467 

70 

1 

363 

50 

3 

331 

30 

3 

1-071 

10-4 

464 

69 

3 

358 

49 

4 

1  215 

29 

5 

1-065 

9-6 

460 

68 

5 

353 

48 

6 

1  308 

28 

7 

1-059 

8-8 

457 

67 

7 

348 

47 

9 

302 

27 

9 

1-054 

8-0 

453 

66 

9 

343 

47 

0 

196 

37 

1 

1048 

7-2 

450 

66 

1 

338 

46 

3 

189 

26 

3 

1043 

6-4 

446 

65 

3 

333 

45 

4 

183 

25 

5 

1-087 

5-6 

443 

64 

5 

337 

44 

6 

177 

34 

7 

1-082 

4-8 

439 

63 

8 

323 

43 

8 

171 

33 

9 

1-027 

4-0 

435 

63 

0 

316 

43 

0 

165 

23 

1 

1-031 

3-2 

431 

63 

3 

311 

43 

3 

159 

22 

3 

1-016 

2-4 

427 

61 

4 

306 

41 

4 

153 

21-5 

1-011 

1-6 

1-423 

60-6 

1-300 

40-4 

1-146 

20  7 

1-005 

0-8 

2.  An  alkaline  fluid  of  known  strength.  Potassa  or  ammonia 
may  be  employed. 

a.  Peepajiation  of  the  Solutions. 

The  solutions  should  be  of  suitable  strength.  As  the  first 
step  in  the  preparation  of  a  dilute  sulphuric  acid,  of  convenient 
strength  for  ordinary  use,  dilute  20  cubic  centimetres  of  oil  of  Yit- 
riol  -vvith  -water  to  the  volume  of  2  litres. 

The  standard  alkali  is  made  from  commercial  caustic  potash ; 
this  is  dissolved  in  -water  and  diluted  until  a  given  volume,  e.g.,  5. 
c.  c,  neutralizes  4  to  5  c.  c.  of  the  standard  acid,  as  is  determined 
by  a  fe-w  rough  trials. 

The  alkali  solution  thus  obtained  is  heated  to  boiling  in  a  flask, 
and  a  little  freshlj'-slaked  lime  is  added  to  decompose  any  potas- 
sium carbonate.     The  boiling  is  continued  a  iew  minutes   and, 
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TABLE  IV. 

Slwwing  the  percentages  of  Acetic   Acid  (IICjHaOa)  corresponding  to  various 
specific  gramties  of  aqueous  solutions  of  Acetic  Acid,  by  Mohk. 


Specific 

Speciflo 

4-1 

Specific 

Specific 

11°: 

Specific 

gravity. 

gravity. 

i?5" 

gravity. 

gravity. 

gravity. 

tia 

6  ^^    1 

law 

ii< 

At 

i^         ' 

p< 

Pn 

10635 

100 

1-0735 

80 

1-067 

60 

1-051 

40 

1-027 

20 

1-0555 

99 

0735 

79 

066 

59 

050 

39 

026 

19 

1-0670 

98 

0733 

78 

066 

58 

049 

38 

025 

18 

1-0680 

97 

0733 

77 

065 

57 

048 

37 

024 

17 

10690 

98 

Q730 

70 

064 

56 

047 

36 

028 

16 

1-0700 

95 

0720 

75 

064 

55 

046 

35 

023 

15 

1-0706 

94 

0730 

74 

063 

54 

045 

34 

020 

14 

1-0708 

93 

0730 

73 

063 

53 

044 

33 

018 

18 

1-0716 

93 

0710 

73 

063 

53 

043 

33 

017 

13 

1-0721 

91 

0710 

71 

061 

51 

041 

31 

016 

11 

1-0730 

90 

0700 

70 

060 

50 

040 

30 

015 

10 

1-0730 

89 

0700 

69 

059 

49 

089 

29 

018 

9 

1-0730 

88 

I 

0700 

68 

058 

48 

038 

38 

013 

8 

1-0730 

87 

0690 

67 

056 

47 

036 

27 

010 

7 

1-0780 

86 

0690 

66 

055 

46 

085 

26 

008 

6 

1-0730 

85 

0680 

65 

055 

45 

034 

25 

007 

5 

1-0730 

84 

0680 

64 

054 

44 

033 

24 

005 

4 

1-0730 

83 

0680 

63 

053 

43 

033 

23 

004 

3 

1-0730 

83 

0670 

63 

053 

43 

031 

23 

003 

2 

1-0733 

81 

1-0670 

61 

1-051 

41 

1-029 

21 

1-001 

1 

finally,  the  lye  is  poured  upon  a  filter,  and  the  filtrate  is  collected 
in  the  bottle  from  which  it  is  to  be  used.  Care  should  be  taken 
to  bring  upon  the  filter  some  of  the  excess  of  lime  that  is  suspended 
in  the  liquid,  so  that  the  latter  may  acquire  no  carbonic  acid  from 
the  air.  This  clear  liquid  thus  obtained  is  a  potash-lye  containing 
lime  in  solution.  If  exposed  to  the  air,  the  carbonic  acid  that  is 
absorbed  separates  as  calcium  carbonate,  leaving  the  liquid  per- 
fectly caustic. 

It  now  remains  to  determine  with  the  greatest  accuracy,  1st, 
the  volume  of  alkali  which  neutralizes  a  cubic  centimetre  of  the 
acid,  and,  2d,  the  amount  of  SO,  contained  in  a  cubic  centimetre 
of  the  latter. 

As  a  means  of  recognizing  the  point  of  neutralization,  tincture 
of  cochineal  possesses  great  advantages  over  solution  of  litmus. 
The  knowledge  of  this  fact  is  due  to  Luokow,  who  has  detailed  its 
application  in  Journ.fur  jprakt.  Chem.,  Ixxxiv.  p.  424.     Tincture 
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of  cochineal  is  prepared  by  digesting  and  frequently  agitating  three 
grammes  of  pulverized  cochineal  in  a  mixture  of  50  cubic  centi- 
metres of  strong  alcohol  with  200  c.  c.  of  distilled  water,  at  ordinary 
temperatures,  for  a  day  or  two.  The  solution  is  decanted,  or  fil- 
tered through  Swedish  paper. 

The  tinctiire  thus  prepared  has  a  deep  ruby-red  color.  On 
gradually  diluting  with  pure  water  (free  from  ammonia),  the  color 
becomes  orange  and  finally  yellowish-orange.  Alkalies  and  alkali- 
earths  as  well  as  their  carbonates  change  the  color  to  a  carmine  or 
violet-carmine.  Solutions  of  strong  acid  and  acid  salts  make  it 
orange  or  yellowish-orange. 

To  determine  the  volumetric  relation  of  the  alkali  and  acid,  a 
given  volume  of  the  latter,  e.g.,  20  c.  c,  is  measured  off  into  a  wide- 
mouthed  flask,  10  drops  of  cochineal-tincture,  and  about  150  c.c. 
of  water  are  added  ;  the  alkali  is  now  allowed  to  flow  in  from  a 
burette,  until  the  yellowish  liquid  in  the  flask,  suddenly,  and  by  a 
single  drop,  acquires  a  violet-carmine  tinge. 

In  nicer  determinations,  it  is  important  to  bring  the  liquid  each 
time  to  a  given  volume,  by  adding  water  after  the  neutralization 
is  nearly  finished.  For  this  purpose,  two  or  more  flasks  of  equal 
capacity  are  selected,  and  on  the  outside  of  each  a  strip  of  paper  is 
gummed  to  indicate  the  level  of  the  proper  amount  of  liquid,  e.g., 
200  c.  c.  The  same  amount  of  coloring  matter  being  thus  always 
diffused  in  the  same  volume  of  the  same  water,  the  errors  of  vary- 
ing dilution  and  varying  amount  of  ammonia  (which  is  rarely 
absent  from  distilled  water)  are  avoided.  The  contents  of  one 
flask,  in  which  the  neutralization  lias  been  satisfactorily  effected, 
may  be  kept  as  a  standard  of  color  for  the  succeeding  trials,  as  the 
tint  remains  constant  for  hours,  being  unaffected  by  the  absorption 
of  carbonic  acid.  The  greatest  convenience  and  accuracy  of  mea- 
surement are  obtained  by  using  burettes  provided  with  Eedmann's 
swimmer  (see  p.  40). 

When  three  or  four  accordant  results  have  been  obtained,  the 
average  is  taken  as  expressing  the  relative  strength  of  the  acid  and 
alkali. 

To  ascertain  the  absolute  standard,  weigh  off  in  a  small  plati- 
num crucible  about  0'8  grm.  of  pure  sodium  carbonate,  ignite  to 
dull  redness,  cool  and  weigh  accui-ately :  bring  the  cnicible  with 
its  contents  into  one  of  the  wide-mouthed  flasks  and  let  flow  from 
the  burette  a  slight  excess,  e.g.  50  c.  c,  of  standard  acid.    The  solu- 
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tion  of  sodium  carbonate  is  facilitated  by  warming,  and,  finally,  the 
contents  of  the  flask  are  gently  boiled  for  several  minutes  to  expel 
carbonic  acid.  The  solution  is  now  allowed  to  become  joerfectly 
cold,  then  add  ten  drops  of  cochineal  and  lastly  the  standard  alkali 
to  neutralization,  diluting  to  the  proper  volume. 

To  illustrate  the  accuracy  of  the  process  and  the  calculations 
employed,  the  following  actual  data  may  be  useful.  The  acid  solu- 
tion was  made  by  diluting  50  c.  c.  of  oil  of  vitriol  to  the  volume  of 
ten  litres  and  had  half  the  strength  above  recommended.  The 
alkali  was  from  a  stock  on  hand  and  more  dilute  than  necessary. 

Relation  of  acid  to  alkali. 

Exp.  I.,  20  c.  c.  H,SO,  =  32-8  c.  c.  KOH,  or  1  :  1  •  64 
Exp.  II.,  20  c.  c.  H,SO.  =  32-8  c.  c.  KOH,  or  1  :  1-C4 
Exp.  Ill,    iO  c.  c.  II,SO.  =  65-7  c.  c.  KOII,  or  1  :  1-6425. 

"We  have  accordingly : 

1  c.  c.  H,SO,  =  1-64  c.  c.  KOH  and  1  c.  c.  KOH  =  0-60976  c.  c. 

H,SO.. 

Absolute  strength  of  acid  and  alkali. 
Exp.  I.  04177  grm.  of  sodium  carbonate  were  treated  with 
44-2  c.  c.  of  IIjSO^  solution.  To  neutralize  the  excess  of  the  acid 
were  required  3"8  c.  c.  KOH,  which  correspond  to  2"32  c.  c.  H,SO, 
(3-8  X  0-60976).  Deducting  this  from  the  total  amount  of  acid 
(44.2  —  2"32)  we  have  41-88  c.  c.  of  acid,  neutralized  by  the  sodium 
carbonate  taken. 

41-88  c.  c.  solution  of  II.SO,  =  0-4177  grm.  ISTa.CO.. 
Exp.  II.     0.4126  grm.  ISTa^CO,  treated  with   44   c.  c.   II,SO. 
required  4-28  c.  c.  KOH.     4-28  X  0-60976  =  2-61  c.  c.  II,SO,.    44 
-  2-61  =  41-39  c.  c.  II,S(),. 

41-39  c.  c.  solution  of  II.SO,  =  0-4126  grm.  Na/'O,. 
Now,  from  the  data  obtained  by  each  of  these  experiments,  the 
absolute  strength  of  the  sulphuric  acid  solution  nuiy  be  calculated  ; 
for  when  sodium  carbonate  and  sulphuric  acid  exactly  neutralize 
each  other,  one  molecule  or  106-08  pts.  Na^CO,  reacts  with  1 
molecule  or  98  pts.  H^SO,. 

mol.  weight  98        mol.  weight  106 '08 
.  H,SO,       +'       Najoi       "=  Na,SO.  +  CO,  + 11,0. 
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Consequently  that  volume  of  a  sulphuric  acid  solution  which  is 
found  to  exactly  neutralize  1'0608  grm.  NajCO,  must  contain  '98 
grm.  H,SO,. 

The  volume  of  the  sulphuric  acid  solution  in  the  present  case 
which  would  neutralize  1'0608  grm.  NajCOj  is  found  by  calcula- 
tion from  the  data  furnished  by  the  experiments  to  be : — 

grms.  NaaCOs  c.  c.  HaS04  solution 


I.,      .4177  :  1-0608  ::  41.88  :  106-35 
IL,     .4126  :  1-0608  ::  41-39  :  106-41 

According  to  Exp.  I.,  106-35  c.  c;  according  to  Exp.  IL,  106-41 
c.  c. — mean,  106-38  c.  c. 

This  volume  therefore  contains  -98  grm.  H,SO^.  Ey  dividing 
•98  grm.  by  106-38  the  weight  of  H^SO,  in  1  c.  c.  would  of  course 
be  found. 

But  tlie  already  found  volume  of  the  sulphuric  acid  which  con- 
tains a  weight  of  H^SO^  corresponding  to  its  molecular  weight  is  a 
more  convenient  basis  for  calculating  the  weight  of  any  alkali  neu- 
tralized by  1  e.  c.  Suppose  it  is  desired,  for  instance,  to  find  the 
weight  of  ISTH^OH,  ISTPIj,  or  N  which  corresponds  to  1  c.  c.  of  the 
acid  solution.  One  molecule  of  sulphuric  acid  neutralizes  2  niol. 
NH,OH  :— 

mol.  weight  98     mol.  weight  35  X  2  =  70 


H,SO,     +         2NH,0H         =(NH.XSO,  +  (H,OX. 

Hence  106-38  c.  c.  =  -98  grm.  Ii,SO.  neutralize  -70  grm.  ISTH^OH, 
and  further,  observing  that  35  parts  (1  mol.)  of  NH^OH  contain 
14  pts.  JSr  or  17  NH,— 


N  14 
I-I3  3 
H,  2 
O    16 


17 


35 
and  70  pts.  (2  mol.)  twice  these  quantities — 

106-38  c.  c.  acid  solution  correspond  to  -34  grm.  ISTH,, 

"  "  "  "  "   -28     "     N. 

Finally  find  the  weight  of  the  substance  which  corresponds  to 
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1  c.  c.  of  tlie  standard  solution.     For  nitrogen,  e.g.,  this  is  "28  grm. 
-^  106-38  =  0-002032  grm. 

"We  may  then  write  on  the  label  of  the  acid  bottle  the  follow- 
ing data  for  calculation  : — 

1  c.  c.  KOH  =  0-60976  c.  c.  H,SO., 
1  c.  c.  H,SO,  =  1-64  c.  c.  KOH, 
1  c.  c.  H,SO,  =  0-002632  grm.  K 

In  a  like  manner,  we  may  calculate  the  weight  of  any  base,  or 
any  constituent  part  of  a  base  corresponding  to  1  c.  c.  of  the  stan- 
dard acid,  being  careful  to  observe  whether  one  or  two  molecules 
of  the  base  are  neutralized  by  one  mol.  H^SO,. 

To  ascertain  the  absolute  strength  of  the  alkali  solution.  No 
further  experimental  work  is  required  for  this  purpose.  For  since 
■98  grm.  H^SO,  neutralize  1-1226  grm.  KOH,  as  clearly  seen  from 
the  formulae  with  appended  molecular  weights  expressing  the 
reaction, 

mol.  weight  98     mol.  weight  5613  X  3=113  26 


H,SO,     +  2K0H  =K,SO.  +  (H,0)„ 

it  follows  that  a  volume  of  potash  solution  which  exactly  neutral- 
izes 106-38  c.  c.  sulphuric  acid  solution  (i.e.,  the  volume  already 
found  to  contain  -98  grm.  H^SO,)  must  contain  1-1226  grm.  KOH. 
This  volume  of  potash  solution  may  be  calculated  from  the  already 
determined  volumetric  relation  of  the  acid  and  alkali  solutions, 
viz.: — 

1  c.  c.  II^SO.  sol.  =  1-64  c.  c.  KOH  sob 
106-38  c.  c.  X  1-64  =  174-46  c.  c. 

Accordingly  1 74  46  c.  c.  potash  solution  contain  1'1226  grm.  KOH, 
or  112-26  centigrammes  a  number  equal  to  twice  the  number  which 
expresses  the  molecular  weight  of  KOH.  The  weight  of  any  acid 
neutralized  by  1  c.  c.  of  this  alkali  solution  may  now  be  readily 
calculated,  bearina:  in  mind  that  2  mol.  KOH  neutralize  2  mol.  of 
any  monobasic  and  1  mol.  of  any  dibasic  acid.  For  hydrochloric 
acid,  e.g. : 

mol.  -wreight  56-13  X  2  =  113-36  mol.  weight  36-46  X  3  =  72.03 

(KOHX  neutralize"  (HCl), 
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176-46  c.  c.  sol.  =  1-1226  gnn.  KOH  neutralize  "7292  grm.  HCl. 

•  7292 
176X6  =-^«^l«- 

1  c.c.  alkali  solution  =  -00418  grm.  HCl. 

h.  The  actual  an-alysis.  It  is  only  necessary  to  weigh 
or  measure  off  the  acid  to  be  examined,  dilute  to  about  150  c.  c.  and 
ascertain  how  much  of  the  standard  alkali  is  required  for  its  neu- 
tralization, proceeding  just  as  detailed  for  ascertaining  the  volu- 
metric relation  of  the  acid  and  alkali  solutions.  It  is  best  to  use  for 
determination  a  quantity  which  will  require  15  to  30  e.  c,  but  not 
over  a  burette  full  of  the  standard  alkali.  It  is  often  convenient 
in  case  of  strong  acids  to  weigh  off  about  five  times  the  amount 
required  for  a  single  trial,  dilute  to  exactly  500  e.  c.  and  make  two 
or  more  determinations,  using  for  each  100  c.  c. 

a.  If  the  color  of  a  fluid  conceals  the  change  of  the  dissolved 
cochineal,  or  if  salts  of  iron  be  present,  we  use  red  litmus  or 
turmeric  paper  to  hit  the  point  of  neutralization,  i.e.,  we  add  alkali 
till  a  strip  of  test  paper  dipped  in  just  indicates  a  weak  alkaline 
reaction.  In  this  case  more  alkali  will  be  employed  than  when 
cochineal  can  be  used  in  solution,  and  in  exact  determinations  it 
may  be  worth  while  to  rectify  the  error  by  a  correction.  This  may 
be  done  by  taking  a  like  quantity  of  water  and  adding  alkali  solu- 
tion, till  the  fluid  just  gives  a  reaction  on  the  test  paper  in  ques- 
tion, as  strong  as  was  obtained  at  the  close  of  the  tirst  experiment. 
The  quantity  of  alkali  used  is,  of  course,  to  be  deducted  from  the 
quantity  employed  in  the  first  experiment. 

/?.  Determination  of  Acids  hy  means  of  normal  sodium,  car- 
bonate solution.     See  c,  S,  page  687. 

y.  Application  of  the  Acidimstric principle  to  the  determina- 
tion of  combined  acids. 

The  acidimetrie  principle  may  often  be  employed  also  for  the 
determination  of  acids  in  combination  with  bases,  if  solution  of 
soda  or  sodium  carbonate  precipitates  the  latter  completely,  and  in 
a  state  of  purity.  For  instance,  acetic  acid  in  iron  mordant,  or  in 
verdigris,  may  be  estimated  in  this  way,  by  the  following  process : 
Precipitate  with  a  measured  quantity  of  standard  solution  of  soda 
or  sodium  carbonate  in  excess,  boil,  filter,  wash,  concentrate  the  fil- 
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trate  which  contains  the  excess  of  alkali  used.  Determine  the  num- 
ber of  c.  c.  of  this  excess  by  means  of  standard  acid  solution.  Sub- 
tract the  number  of  c.  c.  thus  found  from  the  c.  c  of  soda  solution 
consumed  in  the  experiment ;  the  difference  expresses  the  quantity 
of  soda  solution  neutralized  by  the  acid  contained  in  the  substance, 
in  combination  as  well  as  in  the  free  state.  Of  course,  correct 
results  can  be  expected  only  if  no  basic  salt  has  been  thrown  down 
by  the  soda  solution. 

d.  Determination  of  combined  acids  ly  Gibhs'  method.  See 
§  149,  ii.,  c,  r,  p.  472. 

c.  Deviations  feom  the  peeceding  method. 

a.  Different  acids   and  alkalies  for  standard  solutions. 

Hydrochloric  may  be  used  instead  of  sulphuric  acid,  and 
ammonia  instead  of  potash  solution.  A  hydrochloric  acid  solu- 
tion containing  13  grm.  HCl  per  1000  c.  c.  will  have  about  the 
same  neutrahzing  power  as  the  sulphuric  acid  solution  recom- 
mended in  the  preceding  (made  by  diluting  20  c.  c.  oil  of  vitriol  to 
2000  c.  c).  Find  the  specific  gravity  of  a  sample  of  pure  aqueous 
hydrochloric  acid  and  calculate  by  means  of  Table  II.,  page  677,  the 
volume  required  to  contain  13  grm.  HCl,  and  dilute  to  1000  c.  c. 
Prepare  the  ammonia  solution  by  diluting  pure  ammonia  solu- 
tion until  it  is  found  by  trial  with  a  few  c.  c.  that  it  neutralizes 
nearly  an  equal  volume  of  the  HCl  solution.  Ascertain  next  the 
exact  volumetric  relation  of  the  acid  to  alkali  solution  as  before 
directed. 

The  ammonia  should  be  nearly  or  quite  free  from  ammonium 
carbonate.  Ammonia  from  a  freshly  opened  bottle  which  gives  a 
very  slight  or  no  immediate  precipitate  with  calcium  chloride  is 
suitable. 

The  absolute  strength  of  both  solutions  may  be  found  by  the 
same  method  that  is  applied  to  sulphuric  acid  and  potash  solutions. 

To  insure  accuracy  it  is  well  also  to  determine  chlorine  in  the 
acid  solution  by  precipitation  with  silver  nitrate.  These  solutions 
afiect  the  burettes  less  than  potash  and  sulphuric  acid  solutions, 
and  are  more  readily  prepared. 

fi.  Different  indicators.  Many  kinds  have  been  proposed. 
Litmus  solution  is  preferable  to  cochineal  when  organic  acids  or 
aluminium  salts  are  present.     Carbonic  acid,  however,  renders  the 
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indication  which  it  affords  qnite  indistinct,  while  it  interferes  with 
the  action  of  cochineal  far  less. 

y.  To  save  time  in  computations.  When  many  successive  deter- 
minations are  to  be  made,  it  is  convenient  to  have  an  alkali  solution 
that  will  neutralize  exactly  an  equal  volume  of  the  standard  acid 
solution.  This  may  be  obtained  as  follows :  After  ascertaining  the 
volum.etric  relation  of  the  two  solutions,  calculate  how  many  c.  c. 
of  water  must  be  added  to  the  stronger  to  make  equal  the  weaker ; 
e.g.,  if  1  c.  c.  acid  solution  ^^  1'132  c.  c.  alkali  solution,  "IBS  c.  c. 
water  must  be  added  to  each  c.  c.  of  the  acid  solution,  or  132  c.  c  to 
1000  c.  c.  Measure  accurately  1000  c.  c.  of  the  acid  solution  in  a 
litre  flask,  and  pour  it  into  a  dry  bottle  designed  for  keeping  the 
standard  solution,  then  measure  by  means  of  a  burette  132  c.  c.  of 
water,  and  allow  it  to  run  into  the  flask.  Shake  the  water  about  in 
the  flask  and  pour  into  the  bottle,  pour  a  part  of  the  contents  of  the 
bottle  into  the  flask  and  return  it  again  to  the  bottle,  to  insure  a 
uniform  mixing  of  all  the  water  with  the  acid. 

Calculations  may  be  still  further  shortened  by  using  for  each 
determination  such  quantities  of  the  substance  to  be  analyzed  that 
each  c.  c.  of  the  standard  solution  shall  correspond  to  1  per  cent,  of 
the  constituent  determined.  It  is  only  necessary  to  observe  the 
following  rule :  Take  of  the  substance  to  be  analyzed  a  weight  equal 
to  tlie  weight  of  the  constituent  to  be  determined  which  corre- 
sponds to  100  c.  e.  of  the  standard  solution, 

Su]Dpose,  for  instance,  it  is  desired  to  determine  the  percentage 
of  HjSO,  in  several  samples  of  sulphuric  acid  which  may  be  concen- 
trated or  more  or  less  dilute  by  means  of  a  standard  alkali  solution, 

of  which 

1  c.  c.  =  0-0142  grm.  H,SO, 
or 

100  c.  c.  =  1-1420  grm.  H,SO, 

If  now  1-1420  grm.  of  a  sample  be  accurately  weighed  off,  and  it  is 
found  that  100  c.  c.  of  the  alkali  sohition  are  required  to  neutralize 
it,  the  sample  must  be  pure  H^SO,,  or  contain  100  per  cent,  of 
HjSO^.  If  1-1420  grm.  of  another  sample  requires  for  neutralization 
40  c.  c.  of  the  standard  alkali,  it  is  clear  that  it  contains  40  per  cent, 
of  H,SO„  and,  finally,  that  the  percentage  will  equal  the  number 
of  c.  c.  used,  whatever  the  number  may  be.  This  mode  of  pro- 
ceeding is  of  course  applicable  in  the  determination  of  alkalies 
by  means  of  standard  acid  solutions,  or  in  determination  of  ele- 
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ments  which  form  a  part  of  the  neutralized  body ;  e.g.,  nitrogen  in 
ammonia. 

"When  the  substance  analyzed  contains  above  50  per  cent,  of 
the  constituent  to  be  determined,  it  is  preferable,  in  order  to  avoid 
using  too  large  a  quantity  of  standard  solution,  to  weigh  off  just 
half  the  quantity  required  by  the  preceding  rule ;  then  each  c.  c.  of 
the  standard  solution  will  indicate  two  per  cent.,  or  the  percentage 
is  found  by  doubling  the  number  of  c.  c.  used.  On  the  other  hand, 
it  is  sometimes  advantageous  to  use  twice  or  perhaps  five  times  the 
quantity  demanded  by  the  first  rule,  in  which  case  the  percentage 
is  found  by  dividing  the  number  of  c.  c.  by  2  or  5. 

Often  when  the  substance  to  be  analyzed  is  in  solution,  or  solu- 
ble, it  is  advisable  to  weigh  five  times  the  amount  required,  dilute 
in  a  half-litre  flask  to  500  c.  c.  and  take  out  \  by  means  of  a  100 
c.  c.  pipette  for  the  determination. 

6.  Use  of  normal  solutions. 
'  Solutions  may  be  made  of  such  strength  that  1000  c.  c.  contain 
an  amount  of  acid  or  base  equivalent  to  1  gramme  of  hydrogen  ; 
one  molecule  of  an  acid  or  base  being  equivalent  to  the  number  of 
H  atoms  corresponding  to  the  quantivalence  of  its  radical.  Such 
solutions  are  called  normal  solutions. 

The  following  examples  show  the  relation  of  molecular  weights 
and  quantivalence  to  the  actual  weights  of  acids  and  bases  (or  salts) 
in  normal  solutions : — 


Mol.  weight. 

Radical. 

Quan- 
tivalence. 

Weight  in 
1000  c.  c. 

HCl 

..        36-46 

CI 

1 

36-46  grms 

H,SO 

..       98- 

SO, 

2 

49- 

NH,OH... 

..       35- 

NH, 

1 

35- 

NaOH  . . . . 

..       40-04 

Na 

1 

40-04      " 

(Na^CO,... 

..     106-08 

Na, 

2 

53-04      "   ; 

) 

4 

From  this  relation  it  follows  that  a  given  volume  of  any  nor- 
mal acid  solution  exactly  neutralizes  an  equal  volume  of  any  normal 
alkali  solution.  Moreover,  the  weight  of  any  acid  or  alkali  which 
1  c.  c.  of  a  normal  solution  neutralizes  can  be  very  easily  calculated. 

The  method  generally  used  for  preparing  normal  solutions  is 
to  first  make  sohitions  of  acid  and  alkali  somewhat  stronger  than 
required,  ascertain  their  volumetric  relation  and  actual  strength,  as 


60 

c.  c. 

alkali  sol.; 

50 
48-6 

=  1- 

0288 

(£ 

11 

1028. 

8 

a 

a 
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in  a,  page  680  ;  and  next  dilute  to  the  volume  required  to  make 
the  solutions  normal  by  addition  of  the  calculated  and  accurately 
measured  volume  of  water  as  described  above  under  y.  The 
trouble  involved  in  these  operations  overbalances  the  advantages 
of  normal  solutions  except  for  some  special  purposes.  By  using 
sodium  carhonate,  however,  for  the  alkali,  normal  solutions  may 
be  prepared  in  a  comparatively  simple  manner,  since  sodium  car- 
bonate, unlike  the  caustic  alkalies,  can  easily  be  procured  pure,  and 
can  be  accurately  weighed.  53-08  grm.  of  pure  NajCO,  previously 
ignited  to  dull  redness  are  dissolved  in  water  and  the  solution  is 
diluted  to  exactly  1000  c.  c.  To  make  a  normal  acid  solution  mix 
60  grm.  concentrated  sulphuric  acid  with  1050  c.  c.  water,  let  cool, 
and  ascertain  how  many  c.  c.  of  this  acid  neutralize  60  c.  c.  of  the 
normal  sodium  carbonate  solution. 

Suppose  48  •  6  c.  c.  acid  sol. 

then  1       "  " 

or  1000       "  " 

Accordingly  28  •  8  c.c.  of  water  must  be  added  to  1000  c.  c.  of  the 
acid  solution  to  make  it  normal.  The  acid  solution  and  water  are 
measured  and  mixed  as  described  above  under  y.  Test  finally  the 
acid  against  the  alkali  to  be  certain  that  equal  volumes  neutralize 
each  other.  In  neutralization  it  is  not  necessary  to  expel  carbonic 
acid  by  boiling.  Tincture  of  cochineal  must  be  used  as  an  indica- 
tor. Litmus  is  quite  unsuitable,  since  in  the  presence  of  carbonic 
acid  the  change  of  color  which  it  undergoes  during  neutralization 
is  gradual  and  indistinct.  Even  cochineal  is  not  quite  indifferent 
to  carbonic  acid,  the  slight  excess  of  acid  or  alkali  required  to  pro- 
duce a  distinct  change  of  color  being  perceptibly  increased  by  its 
presence. 

The  error  thus  caused  by  the  disturbing  influence  of  carbonic 
acid,  which  is  slight  when  normal  solutions  are  used,  is  increased 
when  more  dilute  standard  solutions  of  acid  and  alkali  are  used,  for 
the  more  dilute  the  solution  is,  the  greater  the  volume  required  to 
supply  the  slight  unavoidable  excess  of  acid  or  alkali.  A  standard 
solution  of  caustic  alkali  is  therefore  to  be  recommended  for  nicer 
investigation,  and  for  all  purposes  when  dilute  standard  solutions 
are  required. 

The  common  mineral  acids  in  a  free  state,  in  not  too  dilute  solu- 
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tions  may  be  determined  with  sufficient  accuracy  for  many  techni- 
cal purposes  without  tlie  use  of  a  standard  acid  solution,  by  simply 
adding  tincture  of  cochineal  solution  to  a  suitable  weighed  amount 
previously  diluted  to  about  150  c.  c,  and  neutrahzing  cold  with  the 
normal  sodium  carbonate  solution. 


MoDiriCATION   OF   THE    COMMON    AciDIMETEIC    MeTHOD    (KiEFEE*). 

§193. 

Instead  of  estimating  free  acid  by  a  solution  of  soda  of  known 
strength,  and  determining  the  neutralization  point  by  means  of 
cochineal  tincture,  an  ammoniacal  solution  of  copper  may  be  used 
for  the  purpose,  in  which  case  the  neutralization  point  is  known  b)! 
the  turbidity  observed  as  soon  as  the  free  acid  present  is  completely 
neutralized.  The  copper  solution  is  prepared  by  adding  to  an  aque- 
ous solution  of  cupric  sulphate,  solution  of  ammonia  until  the  pre- 
cipitate of  basic  salt  which  forms  at  first  is  just  redissolved.  After 
determining  the  strength  of  the  solution  by  standard  sulphuric  or 
hydrochloric  acid  (not  oxalic),  it  may  be  employed  for  the  estima- 
tion of  all  the  stronger  acids  (with  the  exception  of  oxalic  acid), 
provided  the  fluids  are  clear.  The  basic  cupric  salt,  in  the  precipi- 
tation of  which  the  final  reaction  consists,  is  not  insoluble  in  the 
ammonium  salt  formed,  and  its  solubility  depends  on  the  degree  of 
concentration,  and  on  the  presence  of  other  salts,  especially  of 
ammonium  salts  (Caret  LEAf).  Hence  the  method  cannot  boast 
of  scientific  accuracy,  but  as  the  variations  occasioned  by  the  causes 
mentioned  are  inconsiderable,:!:  the  process  retains  its  applicability 
to  technical  purposes,  for  which,  indeed,  it  was  originally  proposed. 
This  method  is  of  especial  value  in  cases  in  which  free  acid  is  to  be 
determined  in  presence  of  a  normal  metallic  salt  with  acid  reaction ; 
e.g.,  free  sulphuric  acid  in  mother-liquors  of  cupric  sulphate  or 
zinc  sulphate,  &c.  It  is  advisable  to  determine  the  strength  of  the 
ammoniacal  copper  solution  anew  before  every  fresh  series  of 
experiments. 

*  Annal.  d.  Chem.  u.  Pharm.  93,  886. 
t  Chem.  News,  4,  195. 

X  Compare  my  experiments  on  the  subject  in  the  Zeitschrift  f.  analyt.  Chem. 
1, 108. 


690 


SPECIAL  PART. 


[§  193. 


TABLE  I. 

Percentages   of  Anhydrous   Potassa    (KjO)    corresponding  to   different   specific 
gravities  of  solution  of  potassa. 


Dalton. 

Tiinnermann  (jxt  15°). 

Specific 
gravity. 

Percentage 

of  anhydrous 

potassa. 

Specific 
gravity. 

Percentage 

of  anhydrous 

potassa. 

Specific 
gravity. 

Percentage 

of  anhydrous 

potassa. 

1  po 

46-7 

1-3300 

28  290 

1-1437 

14-145 

52 

43 

9 

3131 

27 

158 

1308 

13 

013 

47 

39 

6 

2966 

26 

027 

1182 

11 

883 

44 

36 

8 

2803 

24 

895 

1059 

10 

750 

42 

34 

4 

2648 

23 

764 

0938 

9 

619 

39 

33 

4 

2493 

33 

633 

0819 

8 

487 

36 

29 

4 

2343 

31 

500 

0703 

7 

355 

33 

26 

3 

2268 

20 

935 

0589 

6 

234 

28 

22 

4 

2122 

19 

803 

0478 

5 

003 

23 

19 

5 

1979 

18 

671 

0369 

3 

961 

19 

16 

3 

1839 

17 

540 

0260 

3 

829 

15 

13 

0 

1703 

16 

408 

0153 

1 

697 

11 

9 

5 

1-1568 

15-277 

1-0050 

0 

5658 

106 

4-7 

TABLE  II. 

Percentages  of  Anhydrous  Soda  (NasO)  corresponding  to  different 

of  solution  of  soda. 


Dalton. 

Tiinnermann  (at  Ih'). 

Specific 
gravity. 

Percentage 

of  anhy- 
drous soda. 

Specific 
gravity. 

Percentage 

of  anhy- 
drous soda. 

Specific 

gravity. 

Percentage 

of  anhy- 
drous soda. 

Specific 
gravity. 

Percentage 

of  anhy- 
drous soda. 

1-56 

41-2 

1-4285 

30-230 

1-3982 

20-550 

1-1538 

10-275 

50 

36 

8 

4193 

29 

616 

2912 

19-945 

1428 

9-670 

47 

34 

0 

4101 

29 

Oil 

3843 

19-341 

1330 

9-066 

44 

31 

0 

4011 

28 

407 

3775 

18-730 

1233 

8-463 

40 

29 

0 

3923 

27 

802 

2708 

18-133 

1137 

7-857 

36 

26 

0 

3836 

27 

300 

2642 

17-538 

1042 

7-253 

38 

23 

0 

3751 

36 

594 

2578 

16-933 

0948 

6-648 

39 

19 

0 

3668 

25 

989 

3515 

16-319 

0855 

6-044 

33 

16 

0 

3586 

25 

385 

3453 

15-714 

0764 

5-440 

18 

13 

0 

3505 

34 

780 

3393 

15-110 

0675 

4-835 

13 

9 

0 

3426 

24 

176 

2280 

14-506 

0587 

4-231 

1-06 

4-7 

3349 

33 

573 

3178 

13-901 

0500 

3-626 

3273 

22 

967 

2058 

13-297 

0414 

3  032 

3198 

33 

363 

1948 

12-692 

0330 

2-418 

3143 

21 

894 

1841 

12-088 

0346 

1-813 

3125 

31 

758 

1734 

11-484 

0163 

1-209 

3053 

31 

154 

1630 

10-879 

0081 

0-604 
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TABLE  III. 

Percentages  of  Ammonia  (NHsj    corresponding   to  different  apedfie  gravities  of 
solution  of  aminonia  at  16°  (J.  Otto). 


Specific 

Percentage 

Specific 

Percentage 

Specific 

Percentage 

gravity. 

of  ammouia. 

gravity. 

of  ammonia. 

gravity. 

of  ammonia. 

0-9517 

13-000 

0-9607 

9-625 

0-9697 

7-250 

0 

9531 

11 

875 

0 

9613 

9-500 

0 

9703 

7 

125 

0 

9536 

11 

750 

0 

9616 

9-375 

0 

9707 

7 

000 

0 

9531 

11 

625 

0 

9621 

9-250 

0 

9711 

6 

875 

0 

9536 

11 

500 

0 

9636 

9-135 

0 

9716 

6 

750 

0 

9540 

11 

375 

0 

9631 

9-000 

0 

9721 

6 

635 

0 

9545 

11 

250 

0 

9636 

8-875 

0 

9726 

6 

500 

0 

9550 

11 

135 

0 

9641 

8-7.50 

0 

9730 

6 

375 

0 

9555 

11 

000 

0 

9645 

8-625 

0 

9735 

6 

250 

0 

9556 

10 

950 

0 

9650 

8-500 

0 

9740 

6 

135 

0 

9559 

10 

875 

0 

9654 

8-375 

0 

9745 

6 

000 

0 

9564 

10 

750 

0 

9659 

8-250 

0 

9749 

5 

875 

0 

9569 

10 

635 

0 

9664 

8-125 

0 

9754 

5 

750 

0 

9574 

10 

500 

0 

9669 

8-000 

0 

9759 

5 

635 

0 

9578 

10 

375 

0 

9673 

7-875 

0 

9764 

5 

500 

0 

9583 

10 

250 

0 

9678 

7-750 

0 

9768 

5 

375 

0 

9588 

10 

133 

0 

9683 

7-635 

0 

9773 

5 

250 

0 

9593 

10 

000 

0 

9688 

7-500 

0 

9778 

5 

135 

0 

9597 

9 

875 

0-9692 

7-375 

0-9783 

5-000 

0-9603 

9-750 

3.  ALKALIMETRY. 

A.  Estimation  of  Potassa,  Soda,  oe  Ammonia,  feom  the  Spe- 
ciFio  Geavity  of  theik  Solutions. 

§194. 

In  pure  or  nearly  pure  solutions  of  hydrated  soda  or  potassa,  or 
of  ammonia,  the  percentage  of  alkali  may  be  estimated  from  the 
specific  gra-dty  of  tlie  solution. 


B.  Estimation  of  the  total  Amount  of  Caebonated  and 
Caustic  Alkali  in  ceude  Soda  and  in  Potashes. 

The  "  soda  ash  "  of  commerce  is  a  crude  sodium  carbonate — 
the  "  potashes"  and  "  pearlash"  a  crude  potassium  carljonate.  The 
commercial  value  of  these  articles  depends  on  tlie  j^ercentage  of 
alkali  carbonate  (or  caustic  alkali)  that  they  contain,  which  is  very 
variable. 


692  SPECIAL  PART.  [§  195. 

I.  YoLUMETEic  Methods. 
Method  of  Desceoizilles  and  Gay-Ltissac,  slightly  modified. 

§195. 

The  principle  of  tliis  metliod  is  the  converse  of  that  on  which 
the  acidiinetric  method  described  §  1 92  is  based,  i.e.,  if  we  know 
the  quantity  of  an  acid  of  known  strength  required  to  saturate  an 
unknown  quantity  of  caustic  potassa  or  soda,  or  of  potassium  car- 
bonate or  sodium  carbonate,  we  may  readily  calculate  from  tins 
the  amount  of  alkah  present. 

For  technical  analyses  we  may  employ  normal  sulphuric  acid. 
For  the  method  of  preparing  and  using  it,  see  p.  68Y — 8. 

For  the  analysis  we  may  conveniently  weigh  off  such  a  quan- 
tity of  the  substance  that  the  number  of  c.  c.  of  acid  required  to 
neutralize  it  shall  directly  express  its  percentage  of  the  alkali 
or  carbonate  sought. 

Since  100  c.  c.  of  the  normal  solution  contain  -^-^  of  98  grm. 
HjSO,,  the  proper  quantities  of  the  sodium  and  potassium  com- 
pounds to  employ  are  -^^  of  the  weight  of  the  compound  required 
to  neutralize  98  grm.  11,80,  viz. : 

Potassa,  K,0 4-Y13  grm. 

Potassium  hydroxide,  KOII 5-613  " 

Potassium  carbonate,  K^CO, 6'913  " 

Hydrogen  potassium  carbonate,  KHCO, lO'OlS  " 

Soda,  Na,0 3-104  " 

Sodium  hydroxide,  NaOH 4-004  " 

Sodium  carbonate  (dry),  JSTa.CO, 5-304  " 

Sodium  carbonate  crystallized,  ]Sra,CO3-10  11,0 14-304  " 

Hydrogen  sodium  carbonate,  NaHCO, 8-404  " 

With  regard  to  the  examination  of  pearlash  ly  this  msthod^ 
the  following  points  deserve  attention  : — 

The  various  sorts  of  potash  of  commerce  contain,  besides  ■potas- 
sium carbonate  (and  caustic  potassa) : 

a.  NoTTnal  salts  {e.g.,  potassium  sulphate,  potassium  chloride). 

h.  Salts  with  alkaline  reaction  {e.g.,  potassium  silicate,  potas- 
sium phosphate). 
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c.  Admixtures  insoluUe  in  loater,  more  especially  calcium 
carbonate,  phosphate,  and  silicate. 

The  salts  named  in  a  exercise  no  influence  upon  the  results, 
but  not  so  those  named  in  h  and  c.  Those  in  c  may  be  removed 
by  filtration ;  but  the  admixture  of  the  salts  named  in  h  constitutes 
an  irremediable  though  slight  source  of  error ;  that  is  to  say,  if  it 
is  desired  to  confine  the  determination  to  the  caustic  and  car- 
bonated alkali.  But  as  regards  the  estimation  of  the  value  of 
pearlash  for  many  purposes,  the  term  error  cannot  be  applied ;  as, 
for  instance,  in  the  preparation  of  caustic  potassa,  by  boiling  the 
solution  -with  lime,  the  alkali  combined  with  silicic  acid  and  with 
phosphoric  acid  is  converted,  like  the  carbonate,  into  the  caustic 
state. 

If  you  are  not  satisfied  with  finding  the  percentage  of  available 
alkali,  but  desire  also  to  know  whether  the  remainder  consists 
simply  of  foreign  salts,  or  whether  water  is  also  present,  the 
determination  of  the  latter  substance  must  precede  the  alkalimetric 
examination.     The  same  remark  applies  also  to  soda. 

With  regard  to  the  examination  of  soda  hy  this  method,  the 
following  points  deserve  attention  : — 

The  soda  of  commerce,  prepared  by  Leblaitc's  method,  con- 
tains, besides  sodium  carbonate,  always,  or  at  least  generally, 
sodium  hydroxide,  sodium  sulphate,  sodium  chloride,  sodium 
silicate  and  aluminate,  and  not  seldom  also  sodium  sulphide, 
sodium  thiosulphate  and  sulphite.* 

The  three  last-named  substances  impede  the  process,  and  inter- 
fere more  or  less  with  the  accuracy  of  the  results.  Their  presence 
is  ascertained  in  the  following  way : — 

a.  Mix  with  sulphuric  acid ;  a  smell  of  hydrogen  sulphide 
reveals  the  presence  of  sodinm  sulphide,  with  which  sodium  thio- 
sulphate is  also  invariably  associated. 

h.  Color  dilute  sulphuric  acid  with  a  drop  of  solution  of  potas- 
cium  permanganate  or  chromate,  and  add  some  of  the  soda  under 
examination,  but  not  sufficient  to  neutralize  the  acid.  If  the  solu- 
tion retains  its  color,  this  proves  the  absence  of  both  sodium 
sulphite  and  thiosulphate  ;  but  if  the  fluid  loses  its  color,  or  turns 
green,  as  the  case  may  be,  one  of  these  salts  is  present. 

c.  "Whether  the  reaction  described  in  h  proceeds  from  sodium 

*  Traces  of  sodium  cyanide  arc  also  occasionally  fouiul. 
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sulphite  or  thiosulphate  is  ascertained  by  supersaturating  a  clear 
solution  of  the  sample  under  examination  with  hydrochloric  acid. 
If  the  solution,  after  the  lapse  of  some  time,  becomes  turbid, 
owing  to  the  separation  of  sulphur  (emitting  at  the  same  time  the 
odor  of  sulphurous  acid),  this  may  be  regarded  as  a  proof  of  the 
presence  of  sodium  thiosulphate ;  however,  the  solution  may, 
besides  the  thiosulphate,  also  contain  sodium  sulphite.  With 
respect  to  the  detection  of  sodium  sulphite  in  the  presence  of 
thiosulphate,  comp.  "  Qual.  Anal.,"  p.  204. 

The  defects  arising  from  the  presence  of  the  three  compounds 
in  question  may  be  remedied  in  a  measure,  by  igniting  the  weighed 
sample  of  the  soda  with  potassium  chlorate,  before  proceeding  to 
saturate  it.  This  operation  converts  the  sodium  sulphide,  thiosul- 
phate, and  sulphite  into  sodium  sulphate.  But  if  sodium  thiosul- 
phate is  present,  the  process  serves  to  introduce  another  source  of 
error,  as  that  salt,  upon  its  conversion  into  sulphate,  decomposes  a 
molecule  of  sodium  carbonate,  and  expels  the  carbonic  acid  of  the 
latter  [NajS^Oj  -j-  40  (from  the  potassium  chlorate)  -\-  NajCOj  = 
2(Na,SO0  +  COJ. 

The  presence  of  sodium  silicate  and  of  sodium  aluminate  may 
be  generally  recognized  by  the  separation  of  a  precipitate  as  soon 
as  the  solution  is  saturated  with  acid.  If  you  intend  the  result  to 
express  the  quantity  of  carbonated  and  caustic  alkali  only,  the 
presence  of  these  two  bodies  becomes  a  slight  source  of  error ;  but 
if  you  wish  to  estimate  the  value  of  the  soda  for  many  purposes, 
no  error  will  be  caused. 

Method  of  Fe.  Mohe,  modified. 
§196. 

Instead  of  estimating  the  alkalies  in  the  direct  way  by  means 
of  an  acid  of  known  strength,  we  may  estimate  them  also,  as  pro- 
posed first  by  Fe.  Mohe,*  by  supersaturating  with  standard  acid, 
expelling  the  carbonic  acid  by  boiling,  and  finally  by  determining 
by  standard  alkali  solution  the  excess  of  standard  acid  added. 

This  process  gives  very  good  results,  and  is  therefore  particu- 
larly suited  for  scientific  investigations.  It  requires  the  standard 
fluids  mentioned  in  §  192,  viz.,  a  standard  acid  and  standard  solu- 

*  Annal.  d.  Chem.  u.  Pharm.  86,  139. 
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tion  of  potassium  or  sodium  hydroxide.  Each  of  these  fluids  is 
filled  into  a  Mohe's  burette. 

The  process  is  as  follows : — 

Dissolve  the  alkali  in  water,  and  add  a  measured  quantity  of 
tincture  of  cochineal ;  run  in  now  as  much  of  the  standard  acid  as 
will  suffice  to  impart  an  orange  tint  to  the  fluid ;  then  boil,  and 
remove  the  last  traces  of  carbonic  acid,  by  boiling,  shaking,  blow- 
ing into  tiie  flask,  and  finally  sucking  out  the  air. 

Now  add  standard  solution  of  potash,  drop  by  drop,  until  the 
color  just  appears  violet.  There  is  no  difficulty  in  determining  the 
exact  point  at  which  the  reaction  is  completed. 

If  the  standard  solutions  of  potash  and  acid  are  of  correspond- 
ing strength,  the  number  of  c.  c.  used  of  the  potash  solution  is 
simply  deducted  from  the  number  of  c.  c.  used  of  the  acid.  The 
remainder  expresses  the  volume  of  the  acid  solution  neutralized  by 
the  alkali  in  the  examined  sample.  If  the  two  standard  fluids  are 
not  of  corresponding  strength,  the  excess  of  acid  added,  and  sub- 
sequently neutralized  by  the  potash  solution,  is  calculated  from  the 
known  relation  the  one  bears  to  the  other. 

For  the  method  of  calculating  the  weight  of  any  alkali  corre- 
sponding to  1  c.  c.  of  a  standard  solution  is  given  in  §  192,  p.  682. 

With  regard  to  certain  variations  from  the  ordinary  course 
which  are  occasionally  convenient,  comp.  p.  685. 

§197. 

There  now  still  remain  two  questions  to  be  considered,  which 
are  of  importance  for  the  estimation  of  the  commercial  value 
of  potash  and  soda.  The  first  concerns  the  separate  determination 
of  the  caustic  alkali,  which  the  sample  under  examination  may 
contain  besides  the  carbonate ;  the  second,  the  determination  of 
sodium  carbonate  in  presence  of  potassium  carbonate. 

The  product  may  be  tested  qualitatively  for  caustic  alkali  by 
adding  to  a  solution  barium  chloride  so  long  as  a  precipitate 
forms;  if  the  solution  still  remains  alkaline,  presence  of  caustic 
alkali  is  indicated. 

C.  Deteemixation  of  the  CAueTio  Alkali  which  Commeeclal 
Alkali  mat  contain  beside  the  Caebonatk. 

Many  kinds  of  potaslies  and  crude  soda,  more  especially  the 
latter,  contain,  besides  alkali  carbonate,  also  caustic  alkali ;  and  the 


696  SPECIAL  PAET.  [§  197. 

chemist  is  often  called  upon  to  determine  the  amount  of  the  latter ; 
as  it  is,  for  instance,  by  no  means  a  matter  of  indifference  to  the 
soap-boiler  how  much  of  the  soda  is  supplied  to  him  already  in  the 
caustic  state.     This  may  be  effected  as  follows  :— 

a.  Determine  in  a  portion  of  the  substance  carbonic  acid 
directly:  convert  the  caustic  alkali  in  another  weighed  portion 
into  carbonate  by  mixing  with  about  an  equal  quantity  of  sand  and 
about  \  its  weight  of  ammonium  carbonate,  adding  as  much  water 
as  the  mass  will  absorb,  evaporating  and  igniting  to  expel  water, 
and  determine  carbonic  acid  in  the  residue.  Deduct  the  per- 
centage of  carbonic  acid  found  in  the  original  substance  from  that 
found  after  treatment  with  ammonium  carbonate.  An  amount  of 
caustic  alkali  must  be  present  equivalent  to  this  difference  (for 
44  pts.  CO,,  62-08  pts.  Na.O,  or  94-26  pts.  K,0). 

h.  Determine  (according  to  §  196)  the  total  amount  of  alkali 
existing  both  as  carbonate  and  caustic,  and  reckon  it  all  as  car- 
bonate. In  another  portion  determine  the  caustic  alkali  as  follows : 
Dissolve  a  suitable  weighed  portion  in  a  measuring  flask,  add  barium 
chloride  so  long  as  a  precipitate  forms,  fill  to  the  mark  with  water, 
shake  and  allow  to  settle  clear  without  exposure  to  the  air,  take  out 
a  known  portion  of  the  supernatant  clear  fluid  with  a  pipette,  and 
determine  volumetrically  the  caustic  alkali  or  equivalent  barium 
hydroxide  which  it  contains.  The  amount  actually  existing  as  car- 
bonate can  now  be  found  by  calculating  the  carbonate  equivalent 
to  the  caustic  thus  found,  and  deducting  it  from  the  total  amount 
of  alkali  found  and  reckoned  as  carbonate  in  the  other  portion. 

D.    ESTEMATION   OF    SoDIUM  CaEBONATE  IN  PEESENCE   OF  PoTAS- 
SITJM  CaEBONATE. 

Soda,  being  much  cheaper  than  potasli,  is  occasionally  used  to 
adulterate  the  latter.  The  common  alkalimetric  methods  not  only 
fail  to  detect  this  adulteration,  but  they  give  the  admixed  sodium 
carbonate  as  potassium  cai'bonate.  Many  processes*  have  been 
proposed  for  estimating  in  a  simple  way  the  soda  contained  in 
potash,  but  not  one  of  them  can  be  said  to  satisfy  the  requirements 
of  the  case. 

The   following  tolerably  expeditious  process,  however,   gives 

*Comp.  Handworterbuch  der  Chemie,  2  Aufl.,  I.  443. 
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accurate  results :  Dissolve  G-25  grm.  of  the  gently-ignited  pcarlasli 
in  water,  filter  the  solution  into  a  quarter-litre  fiask,  add  acetic  acid 
in  slight  excess,  apply  a  gentle  heat  until  the  carbonic  acid  is 
expelled,  then  add  to  the  fluid,  while  still  hot,  lead  acetate,  drop  hy 
drop,  until  the  formation  of  a  precipitate  of  lead  sulphate y'^v/, 
ceases;  allow  the  mixture  to  cool,  add  water  up  to  the  mark, 
shake,  allow  to  deposit,  filter  through  a  dry  filter,  and  transfer 
200  c.  c.  of  the  filtrate,  corresponding  to  5  grm.  of  pearlash,  to  a 
^litre  flask.  Add  hydrogen  sulphide  water  up  to  the  mark,  and 
shake.  If  the  lead  acetate  has  been  carefully  added,  the  fluid  will 
now  smell  of  hydrogen  sulpliide,  and  no  longer  contain  lead ;  in 
the  contrary  case,  hydrogen  sulphide  gas  must  be  conducted  into 
it.  After  the  lead  sulphide  has  subsided,  filter  through  a  dry 
filter.  Evaporate  50  c.  c.  of  the  filtrate  (corresponding  to  1  grm.  of 
pearlash)  with  addition  of  10  c.  c.  hydrochloric  acid,  of  I'lO  sp.  gr., 
ill  a  weighed  platinum  dish,  to  dryness,  then  cover  the  dish,  heat, 
and  weigh ;  the  weight  found  expresses  the  total  quantity  of  po- 
tassium and  sodium  chlorides  given  by  1  grm.  of  the  pearlash. 
Estimate  the  potassium  and  sodium  now  severally  in  the  indirect 
\v\\y,  by  determining  the  chlorine  volumetrically  (§  141,  I.,  b).  For 
the  calculation  of  the  results,  see  "  Calculation  of  Analyses"  in  the 
Appendix. 

L  ESTIMATION"  OF  ALKALI-EARTH  METALS  BY  THE 
ALKALIMETRIC  METHOD. 

§198. 

The  alkali-earth  metals,  when  in  the  form  of  oxides,  hydrox- 
ides, or  carbonates,  may  also  be  determined  volumetrically  by  meanrf 
of  standard  acid  and  alkali  solutions.  Standard  sulphuric  acid  may 
be  used  for  magnesium  ;  standard  nitric  acid  for  barium,  strontium, 
and  calcium.  The  only  advantage  which  these  acids  possess  over 
hydrochloric  is  that  there  is  less  liability  of  loss  on  heating  solu- 
tions containing  them  in  the  free  state,  which  is  necessary  when  car- 
bonic is  present.  Hydrochloric  acid  can,  howewr,  be  used  with  safety 
if  precaution  be  taken  to  avoid  the  presence  of  an  unnecessary 
quantity  when  the  solution  is  lieated. 

If  an  oxide  or  hydroxide  free  from  carbonic  acid  is  to  be  exam- 
ined, add  some  water  to  a  weighed  (juantity,  and  allow  the  standard 
acid  to  flow  in  from  a  burette  until  solution  is  eifocted  and  the  solu- 
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tion  colored  with  litmus  or  cochineal  gives  an  acid  reaction.  Then 
determine  the  excess  of  acid  used  by  means  of  the  standard  alkali 
solution. 

In  case  of  a  carbonate,  dissolve  in  a  flask,  adding  first  water, 
then  standard  hydrochloric  acid  from  a  burette  in  small  successive 
portions,  until  solution  is  complete ;  next  add  the  indicator  (litmus 
or  cochineal)  and  allow  the  standard  alkali  solution  to  run  in  from 
a  burette  until  the  free  acid  is  nearly  neutralized.  Now  remove 
the  carbonic  acid  by  boiling  a  few  minutes,  and  complete  the  neu- 
tralization with  the  standard  alkali. 

To  calculate  the  amount  of  the  alkali-earth  metal,  deduct  from 
the  volume  of  standard  acid  used  the  amount  neutralized  by  the 
total  quantity  of  standard  alkali  used  (which  is  calculated  from  the 
known  volumetric  relation  of  the  two  solutions) ;  the  remainder  has 
formed  a  normal  salt  with  the  alkali-earth  metal.  The  quantity 
found  to  be  required,  its  absolute  strength,  molecular  weight,  and 
the  atomic  weight  of  the  alkali-earth  metal,  are  data  for  calculating 
the  amount  of  the  latter,  in  the  manner  explained  on  pp.  681-4.  If 
hydrochloric  acid  is  used  for  a  standard  acid,  bear  in  mind  that  2 
mol.  correspond  to  1  at.  of  an  alkali-earth  metal. 

5.  CHLOEIMETEY. 

§199. 

The  "  chloride  of  lime,"  or  bleaching  powder"  of  commerce, 
contains  calcium  hypochlorite,  calcium  chloride,  and  calcium 
hydroxide.  The  two  latter  ingredients  are  for  the  most  part  com- 
bined with  one  another  as  calcium  oxychloride.  In  freshly  pre- 
pared and  perfectly  normal  chloride  of  lime,  the  quantities  of  cal- 
cium hypochlorite  and  calcium  chloride  present  stand  to  each  other 
in  the  proportion  of  their  mol.  weights.  When  such  chloride  of  lime 
is  brought  into  contact  with  dilute  sulphuric  acid,  the  whole  of  the 
chlorine  it  contains  is  liberated  in  the  elementary  form,  in  accoi'd- 
ance  with  the  following  equation  : — 

CaCl.O,  +  CaCl,  +  2H,S0,  =  2CaS0.  +  2 11,0  -f  4C1. 

On  keeping  chloride  of  lime,  however,  the  proportion  between  cal- 
cium hypochlorite  and  calcium  chloride  gradually  changes — the 
former  decreases,  the  latter  increases.  Hence,  from  this  cause  alone, 
to  say  nothing  of  original  difference,  the  commercial  article  is  not 
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of  uniform  quality,  and  on  treatment  witli  acid  gives  sometimes 
more  and  sometimes  less  chlorine. 

As  the  value  of  this  article  depends  entirely  upon  the  amount 
of  chlorine  set  free  on  treatment  with  acid,  chemists  have  devised 
various  simple  methods  of  determining  the  available  amount  of 
chlorine  in  any  given  sample.  These  methods  have  collectively 
received  the  name  of  Chlorimetry.  We  describe  a  few  of  the  best. 

PeEPAKATION-  of  the  SoLtTTION  OF  ChlOEIDE  OF  LiME. 

The  solution  is  prepared  alike  for  all  methods,  and  best  in  the 
following  manner : — 

Weigh  off  10  grm.,  triturate  finely  with  a  little  water,  add  grad- 
ually more  water,  pour  the  liquid  into  a  litre  flask,  triturate  the 
residue  again  with  water,  and  rinse  the  contents  of  the  mortar  care- 
fully into  the  flask ;  fill  the  latter  to  the  mark,  shake  the  milky 
fluid,  and  examine  it  at  once  in  that  state,  i.e.,  without  allowing  it 
to  deposit ;  and  every  time,  before  measui-ing  off  a  fresh  portion, 
shake  again.  The  results  obtained  with  this  turbid  solution  are 
much  more  constant  and  correct  than  when,  as  is  usually  recom- 
mended, the  fluid  is  allowed  to  deposit,  and  the  experiment  is  made 
with  the  supernatant  clear  portion  alone.  The  truth  of  this  may 
readily  be  proved  by  making  two  separate  experiments,  one  with 
the  decanted  clear  fluid,  and  the  other  with  the  residuary  turbid 
mixture.  Thus,  for  instance,  in  an  experiment  made  in  my  own 
laboratory,  the  decanted  clear  fluid  gave  22-6  of  chlorine,  the  residu- 
ary mixture  25-0,  the  uniformly  mixed  turbid  solution  24-5. 

1  c.  c.  of  the  solution  of  chloride  of  lime  so  prepared  corre- 
sponds to  0*01  grm.  chloride  of  lime. 

A.  Penot's  Method.* 
§  200. 

This  method  is  based  upon  the  conversion  of  arsenious  acid  into 
arsenic  acid,  or  more  strictly,  an  arsenite  into  an  arsenate,  since  the 
conversion  is  effected  in  an  alkaline  solution.  Potassium  iodide- 
starch  paper  is  employed  to  ascertain  the  exact  i^oint  Avhen  the  reac- 
tion is  completed. 

*  Bulletin  de  la  Societe  Industrielle  de  Mulhouse,  1852,  No.  118.— Dingler's 
Polytech.  Journal,  127,  134. 
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a.  Preparation  of  the  Potassium  Iodide-Starch  Paper. 

The  following  method  is  preferable  to  the  original  one  given  bv 
Penot  : — 

Stir  3  grm.  of  potato  starch  in  250  c.  c.  of  cold  water,  boil  with 
stirring,  add'  a  solution  of  1  grm.  potassium  iodide  and  1  grm. 
crystallized  sodium  carbonate,  and  dilute  to  500  c.  c.  Moisten  strips 
of  fine  white  unsized  paper  with  this  fluid,  and  dry.  Keep  in  a 
closed  bottle. 

h.  Preparation  of  the  solution  of  Arsenious  Acid. 

Dissolve  4:-436  grm.  of  pure  arsenious  oxide  (As^Oj)  and  13  grm, 
pure  crystallized  sodium  carbonate  in  600 — 700  c.  c.  water,  with  the 
aid  of  heat,  let  the  solution  cool,  and  then  dilute  to  1  liter.  Each  c.  c. 
of  this  solution  contains  an  amount  of  sodium  arsenite  equivalent 
to  0-00J:J:36  grm.  arsenious  oxide  (ASjOj),  which  corresponds  to  1 
c.  c.  chlorine  gas  of  0°  and  Y60  mm.  atmosphei'ic  pressure.* 

As  sodinm  arsenite  in  alkaline  solution  is  liable,  when  exposed 
to  access  of  air,  to  be  gradually  converted  into  sodium  arsenate, 
Penot's  solution  shoiild  be  kept  in  small  bottles  with  glass  stoppers, 
filled  to  the  top,  and  a  fresh  bottle  used  for  every  new  series  of 
experiments.  According  to  Fr.  MoHEf  the  solution  keeps 
unchanged,  if  the  arsenious  oxide  and  the  sodium  carbonate  are 
both  ahsolutelij  free  from  oxidizable  matters  (arsenious  sulphide, 
sodium  sulphide,  and  sodium  sulphite). 

*  Penot  gives  the  quantity  of  arseniona  oxide  as  4'44;  but  I  liavo  corrected 
this  number  to  4'430,  in  accordance  witli  the  now  received  atomic  weiglits  of  the 
substances  and  specific  gravity  of  chlorine  gas  —  after  the  following  propor- 
tion ; — 

141-84  (4  at.  CI):  198(1.  mol.  AssO.)  "317763  (weight  of  1  litre  of  chlorine  gas):^; 
!C  =  4  436,  i.e.,  the  quantity  of  arsenious  oxide  which  1  litre  of  chlorine  gas 
converts  into  arsenic  acid. 

This  solution  is  arranged  to  suit  the  foreign  method  of  designating  the 
strength  of  chloride  of  lime — viz.,  in  cblorimetrical_  degrees  (each  degree  repre- 
sents 1  litre  chlorine  gas  at  0°  and  760  mm.  pressure  in  a  kilogramme  of  thesub- 
stance).  This  method  was  proposed  by  Gay-Lussac.  The  degrees  may  readily 
be  converted  into  per  cents,  and  rice  versa,  thus:  A  sample  of  cliloride  of  lime 
of  90°  contains  90  X  317763=  285-986  grm,  chlorine  in  1000  grm.  or  28-59  in 
100;  and  a  sample  containing  34-2  per  cent,  chlorine  is  of  107-6°,  for  100  grm,  nf 
the  substance  contain  84-2  grm.  chlorine;  .  - .  1000  grm.  of  the  substance  contain 
342  grm,  chlorine,  but  342  grm.  chlorine  =  s■^^"■wt  '''■'''S  -  107-6  litres;  .  • .  1000 
grm.  of  the  substance  contain  107-6  litres  chlorine. 

t  His  Lehrbuch  der  Titrirmethode,  3  Aufl. ,  S.  390. 
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c.  The  Process. 

Measure  off,  with  a  pipette,  50  c.  c.  of  the  sohition  of  chloride  of 
lime  prepared  according  to  tlie  directions  of  §  199,  transfer  to  a 
beaker,  and  from  a  50  c.  c.  burette  add  slowly,  and  at  last  drop  by 
drop,  the  solution  of  arsenious  acid,  with  constant  stirring,  until  a 
drop  of  the  mixture  produces  no  longer  a  blue-colored  spot  on  the 
iodized  paper  ;  it  is  very  easy  to  hit  the  point  exactly,  as  the  grad- 
ually increasing  faintness  of  the  blue  spots  made  on  the  paper  by 
the  fluid  dropped  on  it  indicates  the  approaching  termination  of  the 
reaction,  and  warns  the  operator  to  confine  the  further  addition  of 
the  solution  of  arsenious  acid  to  a  single  drop  at  a  time.  The  num- 
ber of  ^  c.  c.  used  indicates  directly  the  number  of  chlorimetrical 
degrees  (see  note),  as  the  following  calculation  shows :  Suppose  you 
have  used  40  c.  c.  of  solution  of  arsenious  acid,  then  the  quantity  of 
chloride  of  lime  used  in  the  experiment  contains  40  c.  c.  of  chlorine 
gas.  Now,  the  50  c.  c.  of  solution  employed  correspond  to  O'o  grm. 
of  chloride  of  lime  ;  therfore  0"5  grm.  of  chloride  of  lime  contain 
40  c.  c.  chlorine  gas,  therefore  1000  gmi.  contain  80000  c.  c.  =  80 
htres.  This  method  gives  very  constant  and  accurate  results,  and 
appears  to  be  particularly  well  suited  for  use  in  manufacturing 
establishments  where  there  is  no  objection,  on  the  score  of  danger, 
to  the  employment  of  arsenious  acid.     (Expt.  No.  99.) 

B.  Otto's  Method. 
§  201. 

The  principle  of  this  method  is  as  follows : — 

Two  molecules  of  ferrous  sulphate  when  brought  in  contact 
with  cJilorine  in  j)resence  of  water  and  free  sulphuric  acid,  give  1 
mol.  ferric  sulphate  and  2  mol.  IICl,  the  ^^rocess  consuming  2  at. 
chlorine. 

2FeS0,  +  H,SO,  +  2C1  =  Fe(S0,)3  +  2HC1. 
1  mol.  crystallized  ferrous  sulphate : — 

(FeS0/7H,0)  =  278 

correspond  to  35-46  of  chlorine,  or,  in  other  terms,  0-7839  grm. 
crystallized  ferrous  sulphate  correspond  to  0-1  grm.  chlorine. 

The  ferrous  sulphate  required  for  these  experiments  is  best  pre- 
pared as  follows  : — • 
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Take  iron  nails,  free  from  rust,  and  dissolve  in  dilute  sulphuric 
acid,  applying  heat  in  the  last  stage  of  the  operation :  filter  the  solu- 
tion, still  hot,  into  about  twice  its  volume  of  common  alcohol.  The 
precipitate  consists  of 

FeSO,  +  7H,0. 

Collect  upon  a  filter,  wash  with  common  alcohol,  spread  upon  a 
sheet  of  blotting  paper,  and  dry  in  the  air.  "When  the  mass  smells 
no  longer  of  alcohol,  transfer  to  a  bottle  and  keep  this  well  corked. 
Instead  of  ferrous  sulphate,  ammonium  ferrous  sulphate  (p.  118) 
may  be  used;  O'l  grm.  of  chlorine  reacts  with  1"1055  grm.  of  this 
double  sulphate. 

Tlie  Process. 

Dissolve  3-1366  grm.  (4  X  ■T839  grm.)  of  the  precipitated  fer- 
rous sulphate,  or  4:'422  grm.  (4  X  1'1055  grm.)  of  ammonium  fer- 
rous sulphate,  with  addition  of  a  few  drops  of  dilute  sulphuric 
acid,  in  water,  to  200  c.  c. ;  take  out,  with  a  pipette,  50  c.  c,  corre- 
sponding to  0'7S39  grm.  ferrous  sulphate,  or  1'1055  grm.  ammonium 
ferrous  sulphate,  dilute  with  1.50 — 200  c.  c.  water,  add  a  sufiiciency 
of  pure  hydrochloric  acid,  and  run  in  from  a  50  c.  c.  burette  the 
freshly  shaken  solution  of  chloride  of  lime,  prepared  according  to 
§  199,  until  the  ferrous  sulphate  is  completely  converted  into  ferric 
sulphate.  To  know  the  exact  point  when  the  reaction  is  completed, 
place  a  number  of  drops  of  a  solution  of  potassium  ferricyanide  on 
a  plate,  and  when  the  operation  is  drawing  to  an  end  apply  some 
of  the  mixture  with  a  stirring-rod  to  one  of  the  drops  on  the  plate, 
and  observe  whether  it  produces  a  blue  precipitate ;  repeat  the 
experiment  after  every  fresh  addition  of  two  drops  of  the  solution 
of  chloride  of  lime.  When  the  mixture  no  longer  produces  a  blue 
precipitate  in  the  solution  of  potassium  ferricyanide  on  the  plate, 
read  off  the  immber  of  volumes  used  of  the  solution  of  chloride  of 
lime. 

The  amount  of  solution  of  chloride  of  lime  used  contained  O'l 
grm.  of  chlorine.  Sujjpose  40  c.  c.  have  been  used :  as  every  c.  c. 
corresponds  to  0*10  grm.  of  chloride  of  lime,  the  percentage  by 
weight  of  available  chlorine  in  the  chloride  of  lime  is  found  by  the 
following  proportion : — 

0-40  :  O'lO  ::  100  :  a;;  a!  =  25; 

or,  by  dividing  1000  by  the  number  of  c.  c.  used  of  the  solution  of 
chloride  of  lime. 
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This  method  also  gives  very  satisfactory  results,  provided 
always  tliat  the  ferrous  salt  is  perfectly  dry  and  free  from  ferric 
salt. 

Modification  of  ike  preceding  Method. 

Instead  of  the  solution  of  ferroxis  sulphate,  a  solution  of  ferrous 
chloride,  prepared  by  dissolving  pianoforte  wire  in  hydrochloric 
acid  (according  to  p.  268),  may  be  used  Avith  the  best  results.  If 
0-6316  of  pure  metallic  iron,  i.  c,  0-6o35  of  fine  pianoforte  wire 
(which  may  be  assumed  to  contain  99-7  per  cent,  of  iron),  are  dis- 
solved to  200  c.  c,  the  solution  so  prepared  contains  exactly  the 
same  amount  of  iron  as  the  solution  of  ferrous  sulphate  above  men- 
tioned— that  is  to  say,  50  c.  c.  of  it  correspond  to  O'l  grm.  chlorine. 
But  as  it  is  inconvenient  to  weigh  off  a  definite  quantity  of  iron 
wire,  the  following  course  may  be  pursued  in  preference :  Weigh  off 
accurately  about  0'15  grm.,  dissolve,  dilute  the  solution  to  about 
200  c.  c,  convert  the  ferrous  into  ferric  chloride  with  the  solution 
of  chloride  of  lime,  prepared  according  to  the  directions  of  §  199, 
and  calculate  the  chlorine  by  the  proportion 

66  :  35"46  ::  the  quantity  of  iron  used  :  x; 

the  X  found  corresponds  to  the  chlorine  contained  in  the  amount 
used  of  the  solution  of  chloride  of  lime.  This  calculation  may  be 
dispensed  with  by  the  application  of  the  following  formula,  in 
which  the  carbon  in  the  pianoforte  wire  is  taken  into  account : — 

Multiply  the  weight  of  the  pianoforte  wire  by  6313,  and  divide 
the  product  by  the  number  of  e.  e  used  of  the  solution  of  chloride 
of  lime;  the  result  expresses  the  percentage  of  chlorine  by 
weight. 

This  method  gives  very  good  results.  I  have  described  it  here 
principally  because  it  dispenses  altogether  with  the  use  of  standard 
fluids.  It  is  therefore  particularly  well  adapted  for  occasional 
examinations  of  samples  of  chloride  of  lime,  and  also  by  way  of 
control.     (See  Expt.  No.  99,) 

C.  Bunsen's  Metho4- 

Pour  10  c.  c.  of  the  solution  of  chloride  of  lime,  prepared  accord- 
ing to  the  directions  of  §  199  (containing  0-1  chloride  of  lime),  intd 
a  beaker,  and  add  about  6  c.  c.  of  the  solution  of  potassium  iodide, 
prepared  according  to  p.  445  (containing  0-6  KI) ;  dilute  the  mix- 
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ture  with  about  100  c.  c.  of  water,  acidify  with  hydrochloric  acid, 

and  determine  the  liberated  iodine  as  directed  §  146.     As  1  at. 

iodine  corresponds  to  1  at.  chlorine,  the  calculation  is  easy.  This 
method  gives  excellent  results.     (Compare  Expt.  No  99.) 


6.  EXAMINATION'  OF  BLACK  OXIDE  OF  MANGANESE. 

§  202. 

The  native  black  oxide  of  manganese  (as  also  the  regenerated 
artificial  product)  is  a  mixture  of  manganese  dioxide  with  lower 
oxides  of  that  metal,  and  with  ferric  oxide,  clay,  &c., ;  it  also  inva- 
riably contains  moisture,  and  frequently  chemically  combined 
water.  The  commercial  value  of  the  article  depends  entirely  upon 
the  amount  of  dioxide  (or,  more  correctly  expressed,  of  available 
oxygen)  which  it  contains.  Ey  "  available  oxygen  "  we  understand 
the  excess  of  oxygen  contained  in  a  manganese,  over  the  1  at.  com- 
bined with  the  metal  to  monoxide ;  upon  treating  the  ore  with 
hydrochloric  acid,  an  amount  of  chlorine  is  obtained  equivalent  to 
this  excess  of  oxygen.  This  available  oxygen  is  always  expressed 
in  the  form  of  manganese  dioxide.  1  at.  corresponds  to  1  mol.  man' 
ganese  dioxide,  since  MnO^  =  MnO  -|-  0. 

I.  Deting  the  Sample. 

All  analyses  of  manganese  proceed,  of  course,  upon  the  suppo- 
sition that  the  sample  operated  upon  is  a  fair  average  specimen  of 
the  ore.  A  portion  of  a  tolerably  finely  powdered  average  sample 
is  generally  sent  for  analysis  to  the  chemist ;  in  the  case  of  new 
lodes,  however,  a  number  of  samples,  taken  from  different  parts  of 
the  mine,  are  also  occasionally  sent.  If,  in  the  latter  case,  the  aver- 
age composition  of  the  ore  is  to  be  ascertained,  and  not  simply  that 
of  several  samples,  the  following  course  must  be  resorted  to  :  Crush 
the  several  samples  of  the  ore,  in  an  iron  mortar,  to  coarse  powder, 
and  pass  the  whole  of  this  through  a  rather  coarse  sieve.  Mix  uni- 
formly, then  remove  a  sufficiently  large  portion  of  the  coarse  pow- 
der with  a  spoon,  reduce  it  to  powder  in  a  steel  mortar,  passing  the 
whole  of  this  througli  a  fine  sieve.  Mix  the  powder  obtained  by 
this  second  process  of  puh-erization  most  intimately ;  take  about  8 
— 10  grra.  of  it,  and  triturate  this,  in  small  portions  at  a  time,  in 
an  agate  mortar,  to  an  impalpable  powder.     Average  samples  are 
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generally  already  sufficiently  fine  to  require  only  the  last  opura- 
tion. 

As  regards  the  temperature  at  which  the  powder  is  to  be 
dried,  if  you  desire  to  expel  the  whole  of  the  moisture  without  dis- 
turbing any  of  the  water  of  hydration,  the  temperature  adopted 
must  be  120°  (this  is  the  result  of  my  own  experiments,  see  Expt. 
No.  100).  But,  as  there  appears  to  be  at  present  an  almost  univer- 
sal understanding,  in  the  manganese  trade,  to  limit  the  di-ying  tem- 
perature to  100°,  the  fine  powder  is  exposed,  in  a  shallow  copper  or 
brass  pan,  for  6  hours,  to  the  temperature  of  boiling  water,  in  a 
water  bath  (p.  53,  fig.  23.) 

When  the  samples  have  been  dried,  they  are  introduced,  still 
hot,  into  glass  tubes  12 — li  cm.  long  and  8 — 10  mm.  wide,  sealed 
at  one  end  ;  these  tubes  are  then  corked  and  allowed  to  cool. 

In  laboratories  where  whole  series  of  analyses  of  different  ores 
are  of  frequent  occurrence,  it  is  advisable  to  number  the  drying- 
pans  and  glass  tubes,  and  to  transfer  the  samples  always  from  the 
pan  to  the  tube  of  the  corresponding  number. 

II.  Detekmination  of  the  Manganese  Dioxide. 

§  203. 

Of  the  many  methods  that  have  been  proposed  for  the  valuation 
of  manganese  ores,  I  select  three  as  the  most  expeditious  and  accu- 
rate. The  first  is  more  particularly  adapted  for  technical  pur- 
poses. 

A.  Feesenius  and  Will's  Method. 

a.  If  oxalic  acid  (or  an  oxalate)  is  brought  into  contact  with 
manganese  dioxide  in  presence  of  water  and  excess  of  sulphuric 
acid,  manganous  sulphate  is  formed,  and  carbon  dioxide  evolved, 
while  the  oxygen,  which  we  may  assume  to  exist  in  the  manganese 
dioxide  in  combination  with  the  monoxide,  combines  with  the  ele- 
ments of  the  oxalic  acid,  and  thus  converts  the  latter  into  carbon 
dioxide. 

MnO,  +  H,SO,  +  H,aO,  =  MnSO,  +  2H,0  +  2C0,. 

Each  atom  of  available  .oxygen,  or,  what  amoimts  to  the  same, 
each  mol.  binoxide  of  manganese  —  87,  gives  2  mol.  carbon  dioxide 
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h.  If  this  process  is  performed  in  a  weighed  apparatus  from 
which  nothing  except  the  evolved  carbonic  acid  can  escape,  and 
which,  at  the  same  time,  permits  the  complete  expulsion  of  that 
acid,  the  diminution  of  weight  will  at  once  show  the  amount  of 
carbonic  acid  which  has  escaped,  and  consequently,  by  a  very  sim- 
ple calculation,  the  quantity  of  dioxide  contained  in  the  analyzed 
manganese  ore.  As  88  parts,  by  weight,  of  carbon  dioxide  corre- 
spond to  87  of  manganese  dioxide,  the  carbon  dioxide  found  need 
simply  be  multiplied  by  8Y,  and  the  product  divided  by  88,  or  the 
carbon  dioxide  may  be  multiplied  by 

i'^_0-9887, 
88~  ' 

to  find  the  corresponding  amount  of  manganese  dioxide. 

c.  But  even  this  calculation  may  be  avoided  by  simply  using  in 
the  operation  the  exact  weight  of  ore  which,  if  the  latter  con- 
sisted of  pure  dioxide,  would  give  100  parts  of  carbon  dioxide. 

The  number  of  parts  evolved  of  carbon  dioxide  expresses,  in 
that  case,  directly  the  number  of  parts  of  dioxide  contained 
in  100  parts  of  the  analyzed  ore.  It  results  from  i  that  98'87 
is  the  number  required.  Suppose  the  experiment  is  made 
with  0"9887  grm.  of  the  ore,  the  number  of  centigrarariies  of 
carbon  dioxide  evolved  in  the  process  expresses  directly  the 
percentage  of  dioxide  contained  in  the  analyzed  manganese  ore. 
Now,  as  the  amount  of  carbon  dioxide  evolved  from  0"9887 
grm.  of  manganese  would  be  rather  small  for  accurate  weigh- 
ing, it  is  advisable  to  take  a  multiple  of  this  weight,  and  to 
divide  afterwards  the  number  of  centigrammes  of  carbon  dioxide 
evolved  from  this  multiple  weight  by  the  same  number  by  which 
the  unit  has  been  multiplied.  The  multiple  which  answers  the  pur- 
pose best  for  superior  ores  is  the  triple,  =  2'966  ;  for  inferior  ores, 
I  recommend  the  quadruple,  =  3'955,  or  the  quintuple,  =  i'9i35. 

The  analytical  process  is  performed  in  the  apparatus  illustrated 
in  fig.  58,  p.  409. 

The  flask  A  should  hold,  up  to  the  neck,  about  120  c.  c. ;  B 
about  100  c.  c.  The  latter  is  half  filled  with  sulphuric  acid ;  the 
tube  a  is  closed  at  h  with  a  little  wax  ball,  or  a  very  small  piece  of 
caoutchouc  tubing,  with  a  short  piece  of  glass  rod  inserted  in  the 
other  end. 

Place  2-966,  or  3-955,  or  4-9435  grm. — according  to  the  quality 
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of  the  ore — in  a  watch-glass,  and  tare  the  latter  most  accurately  on 
a  delicate  balance  ;  then  remove  the  weights  from  the  watch-glass, 
and  replace  them  by  manganese  from  the  tube,  very  cautiously, 
with  the  aid  of  a  gentle  tap  with  the  finger,  until  the  equilibrium  is 
exactly  restored.  Transfer  the  weighed  sample,  with  the  aid  of  a 
card,  to  the  flask  ^1,  add  5 — 6  grm.  normal  sodium  oxalate,  or 
about  7'5  grm.  normal  potassium  oxalate,  in  powder,  and  as  much 
water  as  will  fill  the  flask  to  about  one  third.  Insert  the  cork  into 
A,  and  tare  the  apparatus  on  a  strong  but  delicate  balance,  by 
means  of  shot,  and  lastly,  tinfoil,  not  placed  directly  on  the  scale, 
but  in  an  appropriate  vessel.  The  tare  is  kept  under  a  glass  bell. 
Try  whether  the  apparatus  closes  air-tight.  Then  make  some  sul- 
phuric acid  flow  from  S  into  A,  by  applying  suction  to  c/,  by 
means  of  a  caoutchouc  tube.  The  evolution  of  carbon  dioxide  com- 
mences immediately  in  a  steady  and  uniform  manner.  When  it 
begins  to  slacken,  cause  a  fresh  portion  of  sulphuric  acid  to  pass 
into  A,  and  repeat  this  until  the  manganese  ore  is  completely 
decomposed,  which,  if  the  sample  has  been  very  finely  pulverized, 
requires  at  the  most  about  five  minutes.  The  complete  decompo- 
sition of  the  analyzed  ore  is  indicated,  on  the  one  hand,  by  the  ces- 
sation of  the  disengagement  of  carbon  dioxide,  and  its  non-renewal 
upon  the  influx  of  a  fresh  portion  of  sulphuric  acid  into  A  ;  and,  on 
the  other  hand,  by  the  total  disappearance  of  every  trace  of  black 
powder  from  the  bottom  of  A.* 

Now  cause  some  more  sulphuric  acid  to  pass  from  J3  into  A, 
to  heat  the  fluid  in  the  latter,  and  expel  the  last  traces  of  carbon 
dioxide  therein  dissolved  ;  remove  the  wax  stopper,  or  india-rubber 
tube,  from  5,  and  apply  gentle  suction  to  d  until  tlie  air  drawn  out 
tastes  no  longer  of  carbon  dioxide.  Let  the  apparatus  cool  com- 
pletely in  the  air,  and  place  it  on  the  balance,  with  the  tare  on  the 
other  scale,  and  restore  equilibrium.  The  number  of  centigramme 
weights  added,  divided  by  3,  4,  or  5,  according  to  the  multiple  of 
0'9887  grm.  used,  expresses  the  percentage  of  dioxide  contained  in 
the  analyzed  ore. 

In  experiments  made  with  definite  quantities  of  the  ore,  M'eigh- 
ing  in  an  open  watch-glass  cannot  well  be  avoided,  and  the  dried 
manganese  is  thus  exposed  to  the  chance  of  a  rcabsorption  of  water 


*  If  the  manganese  ore  has  been  pulverized  in  an  iron  mortnr,  a  few  black 
spots  (particles  of  iron  from  the  mortar)  will  often  remain  percei)lible. 
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from  the  air,  which  of  course  tends  to  interfere,  to  however  so 
trifling  an  extent,  with  the  accuracy  of  the  results.  In  very  pre- 
cise experiments,  tlierefore,  tlie  best  way  is  to  analyze  an  indeter- 
minate quantity  of  the  ore,  and  to  calculate  the  percentage  as 
shown  above.  For  this  purpose,  one  of  the  little  corked  tubes, 
filled  with  the  dry  pulverized  ore,  is  accurately  weighed,  and 
about  3  to  5  grm.  (according  to  the  quality  of  the  ore)  are  trans- 
ferred to  the  flask  A.  By  now  reweighing  the  tube,  the  exact 
quantity  of  ore  in  the  flask  is  ascertained.  To  facilitate  this  opei'a- 
tion,  it  is  advisable  to  scratch  on  the  tube,  with  a  file,  marks  indi- 
cating approximately  the  various  quantities  which  may  be  required 
for  the  analysis,  according  to  the  quality  of  the  ore. 

With  proper  skill  and  patience  on  the  part  of  the  operator,  a 
good  balance  and  correct  weights,  this  method  gives  most  accurate 
and  corresponding  results,  difliering  in  two  analyses  of  the  same 
ore  barely  to  the  extent  of  0-2  per  cent. 

If  the  results  of  two  assays  differed  by  more  than  0'2  per  cent., 
a  third  exjjeriment  should  be  made.  In  laboratories  where  analyses 
of  manganese  ores  are  matters  of  frequent  occurrence,  it  will  be 
found  convenient  to  use  an  aspirator  for  sucking  out  the  carbon 
dioxide.  In  the  case  of  very  moist  air,  the  error  which  proceeds 
from  the  fact  that  the  water  in  the  air  drawn  through  the  appara- 
tus is  retained,  and  which  is  usually  quite  inconsiderable,  may  now 
be  increased  to  an  important  extent.  Under  such  circumstances, 
connect  the  end  of  the  tube  i  with  a  calcium  chloride  tube  during 
the  suction. 

Very  accurate  determinations  may  also  be  made  by  weighing 
the  evolved  carbon  dioxide.  For  this  purpose  the  apparatus 
described  on  page  414,  fig.  61,  is  well  adapted.  From  -5  to  1.  grm. 
ore  should  be  \ised  for  a  determination.  Introduce  the  ore  and 
oxalic  acid  or  oxalate  into  the  decomposing  flask,  fill  the  flask  about 
one  third  with  water,  connect  the  several  parts  of  the  apparatus  as 
for  the  determination  of  carbonic  acid,  decompose  the  ore  by 
admitting  gradually  strong  sulphuric  acid,  remove  the  evolved  CO, 
completely  from  the  unweighed  portion  of  the  apparatus  into  the 
potash  bulbs  as  described  for  the  determination  of  CO^. 

Some  ores  of  manganese  contain  carbonates  of  the  allcali-earih 
metals,  which  of  course  necessitates  a  modification  of  the  foregoing 
process.  To  ascertain  whether  carbonates  of  the  alkali-earth  metals 
are  present,  boil  a  sample  of  the  pulverized  ore  with  water,  and 
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add  nitric  acid.  If  any  effervescence  takes  place,  the  process  is 
modified  as  follows  (Eoiie*)  : 

After  the  weighed  portion  of  ore  has  been  introduced  into 
the  flask  A,  treat  it  with  water,  so  that  the  flask  may  be  about 
i  full,  add  a  few  drops  of  dilute  sulphuric  acid  (1  part,  by  weight, 
sulphuric  acid,  to  5  parts  water)  and  warm  with  agitation,  prefer- 
ably in  a  water  bath.  After  some  time  dip  a  rod  in  and  test 
whether  the  fluid  possesses  a  strongly  acid  reaction.  If  it  does 
not,  add  more  sulphuric  acid.  As  soon  as  the  whole  of  the  car- 
bonates are  decomposed  by  continued  heating  of  the  acidified  fluid, 
completely  neutralize  the  excess  of  acid  with  soda  solution  free 
from  carbonic  acid,  allow  to  cool,  add  the  usual  quantity  of  sodium 
oxalate,  and  proceed  as  above. 

If  you  have  no  soda  solution  free  from  carbonic  acid  at  hand, 
you  may  place  the  sodium  oxalate  or  oxalic  acid  (about  3  grm.)  in 
a  small  tube,  and  suspend  this  in  the  flask  A  by  means  of  a  thread 
fastened  by  the  cork.  When  the  apparatus  is  tared,  and  you  have 
satisfied  yourself  that  it  is  air-tight,  release  the  thread  and  proceed 
as  above. 

B.  Bunsen's  Method. 

Reduce  the  ore  to  the  very  finest  powder,  weigh  off  about  0"4 
grm.,  introduce  this  into  the  small  flask  a,  illustrated  in  fig.  64,  p. 
435,  and  pour  pure  fuming  hydrochloric  acid  over  it ;  conduct  the 
process  exactly  as  in  the  analysis  of  chromates.  Boil  until  the  ore 
is  completely  dissolved  and  all  the  chlorine  expelled,  which  is 
effected  in  a  few  minutes.  2  atoms  of- iodine  separated  correspond 
to  2  at.  chlorine  evolved,  and  accordingly  to  1  mol.  of  manganese 
dioxide.  For  the  estimation  of  the  separated  iodine,  the  method 
§  146  may  be  employed.     Ilesults  most  accurate. 

C.  Estimation  of  the  Ifanganese  Dioxide  hy  meaas  of  Iron. 
Dissolve,  in  a  small  long- necked  flask,  placed  in  a  slanting  posi- 
tion, about  1  grm.  pianoforte  wire,  accurately  weighed,  in  moder- 
ately concentrated  pure  hydrochloric  acid  ;  weigh  off  about  0'6  grm. 
of  the  sample  of  manganese  ore  in  a  little  tube,  drop  this  into  the 
flask,  with  its  contents,  and  heat  cautiously  until  the  ore  is  dis- 
solved. 1  mol.  of  manganese  dioxide  converts  2  at.  of  dissolved 
iron  from  the  state  of  ferrous  to  ferric  chloride.     When  complete 

»  Zeitschr.  f.  anal.  Chcm.  1,  48. 
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solution  has  taken  place,  dilute  tlie  contents  of  the  flask  with  water, 
allow  to  cool,  rinse  into  a  beaker,  and  determine  the  iron  still 
remaining  in  the  state  of  ferrous  chloride  with  potassium  dichro- 
mate  (p.  274).  Deduct  this  from  the  weight  of  the  wire  employed 
in  the  process ;  the  difference  expresses  the  quantity  of  iron  which 
has  been  converted  by  tlie  oxygen  of  the  manganese  from  ferrous 
to  ferric  chloride.*  This  difference  multiplied  by  ^-^  or  0-7768 
gives  the  amount  of  manganese  dioxide  in  the  analyzed  ore.  This 
method  also,  if  carefully  executed,  gives  very  accurate  results. 

The  main  reason  why  this  method  is  less  suitable  for  industrial 
use  than  the  first  lies  in  the  fact  that  the  analyst  must  work  with 
much  smaller  quantities  of  substance.  Hence  to  obtain  results 
equally  accurate  with  those  yielded  by  A,  far  greater  nicety  in 
weighing  and  manipulating  is  required.  Instead  of  metallic  iron, 
weighed  quantities  of  pure  ferrous  sulphate  or  ferrous  ammonium 
sulphate  may  be  used. 


III.  Estimation  of  Moistuee  in  Manganese. 
§204. 

In  the  purchase  and  sale  of  manganese,  a  certain  proportion  of 
moisture  is  usually  assumed  to  be  present,  and  often  a  percentage 
is  fixed  within  which  the  moisture  must  be  confined.  In  estimat- 
ing the  moisture  the  same  temperature  should  be  employed,  at 
which  the  drying  for  the  purpose  of  determining  the  dioxide  is 
effected  (§  202,  I.). 

As  the  amount  of  moisture  in  an  ore  may  be  altered  by  the 
operations  of  crushing  and  pulverizing,  the  experiment  should  be 
made  with  a  sample  of  the  mineral  which  has  not  yet  been  sub- 
jected to  these  processes.  The  drying  must  be  continued  until  no 
further  diminution  of  weight  is  observed  ;  at  100°,  this  takes  about 
6  hours ;  at  1 20°,  generally  only  1|  hours.  If  the  moisture  in  a 
manganese  ore  is  not  to  be  estimated  on  the  spot,  but  in  the  labora- 
tory, a  fair  average  sample  of  the  ore  should  be  forwarded  to  the 
chemist  in  a  strong,  perfectly  dry,  and  well-corked  bottle. 


*  In  very  precise  experiments,  the  weiglit  of  the  iron  must  he  multiplied  by 
0-997,  since  pianoforte  wire  may  always  be  assumed  to  contain  about  0'003 
impurities. 
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IV.  Estimation  of  the  Amount  of  IItdeoohloeio  Acid  eequieed 

FOE  THE   complete    DECOMPOSITION   OF   A   ManGANESE. 

§205. 

Different  manganese  ores,  containing  the  same  amount  of  avail- 
able oxygen,  or,  as  it  is  usually  expressed,  of  binoxide  of  manga- 
nese, may  require  very  different  quantities  of  hydrochloric  acid  to 
effect  their  decomposition  and  solution,  so  as  to  give  an  amount  of 
chlorine  corresponding  to  the  available  oxygen  in  them ;  thus,  an 
ore  consisting  of  60  per  cent,  of  binoxide  of  manganese  and  40  per 
cent,  of  sand  and  clay  requires  4  mol.  hydrochloric  acid  to  1  at.  of 
available  oxygen;  whereas  an  equally  rich  ore  containing  lower 
oxides  of  manganese,  ferric  oxide,  or  calcium  carbonate  requires  a 
much  larger  proportion  of  hydrochloric  acid. 

The  quantity  of  hydrochloric  acid  in  question  may  be  deter- 
mined by  the  following  process  : — 

Determine  volumetJ'ieally  the  strength  of  a  moderately  strong 
hydrochloric  acid  (of,  say,  1*10  sp.  gr.).  "Warm  10  c.  c.  of  the  same 
acid  with  a  weighed  quantity  (about  1  grm.)  of  the  manganese,  in 
a  small,  long-necked  flask,  with  a  glass  tube,  about  3  feet  long, 
fitted  into  the  neck.  Fix  the  flask  in  a  position  that  the  tube  is 
directed  obliquely  upwards,  and  then  gently  heat  the  contents. 
As  soon  as  the  manganese  is  decomposed,  apply  a  somewhat 
stronger  heat  for  a  short  time,  to  expel  the  chlorine  which  still 
remains  in  solution  ;  but  carefully  avoid  continuing  the  application 
of  heat  longer  than  is  absolutely  necessary,  as  it  is  of  importance 
to  guard  against  the  slightest  loss  of  hydrochloric  acid.  Let  the 
flask  cool,  dilute  the  contents  with  water,  and  determine  the  free 
hydrochloric  acid  remaining.  Deduct  the  quantity  found  from 
that  originally  added  ;  the  difference  expresses  the  amount  of 
hydrochloric  acid  required  to  effect  the  decomposition  of  the  man- 
ganese ore. 

7.  ANALYSIS   OF  COMMON"  SALT. 

§206. 

I  select  this  example  to  show  how  to  analyze,  with  accuracy  and 
tolerable  expedition,  salts  which,  with  a  predominant  principal 
ingredient,  contain  small  quantities  of  other  substances. 
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a.  Reduce  the  salt  by  trituration  to  a  uniform  powder, 'and  put 
this  into  a  stoppered  bottle. 

5.  Weigh  off  10  grm.  of  the  powder,  and  dissolve  in  a  beaker 
by  digestion  with  water ;  filter  the  solution  into  a  -l-litre  flask,  and 
thoroughly  wash  the  small  residue  which  generally  remains. 
Finally,  fill  the  flask  with  water  up  to  the  mark,  and  shake  the 
fluid. 

If  small  white  grains  of  calcium  sulphate  are  left  on  dissolving 
the  salt,  reduce  them  to  powder  in  a  mortar,  add  water,  let  the 
mixture  digest  for  some  time,  decant  the  clear  supernatant  fluid 
on  to  a  fllter,  triturate  the  undissolved  deposit  again,  add  water, 
&c.,  and  repeat  the  operation  until  complete  solution  is  effected. 

c.  Ignite  and  weigh  the  dried  insoluble  residue  of  h,  and  subject 
it  to  a  qualitative  examination,  more  especially  with  a  Adew  to  ascer- 
tain whether  it  is  perfectly  free  from  calcium  sulphate. 

d.  Of  the  solution  h,  measure  off  successively  the  following 
quantities : 

For  e.    50  c.  c.  corresponding  to  1  grm.  of  common  salt. 
"  /.  150  c.  c.  "  "    3 

"    g.  150  c.  c.  "  "    3 

"    h.    50  c.c.  "  "    1 

e.  Determine  in  the  50  c.  c.  measured  off,  the  chlorine  as  directed 
§  141,  L,  a  or  l. 

f.  Determine  in  the  150  c.  c.  measured  off,  sulphuric  acid  as 
directed  §  132,  I.,  1. 

g.  Determine  in  the  150  c.  c.  measured  off,  the  calcium  and 
magnesium,  as  directed  p.  496,  28. 

h.  Mix  the  50  c.  c.  measured  off  in  a  platinum  dish,  with  about 
•J  c.  c.  of  pure  concentrated  sulphuric  acid,  and  proceed  as  directed 
§  98,  1.  The  neutral  residue  contains  the  sulphates  of  sodium, 
calcium,  and  magnesium.  Deduct  from  this  the  quantity  of  the 
two  latter  substances  as  resulting  from  g ;  the  remainder  is  sodium 
sulphate. 

i.  Determine  in  another  weighed  portion  of  the  salt,  the  water 
as  directed  §  35,  a,  a,  at  the  end. 

Tc.  Bromine  and  other  bodies,  of  which  only  very  minute  traces 
are  found  in  conamon  salt,  are  determined  by  the  methods  described 
in  Part  I.  , 
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8.  ANALYSIS  OF   GUNPOWDEE.* 

§207. 

Gunpowder,  as  is  -well  known,  consists  of  nitre,  sulphur,  and  char- 
coal, and,  in  the  ordinary  condition,  invariably  contains  a  small  quan- 
tity of  moisture.  The  analysis  is  frequently  confined  to  the  deter- 
mination of  the  three  constituents  and  the  moisture,  hut  often  the 
examination  is  extended  to  the  nature  of  the  charcoal,  and  the  car- 
bon, hydrogen,  oxygen,  and  ash  therein  are  estimated. 

a.  Determination  of  the  Moisture. 

"Weigh  2 — 3  grm.  of  the  substance  (not  reduced  to  powder) 
between  two  well-fitting  watch-glasses,  and  dry  in  the  desiccator,  or 
at  a  gentle  heat,  not  exceeding  60°,  till  the  weight  remains  con- 
stant. 

J.  Determination  of  the  Nitre. 

Place  an  accurately  weighed  quantity  (about  5  grm.)  on  a  filter, 
moistened  with  water ;  saturate  witli  water,  and,  after  some  time, 
repeatedly  pour  small  quantities  of  hot  water  upon  it  until  the 
potassium  nitrate  is  completely  extracted.  Receive  the  first  filtrate 
in  a  small  weighed  platinum  dish,  the  washings  in  a  beaker  or 
small  flask.  Evaporate  the  contents  of  the  platinum  dish  cau- 
tiously, adding  the  washings  from  time  to  time,  heat  the  residue 
cautiously  to  incipient  fusion,  and  weigh  it.f 

c.  Determination  of  the  Sulph  ur. 

Oxidize  2 — 3  grm.  of  the  powder  with  pure  concentrated  nitric 
acid  and  potassium  chlorate,  the  latter  being  added  in  small  por- 
tions, while  the  fluid  is  maintained  in  gentle  ebullition.  If  the 
operation  is  continued  long  enough,  it  usually  happens  that  both 
the  charcoal  and  sulphur  are  fully  oxidized,  and  a  clear  solution  is 

*  As  regards  the  determination  of  tlie  sp.  gr.  of  gunpowder,  I  refer  to  Heer- 
en's  paper  on  the  eubjccl,  in  Jlitthcilungen  des  Gcwcrbevereins  filr  Hannover, 
1856,  168—178;  Polyt.  Centralbl.  1856,  1118. 

f  The  potassium  nitrate  may  also  be  estimated  in  an  expeditious  manner,  and 
with^ufBcient  accuracy  for  technical  purposes,  by  means  of  a  hydrometer,  ■which 
is  constructed  to  indicate  the  percentage  of  this  ingredient  when  floated  in  wafer 
containing  a  certain  proportion  of  gunpowder  in  solution.  A  method  based 
upon  the  same  principle,  proposed  by  Uchatius,  is  given  in  the  Wiener  akud.  Ber. 
X.  748;  also  Annal.  d.  Cham.  u.  Pharm.  88,  395. 
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finally  obtained.  Evaporate  with  excess  of  pure  liydrochloric  acid 
on  a  water-bath  to  dryness,  filter,  if  undissolved  charcoal  should 
render  it  necessary,  and  determine  the  sulphuric  acid  after  §  132, 
I.,  1. 

d.  Determination  of  the  Charcoal. 

Digest  a  weighed  portion  of  the  powder  repeatedly  with 
ammonium  sulphide,  till  all  sulphur  is  dissolved,  collect  the  char- 
coal on  a  filter  dried  at  100°,  wash  it  first  with  water  containinsr 
ammonium  sulphide,  then  with  pure  water,  dry  at  100°,  and  weigh. 

The  charcoal  so  obtained  must,  under  all  circumstances,  be 
tested  for  sulphur  by  the  method  given  under  c,  and  if  occasion 
require,  the  sulphur  must  be  determined  in  an  aliquot  part.  The 
charcoal  may  also  be  examined  as  regards  its  behavior  to  potash 
solution  (in  which  "  red  charcoal"  *  is  partially  soluble)  and  an 
aliquot  part  may  be  subjected  to  elementary  analysis  according  to 
§  177  or  §  178.  For  this  latter  purpose  take  a  portion  of  the  char- 
coal dried  at  100°,  and  dry  at  190°  (Weltzien).  If  the  charcoal, 
on  this  second  drying,  suffers  a  diminution  of  weight,  calculate  the 
latter  into  per  cents,  of  the  gunpowder,  deduct  it  from  the  charcoal, 
and  add  it  to  the  moisture. 

9.  ANALYSIS  OF  SILICATES  AND  SILICEOUS  EOCKS. 

§208. 

The  separation  of  silica  in  silicates  which  are  decomposable  by 
acids  has  been  described  in  §  140,  II.,  a. ;  and  in  silicates  which 
are  not  thus  decomposed  in  §  140,  II.,  h.  For  determination  of  the 
alkalies,  see  page  426,  y-  Methods  for  separating  the  other  basic 
metals  more  commonly  occurring  in  silicates  are  given  in  §  161. 
Some  silicates  contain  water,  fluorine,  and  iron  both  in  the  ferrous 
and  ferric  state,  while  siliceous  rocks  may  contain  in  addition  small 
quantities  of  carbonic  acid,  titanic  acid,  sulphur,  phosphoric  acid, 
&c.,  duo  to  admixture  of  various  minerals. 

Below  are  some  remarks  i-especting  processes  which  may  be 
required  in  such  cases,  more  especially  in  the  analysis  of  rocks. 

1.  Decomposition.  If  the  greater  part  of  the  rock  mass  is 
undecomposable  by  acids,  fuse  directly  with  sodium  carbonate,  and 

*  Incompletely  carbonized  wood. 
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separate  silica  according  to  §  140,  II.,  h.  If  the  greater  part  is 
decomposable  by  hydrochloric  acid,  treat  with  hydrochloric  acid 
and  evaporate  to  dryness  as  described  in  §  140,  II.,  a,  for  separation 
of  silica.  Treat  the  residue  with  strong  hydrochloric  acid  5  to  10 
minutes,  add  water  and  filter.  The  insoluble  portion,  consisting 
of  silica  and  the  undecomposed  part  of  the  rock,  is  ignited  with  the 
filter  in  a  platinum  crucible  and  fused  with  sodium  carbonate. 
Silica  is  then  separated  in  the  usual  manner,  and  the  second  solution 
of  basic  metals  thus  obtained  is  added  to  the  first.  Alkalies  are 
determined  in  another  portion  by  the  method  of  J.  L.  Smith 
(page  426.) 

2.  Water.  Silicates  dried  at  100°  occasionally  contain  water. 
This  is  determined  by  taking  a  weighed  portion  dried  at  100°  and 
igniting  in  a  platinum  crucible,  or — in  presence  of  carbon,  cai'bon- 
ates,  or  ferrous  iron — in  a  tube,  through  which  a  stream  of  dry  air 
is  drawn,  the  moisture  expelled  fronx  the  substance  being  retained 
by  a  weighed  calcium  chloride  tube. 

If  the  escaping  aqueous  vapors  manifest  acid  reaction,  owing 
to  disengagement  of  hijdrcflnorio  acid  or  silicon  fluoride,  mix  the 
substance  with  6  parts  of  finely  triturated  recently  ignited  lead 
oxide  in  a  small  retort,  weigh,  ignite,  and  weigh  again.  This 
method,  however,  cannot  be  used  if  carbonic  acid  as  well  as  fluor- 
rine  is  present.  In  that  case  the  method  employed  by  L.  Sipocz* 
may  be  used.  Ignite  4  parts  sodium  carbonate  in  a  platinum  cru- 
cible till  water  is  completely  expelled,  allow  to  cool  to  50°  or  60°, 
mix  intimately  with  a  platinum  wire  with  1  part  of  the  pulverized 
dried  silicate,  introduce  the  mixture  into  a  capacious  platinum  boat, 
rinsing  out  the  last  adhering  portions  with  sodium  carbonate.  The 
boat,  provided  with  a  cover,  is  now  placed  in  the  middle  of  a  por- 
celain tube  (glazed  inside)  and  heated  in  an  air  bath  an  hour  to  lL'0° 
or  130°  C.  During  this  time  every  trace  of  moisture  should  be 
removed  from  the  mixture  by  passing  dried  air  by  means  of  a  gaso- 
meter through  the  tube.  The  end  of  the  tube  through  which  the 
current  of  air  makes  its  exit  is  provided  with  a  calcium  cliloride 
tube,  which  at  the  end  of  the  drying  process  is  replaced  by  a 
weighed  U  tube,  containing  ghiss  beads  moistened  with  pure  strong 
sulphuric  acid.  The  substance  is  now  brought  to  a  rod  heat  in  a 
combustion  furnace,  and  a  regulated  current  of  air  (dried  by  sul- 

*ZeitscUr.  f.  anal.  Chemie.  17,  207. 
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phnric  acid)  is  passed  over  it  about  half  an  hour  to  carry  the  expelled 
water  vapor  into  the  absorbing  apparatus.  (It  is  obvious  that  this 
method  can  be  used  in  any  case  instead  of  ignition  with  lead 
oxide). 

3.  Carlcmic  acid  and  water.  If  it  can  be  proved  by  a  prelimi- 
nary experiment,  that  carbonic  acid,  as  well  as  water,  can  be  com- 
pletely removed  by  intense  ignition,  and  no  other  constituents 
(ferrous  iron,  manganese,  fluorine,  sulphides,  alkali  fluorides,  and 
chlorides,  &c.)  are  present  which  will  cause  change  of  weight  on 
ignition ;  the  joint  amount  of  water  and  carbonic  acid  may  be 
determined  by  loss  of  weight  on  ignition,  and  carbonic  acid  in 
another  portion  according  to  §  139,  II.,  e.  The  amount  of  water 
present  equals  the  difference  between  the  two  quantities  thus 
found.  If,  as  is  usually  the  case,  the  nature  of  the  substance  does 
not  allow  the  joint  amount  of  water  and  carbonic  acid  to  be  deter- 
mined by  loss  on  ignition,  water  may  be  determined  by  the  method 
recommended  by  Sipocz  (described  above  in  2).  A  much  simpler 
and  sufliciently  accurate  method,  however,  is  to  determine  both 
water  and  carbonic  acid  at  once  by  ignition  of  the  substance  with 
lead  chromate  mixed  with  Jjj  its  weight  of  potassium  dichromate 
in  a  combustion  tube,  collecting  and  weighing  the  evolved  water 
and  carbonic  acid.  The  process  is  conducted  precisely  as  in  the 
combustion  of  organic  compounds  (see  §  177)  except  that  it  is  not 
necessary  (unless  sulphides  are  present)  to  place  lead  chromate  in 
front  of  the  mixture  of  chromates  with  the  pulverized  rock.  Heat 
should  be  applied  toward  the  end  of  the  process  suihcient  to  fuse 
the  mixture.  It  is  desirable  to  use  2  grm.  or  even  more  of  the  sub- 
stance for  the  determination,  and  to  take  great  care  to  avoid  pres- 
ence of  hygroscopic  moisture  in  the  chromates.  Carbonaceous 
matter  (rarely  present  in  rocks)  would  of  course  interfere  with  the 
determination  of  CO^  by  this  process.* 

4.  Ferrous  iron  is  most  readily  determined  by  decomposing  with 
a  mixture  of  sulphuric  and  hydrofluoric  acids  and  titration  with 
potassium  permanganate  according  to§  160,  84,  page  526.  "With  a 
little  skill  and  proper  attention,  the  simple  method  of  effecting  the 

*  Very  satisfactory  results  were  obtained  both  by  myself  and  Mr.  W.  J. 
Comstock  in  tbe  determination  of  COa  in  Iceland  spar  by  this  method.  Mr. 
Comstock  also  obtained  equally  accurate  results  where  a  considerable  quantity 
of  pulverized  fluor  spar  was  added  to  the  weighed  Iceland  spar,  showing  that 
presence  of  fluorides  docs  not  interfere  with  the  process. — O.  D.  A. 
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decomposition  descj-ibed  at  the  end  of  84  can  safely  be  employed, 
unless  the  substance  is  unusually  difKcult  to  decompose. 

5.  Titanic  acid  is  frequently  present  in  siliceous  rocks  in  quan- 
tity sufficient  to  be  determined.  In  the  ordinary  process  of  analy- 
sis, a  part  of  it  remains  with  the  separated  and  weighed  silica,  while 
the  remainder  is  precipitated  and  weighed  along  with  the  ferric 
and  aluminium  oxides.  Both  portions  may  be  brought  together, 
and  determined  as  follows  :  Dissolve  the  silica  in  the  platinum  cru- 
cible in  which  it  has  been  weighed  with  hydrofluoric  acid,  adding 
also  a  few  drops  of  pure  dilute  sulphuric  acid,  and  evaporate  on  a 
water-bath  ;  add  to  the  residue  2  or  3  c.  c.  of  hydrofluoric  acid,  and 
evaporate  again  to  ensure  complete  removal  of  silica.  Ignite  the 
residue  sti-ongly  and  weigh,  in  order  to  be  able  to  deduct  from  the 
weight  of  the  siHca  the  amount  of  impurities  thus  found  in  it. 
Add  next  to  the  residue  a  little  sodium  carbonate  and  fuse.  After 
cooling,  add  strong  sulphuric  acid  drop  by  drop  till  with  the  aid  of 
heat  the  mass  is  dissolved.  It  is  best  to  use  so  much  sulphuric 
acid  that  the  mass  will  just  remain  liquid  on  cooling.  It  will  then 
easily  dissolve  in  a  small  quantity  of  water.  Dissolve  it  in  water 
and  reserve  the  solution. 

Dissolve  the  weighed  ferric  and  aluminium  oxides  by  prolonged 
digestion  in  concentrated  hydrochloric  acid ;  12  to  24  hours  will 
usually  suffice  for  the  solution  if  the  oxides  have  not  been  too 
strongly  ignited.  Some  flocks  of  silica,  however,  and  possibly 
titanic  acid  may  remain  In  order  to  ensure  solution  of  the  latter, 
add  20  c.  c.  dilute  sulphuric  acid  and  evaporate  till  fumes  of  sul- 
phuric acid  appear;  cool,  add  a  little  water,  digest  till  sulphates, 
&c.,  are  dissolved,  filter  off  and  weigh  the  traces  of  silica,  add  the 
filtrate  to  the  solution  of  titanic  acid  previously  obtained.  Add 
next  to  the  solution,  sodium  carbonate  until  a  slight  precipi- 
tate is  formed  which  does  not  redissolve  on  Stirling.  Next  add  4 
c.  c.  pure  dilute  sulphuric  acid,  which  is  designed  to  dissolve  the 
slight  precipitate  and  prevent  precipitation  of  iron  along  with  tita- 
nium in  the  subsequent  part  of  the  process  (too  much  fi-ee  acid 
would  prevent  complete  precipitation  of  the  titanic  acid).  Solu- 
tion of  sulphurous  acid  is  then  added  to  reduce  the  iron  to  ferrous 
sulphate,  the  solution  being  exposed  to  a  very  gentle  heat  till  it 
becomes  nearly  colorless,  when  it  should  be  diluted  to  a  volume  of 
700  to  800  c.  c.  and  boiled  two  hours  with  occasional  addition  of  a 
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few  c.  e.  dilute,  previously  heated,  solution  of  sulphurous  acid. 
Titanic  acid  if  present  will  be  precipitated.  After  filtering,  iron 
may  be  determined  in  the  filtrate  by  concentrating,  reducing  with 
H,S,  boiling  out  excess  of  H^S  and  titrating  with  standard  potas- 
sium permanganate  according  to  §  113,  3,  a. 

It  may  here  be  observed  that  by  proceeding  as  above  directed, 
in  separating  titanic  acid  from  the  silica  the  traces  of  alumina  and 
possibly  other  basic  oxides  which  may  be  retained  by  the  silica  are 
lost.  This  defect  may  be  remedied,  at  the  expense  of  some  delay, 
by  reserving  the  solution  containing  all  the  basic  metals  as  first 
filtered  from  the  separated  silica  until  the  sulphuric  acid  solutions 
of  the  titanic  acid  and  other  impurities  possibly  present  in  the  silica 
can  be  obtained  and  added  to  it.  The  iron  and  alumina  precipitate 
will  then  contain  all  the  titanic  acid,  and  the  traces  of  basic  metals 
recovered  from  the  silica  will  be  united  to  the  main  portion.  If 
this  course  is  adopted,  the  rise  of  an  unnecessary  amount  of  sodium 
carbonate  and  sulphuric  acid  in  obtaining  a  solution  of  the  residue 
from  the  silica  should  be  avoided.  The  precipitate  of  ahmiinium 
and  ferj'ic  hydroxides  should,  in  order  to  eliminate  basic  sulphates, 
be  dissolved  and  reprecipitated — a  proceeding  which  is  always 
advisable,  even  in  the  absence  of  sulphates,  when  alkali-earth 
metals  are  present. 

Sulphur.  If  sulphides  are  present  determine  sulphur  as  in 
iron  ores  (see  page  745).  It  must  be  borne  in  mind,  however,  that 
if  barium,  strontium,  or  lead  is  present  a  portion  of  the  sulphuric 
acid  formed  may  be  retained  in  the  undissolved  residue.  By  pro- 
longed boiling  of  this  residue  with  sodium  carbonate  and  filtering, 
the  sulphuric  acid  may  be  brought  into  solution  as  sodium  sul- 
phate. This  solution  may  also  contain  silica  and  lead,  from  which 
the  sulphuric  must  be  separated. 

If  sulphates  are  present  in  the  original  material  along  with  sul- 
phides, the  sulphuric  acid  maybe  determined  by  boiling  a  separate 
portion  a  long  time  with  sodium  carbonate,  filtering,  acidifying  the 
filtrate  Avitli  HCl,  and  precipitating  with  BaCl,.  The  sulphur  in 
the  sulphuric  acid  thus  found,  deducted  from  the  total  amount 
existing  in  both  sulphides  and  sulphates,  leaves  that  belonging  to 
the  sulphides. 

Phosphoric  acid  may  be  determined  as  in  iron  ores  (see  p.  741). 
In  careful  investigations  the  residue  insoluble  in  acids  should  be 
examined  also  by  fusing  it  with  sodium  carbonate,  separating  silica 
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by  drying  down  with  nitric  acid,  redissolving  with  nitric  acid  and 
adding  molybdic  acid  solution.  The  reagents  xised  in  this  process 
must  be  free  from  the  least  trace  of  phosphoric  acid.] 


10.    SEPARATION"    OF   SILICATES    DECOMPOSABLE 
FROM  THOSE  UNDECOMPOSABLE  BY  ACIDS. 

§209. 

After  the  silicate  has  been  very  finely  pulverized  and  dried  at 
100°  it  is  usually  treated  for  some  time,  at  a  gentle  heat,  with 
moderately  concentrated  hydrochloric  acid,  evaporated  to  dryness 
on  the  water-bath,  the  residue  moistened  with  hydrochloric  acid, 
water  added,  and  the  solution  filtered ;  it  is  often  preferable,  liow- 
ever,  to  digest  the  powder  with  dilute  hydrochloric  acid  (of  about 
15  per  cent.)  for  some  days  at  a  gentle  heat,  and  then  at  once  filter 
the  solution.  "Which  of  the  two  ways  it  is  advisable  to  adopt,  and 
indeed  whether  the  method  here  described  (which  was  first 
employed  by  Chk.  Gmelin  in  the  analysis  of  phonolites)  may  be 
resorted  to,  depends  upon  the  nature  of  the  mixed  minerals.  The 
more  readily  decomposable  the  one  of  the  constituent  parts  of  the 
mixtui-e  is,  and  the  less  readily  decomposable  the  other,  the  more 
constant  the  proportion  between  the  undissolved  and  the  dissolved 
part  is  found  to  remain  in  different  experiments  ;  in  other  words, 
the  less  the  undissolved  part  is  affected  by  further  treatment  with 
hydrochloric  acid,  the  more  safely  may  this  method  of  decomposi- 
tion be  resorted  to. 

The  process  gives : 

a.  A  hydrochloric  acid  solution,  containing,  besides  a  \\t'.\?, 
silicic  acid,  the  basic  metals  of  the  decomposed  silicate  in  the  form 
of  metallic  chlorides,  which  are  separated  and  determined  by  tlio 
proper  methods. 

5.  An  insoluble  residue,  which  contains,  besides  the  undecom- 
posed  silicate,  the  silica  separated  from  the  decomposed  silicate. 

After  the  latter  has  been  well  washed  with  water,  to  which  a 
few  drops  of  hydrochloric  acid  have  been  added,  transfer  it,  still 
moist,  in  small  portions  at  a  time,  to  a  boiling  solution  of  sodium 
carbonate  (free  from  silicic  acid)  contained  in  a  platinum  dish  ; 
hoil  for  some  time,  and  filter  off  each  time,  still  very  hot,  through 
a  weighed  filter.     Finally,  rinse  the  last  particles  of  the  residue 
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whicli  still  adhere  to  the  filter  completely  into  the  dish,  and  pro- 
c^d  as  before.  Should  this  operation  not  fully  succeed,  dry  and 
incinerate  the  filter,  transfer  the  ash  to  the  platinum  dish,  and  boil 
repeatedly  with  the  solution  of  sodium  carbonate  till  a  few  drops 
of  the  fluid  finally  passing  through  the  filter  remain  clear  on 
warming  with  excess  of  ammonium  chloride.  "Wash  the  residue, 
first  with  hot  water,  then — to  insure  the  removal  of  every  trace  of 
sodium  carbonate  which  may  still  adhere  to  it — with  water  slightly 
acidified  with  hydrochloric  acid,  and  finally  again  with  pure  water. 
Collect  the  washings  in  a  separate  vessel  (H.  Rose). 

Acidify  the  alkaline  filtrate  with  hydrochloric  acid,  and  deter- 
mine in  it  the  silicic  acid  which  belongs  to  the  silicate  decomposed 
by  hydrochloric  acid,  as  directed  §  140,  II.,  a.  To  ascertain  how 
much  water  the  part  decomposed  by  acid  contains,  the  following 
data  are  required :  The  percentage  which  the  decomposed  part  is 
of  the  whole,  the  percentage  of  water  in  the  undecomposed  part, 
the  percentage  of  water  in  the  original  mixture  of  silicates.  Dry 
the  undissolved  silicate  at  100°  and  weigh.  Then  calculate  by 
difEerence  the  quantity  of  the  dissolved  silicate.  Treat  the  undis- 
solved silicate  as  directed  §  140,  II.,  h.  For  determination  of 
water,  ferrous  iron,  titanic  acid,  and  other  minor  constituents,  see 
§208. 

11.  ANALYSIS   OF  LIMESTONES,  DOLOMITES, 
MAKLS,  &o. 

As  the  minerals  containing  calcium  and  magnesium  carbonates 
play  a  very  important  part  in  manufactures  and  agriculture,  the 
chemist  is  often  called  upon  to  analyze  them.  The  analytical  pro- 
cess differs  according  to  the  different  object  in  view.  For  tech- 
nical purposes,  it  is  sufiicient  to  determine  the  principal  constitu- 
ents ;  the  geologist  takes  an  interest  also  in  the  matter  present  in 
smaller  proportions ;  whilst  the  agricultural  chemist  seeks  a  knowl- 
edge not  only  of  the  constituents,  but  also  of  the  state  of  solubility, 
in  different  menstrua,  in  which  they  are  severally  present. 

I  will  give,  in  the  first  place,  a  process  for  effecting  a  complete 
and  accurate  analysis;  and,  in  the  second  place,  the  volumetric 
methods  by  which  the  calcium  and  magnesium  carbonates  may  be 
determined.  An  accurate  qualitative  examination  should  always 
precede  the  quantitative  analysis. 
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A.  Method  of  Effecting  the  Complete  Analysis. 
§210. 

a.  Eeduce  a  large  piece  of  tlie  mineral  to  powder,  mix  this 
uniform!}',  and  dry  at  100°. 

h.  Treat  about  3  grm.,  in  a  covered  beaker,  with  dilute  hydro- 
cliloric  acid  in  excess,  evaporate  to  dryness  in  a  platinum  or  por- 
celain disli,  moisten  the  residue  with  hydrochloric  acid,  heat  -with 
water,  filter  on  a  dried  and  weighed  filter,  wash  the  insoluble 
residue,  dry  at  100°,  and  weigh.  It  generally  consists  of  separated 
silica,  day,  and  sand :  but  it  often  contains  also  hunlus-lilie  mat- 
ter.    Opportunity  will  be  afforded  in  g  for  examining  this  residue. 

c.  Mix  the  hydrochloric  acid  solution  with  chlorine  water  [or 
aqueous  solution  of  bromine],  then  with  ammonia  in  slight  excess, 
and  let  the  mixture  stand  at  rest  for  some  time,  in  a  covered  vessel, 
at  a  gentle  heat.  Filter  off  the  j^recipitate,  which  contains — besides 
the  hydrate  of  sesquioxide  of  manganese,  ferric  and  aluminium 
hydroxides — the  phosphoric  acid  which  the  analyzed  compound 
may  contain,  and,  moreover,  invariably  traces  of  calcium  and  mag- 
nesium ;  wash  slightly,  and  redissolve  in  hydrochloric  acid ;  heat 
the  solution,  add  chlorine  [or  bromine]  water,  and  then  precipitate 
again  with  ammonia;  filter  off  the  precipitate,  wash,  dry,  ignite, 
and  weigh. 

For  the  estimation  of  the  several  components  of  the  precipitate, 
viz.,  iron,  manganese,  aluminium,  and  phosphoric  acid,  opportunity 
will  be  afforded  in  (j. 

d.  Unite  the  fluids  filtered  from  the  first  and  second  precipi- 
tates produced  by  ammonia,  and  determine  the  calcium  and  mag- 
nesium as  directed  in  §  154,  6  (28). 

e.  If  the  limestone  dried  at  100°  still  gives  water  upon  igni- 
tion, this  is  estimated  best  as  directed  §  36. 

f.  Determine  carbonic  acid  by  one  of  the  methods  described  in 
§139:  most  accurately  by  absorption  and  weigliing  of  liberated 
carbonic  acid,  II.,  e,  page  412,  or  with  simpler  apparatus  by  loss 
of  weight  on  decomposition  with  acid,  II.,  d,  I'h,  page  410;  or,  in 
absence  of  water  and  notable  quantities  of  ferrous  iron  and  man- 
ganese, by  fusion  with  vitrified  borax,  II.,  e,  page  408. 

g.  To  effect  the  estimation  of  the  constituents  present  in 
smaller  proportion,  as  well  as  the  analysis  of  the  residue  insoluble 
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in  hydrocliloric  acid,  and  of  the  precipitate  produced  by  ammonia, 
dissolve  20 — 50  grm.  of  the  mineral  in  hydrochloric  acid.  As  the 
evaporation  to  dryness  of  large  quantities  of  fluid  is  always  a 
tedious  operation,  gently  heat  the  solution  for  some  time,  to  expel 
the  carbonic  acid  ;  then  filter  through  a  weighed  filter  into  a  litre 
flask,  wash  the  residue,  dry,  and  weigh  it.  (The  weight  will  not 
quite  agree  with  that  of  the  residue  in  5,  as  the  latter  contains  also 
that  part  of  the  silicic  acid  which  here  still  remains  in  solution.) 

a.  Analysis  of  the  insoluble  Residue. 

aa.  Treat  a  portion  with  boiling  solution  of  piire  sodium  car- 
bonate (§  209,  5),  and  separate  the  silicic  acid  from  the  solution 
(§  140,  II.,  a) ;  this  process  gives  the  quantity  of  that  portion  of 
the  silicic  acid  contained  in  the  residue,  which  is  soluble  in  alkch- 
lies. 

hi).  Treat  another  portion,  oy  the  usual  process  for  silicates 
(§  140,  II.,  h),  and  deduct  from  the  silicic  acid  found  the  amount 
obtained  in  aa. 

cc.  If  the  residue  contains  organic  matter  (humus),  determine, 
in  a  portion,  the  carbon  by  the  method  of  ultimate  analysis  (§  177). 
Petzholdt,*  who  determined  by  this  method  the  coloring  organic 
matter  of  several  dolomites,  assumes  that  58  parts  of  carbon 
correspond  to  100  parts  of  organic  substance  (humic  acid). 

dd.  If  the  residue  coni&i-ns pyrites, \  fuse  another  portion  of  it 
with  sodium  carbonate  and  potassium  nitrate ;  macerate  in  water, 
add  hydrochloric  acid,  evaporate  to  dryness,  moisten  with  hydro- 
chloric acid,  gently  heat  with  water,  filter,  determine  the  sulphuric 
acid  in  the  filtrate,  and  calculate  from  the  result  the  amount  of 
pyrites  present.  :j: 

/?.  Analysis  of  the  Hydrochloric  Acid  Solution. 
Make  the  solution  up  to  1  litre. 

aa.  For  the  determination  of  the  silicic  acid  that  has  passed 
into  solution,  and  of  the  barmm,  strontiiom,  aluminium,  m,anga- 

*  Journ.  f.  prakt.  Chem.  63,  194. 

f  Compare  Petzholdt,  loc.  cit.;  Ebelmen  (Compt.  rend.  33,  681);  Deville 
(Compt.  rend.  37,  1001;  Journ.  f.  prakt.  Chem.  62,  81);  Roth  (Journ.  f.  prakt. 
Chem.  58,  84). 

X  If  the  residue  contains  barium  or  strontium  sulphate,  these  compounds  are 
formed  again  upon  evaporating  the  soaked  mass  with  hydrochloric  acid ;  they 
remain  accordingly  on  the  filter,  whilst  the  sulphuric  acid  formed  by  the  sulphur 
of  the  pyrites  passes  into  the  filtrate. 
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nese,  iron,  and  phosphoric  acid,  evaporate  500  c.  c,  and  dry  the 
residue  at  100° — 110°.  Treat  the  dry  mass,  in  order  to  separate 
silicic  acid,  &c.  (precipitate  I.),  with  hydrochloric  acid  and  water, 
boil  the  solution  with  niti-ic  acid,  add  ammonia,  boil  till  the  excess 
of  ammonia  has  escaped,  filter,  wash  slightly,  dissolve  on  the  filter 
with  hydrochloric  acid,  reprecipitate  in  the  same  manner  with 
ammonia,  and  filter  off  precipitate  II.,  which  contains  ferric 
hydroxide,  &c.  Digest  the  united  filtrates  in  a  nearly  filled  and 
closed  flask  with  sulphide  of  ammonium  in  a  slightly  warm  place 
for  21  hours,  theu  filter  off  precipitate  III.  This  consists  princi- 
pally of  manganese  sulphide ;  it  is  to  be  washed  with  water  con- 
taining ammonium  sulphide.  Precipitate  the  filtrate  with  ammo- 
nium carbonate  and  ammonia,  allow  to  stand  21  hours,  and  then 
filter  off  precipitate  IV.,  which  consists  for  the  most  part  of  cal- 
cium carbonate,  and  is  to  be  washed  with  water  containing  ammo- 
nia. Evaporate  the  filtrate  in  a  porcelain  dish  to  dryness,  project 
the  residue,  little  by  little,  into  a  red  hot  platinum  dish,  drive  off 
the  ammonium  salts,  moisten  the  residue  with  hydrochloi-ic  acid, 
dissolve  it  in  water,  and  boil,  with  addition  of  pure  milk  of  h'me, 
to  strongly  alkaline  reaction.  Filter  off  precipitate  Y.,  which  is 
composed  of  magnesium  hydroxide  and  the  excess  of  calcium 
hydroxide,  wash  it,  precipitate  the  filtrate  with  ammonium  carbon- 
ate and  ammonia,  and,  after  long  standing,  filter  off  precipitate  YI., 
which  is  to  be  washed  with  water  containing  ammonia. 

P recipitate  1.  consists  principally  of  silicic  acid.  It  may  also 
contain  barium  and  strontium  sulphates.  Treat  it  in  a  platinum 
dish  with  hydrofluoric  acid  and  a  little  snlphuric  acid,  evaporate 
to  dryness,  and,  if  necessary,  repeat  this  operation.  Should  a  resi- 
due remain,  fuse  it  with  a  small  quantity  of  sodium  carbonate, 
treat  with  water,  filter,  wash,  dissolve  in  hydrochloric  acid,  and 
precipitate  the  solution  -^vitli  sulphuric  acid.  When  the  precipitate 
has  settled  filter  it  from  solution  a,  and  wash.  Stop  up  the  tube 
of  the  funnel,  and  fill  the  latter  with  solution  of  ammonium  car- 
bonate, allow  to  stand  12  hours,  open  the  funnel  tube,  wash  the 
residue  first  with  water,  then  with  hydrochloric  acid  (solution  Z»), 
finally  again  with  water,  and  then  weigh  the  pure  i-esidual  hariutn 
sulphate.  Mix  the  united  solutions  a  and  h  with  ammonium  car- 
bonate and  ammonia,  allow  to  stand  some  time ;  if  a  precipitate 
forms  (which  may  contain  strontium  carbonate)  filter  it  off,  dry, 
and  add  to  precipitate  lY. 
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Precipitate  II.  consists  principally  of  feme  hydroxide ;  it  con- 
tains also  the  aluminium,  and,  provided  there  is  enough  iron,  the 
whole  of  the  phosphoric  acid.  Dissolve  in  hydrochloric  acid,  add 
pure  tartaric  acid,  and  then  ammonia.  Having  fully  convinced 
yourself  that  no  precipitate  is  formed,  precipitate  the  iron  with 
ammonium  sulphide  in  a  small  flask,  which  must  be  nearly  filled 
and  closed,  allow  to  stand  till  the  fluid  appears  of  a  pure  yellow 
color,  filter,  wash  with  water  containing  ammonium  sulphide,  and 
determine  the  iron  after  §  113,  2.  To  the  filtrate  add  a  little  pure 
sodium  carbonate  and  pure  potassium  nitrate,  evaporate  to  dryness, 
and  ignite  till  the  residue  is  white.  Add  water  and  hydrochloric 
acid  till  the  whole  is  dissolved,'"  and  precipitate  the  clear  fluid  with 
ammonia.  If  a  precipitate  forms  (aluminium  hydroxide  or  phos- 
phate, or  a  mixture  of  both),  filter  it  ofl:,  and  weigh.  Mix  the  fil- 
trate with  a  little  magnesium  sulphate.  If  another  jDrecipitate 
forms,  this  time  consisting  of  ammonium  magnesium  jphosjjhate 
(which  is  to  be  determined  after  §  ISl,  I.,  h,  a),  the  aluminium  pre- 
cipitate may  be  calculated  as  aluminium  phosphate  (Al^O,,  P^O^). 
If,  on  the  contrary,  no  precipitate  is  formed,  the  phosphoric  acid 
must  be  determined  in  the  alumina  precipitate  as  directed  §  134, 
I-,  5,  /i.   _ 

Precipitate  III.  consists  principally  of  manganese  sulphide. 
It  may  also  contain  traces  of  nickel,  cobalt,  and  zinc  sulphides,  cal- 
cium carbonate,  &c.  Treat  with  moderately  dilute  acetic  acid, 
heat  the  filtrate,  to  remove  any  carbonic  acid,  add  ammonia,  pre- 
cipitate with  ammonium  sulphide,  allow  to  stand  24  hours,  and 
determine  the  manganese  as  sulphide  (§  109,  2).  If  any  residue 
was  left  insoluble  in  acetic  acid,  test  it  for  the  above-mentioned 
metals.  The  fluid  filtered  from  the  pure  manganese  sulphide  is  to 
be  mixed  with  ammonium  carbonate.  If  a  precipitate  forms  it  is 
to  be  treated  with  precipitate  IV. 

Precipitates  lY.,  V.,VI.  The  united  mass  of  these  precipi- 
tates, together  with  the  small  portions  of  alkali-earth  carbonates 
obtained  during  the  treatment  of  precipitates  I.  and  III.  contain 
the  whole  of  the  strontium  and  the  whole  of  the  barium  which 
originally  passed  into  the  liydrochloric  acid  solution.  Ignite  the 
dried  precipitate  (if  necessary  in  portions)  in  a  j)latinum  crucible, 
most  intensely  over  the  gas  blowpipe.     By  this  means  any  barium 

*  I  may  remind  the  operator  that  the  residue,  whicli  contains  nitric  acid,  can- 
not be  heated  with  hydrochloric  acid  in  a  platinum  dish. 
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and  strontium  carbonates,  and  a  part,  at  all  events,  of  the  calcium 
carbonate,  are  converted  into  oxides  (Engelbach*).  Boil  the  resi- 
due 5  or  6  times  with  small  portions  of  water,  pouring  off  the  solu- 
tion through  a  filter  ;  neutralize  the  solution  with  hydrochloric 
acid,  evaporate  to  dryness,  and  test  a  minute  portion  with  the 
spectroscope — this  minute  portion  is  afterwards  added  to  the  rest. 
If  calcium  and  strontium  alone  are  present,  separate  according  to 
26.  If  barium  is  present,  separate  the  three  alkali-earth  metals 
after  23. 

hh.  Although  it  is  possible  in  aa  to  test  for  metals  precipitable 
by  hydrogen  sulphide  from  acid  solution,  e.g.,  copper,  and  if 
required  to  determine  them,  still  it  is  more  convenient  to  employ 
a  fresh  quarter  of  the  hydrochloric  acid  solution  for  this  purpose. 
The  precipitate  obtained  by  passing  the  gas  into  the  warm  dilute 
solution  is  washed,  dried,  and  treated  with  carbon  disulphide.  If 
a  residue  remains  it  is  to  be  examined. 

cc.  The  remaining  quarter  of  the  dilute  hjxlrochloric  acid  solu- 
tion is  used  for  the  estimation  of  the  alkah'c.s.f  Mix  with  chlo- 
rine water,  then  with  ammonia  and  ammonium  carbonate  ;  after 
allowing  the  mixture  to  stand  for  some  time,  filter  off  the  precipi- 
tate, evaporate  the  filti'ate  to  dryness,  ignite  the  residue  in  a  plati- 
num dish  to  remove  the  ammonium  salts,  and  finally  separate  the 
magnesium  from  the  alkalies  as  directed  p.  491,  15.  The  reagents 
must  be  most  carefully  tested  for  fixed  alkalies,  and  the  use  of  glass 
and  poi'celain  vessels  avoided  as  far  as  practicable. 

Should  the  limestone  contain  a  sulphate  soluble  in  hydrochloric 
acid,  precipitate  the  sulphuric  acid  by  a  small  excess  of  barium 
chloride,  allow  to  settle,  and  filter  off  the  barium  sulphate  (which 
is  to  be  determined  in  the  usual  manner)  before  proceeding  as 
above  to  the  estimation  of  the  alkalies. 

h.  As  calcite  and  aragonite  may  contam  fluorifles  (JENzscn+), 

*  Zeitschr.  f.  anal.  Chem.  1,  474. 

f  The  simplest  way  of  ascertaining  -whether  and  what  alkalies  are  present  in 
a  limestone,  is  the  process  given  by  ENfiELBACii  (.\nnal.  d.  Chem.  u.  Pharm.  123, 
260)— viz.,  ignite  a  portion  of  tlio  triturated  mineral  strongly  in  a  platinum  rru- 
cible  over  the  blast,  boil  with  a  litllc  water,  Alter,  niMitralize  with  hydrochloric 
acid,  precipitate  with  ammonia  and  ammonium  carl)onnlc,  filler,  evaporalo  the 
filtrate  to  dryness  and  examine  with  the  spertroscopc.  The  ammonium  carbon- 
ate precipitate  may  be  evaporated  with  hydrochloric  acid  to  dryness,  and  exam 
ined  in  like  manner  for  barium  and  strontium. 
•    t  Pogg.  Annal.  96,  145. 
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the  possible  presence  of  fluorine  must  not  be  disregarded  in  accu- 
rate analyses  of  limestones.  Treat,  therefore,  a  larger  sample  of 
the  mineral  with  acetic  acid  until  the  calcium  and  magnesium  car- 
bonates are  decomposed  ;  evaporate  to  dryness  until  the  excess  of 
acetic  acid  is  completely  expelled,  and  extract  the  residue  with 
water  (§  138,  I.).  We  have  the  fluorine  in  the  residue.  If  it  can 
be  distinctly  detected  in  a  portion  of  the  same,*  the  determination 
may  be  attempted  after  §  138,  II.,  3,  a. 

i.  If  the  limestone  under  examination  contains  chlorides,  treat 
a  large  sample  with  water  and  nitric  acid,  at  a  very  gentle  heat ; 
fllter,  and  precipitate  the  chlorine  from  the  filtrate  by  solution  of 
silver  nitrate. 

Jc.  It  is  often  interesting  for  agriculturists  to  know  the  degree 
of  solubility  of  a  sample  of  limestone  or  marl  in  the  weaker  solv- 
ents. This  may  be  ascertained  by  treating  the  sample  first  with 
water,  then  with  acetic  acid,  finally  with  hydrochloric  acid,  and 
examining  eaeji  solution  and  the  residue.  The  analysis  of  marls 
made  by  C.  STEucKMANNf  were  done  in  this  manner. 

I.  To  effect  the  separation  of  the  caustic  or  carbonated  lime,  in 
hydraulic  limes,  from  the  silicates,  Deville:}:  proposed  to  boil  with 
solution  of  ammonium  nitrate,  which  he  stated  would  dissolve  the 
caustic  lime  and  carbonate  of  lime,  without  exercising  a  decom- 
posing action  on  the  silicates.  GuNNmG§  found,  however,  that  by 
this  process  the  double  silicates  of  aluminium  and  calcium  are  more 
or  less  decomposed,  with  separation  of  silicic  acid.  As  yet  no 
method  is  known  by  which  the  object  here  stated  can  be  accom- 
plished with  absolute  accuracy ;  the  best  way,  perhaps,  is  treating 
the  sample  with  dilute  acetic  acid ;  C.  Knausz  ||  recommends 
hydrochloric  acid. 

B.  VOLUMETEIC  DeTEEMINATION  OF  CALCrUM  CaeEOSTATE  AND  MAG- 
NESIUM Carbonate  (for  technical  purposes). 

§211. 

a.  If  a  mineral  contains  only  calcium  carbonate,  the  amount  of 
the  latter  may  be  estimated  from  the  quantity  of  acid  required  to 

*  See  Qual.  Anal.  §  146,  6.  f  Anna!,  d.  Chem.  u.  Pharm.  74,  170. 

X  Compt.  rend.  37,"l001;  Journ.  f.  prakt.  Cliem.  63,  81. 

§  Journ.  f.  prakt.  Chem.  63,  318. 

\  Gewerbeblatt  aus  Wurtemberg,  1855,  Nr.  4;  Chem.  Centralbl.,  1855,  344 


§  211.  J     ANALYSIS   or  LIMESTONES,  DOLOMITES,  MAELS.      727 

•  effect  its  decomposition,  the  method  described  in  §  198  being 
employed  for  the  purpose.  Or  the  carbonic  acid  in  the  mineral 
may  be  determined,  and  1  mol.  calcium  carbonate  =  100  calculated 
for  each  mol.  carbonic  acid  =  44. 

b.  But  if  the  mineral  contains,  besides  calcium  carbonate,  also 
magnesium  carbonate,  the  results  obtained  by  either  process  give 
the  quantity  of  calcium  carbonate  -|-  magnesium  carbonate,  the 
latter  being  expressed  by  its  equivalent  quantity  of  calcium  car- 
bonate {/'.e.,  100  of  calcium  carbonate  for  84  of  magnesium  carbon- 
ate). If,  therefore,  you  desire  to  know  the  actual  amount  of  each, 
you  must,  in  addition  to  the  above  determination,  determine  one 
of  the  alkali-earth  metals  separately.  For  this  purpose  one  of  the 
two  following  methods  may  be  employed  : — 

1.  Mix  the  dilute  solution  of  2 — 5  grm.  of  the  mineral  with 
ammonia  and  ammonium  oxalate  in  excess,  allow  to  stand  for  12 
hours  and  then  filter.  Ignite  the  precipitate  of  calcium  oxalate, 
together  with  the  filter,  and  treat  the  calcium  carbonate  produced 
as  directed  §  198.  This  process  gives  the  amount  of  calcium  con- 
tained in  the  analyzed  mineral ;  the  difference  between  this  and 
the  former  result  gives  the  calcium  carbonate  which  is  equivalent 
to  the  amount  of  magnesium  carbonate  present.  To  obtain  per- 
fectly accurate  results  by  this  method,  repeated  precipitation  is 
indispensable  (see  §  154,  6,  a). 

2.  Dissolve  2 — 5  grm.  of  the  mineral  in  the  least  possible 
excess  of  hydrochloric  acid,  and  add  a  solution  of  lime  in  sugar 
water  as  long  as  a  precipitate  forms.  By  this  operation  the  mag- 
nesia only  is  precipitated.  Filter,  wash,  and  treat  the  precipitate 
as  directed  §  198  ;  the  result  represents  the  quantity  of  the  magne- 
sium. Deduct  the  quantity  of  calcium  carbonate  equivalent  thereto 
from  the  result  of  the  total  determination ;  the  remainder  is  the 
amount  of  calcium  carbonate  present. 

The  method  2  is  only  suitable  when  the  proportion  of  magne- 
sium is  small. 
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[12.  ASSAY  OF  COPPER  ORES. 

§212. 

For  tlie  assayer  who  has  occasion  to  determine  the  amount  of 
copper  in  ores  very  frequently,  the  method  of  Lttckow*  depending 
on  the  electrolytic  deposition  of  copper,  and  the  method  of  Stein- 
BECKf  (volumetric  determination  by  means  of  potassium  cyanide), 
are  to  be  recommended.  For  the  analytical  chemist,  who  is  only 
occasionally  called  upon  to  assay  a  copper  ore,  the  processes 
below  described  may  be  useful,  as  they  require  no  preparation  of 
special  reagents  or  apparatus. 

1.  WJien  Arsenic,  Antimony,  Bismuth,  {Cadrnium,  Tin)  are 
not  present. 

Take  1  grm.  of  the  pulverized  ore  if  rich,  3  to  5  if  poor.  Put 
it  in  a  dry  beaker  (best  of  a  diameter  of  8 — 10  centimetres  at  the 
bottom),  cover  with  a  watch-glass.  Mix  in  another  glass  vessel, 
which  should  be  dry  to  avoid  dilution,  1  pt.  sulphuric  with  3  to  4 
pts.  nitric  acid,  both  concentrated.  Pour  the  mixed  acids  upon  the 
ore.  40 — 50  c.  c.  will  suffice  if  not  more  than  2  grm.  ore  are  taken. 
The  action  is  less  violent  if  the  requisite  amount  of  acid  is  added 
at  once  than  it  is  if  added  gradually.  Heat  the  covered  beaker  on 
a  sand-bath,  to  near  100°  C.  an  hour  or  two,  or  until  the  action  of 
the  acids  on  the  ore  has  apparently  nearly  ceased,  raise  then  the  watch- 
glass  covering  the  beaker  so  far  as  to  allow  vapors  to  pass  off  freely 
by  interposing  between  it  and  the  beaker  a  triangle  made  of  thick 
glass  rod,  and  evaporate  until  nitric  acid  is  completely  removed. 
Copper  exists  in  the  residue  as  sulphate,  mixed  usually  with  other 
metallic  sulphates,  together  with  such  constituents  of  the  ore  as  are 
not  decomposed  by  the  acids.  A  small  quantity  of  liquid  (sulphuric 
acid)  will  still  remain  with  the  solid  residue,  and  should  not  be 
removed  by  further  elevation  of  temperature.  After  cooling,  add 
about  100  c.  c.  of  water  to  the  residue  and  keep  it  warm  on  the 
sand-bath  an  hour  to  ensure  solution  of  the  anhydrous  copper  sul- 
phate. Complete  solution  of  the  copper  in  the  residue  may  be 
effected  in  a  few  minutes  by  adding  with  tlie  water  a  little  hydro- 
chloric acid;  but  since  hydrochloric  acid  dissolves  notable  quantities 
of  lead  sulphate,  it  should  not  be  used  for  this  purpose  unless  the 
ore  is  known  to  be  free  from  lead.     Filter  from  the  undissolved 

*  Zeitschr.  f.  anal.  Chem.  8,  33,  and  11,  1.  \  lb.  8,  9. 
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part  of  the  residvie  and  wash  it  with  hot  water.  If  the  residue 
contains  lead  sulphate,  avoid  the  use  of  an  unnecessary  volume  of 
water  in  washing,  or  use  water  acidihed  M'itli  sulphuric  acid  to  pre- 
vent lead  sulphate  from  being  dissolved.  Dilute  the  filtrate  to 
about  500  c.  c.  If  hydrochloric  acid  has  not  previously  been  used, 
add  now  1  or  2  c.  c.  and  heat  to  boiling  and  pass  hydrogen  sulphide 
through  the  solution  until  the  copper  is  all  precipitated,  the  tem- 
perature meanwhile  being  maintained  nearly  or  (|uite  to  the  boil- 
ing point.  If  a  tolerably  rapid  current  of  H^S  be  passed  into  the 
solution  through  a  tube  contracted  at  the  orifice  to  a  diameter  of  1 
to  2  millimetres,  so  as  to  produce  numerous  and  small  bubbles,  the 
precipitation  is  u.sually  complete  in  course  of  15  to  25  minutes. 
Wash  the  precipitate,  dry,  ignite  in  an  atmosphere  of  hydrogen,  and 
weigh  the  resulting  Cu^S  according  to  directions  in  §  119,  3,  a, 
page  316. 

2.  When  Antimony^  Arsenic^  {Bismuth,  Cadmium,  Tin)  are 
present. 

Arsenical  or  antimonial  minerals  are  occasionally  present  in 
copper  ores,  bismuth  compounds  very  rarely,  while  appreciable 
amounts  of  cadmium  or  tin  can  usually  safely  be  assumed  to  be 
absent.  If  the  ore  to  be  assayed  has  not  been  pulverized  and  can 
be  examined  in  large  fragments,  the  assayer,  with  sufficient  knowl- 
edge of  mineralogy  and  experience  in  the  use  of  the  blowpipe,  can 
usually  decide  whether  arsenic,  antimony,  or  even  bismuth  are 
present.  If  this  cannot  be  done,  qualitative  testing  in  the  wet  way 
should  be  resorted  to.  If  any  of  the  metals  which  interfere  with 
the  process  described  in  1  are  present,  decomjDose  the  oi'e  with 
aqua  regia,  adding  also  enough  sulphuric  acid  to  convert  into  sul- 
phates, on  evaporation,  any  nitrates  and  chlorides  which  may  be 
formed.  An  unnecessary  excess  of  sulphuric  should  be  avoided, 
as  it  is  difficult  to  remove  by  evajDoration  and,  if  allowed  to  remain 
in  large  amount,  may  render  the  subsequent  precipitation  of  copper 
less  perfect.  After  removing  the  nitric  and  hydrochloric  acids 
by  evaporation,  dissolve  the  copper  sulphate  in  the  residue  liy 
digestion  with  water,  filter,  add  solution  of  sulphurous  acid  (l(Mj — 
200  c.  c),  set  in  a  warm  place  ;  if  the  solution  ceases  to  smell  of  SO, 
after  half  an  hour,  add  more  solution  of  sulpliurous  acid.  Finally, 
after  allowing  the  solution  to  stand  in  a  warm  place  4  or  5  hours 
at  least,  precipitate  the  copper  with  ammonium  or  potassium  sul- 
phocyanate  and  determine  it  as  Cu,S  as  directed  in  §  119,  3,  h.] 
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[13.  ASSAY  OF  LEAD  OEES 
§213. 

The  commercial  value  of  lead  ore  is  often  estimated  from 
assays  made  in  the  dry  way.  These  assays  are  not  very  exact  even 
in  rich  ore,  and  still  less  so  in  poor  ores.  If  the  means  for  making 
a  dry  assay  are  not  at  hand,  or  a  more  accurate  determination  is 
required,  the  following  method  applicable  to  all  ores  (rich  or  poor, 
galenas  or  carbonates),  not  containing  arsenic  or  antimony  may  be 
used. 

Decompose  the  finely  pulverized  ore — 2  grm.  if  rich,  .5  grm.  if 
poor — with  a  mixture  of  concentrated  nitric  and  sulphuric  acid 
precisely  in  the  manner  described  for  copper  ores  (§  212,  1). 
After  free  nitric  acid  has  been  removed  by  evaporation,  the  lead 
exists  in  the  residue  as  lead  sulphate,  mixed,  according  to  the  char- 
acter of  the  ore,  with  different  kinds  and  quantities  of  other 
metallic  sulphates,  and  also  such  constituents  of  the  ore  as  are  not 
decomposed  by  the  acids.  Sulphuric  acid,  which  may  be  used 
freely  in  the  decomposing  mixture,  should  remain  also  with  this 
residue  and  not  be  driven  off  by  evaporation.  When,  toward  the 
close  of  the  process  of  evaporation  by  gradually  increasing  tem- 
perature, dense  white  fumes  of  sulphuric  acid  begin  to  appear,  or 
when,  at  a  temperature  little  exceeding  100°  C,  no  odor  of  nitric 
acid  is  perceptible,  heat  is  removed  and  the  residue  allowed  to 
cool.  About  100  c.  c.  of  water  are  then  added.  After  digesting  2 
hours  to  dissolve  such  metallic  sulphates  as  are  soluble  in  water, 
the  residue,  containing  lead  sulphate  and  other  insoluble  matter 
(possibly,  for  example,  quartz,  native  silicates,  barium  sulphate, 
calcium  sulphate),  is  collected  on  a  moderate  sized  filter  and  washed 
with  water  to  which  a  little  sulphuric  acid  has  been  added.  The 
filter  and  its  contents,  without  previous  drying,  are  then  placed  in 
the  bottom  of  a  large  beaker.  Pour  first  ammonia  (20 — 30  c.  c.) 
upon  the  filter  and  residue,  and  next  acetic  acid  to  decided  acid  reac- 
tion, keep  warm  some  20  minutes  with  occasional  stirring.  The 
lead  sulphate  readily  dissolves.  Filter,  wash  the  still  remaining 
undissolved  residue  and  filter,  chiefly  by  decantation,  adding  to 
the  wash  water  at  first  a  little  ammonium  acetate.  The  filtrate  may 
contain,  besides  lead,  also  calcium  sulphate.     To  prevent  the  possi- 
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ble  deposition  of  the  latter  during  the  subsequent  precipitation  of 
the  lead,  dilute  the  filtrate  by  adding  j\  to  |  its  volume  of  water, 
and  add  1  or  2  c.  c.  dilute  hydrochloric  acid.  Precipitate  now  the 
lead,  either  in  the  cold  or  slightly  heated  solution,  with  a  cui-rent 
of  hydrogen  sulphide.  Treat  the  precipitate  according  to  §  llfi,  2, 
page  299.  In  igniting  in  hydrogen,  take  care  that  only  the  bot- 
tom of  the  porcelain  crucible  is  faintly  red.  Too  high  heat  will 
cause  loss  by  volatilization. 

If  this  ore  contains  arsenic  and  antimony,  these  elements,  or  at 
least  the  latter,  will  cause  a  small  quantity  of  lead  to  remain  undis- 
solved in  the  residue  remaining  after  the  treatment  with  ammo- 
nium acetate.  In  such  a  case,  lead  may  be  separated  from  the  resi- 
due by  means  of  methods  of  separation  described  in  §  164,  or  a 
wholly  different  course  may  be  devised  and  applied  to  the  original 
substance.] 

[14.  DETEEMINATION  OF  NICKEL  AND  COBALT  m 
ORES,    SPEISS*  AND  MATTE.f 

§  214. 

The  separation  of  nickel  and  cobalt  from  other  metals  which 
accompany  them  in  ores  and  determination  of  their  joint  amount 
precedes  the  separation  of  the  two  metals.  The  process  requires 
great  care  throughout.  A  method  is  he?e  given  for  determining  these 
metals,  and  also  copper  and  lead,  in  a  "  matte"  containing,  besides 
nickel  and  cobalt,  copi^er,  lead,  iron,  and  accidental  adhering  parti- 
cles of  sand  and  earthy  silicates.  To  the  description  of  this  method 
will  be  appended  modifications  necessary  or  admissible  in  the 
examination  of  other  products. 

1.  Decomposition  and  Separation  of  Lead. 

Decompose  2  gr.  of  the  very  finely  pulverized  material  with  a 
mixture  of  concentrated  nitric  and  sulphuric  acid,  proceeding  pre- 
cisely as  recommended  for  decomposition  of  copper  ores.  (See  § 
212,  1.)     It  is,  however,  safer,  after  the  nitric  acid  first  employed 

*  A  product  consisting  chiefly  of  metallic  arsenides  obtained  by  smelting  ores 
is  called  ' '  speiss. " 

t  A  product  consisting  chiefly  of  metallic  sulphides  obtained  by  smelting  ores 
is  called  "matte." 
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has  been  expelled,  to  add  to  the  residual  sulphuric  acid  a  fresh  por- 
tion of  concentrated  nitric  acid ;  keep  hot  for  some  time,  and  finally 
evaporate  off  all  the  nitric  acid  a  second  time,  allowing  at  least  8 
or  10  hours  for  the  whole  process  of  decomposition.  Add  water 
(100  to  150  c.c.)  to  the  cooled  residue  and  digest  3  or  4  hours,  and 
filter  the  solution  of  metallic  sulphates  obtained  from  the  insolu- 
ble residue,  which  contains  the  lead  as  sulphate,  together  with  par- 
ticles of  sand,  &c.  Dissolve  the  lead  sulphate  in  this  residue  with 
ammonium  acetate  and  determine  the  lead  as  in  the  process  of  assay- 
ing lead  ores,  §  213.  Incinerate  the  filter  containing  the  portion  of 
the  residue  wliich  ammonium  acetate  fails  to  dissolve  in  a  porcelain 
crucible,  and  add  to  it  in  the  crucible  aqua  regia  ;  evaporate  to  a 
few  drops.  If  the  few  drops  of  remaining  liquid  show  no  greenish 
color,  it  may  be  assumed  that  the  residue  so  treated  contains  no 
nickel  or  cobalt.  If  the  color  indicates  presence  of  these  metals,  rinse 
the  contents  of  the  crucible  into  the  filtrate  from  the  lead  sulphate. 
Before  throwing  away  the  filtrate  from  the  final  lead  precipitate  (lead 
sulphide),  prove  that  it  contains  no  nickel  or  cobalt  by  adding  ammo- 
nia to  neutral  reaction,  and  a  few  drops  of  ammonium  sulphide. 

2.  Separation  of  Copper. 

Dilute  the  filtrate  from  the  lead  sulphate  and  other  insoluble 
matter  to  about  500  c.c,  and  precipitate  copper  with  hydrogen  sul- 
phide and  determine  it,  proceeding  as  directed  in  "Assay  of  Copper 
Ores,"  §  212. 

3.  Separation  of  Iron. 

Concentrate  the  filtrate  from  the  copper  sulphide,  add  nitric 
acid  enough  to  convert  the  iron  into  a,  ferric  salt,  and  boil  a  few 
minutes.  Allow  the  solution,  which  should  now  occupy  a  volume 
of  about  300  c.c,  to  become  nearly  cold,  and  add  a  large  excess  of 
ammonia  at  once,  and  let  it  stand  in  a  warm  place  (50°  to  70°  C.)  half 
an  hour.  Filter  then  into  a  porcelain  casserole  and  wash  the  greater 
part  of  the  saline  matter  out  of  the  ferric  hydroxide  with  hot  water. 
Complete  washing  is  needless.  Although  this  filtrate  contains  the 
greater  part  of  the  nickel  and  cobalt,  a  very  considerable  quantity 
is  retained  by  the  ferric  hydroxide.  Even  a  second  precipitation 
with  ammonia  cannot  be  relied  upon  for  effecting  a  satisfactory  sep- 
aration. Dissolve,  therefore,  the  ferric  hydroxide  in  hydrochloric 
acid,  which  may  be  used  freely  for  this  purpose,  since  it  will  be 


§  214.  J  NICKEL  AND   COBALT  IN   ORES.  733 

next  converted  into  ammonium  chloride,  which  acts  favorably, 
rather  tlian  otherwise,  in  the  subsequent  precipitation  of  iron 
(§  160,  Yl).  "Wash  the  filter  from  which  the  iron  precipitate  has 
been  dissolved,  neutralize  the  greater  part  of  the  free  hydro- 
chloric acid  in  the  solution  with  ammonia,  proceed  then  care- 
fully to  prepare  the  solution  for  precipitation  of  iron  with  sodium 
acetate  by  neutralizing  properly  with  sodium  or  ammonium  car- 
bonate and  addition  of  acetic  acid,  as  described  in  §  160,  71,  p.  517. 
The  iron  precipitated  thus  a  second  time  is  still  not  absolutely  free 
from  a  trace  of  nickel  or  cobalt,  which  may,  however,  be  neglected 
unless  extraordinary  accuracy  is  required,  or  unless  the  original  sub- 
stance was  comparatively  rich  in  these  metals  (containing  over  20 
per  cent).  In  that  case,  dissolve  the  iron  precipitate  in  hydrochlo- 
ric acid  and  precipitate  tlie  iron  again  as  basic  ferric  acetate  and 
filter.  Add  the  filtrate  or  filtrates,  as  the  case  may  be,  to  the  first 
ammoniacal  filtrate,  which  should  meanwliile  have  been  concen- 
trated to  expel  free  ammonia  and  reduce  its  volume.  The  mixed 
filtrates  will  now  contain  some  free  acetic  acid.  Concentrate  in  a 
porcelain  dish  to  300  or  400  c.c,  and  add  ammonia  to  alkaline  reac- 
tion. This  will  usually  throw  down  a  little  ferric  or  aluminium 
hydroxide,  which  is  to  be  filtered  off.  If  the  precipitate  is  very 
slight  it  may  be  thrown  away.  If  considerable,  dissolve  in  HCl, 
reprecipitate  with  ammonia,  filter,  and  add  the  filtrate  to  the  main 
filtrate. 

4.  Precipitation  of  NicTcel  and  Cohalt. 

Concentrate  the  now  alkaline  solution  to  a  volume  of  about  250 
c.c.  During  the  concentration  the  solution  will  sometimes  become 
slightly  acid,  as  may  be  shown  by  testing  with  litmus  paper.  If 
acid,  it  is  in  just  the  right  condition  for  precipitation  of  nickel  and 
cobalt  as  sulphides.  If  alkaline,  add  cautiously  II CI  till  the  fluid 
gives  with  litmus  paper  a  distinct  but  slight  acid  reaction.  Pre- 
cipitate next  nickel  and  cobalt  in  the  solution  previously  heated 
to  gentle  ebullition  in  a  beaker  covered  with  a  watch-glass,  with 
hydrogen  sulphide,  according  to  §  110,  h,  yS,  p.  261.  Dry  the  sul- 
phides on  the  filter  and  remove  them  from  the  filter  to  a  beakei-. 
Incinerate  the  filter,  add  the  ash  and  adhering  nickel  and  cob;ilt 
sulphides  to  the  portion  in  the  beaker,  or  if  the  whole  quantity  of 
sulphides  is  small,  calcine  the  whole  with  the  filter.     Treat  with 
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aqua  regia  until  only  a  residue  of  yellow  sulphur  remains  undis- 
solved, evaporate,  and  expose  the  residue  to  a  heat  of  100°  C,  to 
make  traces  of  silica  insoluble ;  then  moisten  with  a  few  drops  of 
hydrochloric  acid,  add  15 — 20  c.c.  of  water  to  dissolve  nickel  and 
cobalt  salts,  add  without  previous  filtration  some  fresh  solution 
of  H,S  as  long  as  it  produces  a  dark-colored  precipitate  or  turbid- 
ity (indicating  traces  of  still  unremoved  copper  or  lead),  filter  into 
a  porcelain  dish  (having  a  capacity  of  250  c.c),  and  concentrate  the 
solution  to  about  100  c.c.  Boil  gently,  and  during  the  boihng  add 
gradually  jmre  sodium  carbonate  solution  to  alkaline  reaction, 
avoiding  much  excess ;  continue  the  boiling  a  few  minutes  to 
remove  free  carbonic  acid.  Next  dissolve  in  a  platinum  dish  a  few 
decigrammes  of  pure  sodium  hydroxide  (prepared  from  metallic 
sodium*),  add  the  solution,  and  heat  again  to  boiling  to  precipitate 
the  nickel  and  cobalt  that  may  still  remain  in  solution.  Wash  the 
precipitate  with  boiling  hot  water,  first  by  decantation,  and  finally 
on  the  filter  (best  with  the  Bunsen  filtering  apparatus)  until  a  drop 
of  the  washings  evaporated  on  polished  platinum  foil  gives  no 
more  residue  than  distilled  water,  and  then  wash  still  a  little  longer. 
After  drying  the  precipitate,  remove  from  the  filter  to  a  piece  of 
glazed  paper,  and  cover  it  immediately  with  a  bell-glassf  and  incin- 
erate the  filter  with  the  small  portion  adhering  to  it  until  carbon 
is  completely  removed,  and  expose  for  some  time  longer  to  the 
air  at  a  red  heat,  to  remove  traces  of  carbon  which  metallic  nickel 
reduced  by  the  paper  may  have  absorbed.  Transfer  the  main  por- 
tion of  the  oxides  to  the  crucible,  cover  and  heat  to  redness,  finally 
reduce  the  oxides  to  metals  by  ignition  in  hydrogen,  according  to 

§  110,  2. 

If  the  preceding  operations  have  been  conducted  with  due  care 
the  metals  thus  obtained  are  free  from  appreciable  quantities  of 
impurities.  Test  them,  however,  first  for  soda  by  adding  in  the 
crucible  a  few  drops  of  water,  allowing  it  to  remain  in  contact  with 
the  metal  10  minutes  or  longer,  and  applying  reddened  litmus 
paper.  If  the  experiment  shows  presence  of  soda  it  can  be  removed 
(probably  but  incompletely)  by  prolonged  digestion  with  water, 

*  If  pure  sodium  hydroxide  is  not  at  hand,  a  small  quantity  can  easily  he  pre- 
pared hy  dissolving  a  fragment  of  sodium  in  water  in  a  platinum  dish. 

f  Strongly  dried  nickelous  hydroxide  exposed  to  moist  air  will  often  decrepi- 
tate projecting  particles  a  considerable  distance. 
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removing  the  water  with  a  pipette,  drying  and  igniting  the  metal 
again  in  hydrogen.  Test  also  for  silica  by  dissolving  in  nitric  acid. 
If  an  appreciable  amount  of  silica  remains  undissolved,*  collect  on 
a  small  filter,  weigh,  and  make  the  necessary  deduction  from  the 
first  weight  of  the  metals. 

5.  Separation  of  Cobalt  from  Nickel. 

Evaporate  the  nitric  acid  solution  of  the  metals  nearly  to  dry- 
ness, or  until  free  nitric  is  almost  completely  removed  ;  add  4  or  5 
C.C.  of  water  to  dissolve  the  nickel  and  cobalt  salts,  add  drop  by 
drop  solution  of  potassium  carbonate  until  a  permanent  precipitate 
just  begins  to  be  formed.  (If  free  nitric  has  been  removed  by 
evaporation  completely,  the  addition  of  potassium  carbonate  is  not 
required.)  Next  add  6  to  8  grm.  potassium  nitrite  dissolved  in  10  to 
15  c.c.  of  hot  water.  This  usually  produces  a  flocculent  precipi- 
tate containing  both  nickel  and  cobalt,  on  account  of  the  potassium 
carbonate  which  the  nitrite  commonly  used  as  a  reagent  contains. 
Add  then  a  little  acetic  acid.  Any  flocculent  precipitate  which 
may  have  been  previously  formed  now  disappears,  and  a  precipitate 
of  tri  potassium  cobaltic  nitrite,  either  simultaneously  or  after  a 
short  time,  is  deposited.  Much  acetic  acid  hinders  the  complete  sep- 
aration of  cobalt.  If  a  flocculent  precipitate  has  been  formed,  a  few 
drops  usually  suffice  to  dissolve  it ;  2  or  3  c.c.  more  may  then  be 
added.  The  whole  volume  of  the  solution  should  then  amount  to 
only  15  to  20  c.c.  Qover  the  beaker  containing  it  with  a  watch- 
glass  and  allow  it  to  stand  in  a  warm  place  at  least  21  hours.  Fil- 
ter; wash  with  a  solution  of  potassium  acetate.f  Test  the  filtrate 
for  cobalt  as  follows  :  Dilute,  heat,  precipitate  with  sodium  Lydrox- 

*  According  to  my  own  experience  it  is  not  difficult  to  obtain  the  nickel  and 
cobalt  free  from  iron  and  aluminium.  If  the  operator  wishes  to  assure  himself 
on  this  point,  an  excess  of  ammonia  may  be  added  to  the  nitric  acid  solution 
before  filtering  oiT  the  silica.  If  a  precipitate  is  formed  it  must  be  collected  on  a 
filter,  washed  slightly,  dissolved  on  the  filter  (which  retains  the  accompanying 
silica),  reprecipitatcd  with  ammonia,  collected  again  on  the  same  filter,  washed, 
ignited,  and  weighed,  when  its  weight  jointly  with  the  silica  may  be  deducted 
from  the  first  weight  of  the  cobalt  and  nickel.  If  cobalt  is  then  to  be  separated 
from  nickel,  both  metals  may  be  precipitated  from  the  filtrates  as  sulphides,  dis- 
solved in  aqua  regia,  when  after  removing  free  acids,  the  process  of  separating 
cobalt  may  be  applied. — O.  D,  A. 

t  A  suitable  solution  may  be  prepared  by  neutralizing  acetic  acid  with  crys- 
tallized potassium  bicarbonate,  leaving  the  solution  slightly  acid. 
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ide,  wasli  the  greater  part  of  the  saline  matter  out  of  the  precipi- 
tate, dissolve  it  in  nitric  acid,  evajjorate  to  dryness  on  a  water-bath, 
add  two  or  three  drops  of  nitric  acid  to  the  residue,  dissolve  in  a 
small  volume  of  water,  filter,  concentrate,  and  I'epeat  the  process 
of  separation  with  potassium  nitrite  as  before.  Put  the  filter  con- 
taining the  cobalt  precipitate,  still  moist,  into  a  beaker,  add  about 
lOD  c.c.  of  water,  heat,  add  hydrochloric  acid  until  solution  is 
effected,  separate  the  filter  paper  by  filtration,  evaporate  the  solu- 
tion on  a  water-bath,  allowing  the  residue  to  remain  on  the 
water-bath  2  or  3  hours  to  render  traces  of  silica  insoluble, 
moisten  with  hydrochloric  acid,  add  water,  filter,  and  convert 
the  cobalt  in  the  solution  into  the  metallic  form  by  the  same 
process  as  before  employed  for  obtaining  metallic  nickel  and 
cobalt  from  a  similar  solution  ;  test  also  the  weighed  cobalt  for 
impurities  in  the  same  manner.  The  amount  of  nickel  in  the  mix- 
ture of  the  two  metals  may  now  be  calculated  by  difference. 

It  has  been  assumed  that  lead  and  copper  are  determined  in 
the  process  here  described.  No  essential  modification,  however, 
can  be  made  in  the  method  of  separating  them  from  nickel  and 
cobalt  when  their  determination  is  not  required. 

6.  Modifications  admissible  or  required  for  ores,  or  other  pro- 
ducts of  different  comjoositions. 

If  only  very  little  copper  is  present  (less  than  1  per  cent.),  and 
no  other  metals  of  the  fifth  and  sixth  groups,' the  treatment  of  the 
first  solution  with  H,S  may  be  omitted.  The  copper  then  remains 
in  solution  until  after  the  iron  is  separated  and  is  precipitated 
along  with  nickel  and  cobalt  as  sulphide.  After  the  mixed  sul- 
phides are  dissolved  as  before  described,  the  copper  may  be  sepa- 
rated from  the  slightly  acid  solution  by  hydrogen  sulpliide. 

"When  no  lead  is  present,  the  treatment  of  the  first  insoluble 
residue  with  ammonium  acetate  is  omitted. 

If  other  metals  of  the  fifth  and  sixth  groups  are  present  no 
modification  is  required.  In  case,  however,  arsenic  is  present  (as 
in  speiss  and  some  ores),  it  is  advisable  to  convert  the  resulting 
arsenic  acid  into  arsenious  by  means  of  sulphurous  acid  before 
treatment  with  II,S. 

No  modifications  are  required  on  account  of  the  presence  of 
any  metals  of  second,  third,  or  fourth  groups,  except  zinc  or  a 
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notable  amount  of  manganese.  In  respect  to  manganese,  it  can 
safely  be  assumed  when  not  more  than  a  trace  is  present  (as  in 
matte  or  speiss  and  most  ores)  that  the  precipitation  of  nickel  and 
cobalt  as  directed  in  a  solution  containing  a  small  quantity  of  free 
acetic  acid  will  effect  its  separation.  But  if  a  considerable  amount 
is  present  a  small  portion  is  liable  to  be  precipitated  along  with 
the  nickel  and  cobalt  sulphides.  This  can  be  removed  when  the 
mixed  sulphides  are  brought  into  solution,  and  excess  of  acid  is 
removed  by  adding  ammonium  chloride  freely,  also  a  little  ammo- 
nium acetate,  and  repeating  the  precipitation  of  nickel  and  cobalt 
in  same  manner  as  before,  as  sulphides,  taking  care  to  have  the 
solution  always  contain  a  small  quantity  of  free  acetic  acid.  Or 
the  manganese  may  be  separated  from  the  solution  of  the  three 
metals  according  to  §  160,  85,  page  529. 

If  zinc  is  present  it  all  goes  down  with  the  nickel  and  cobalt 
when  they  are  precipitated  as  sulphides.  After  the  mixed  sul- 
phides have  been  dissolved  and  free  acid  has  been  removed  by 
evaporation,  zinc  may  then  be  separated  according  §  160,  75,  p. 
520. 

15.  ASSAY  OF  ZmC  ORES. 

§215. 

Method  of  ScHAFFNEE,*  modified  iy  C.   KiJNZEL,f  as 
employed  in  the  Belgian  zinc-works  ;  described  hy  C.  Geoll.:]: 

a.  Solution  of  the  ore  and  preparation  of  the  ammoniacal 
solution. 

Powder  and  dry  the  ore. 

Take  O'O  grm.  in  the  case  of  rich  ores,  1  grm.  in  the  case  of 
poor  ores,  transfer  to  a  small  flask,  dissolve  in  hydrochloric  acid 
witli  addition  of  some  nitric  acid  by  the  aid  of  heat,  expel  the 
excess  of  acid  by  evaporation,  add  some  water,  and  then  excess  of 
ammonia.  Filter  into  a  beaker,  and  wash  the  residue  with  luke- 
warm water  and  ammonia,  till  ammonium  sulphide  ceases  to  pro- 
duce a  white  turbidity  in  the  washings.  The  oxide  of  zinc 
remaining  in  the  ferric  hydroxide  is  disregarded.     Its  quantity, 

*  Jburn.  f.  prakt.  Chem.  73,  410. 

t  /*.  88,  486.  X  Zeitschr.  f.  anal.  Chem.  1,  31. 
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according  to  Geoll,  does  not  exceed  0'3 — 0'5  per  cent.  This 
statement  probably  has  reference  only  to  ores  containing  relatively 
little  iron ;  where  much  iron  is  present  the  quantity  of  zinc  left 
behind  in  the  precipitate  may  be  not  inconsiderable.  The  error 
thus  arising  may  be  greatly  diminished  by  dissolving  the  slightly 
washed  iron  precipitate  in  hydrochloric  acid  and  adding  excess  of 
ammonia.  But  the  surer  mode  of  proceeding  is  to  add  to  the 
original  solution — after  evaporating  off  the  greater  part  of  the  free 
acid  as  above,  and  allowing  to  cool — dilute  sodium  carbonate  nearly 
to  neutralization,  then  to  precipitate  the  iron,  after  p.  517,  with 
sodium  acetate,  boiling,  to  filter,  and  wash.  The  washings,  after 
being  concentrated  by  evaporation,  are  added  to  the  filtrate  and 
the  whole  is  then  mixed  with  ammonia,  till  the  first-formed  pre- 
cipitate is  redissolved. 

If  the  ore  contains  manganese — provided  approximate  results 
will  suffice — digest  the  solution  of  the  ore  in  acids,  after  the  addi- 
tion of  excess  of  ammonia  and  water,  at  a  gentle  heat  for  a  long 
time,  and  then  filter  off,  with  the  iron  precipitate,  the  hydrated 
protosesquioxide  of  manganese  which  has  separated  from  the 
action  of  the  air.  The  safer  course — though  undoubtedly  less 
simple — is,  after  separating  the  iron  with  sodium  acetate,  to  pre- 
cipitate the  manganese  by  passing  chlorine,  as  directed  p.  610,  or 
by  adding  bromine  and  heating. 

If  lead  is  present,  it  is  separated  by  evaporating  the  aqua  regia 
solution  with  sulphuric  acid,  taking  up  the  residue  with  water  and 
filtering ;  then  proceed  as  directed. 

1).  Preparation  and  standardizing  of  the  sodium  suljphide 
solution. 

The  solution  of  sodium  sulphide  is  prepared  either  by  dissolving 
crystallized  sodium  sulphide  in  water  (about  100  grm.  to  1000 — 
1200  water),  or  by  supersaturating  a  solution  of  soda,  free  from 
carbonic  acid,  with  hydrogen  sulphide,  and  subsequently  heating 
the  solution  in  a  flask  to  expel  the  excess  of  hydrogen  sulphide. 
Whichever  way  it  is  prepared,  the  solution  is  afterwards  diluted, 
so  that  1  c.c.  may  precipitate  about  O'Ol  grm.  zinc.  Prepare  a 
solution  of  zinc,  by  dissolving  10  grm.  chemically  pure  zinc  in 
hydrochloric  acid,  or  1-±"122  gi-rn.  dry  crj^stallized  zinc  sulphate  in 
water,  or  68"133  grm.  dry  crystallized  potassium  zinc  sulphate  in 
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water,  and  making  the  solution  in  either  case  up  to  1  litre  with 
water. 

Each  CO.  of  this  solution  corresponds  to  0-01  grm.  zinc.  Now 
measure  off  30 — 50  c.c.  of  this  zinc  solution  into  a  beaker,  add 
ammonia  till  the  precipitate  is  redissolyed,  and  then  400 — 500  c.c.  ais- 
tilled  water.  Eun  in  sodium  sulphide  as  long  as  a  distinct  precipi- 
tate continues  to  be  formed,  then  stir  briskly,  remove  a  drop  of  the 
fluid  on  the  end  of  a  rod  to  a  porcelain  plate,  spread  it  out  so  that 
it  may  cover  a  somewhat  large  surface,  and  place  in  the  middle  a 
drop  of  pure  dilute  solution  of  nickel  chloride.  If  the  edge  of  the 
drop  of  nickel  solution  remains  blue  or  green,  proceed  with  the 
addition  of  sodium  sulphide,  testing  from  time  to  time,  till  at  last 
a  blackish  gray  coloration  appears  surrounding  the  nickel  solution. 
The  reaction  is  now  completed,  the  whole  of  the  zinc  is  pi-ecipi- 
tated,  and  a  slight  excess  of  sodium  sulphide  has  been  added.  The 
precise  depth  of  color  of  the  nickel  must  be  observed  and  remem- 
bered, as  it  will  have  to  serve  as  the  stopping  signal  in  future 
experiments.  To  make  sure  that  the  zinc  is  really  quite  precipi- 
tated, you  may  add  a  few  tenths  of  a  c.c.  more  of  the  reagent,  and 
test  again,  of  course  the  color  of  the  nickel-drop  must  be  darker. 
Ifote  the  number  of  c.c.  used,  and  repeat  the  experiment,  running 
in  at  once  the  necessary  quantity  of  the  reagent,  less  1  c.c,  and  then 
adding  0'2  c.c.  at  a  time,  till  the  end-reaction  is  reached.  The 
last  experiment  is  considered  the  more  correct  one.  The  sodium 
sulphide  solution  must  be  restandardized  before  each  new  series  of 
analyses. 

c.  Determination  of  the  zinc  in  the  solution  of  the  ore. 

Proceed  in  the  same  way  with  the  ammoniacal  solution  pre- 
pared in  a  as  with  the  known  zinc  solution  in  h.  Here  also  repeat 
the  experiment,  the  second  time  running  in  at  once  the  required 
number  of  c.c,  less  1,  of  sodium  sulphide,  and  then  adding  0-2  c.c. 
at  a  time,  till  the  end -reaction  makes  its  appearance.  The  second 
result  is  considered  the  true  one.  Tliere  are  three  different  ways 
in  which  this  repetition  of  the  experiment  may  be  made.  You 
may  either  weigh  out  at  the  first  two  portions  of  the  zinc  ore,  or 
you  may  weigh  out  double  the  quantity  required  for  one  cxjieri- 
ment,  make  the  ammoniacal  solution  up  to  1  litre  and  employ  ^ 
litre  for  each  experiment,  or  lastly,  having  reached  the  end-reaction 
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in  tlie  first  experiment,  you  may  add  1  c.c.  of  the  known  zinc  solu- 
tion, which  will  destroy  the  excess  of  sodium  sulphide,  and  then 
run  in  sodium  sulphide  in  portions  of  0'2  c.c,  till  the  end-reaction 
is  again  attained.  Of  course,  in  this  last  process  to  obtain  the 
second  result,  you  deduct  from  the  whole  quantity  of  sodium  sul- 
phide used  the  amount  of  the  same,  corresponding  to  1  c.c.  of  the 
zinc  solution. 

If  the  oi'e  contains  copper,  remove  it  from  the  acid  solution  by 
hydrogen  sulphide,  evaporate  the  filtrate  with  nitric  acid,  dilute, 
treat  with  ammonia,  and  determine  the  zinc  as  above. 
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For  the  purpose  of  ascertaining  the  quantity  and  more  especially 
the  quality  of  the  iron,  whicli  can  be  produced  from  an  ore,  deter- 
minations of  iron,  phosphorus,  sulphur,  and  manganese,  without 
regard  to  other  constituents,  are  often  required.  An  examination 
of  the  ore  for  titanic  acid,  especially  if  it  is  a  magnetic  iron  ore,  is 
also  often  demanded.  Frequentl;^  a  determination  of  only  two  or 
three  of  these  substances,  as  iron  and  phosphorus,  or  phosphorus 
and  sulpliur,  is  required.  In  any  case  it  is  most  convenient  to  use 
a  separate  portion  of  the  ore  for  the  determination  of  each  sub- 
stance. 

Ieon. 

Iron  may  be  determined  volumetrically  many  ways.  For  the 
present  purpose,  either  of  the  two  following  methods  may  be 
used. 

1.  Decompose  2  grm.  with  concentrated  hydrochloric  acid  by 
heating  gently  on  a  sand-bath  in  a  covered  beaker,  having  a  capac- 
ity of  not  less  than  half  a  litre.  If  the  ore  contains  carbonaceous 
matter,  the  weighed  portion  should  first  be  ignited  with  exposure 
to  the  air  until  the  carbon  is  burned  out.  Two  or  three  hours 
suffice  for  the  decomposition  of  most  limonites  and  magnetites,  but 
some  varieties  of  liematite  resist  the  action  of  acid  for  a  long  time. 
The  appearance  of  the  still  undissolved  residue,  which  may  consist 
of  quartz,  clay,  hornblende,  or  other  silicates,  will  indicate  when  the 
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oxide  (or  carbonate)  of  iron  in  the  ore  is  dissolved.*  Dilute  some- 
what and  filter,  add  to  the  filtrate  20  to  30  c.c.  of  strong  sulphuric 
acid,  or  an  eqiiivalent  amount  of  dilute,  and  evaporate  till  hydro- 
chloric acid  is  all  removed,  avoiding  a  heat  much  above  100°  C. 
After  cooling,  add  about  100  c.c.  of  water  and  digest  till  the  ferric 
sulphate  has  gone  into  solution.  Then  pour  the  solution  into  a 
half-litre  flask,  without  filtering  from  a  slight  residue  of  silica 
which  may  have  separated,  dilute  up  to  the  mark,  mix  thoroughly, 
and  make  two  determinations  of  iron,  each  in  100  c.c.  of  this  solu- 
tion, by  reduction  to  ferrous  sulphate  and  titration  with  potassium 
permanganate  according  to  §  113,  3,  a,  p.  278. 

2.  Proceed  as  above  until  the  decomposition  with  hydrochloric 
acid  has  been  effected.  Now,  if  no  ferrous  iron  is  present,  concen- 
trate, if  the  volume  of  the  liquid  is  greater,  to  20 — 30  c.c.  and  dilute 
without  filtering  in  a  half-litre  flask  to  500  c.c,  and  determine  iron 
in  portions  of  100  c.c.  each,  according  to  113,  3,  b  (titration  with 
standard  sodium  thiosulphate  and  iodine  solutions).  If  ferrous  iron 
is  present,  add,  a  little  at  a  time,  potassium  chlorate  (less  than  f  gr. 
for  2  grm.  ore  usually  suffices)  until  a  minute  portion  of  the  solution 
taken  out  with  pointed  glass  i-od  and  tested  after  dilution  on  a 
watch-glass  with  fresh  solution  of  potassium  ferricyanide  gives  no 
blue  color.  The  unavoidable  excess  of  potassium  chlorate  must 
now  be  decomposed  by  heating  with  hj'drocliloric  acid,  and  the 
.  liberated  chlorine  removed  by  evaporating  off  about  half  the  solu- 
tion. Next  dilute  to  500  c.c.  and  determine  the  iron  by  the  process 
just  mentioned. 

Phosphoeus. 

Take  5  grm.  of  the  ore,  unless  it  is  known  to  contain  a  rather 
large  quantity  of  phosphoric  acid,  in  which  case  2  or  3  grm.  should 
be  used.  Decompose  with  concentrated  hydrochloric  acid  in  a 
beaker  having  a  diameter  at  the  bottom  of  about  9  centimetres. 
The  solution,  without  filtering  from  the  insoluble  residue,  may  be 
allowed  to  evaporate  in  a  sand-bath  nearly  to  di-jncss,  but  before 
the   liquid    has  been    all  removed,  transfer  the  beaker  to  an  air- 

*  Some  iron  ores,  especially  magnetites,  rnntain  a  small  quantity  of  iron  exist- 
ing as  a  constituent  of  a  silicate  (e.g.,  hornblende  or  garnet),  undeconiposable 
by  liydrochloric  acid.  In  tlie  nHmy  of  iron  ores,  the  slight  inaccuracy  which 
on  this  account  results  is  usually  disregarded. 
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bath*  provided  with  a  thermometer,  and  continue  the  evaporation 
at  a  temperature  of  130°  to  140°  C.  until  the  mass  is  quite  dry  and 
appears  no  longer  sticky,  but  brittle  when  touched  with  a  glass  rod. 
Then,  after  cooling,  add  concentrated  nitric  acid  (40  to  50  c.c.)  and 
heat  on  a  sand-bath  until  the  iron  is  again  dissolved  and  only  a 
residue  similar  in  color  and  appearance  to  the  original  insoluble 
residue  remains.  This  solution  of  the  iron  in  nitric  acid  is  easily 
effected,  provided  the  heat  used  in  the  preceding  drying  operation 
has  not  exceeded  the  prescribed  limit.  The  excess  of  nitric  acid, 
however,  which  it  is  usually  necessary  to  use  for  this  pui'pose,  if 
allowed  to  remain  in  the  free  state,  retards  the  subsequent  precipi- 
tation of  phosphoric  acid  by  molybdic  acid  solution,  and  may  even 
cause  an  appreciable  error  by  retaining  a  portion  permanently  in 
solution.  Evaporate  off,  therefore,  a  part  of  the  nitric  acid,  reduc- 
ing the  volume  to  about  25  c.c.  If  the  evaporation  proceeds  too 
far,  basic  ferric  salts  containing  phosphoric  acid  will  remain  undis- 
solved on  subsequent  addition  of  water.  After  proper  concentra- 
tion, add  100  c.c.  of  cold  water,  stir,  and  allow  the  insoluble  residue, 
which  must  not  show  evidence  of  containing  basic  ferric  salts,  to 
settle.  Filter  into  a  tall  narrow  beaker,  or  better  still  into  a  cone- 
shaped  flask.  To  the  filtrate  and  washings,  which  need  hardly 
exceed  200  c.c,  add  100  c.c.  of  molybdic  acid  solution  (prepared  as 
directed  in  "Qual.  AnaL,"  p.  72).  Add  next  gradually  ammonia 
so  long  as  the  reddish-brown  precipitate,  which  it  forms,  dissolves 
very  readily  on  stirring.  A  few  cubic  centimetres  can  usually  be 
added  at  this  point,  without  danger  of  forming  a  permanent  iron 
precipitate,  on  account  of  the  free  nitric  acid  which  the  added 
molybdic  acid  solution  contained.  Stir  well  the  solution,  which 
should  now  occupy  a  volume  of  300  to  350  c.c,  and  let  it  stand  at 
a  temperature  of  40°  to  50°  C.  at  least  24  hours.  The  greater  part 
of  the  solution  standing  over  the  precipitated  ammonium  phos- 
phomolybdate  can  be  removed  perfectly  clear  by  means  of  a  siphon. 

*  A  suitable  air-bath  may  be  easily  constructed  as  follows:  Procure  an  iron 
pot  having  its  diameter  greatest  at  the  rim  (about  13  inches),  fit  a  sheet  tin  cover 
to  it,  cut  circular  holes  (3  or  4)  in  the  cover  10  centimetres  in  diameter  to  receive 
the  beaker  (which  must  be  selected  of  a  proper  size),  and  also  a  small  hole  in  the 
centre  for  inserting  a  thermometer.  The  pot  is  heated  by  setting  it  into  a  sheet- 
iron  cylinder,  made  to  fit  it,  down  to  the  rim,  and  placing  a  Bunsen  burner  under 
it  within  the  cylinder. 
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Collect  the  precipitate  on  a  small  filter  (2^  inches  in  diameter) 
and  wash  it  with  the  same  molybdic  acid  solution  that  is  iised  for 
precipitation,  diluted  with  an  equal  volume  of  water.  Allow  the 
filtrate  and  washings  to  stand  in  a  warm  place  several  hours  to 
ascertain  whether  any  more  phosphoric  acid  can  be  precipitated. 
The  moist  precipitate  is  to  be  dissolved  on  the  filter  with  ammonia. 
It  is  advisable  to  have  the  ammonia  used  for  this  purpose  in  a 
small  graduated  glass  cylinder  so  that  the  quantity  used  may  be 
observed.  Pour  2  or  3  c.c.  into  the  flask  in  which  the  precipita- 
tion has  been  effected  in  order  to  dissolve  what  may  adhere  to  it, 
then  pour  from  the  flask  upon  the  filter,  and  at  the  same  time  stir 
up  the  precipitate  with  a  jet  of  hot  water.  Repeat  this  operation 
till  complete  solution  takes  place.  By  cautious  use  of  ammonia 
solution  (sp.  gr.  -95)  its  volume  shoiild  be  restricted  to  about  10  c.c. 
for  small  quantities  of  the  precipitated  phosphomolybdate,  while 
for  comparatively  large  quantities,  such  as  are  obtained  from  4  gr. 
of  ore  containing  upwards  of  '5  per  cent,  of  phosphoric  acid,  more 
may  be  used.  Usually  the  solution,  after  passing  through  the  fil- 
ter remains  clear  or  at  most  exhibits  but  a  slight  opalescence.  Occa- 
sionally it  is  turbid  to  such  extent  that  it  is  advisable  to  pass  it 
through  the  same  filter  again.  Wash  the  solution  out  of  the  filter 
paper  with  the  smallest  suflicient  volume  of  hot  water.  Add  now, 
according  to  the  quantity  of  the  dissolved  precipitate,  6  to  12  c.c. 
of  hydrochloric  acid  (sp.  gr.  1-1).  If  this  occasions  (by  super- 
saturation  of  the  ammonia)  a  permanent  precipitate  of  ammonium 
phosphomolybdate,  redissolve  it  with  a  slight  excess  of  ammonia, 
adding  enough  to  give  a  perceptible  odor  of  ammonia  to  tlie  solu- 
tion when  cold.  This  addition  of  a  measured  volume  of  hydro- 
chloric acid  is  designed  to  form  a  moderate  quantity  of  ammonium 
chloride — not  enough  to  have  a  sensible  solvent  effect  on  the 
ammonium  magnesium  phosphate  which  is  next  to  be  precipitated, 
but  suflicient  to  prevent  the  coprecipitation  of  other  magnesium 
compounds.  Kext  precipitate  the  phosphoric  acid  with  "  mag- 
nesium mixture"  (see  p.  113).  An  excess  of  this  solution  is 
required  to  effect  complete  precipitation  of  phosphoric  acid ;  8  to 
10  c.c.  may  be  used  in  any  case,  while  more  may  be  required  if 
the  ore  is  rich  in  phosphoric  acid.  Finally,  to  render  the  separa- 
tion of  ammonium  magnesium  phosphate  complete,  add  to  the 
solution  about  one-tenth  its  volume  of  ammonia  solution,  and  stir 
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well.  The  preceding  operations  should  be  conducted  in  such  a 
manner  as  not  to  unnecessarily  increase  the  volume  of  the  solution. 
The  final  volume  after  addition  of  all  reagents  may  amount  to  40 
to  60  c.c.  in  ordinary  eases,  or  to  100  c.c.  for  ores  containing  an 
unusually  large  quantity  of  phosphorus.  Filter  the  solution  after 
standing  6  to  12  hours  in  the  cold,  wash  the  precipitate  with  dilute 
ammonia,  dry,  detach  from  the  filter  (unless  the  quantity  is  very 
small),  incinerate  the  filter  in  an  open  platinum  crucible,  add  the 
precipitate,  ignite,  weigh,  and  calculate  the  amount  of  phosphorus 
(or  if  required  P^OJ  in  the  ore. 

In  view  of  the  importance  of  accurate  determinations  of  phos- 
phorus in  iron  ores,  pig-iron,  &c.,  for  technical  purposes,  some 
further  explanation  may  here  be  properly  given  of  the  causes  of 
the  possible  errors  which  the  above  directions  are  intended  to 
obviate.  If,  in  the  beginning  of  the  process,  HCl  is  not  removed 
by  evaporation  to  dryness,  it  may  prevent  complete  precipitation  of 
phosphoric  acid  by  the  molybdic  acid  solution.*  The  presence  of 
a  large  quantity  of  free  nitric  acid  also  prevents  precipitation  of 
the  last  traces  of  phosphoric  acid  by  the  molybdic  solution.  If,  in 
attempting  to  obviate  this  cause  of  error  by  evaporating  the  nitric 
acid,  the  evaporation  is  carried  too  far,  basic  ferric  nitrate  will 
be  formed,  which  will  retain  phosphoric  acid.  If  too  great  heat 
is  used  in  precipitating  the  ammonium  phosphomolybdate,  free 
molybdic  acid  will  be  deposited  along  with  it.  A  slight  deposition 
of  molybdic  acid,  provided  the  precipitate  remains  pulverulent, 
may  have  no  sensible  injurious  effect ;  but  a  larger  amount,  espe- 
cially if  deposited  in  the  form  of  a  crust,  will  retain  iron  which 
cannot  be  washed  out  on  the  filter.  If  then  ammonia  is  applied 
to  dissolve  the  precipitate  on  the  filter,  a  ferric  compound  contain- 
ing phosphoric  acid  will  remain  on  the  filter  undissolved. 

In  order  to  insure  the  complete  precijoitation  of  phosphoric 
acid,  it  is  necessary  to  use  not  only  enough  molybdic  solution  to 

*It  is  true  tliat  after  evaporation  and  drying  at  a  temperature  between  130° 
and  140°  C.  some  clilorine  still  remains  as  ferric  cliloride,  wli icli  might  be  furtlier 
decreased  or  entirely  removed  by  evaporating  again  Ihe  nitric  acid  solution  to 
dryness.  I  have  repeatedly  taken  this  course  and  compared  the  results  with 
those  obtained  without  evaporating  a  second  time;  but  do  not  thereby  obtain  a 
larger  amount  of  phosphorus,  and  conclude  that  this  extra  precaution  is  unnec- 
essary.— 0.  D.  A. 
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convert  it  into  ammonium  pliosphomolybdate,  but  a  liberal  excess 
proportional  to  the  volume  of  the  solution.  It  may  occasionally  hap- 
pen, in  case  of  an  ore  or  a  sample  of  iron  une.\[)ectedly  rich  in 
phosphorus,  that  100  c.c.  will  not  suffice.  But  since  more  molybdic 
solution  is  added  in  the  process  of  washing  the  precipitate,  the 
formation  of  an  additional  precipitate  in  the  filtrate,  which  should 
be  kept  warm  6  hours,  will  indicate  any  deficiency  in  the  quantity 
of  molybdic  solution  first  used. 

If,  in  the  final  precipitation  as  ammonium  magnesium  phos- 
phate, a  large  amount  of  free  ammonia,  and  no  ammonium  chloride, 
is  present  when  the  magnesia  mixture  is  added,  it  is  possible  that 
magnesium  oxide  or  basic  magnesium  phosphate  may  be  coprecii^i- 
tated ;  while,  on  the  other  hand,  a  very  large  amount  of  ammonium 
chloride  may  retard  the  precipitation  of  phosphoric  acid.  If  the 
precipitation  is  attempted  in  too  large  a  volume  of  solution  there 
is  more  danger  that  it  may  not  be  complete,  and  also  more  diih- 
culty  in  removing  the  precipitate  from  the  sides  of  the  vessel,  to 
which  it  may  adhere  in  the  form  of  minute  transparent  crystals. 

Finally,  notwithstanding  the  use  of  all  due  precaution,  the 
weighed  magnesium  pyrophosphate  may  contain  a  trace  of  silica 
— so  slight  that  it  may  in  most  cases  be  neglected.  But  if  a  very 
accurate  determination  of  minute  quantities  of  phosphorus  in  the 
purer  kinds  of  oi'e,  iron,  &c.,  is  required,  it  is  advisable  to  dissolve 
the  weighed  precipitate  in  the  crucible  by  warming  with  nitric  or 
hydrochloric  acid,  collect  any  remaining  residue  on  a  very  small 
filter,  wash,  return  to  the  crucible,  ignite,  weigh,  and  deduct  the 
weight  of  the  crucible  -|-  silica  from  its  weight  -\-  first  ignited 
pyrophosphate. 

Sulphur.  If  any  considerable  quantity  of  metallic  sulphides 
is  visible  on  close  inspection  of  the  ore,  take  5  grm.  finely  pul- 
verized. If  no  sulphides  can  be  seen  take  7  to  10  grm.  Add  to 
the  ore  in  a  large  beaker  about  20  c.  c.  of  aqua  regia  for  each 
gramme  taken.  Allow  it  to  stand  at  common  temperature  of  the 
room  6  hours,  then  12  hours  longer  at  40"  to  50°  C.  Finally 
evaporate  to  dryness,  treat  the  residue  with  strong  hydrochloric 
acid,  dilute  to  200  to  300  c.c,  filter,  concentrate  to  about  100  c.c, 
transfer  to  a  small  beaker,  add  while  hot  a  few  c.c.  of  barium 
chloride  solution.  If  the  ore  contains  much  sulphur,  the  greater 
part  of  the  sulphuric  acid  produced  from  it  will  be  at  once  precipi- 
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tated ;  a  quantity  far  too  great  to  neglect,  however,  will  remain  in 
solution  on  account  of  the  presence  of  free  acids  and  ferric  salts. 
If  the  ore  contains  a  comparatively  small  though  still  determinable 
amount  of  sulphur,  it  may  happen  that  no  precipitate  will  appear 
at  this  stage.  In  either  case,  therefore,  remove  the  free  acid  by 
evaporation,  after  the  addition  of  barium  chloride  so  far  as  it  can 
be  removed  without  the  formation  of  basic  ferric  salts  insoluble  in 
water.  The  last  part  of  the  evaporation  is  carried  on  best  by  heat- 
ing the  small  beaker  in  an  iron  plate.  The  solution  may  usually 
1)6  brought  thus  to  a  volume  of  10  or  15  c.c.  The  formation  of  a 
dark  pellicle  on  the  surface  of  the  liquid  at  this  stage  can  usually 
be  observed,  and  is  a  sure  indication  that  further  evaporation 
would  render  the  iron  insoluble  in  water.  After  cooling,  add 
cold  water  (about  100  c.c.)  and  1  c.c.  dilute  HCl  to  dissolve  the 
soluble  saline  matter.  If  the  ore  contained  sulphur,  a  residue  of 
barium  sulphate  will  now  appear.*  (If  the  preceding  evaporation 
has  been  carried  too  far  a  bulky  mass  of  ferric  salts  will  remain 
undissolved,  in  which  case  add  hydrochloric  acid  freely  till  it  dis- 
solves, and  repeat  the  evaporation.)  The  barium  sulphate  thus 
obtained  usually  contains  iron  and  other  impurities.  Collect  it  on 
a  filter,  wash  till  the  greater  part  of  the  saline  matter  is  removed, 
ignite  in  an  open  platinum  crucible  till  carbon  is  burned  away, 
add  a  little  sodium  carbonate,  fuse,  warm  the  fused  mass  with 
water  in  the  crucible  until  it  becomes  disintegrated ;  pour  the 
contents  upon  a  small  filter,  wash  the  sodium  sulphate  out  of  the 
insoluble  part,  add  HCl  to  the  filtrate  till  it  gives,  after  boiling,  an 
acid  reaction  with  test  paper  (avoiding  much  excess  of  acid),  and 
precipitate  while  boiling  with  barium  chloride.  The  barium  sul- 
phate thus  obtained,  after  washing  first  by  decantation  2  or  3  times, 
and  afterwards  on  a  filter  with  boiling  water,  may  be  assumed  to 
be  sufliciently  pure.  Weigh  it  and  calculate  percentage  of  sulphur 
in  the  ore. 


*  The  nitric  and  liydrochloric  acids  used  for  the  examination  must  always 
be  tested  for  sulphuric  acid  as  follows:  Evaporate  200  c.c.  (or  the  same  volume 
u=;ed  in  analysis)  of  the  mixed  acids,  with  addition  of  a  few  centigrammes  of 
pure  NasCOa  till  only  some  half  dozen  drops  remain,  dilute,  add  barium 
chloride  while  hot.  If  a  weighable  amount  of  BaS04  is  formed,  weigh  it.  If 
the  weight  of  BaS04  from  the  300  c.c.  does  not  exceed  -003  or  -003  gr.,  the  acids 
may  be  used  with  the  required  correction  of  result. 
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Manganese. 

1.  Method  sititablefor  ores  not  imusualhj  rich  in  manganese. 

The  most  reliable  methods  of  determining  manganese  in  ii-on 
ores  involve  the  precipitation  of  iron  as  basic  ferric  acetate.  In 
order  to  avoid  the  tedious  operation  of  washing  a  large  quantity  of 
iron  precipitated  in  this  form,  the  whole  volume  of  the  solution  in 
which  the  precipitate  is  formed  may  be  measured,  and  after  the 
precipitate  has  settled  a  measured  portion  of  the  nearly  clear 
supernatant  liquid  may  be  taken  for  the  determination  of  man- 
ganese. A  wide  graduated  cylinder  of  thin  glass  holding  1 200  to 
1400  c.c.  is  required  for  measuring  the  solution.*  Take  4  or  6  grm. 
ore,  decompose  with  strong  hydrochloric  acid,  evaporate  to  dryness 
(with  addition  of  nitric  acid  if  ferrous  iron  is  present),  redissolve 
with  strong  hydrochloric  acid,  evaporate  off  the  greater  part  of  the 
excess  of  acid  used  for  redissolving,  dilute  and  filter  into  a  flask 
capable  of  holding  at  least  1500  c.c,  previously  marked  at  a  height 
corresponding  to  1000  c.c. 

Precipitate  now  the  iron  by  the  successive  addition  of  sodium 
carbonate,  a  little  hycrochloric  acid,  acetic  acid,  sodium  acetate,  and 
boiling;  according  to  dii-ections  given  in  §  160,  71.  The  final  vol- 
ume to  which  the  solution  is  brought  before  boiling  must  in  this 
case  be  limited  to  about  1000  c.c.  After  precipitation,  pour  the 
contents  of  the  flask  immediately  without  cooling  into  the  gradu- 
ated vessel,  rinse  the  flask  with  a  small  volume  of  water  which 
must  be  carefully  mixed  from  top  to  bottom  with  the  main  solu- 
tion by  stirring  with  a  long  glass  rod.  When  the  precipitate  has 
settled  to  such  an  extent  that  at  least  half  of  the  solution  can  be 
drawn  off  nearly  free  from  suspended  matter,  note  the  volume 
which  it  occupies,  and  siphon  off  the  nearly  clear  solution.  Note 
tlie  volume  remaining.  Suppose,  having  used  5  gr.  ore,  the  whole 
volume  was  1140  c.c,  and  the  remaining  volume  420  c.c.     The 

*  If  a  suitable  measuring  vessel  is  not  at  hand,  one  which  will  suffice  may  be 
prepared  in  the  following  manner:  Procure  a  tall  narrow  beaker  (9 — 10  in.  in 
height,  3 — 31  in.  in  diameter).  Run  50  c.c.  of  water  into  it  from  a  burette;  mark 
the  side  of  the  beaker  at  the  surface  of  the  liquid  with  a  writing  diamond  (or 
mark  with  a  pencil  a  vertical  strip  of  paper  fastened  to  the  beaker  with  shellac). 
Continue  adding  portions  of  50  c.c.  and  marking  till  the  vessel  is  filled.  After- 
wards graduate  the  portion  between  1000 c.c. and  1300  c.c,  also  between  800  c.c 
and  500  c.c,  into  spaces  corresponding  each  to  10  c.c. 
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volume  drawn  off  is  then  1140  —  420  =  720  c.c,  corresponding  to 

720 

— -—  X  5  gr.  ore ;  or  rather  the  720  c.c.  corresponds  approximately 

to  that  amonnt  of  ore.  For  no  account  is  taken  of  the  vohime 
occupied  by  tlie  solid  ferric  acetate,  nor  can  very  accurate  measure- 
ments be  made  in  wide  graduated  glass  vessels.  But  these  sources 
of  error  have  no  appreciable  influence  on  the  final  result  unless  the 
ore  is  comparatively  rich  in  manganese  (containing  over  2  or  3  per 
cent.).  For  such  ores  it  is,  in  fact,  preferable  to  use  1  grm.  for  the 
determination,  and  wash  the  basic  ferric  acetate  in  the  ordinary 
manner. 

The  solution  which  is  drawn  off  by  means  of  a  siphon  may  con- 
tain, besides  a  little  suspended  iron  precipitate,  a  trace  of  iron  still 
in  solution,  calcium  and  magnesium,  and  a  large  amount  of  saline 
matter.  Concentrate  without  filtration  by  evaporation  in  a  beaker, 
or,  more  expeditiously,  by  boiling  in  a  fiask  to  about  300  c.c. ; 
add  sodium  carbonate  to  alkaline  reaction,  boil  and  add  a  little 
sodium  hydroxide.  Manganese  is  thus  precipitated  along  with 
iron  calcium,  &c. ;  collect  the  precipitate  on  a  filter,  wash  slightly 
and  dissolve  on  the  filter  with  the  smallest  possible  quantity  of 
hydrochloric  acid.  If  the  precipitate  dissolves  with  difficulty  on 
account  of  the  presence  of  higher  oxides  of  manganese,  add  a  few 
drops  of  solution  of  sulphurous  acid.  Boil  the  filtrate  to  expel 
chlorine,  or  if  sulphurous  acid  has  been  used,  boil  with  addition  of 
a  few  drops  of  nitric  acid.  Add  sodium  cai-bonate  solution  till  a 
slight  deepening  of  color,  due  to  presence  of  ferric  chloride,  indi- 
cates that  the  solution  is  nearly  neutral.  (If  sufficient  iron  is  not 
already  present  to  give  this  indication,  two  or  three  drops  of  ferric 
chloride  solution  may  be  added.)  Add  next  sodium  acetate  and 
boil  to  precipitate  the  slight  quantity  of  iron  present,  and  filter  the 
hot  solution.  If  the  preceding  operations  have  been  properly  con- 
ducted, the  filtrate  and  washings  need  rarely  exceed  200  c.c.  Pre- 
cipitate the  manganese  in  it  by  adding  aqueous  solution  of  bromine 
and  keeping  it  warm  a  few  hours.  "When  the  excess  of  bromine 
has  escaped,  filter  and  wash  with  hot  water.  Test  the  filtrate  for 
manganese  by  adding  a  little  more  bromine  solution  and  also  more 
sodium  acetate.  Ignite  the  precipitate  and  weigh  as  MujO,.  The 
manganese  protosesquioxide  thus  obtained  may  contain  a  trace  of 
soda ;  but  when  the  quantity  does  not  amount  to  more  than  2  or  3 
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per  cent,  of  the  ore,  it  is  not  probable  that  greater  accuracy  would 
be  attained  by  dissolving  it  and  converting  the  manganese  into 
another  form  for  weighing.  But  it  should,  after  weighing,  be 
examined  to  ascertain  whether  it  contains  enough  cobalt  to  cause 
an  appreciable  error  in  the  estimation  of  manganese,  since  traces  of 
cobalt  are  frequently  present  in  iron  ores,  more  especially  in  browu 
hematites.  Dissolve  it  in  hydrochloric  acid,  evaporate  to  a  few 
drops.  If  the  bright  green  color,  which  even  a  very  small  amount 
of  cobalt  would  occasion,  does  not  appear,  it  may  be  assumed  that 
cobalt  is  not  present  in  sufficient  quantity  to  require  any  change  in 
the  percentage  of  manganese  calculated  from  the  weighed  pro- 
tosesquioxide.  But  if  the  color  indicates  presence  of  cobalt,  con^ 
tinue  the  evaporation  with  heat  not  exceeding  100°  C.  until  free 
acid  is  completely  removed.  Dissolve  the  residue  in  about  20  c.c. 
of  water  and  acidify  with  not  more  than  one  or  two  drops  of  acetic 
acid,  add  sodium  acetate,  heat  and  pass  H^S  through  the  solution. 
Cobalt  will  then  be  precipitated  as  sulpide.  If  the  quantity  is 
sufficient,  the  cobalt  may  be  determined  by  converting  it  into 
cobalt  sulphate  (see  p.  265) ;  or  manganese  may  be  detennined  in 
the  filtrate  from  the  cobalt  sulphide,  by  precipitating  (after  boiling 
out  H,S)  with  sodium  carbonate,  igniting  and  weighing  again  as 
Mn,0.. 

2.  Method  suitable  for  Ores  containing  larger  quantities  of 
Manganese. 

"Weigh  out  from  "75  to  1'  gr.  and  proceed  as  in  the  above- 
described  process  so  far  as  the  precipitation  of  iron  as  basic  ferric 
acetate.  Filter,  wash  the  precipitate  (best  collected  on  two  filters) 
with  hot  water  containing  1  or  2  per  cent,  of  sodium  acetate.  Boil 
the  filtrate  and  washings,  and  filter  again  if  any  additional  flocks  of 
basic  ferric  acetate  separate.  Concentrate  the  filtrate  to  600 — SdO 
CO.,  transfer  about  one-half  of  the  solution  into  another  beaker, 
nearly  or  quite  neutralize  the  acetic  acid  which  it  cuntains  witli 
sodium  carbonate,  add  to  it  the  remainder  of  the  solution  which 
still  contains  free  acid,  and  should  dissolve  any  slight  precipitate 
caused  by  sodium  carbonate.  Precipitate  next  manganese  with 
bromine  and  treat  the  precipitate  as  above  directed  in  1,  not  omit- 
ting examination  for  cobalt;  or,  if  great  accuracy  is  desired,  the  . 
manganese  may  be  converted  into  pyrophosphate  for  weighing. 


750  SPECIAL  PART.  [§  216. 

Titanic  Acid. 

Qualitative  examination.  Fuse  about  1  grm.  of  \\iq  finely  pul- 
verized ore  with  potassium  disulpliate  in  the  manner  described 
below  under  "  Quantitative  determination."  Treat  the  fused  mass 
with  boiling  dilute  hydrochloric  acid,  which  readily  dissolves  the 
iron  and  titanic  acid.  Boil  the  solution,  without  filtering  from  the 
insoluble  residue  which  usually  remains,  in  a  porcelain  casserole 
with  granulated  tin.  If  the  violet  color  indicating  titanium  does 
not  sooner  appear,  concentrate  by  rapid  boiling,  with  addition  of 
more  tin  in  case  the  first  portion  has  dissolved,  until  saline  matter 
begins  to  be  deposited  and  but  some  half-dozen  c.  c.  of  liquid 
remain.  If  no  decided  violet  color  now  appears  it  may  be  con- 
cluded that  either  no  titanium  or  but  ve7"y  little  is  present.  The 
only  certain  way  to  detect  minute  quantities  is  to  proceed  as  in 
quantitative  determinations,  which  indeed  requires  but  little  more 
time  if  the  method  of  decomposing  the  ore  with  hydrofluoric  acid 
is  employed. 

Quantitative  determination.  Fuse  1  grm.  of  the  very  finely 
pulverized  ore  with  potassium  disulphate.  The  potassium  disul- 
piiate  has  but  little  effect  on  the  ore  until  the  temperature 
approaches  dull  redness.  If  it  contains  too  much  sulphuric  acid 
it  will  froth  and  occasion  mechanical  loss  before  the  proper  tem- 
perature is  reached.  If  prepared  strictly  according  to  directions  in 
§  64,  7,  p.  115,  this  trouble  will  be  obviated.  After  the  bottom  of 
the  crucible  is  faint  red,  apply  no  more  heat  than  is  just  sufficient 
to  maintain  the  mass  in  a  state  of  fusion.  The  temperature  must 
be  gradually  increased,  since  the  sulphate  becomes  more  and  more 
infusible  as  fumes  of  sulphuric  acid  escape  with  formation  of  nor- 
mal sulphate.  When  the  mass  is  no  longer  fluid  at  a  full  red  heat, 
allow  it  to  cool ;  add  concentrated  sulphuric  acid  (2  or  3  c.  c),  heat 
very  gradually  until,  aided  by  stirring  with  a  platinum  wiie,  the 
fused  mass  becomes  disintegrated  and  mixed  with  the  acid.  The 
temperature  may  then  be  gradually  increased  as  before. 

The  progress  of  the  decomposition  may  be  ascertained  by  dip- 
ping a  thick  cold  platinum  wire  or  spatula  to  the  bottom  of  the 
crucible,  allowing  it  to  cool  and  repeating  the  dipping  a  few  times. 
By  inspection  of  the  sample  thus  taken  up  with  a  lens  one  can  see 
,  whether  undecomposed  particles  of  magnetite  are  present.  One 
addition  of  fresh  sulphuric  acid  often  suffices,  but  the  addition  of 
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acid  and  reheating  may  be  repeated  as  often  as  required.  It  is 
advisable  at  the  end  of  the  operation,  after  the  decomposition 
appears  complete,  to  incorporate  a  liberal  amount  of  sulpliuric  acid 
uniformly  with  the  mass,  and  allow  the  greater  part  to  remain  in 
order  to  fiicilitate  subsequent  solution  of  the  mass  in  water.  After 
cooling,  digest  with  300  c.  c.  of  cold  water  until  all  soluble  matter 
(ferric  sulphate,  titanic  acid)  is  taken  up.  This  often  requires  a 
long  time,  usually  2i  to  *t8  hours.  If  the  ore  contains  quartz  or 
silicates  an  insoluble  residue  is  sure  to  remain,  possibly  retaining  a 
small  quantity  of  titanic  acid.  Collect  it  on  a  filter,  incinerate  the 
filter,  and  fuse  the  residue  with  a  small  quantity  of  potassium 
disulphate,  and  at  the  end  of  the  operation  add,  after  the  mass  has 
sufficiently  cooled,  concentrated  sulphuric  acid  enough  to  retain 
the  potassium  salt  and  the  titanic  acid  permanently  in  solution. 
Heat  till  the  whole  is  liquid  with  exception  of  the  undecomposable 
parts  of  the  ore,  cool,  and  put  the  crucible  with  its  still  liquid  con- 
tents into  a  small  beaker  containing  just  sufficient  water  to  cover 
it.  If  titanic  is  present  it  will  now  readily  go  into  solution.  The 
filtered  solution  can  be  treated  for  titanic  separately  like  the  main 
solution,  or  it  may  be  added  to  the  main  solution.  To  separate 
titanic  acid  from  the  first  solution,  or  from  the  two  mixed  solu- 
tions, add  first  sodium  carbonate  so  long  as  it  can  be  added  without 
producing  a  permanent  precipitate,  then  3  c.  c.  of  pure  dilute  sul- 
phuric acid  and  100  to  150  c.  c.  strong  solution  of  sulphurous  acid; 
expose  to  heat  of  40°  to  50°  C.  an  hour.  If  the  solution  continues 
to  smell  of  sulphurous  acid  enough  of  that  reagent  has  been  added, 
otherwise  more  should  be  added.  Dilute  to  700  to  800  c.  c.  in  a 
large  beaker  and  boil  steadily  2  hours,  covered  with  a  watch-glass. 
A  moderate  quantity  of  free  acid  must  be  present  to  prevent  iron 
from  being  precipitated.  The  iron  must  aiso  be  in  the  state  of 
ferrous  sulphate.  Too  much  free  acid  prevents  precipitation  of 
titanic  acid.  "When  a  considerable  amount  of  titanic  acid  is  present 
the  formation  of  a  precipitate  on  heating  the  solution,  a  little 
before  the  actual  boiling  begins,  is  an  indication  that  the  free  acid 
present  does  not  exceed  the  proper  amount.  To  compensate  for 
the  water  lost  by  evaporation  during  the  boiling,  add  from  time  to 
time  hot  water  so  gradually  as  not  to  check  the  boiling.  A  little 
solution  of  sulphurous  acid  should  be  mixed  with  the  water  thus 
added  to  keep  the  iron  in  the  state  of  ferrous  sulphate. 
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Allow  the  precipitated  titanic  acid  to  settle  till  the  solutioa 
above  it  is  perfectly  clear  (12  to  24  hours).  Filter  (not  with  a 
Bunsen  pump)  through  a  filter  carefully  fitted  to  the  funnel  and 
stir  the  precipitate  as  little  as  possible  during  the  washing,  as  it  is 
somewhat  inclined  to  pass  through  the  pores  of  the  filter  paper ;  if 
necessary,  ammonium  sulphate  may  be  added  to  the  water  used  for 
washing  to  prevent  this  tendency.  Ignite  the  precipitate  strongly, 
let  the  crucible  partially  cool,  throw  in  a  small  lump  of  clean 
ammonium  carbonate,  and  heat  rapidly  again  to  briglit  redness  in 
order  to  remove  traces  of  sulphuric  acid.  The  weighed  titanic 
acid,  notwithstanding  all  precautions,  is  likely  to  contain  a  little 
ferric  oxide.  Fuse  it  with  sodium  carbonate,  add  gradually  to  the 
cold  fused  mass  in  the  crucible  5  or  6  c.  c.  strong  sulphuric  acid, 
heat  till  evolution  of  CO,  has  ceased  and  the  mass  has  dissolved. 
Add  then  more  strong  sulphuric  acid  (6 — 10  c.  c.)  and  dilute  with 
about  100  c.  c.  of  water.  Determine  the  iron  in  this  solution  by 
titration  with  potassium  permanganate,  with  previous  reduction  by 
H^S  according  to  §  113,  3.  (Zinc  cannot  in  this  case  be  employed 
for  the  reduction  since  it  reduces  also  titanic  acid.)  Calculate  the 
iron  found  as  ferric  oxide  and  subtract  it  from  the  impure  titanic 
acid  weighed. 

If  the  analyst  has  at  hand  hydrofluoric  acid  and  a  platinum 
dish  capable  of  holding  100  to  200  c.  c,  the  following  method  of 
decomposmg  the  ore  may  be  substituted,  with  great  saving  of  time, 
for  the  fusion  with  disulphate.  Heat  the  ore  nearly  to  boiling  in 
the  platinum  dish  with  a  mixture  of  hydrofluoric  and  strong  hydro- 
chloric acids.  Magnetic  iron  ores,  in  which  it  is  oftcnest  required 
to  determine  titanic  acid,  are  thus  usually  decomposed  in  a  few 
minutes.  Add  20  to  25  c.  c.  concentrated  sulphuric  acid  diluted 
with  half  its  volume  of  water,  and  concentrate  by  means  of  a  care- 
fully adjusted  flame  till  fumes  of  sulphuric  acid  begin  to  escape. 
It  IS  of  utmost  importance  to  remove  every  trace  of  hydrofluoric 
acid.  Tlie  appearance  of  fumes  of  stilphuric  acid  can  be  considered 
as  proof  that  this  has  been  effected  only  when  means  are  employed 
to  protect  the  sides  of  the  dish  above  the  liquid  from  heat  sufiicientto 
volatilize  sulphuric  acid,  since  the  mixed  acids  are  attracted  upward 
along  the  surface  of  the  platinum.  After  cooling  add  nearly  100 
c.  c.  of  water.  Either  at  once  or  in  a  few  hours  the  whole  dis- 
solves, with  exception  perhaps  of  a  slight  residue,  which  may,  if  it 
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appears  too  considerable  to  be  neglected,  be  subjected  again  to  the 
same  treatment.*  The  solution  of  the  ore  obtained  in  this  way  is 
neutralized  with  sodium  carbonate  and  further  treated  in  the  same 
manner  as  a  solution  obtained  by  decomposing  with  potassium 
disulphate.j 


[17.  COMPLETE  ANALYSIS  OF  lEON  OEES. 

§  217. 

{Process  adapted  to  all  iron  ores  except  such  as  contain  a  large 
amount  of  titanic  acid.) 

1.  Silica,  iron,  aluminium,  manganese,  calcium,  magnesium. 

Take  about  1  grm.  ore.  Add  concentrated  hydrochloric  acid  and 
heat  in  a  water  bath  or  sand  bath  nearly  to  boiling  one  or  two 
hours.  Evaporate  iinally  to  dryness  and  expose  the  residue  to  a  heat 
slightly  exceeding  100°  C.  in  order  to  render  insoluble  any  silica 
which  may  have  been  dissolved.  A  porcelain  dish  may  be  used 
in  this  operation,  but  a  beaker  of  200  to  300  c.c.  capacity  is  more 
convenient,  especially  if  a  suitable  air  bath  is  at  hand  for  raising 
the  temperature  at  the  end  to  120  to  130°  C.  Add  two  or  three 
c.c.  concentrated  hydrochloric  acid  to  the  residue  and  warm  till 
the  iron  is  redissolved,  and  filter  at  oncef  after  suitable  dilution, 
carefully  removing  every  particle  of  the  residue  to  the  filter; 
wash  and  reserve  the  filtrate ;  ignite  the  filter  and  its  contents  till 
carbon  is  burned  away ;  add  then  to  the  residue  5  or  6  times  its 
weight  of  pure  sodium  carbonate  and  fuse;  disintegrate  the 
fused  mass  by  heating  with  water,  acidify  with  hydrochloric  acid, 
and  separate  silica  by  evaporation  and  drying  in  the  usual  maimer. 
The  filtrate  from  the  silica  is  now  added  to  the  other  reserved 
solution  of  basic  metals. 

Another  method  of  decomposing  the  ore  and  separating  silica 
is  to  fuse  directly  with  sodium  carbonate,  without  previous  treat- 

*  If  the  ore  contains  much  calcium,  a  residue  of  calcium  sulphate  insoluble  in 
the  limited  amount  of  water  above  recommended  must  be  expected. 

t  By  prolonged  digestion  of  this  residue  with  hydrochloric  acid,  traces  of 
silica  might  be  taken  up  from  certain  silicates  which  being  very  slowly  act^d  on 
by  acid  may  have  escaped  complete  decomposition  by  the  first  treatment  with 
ftcid. 
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ment  witli  hydrochloric  acid,  and  separate  silica  from  the  fused 
mass  in  tlie  ordinary  manner.  More  time,  however,  is  required  to 
disintegrate  the  mass  and  separate  the  silica,  more  saline  matter  is 
introduced  into  the  solution,  and  the  platinum  crucible  used  for  the 
fusion  is  likely  to  become  permeated  with  iron  to  such  an  extent 
that  for  a  long  time  it  is  unsuitable  for  most  other  uses.  These 
disadvantages  overbalance  the  apparent  greater  simplicity  of  this 
mode  of  proceeding. 

From  the  solution  of  basic  metals  precipitate  first,  the  iron  as 
basic  ferric  acetate  according  to  direction  given  in  §  160,  71,  p. 
517.  The  iron  may  be  precipitated  without  concentration  of  the 
two  mixed  filtrates  if  care  has  been  taken  to  avoid  too  large  a  vol- 
ume and  the  presence  of  an  unnecessary  amount  of  free  acid, 
otherwise  the  solution  should  be  concentrated  until  the  greater 
part  of  the  free  acid  is  removed.  It  is  usually  best  to  collect  the 
precipitated  ferric  acetate  on  injoo  filters.  Wash  at  first  with 
boiling  hot  water  containing  1  or  2  per  cent,  of  sodium  acetate 
until  a  few  drops  of  the  washings  give  but  a  slight  turbidity  when 
tested  with  silver  nitrate.  Reserve  the  filtrate  and  washings 
which  contain  manganese,  calcium  and  magnesium,  and  continue 
without  interruption  to  wash  the  precipitate  with  hot  water  to 
which  a  little  ammonium  acetate  has  been  added  until  a  drop  of 
the  washings  leaves  no  residue  on  evaporation  on  platinum  foil. 
The  last  washings  containing  ammonium  acetate  are  thrown  away. 
Dry  the  precipitate,  which  contains  besides  iron  the  aluminium  and 
phosphoric  acid  of  the  ore,  detach  from  the  filters,  incinerate  the 
latter  with  prolonged  exposure  to  the  air  at  a  full  red  heat  in  order 
to  convert  into  ferric  oxide  the  lower  oxides  of  iron  formed  by 
reducing  action  of  the  filter  paper.  Add  the  precipitate  and 
moisten  it  in  the  crucible  with  concentrated  nitric  acid,  dry  with 
gentle  heat,  repeat  the  moistening  with  nitric  acid  and  drying, 
ignite  and  weigh.  The  weighed  precipitate  should  exhibit  no 
magnetic  attraction  when  a  magnet  is  applied  externally  to  the 
bottom  of  the  crucible.* 

Dissolve  the  weighed  Fe,03,Al30,  and  P,  0,in  strong  hydro- 


*If  the  treatment  with  nitric  acid  is  omitted,  lower  oxides  of  iron  are  usually 
formed  by  ignition  of  basic  ferric  acetate  which  are  converted  into  ferric  oxide 
with  great  difficulty  by  prolonged  ignition.  Even  treatment  with  nitric  acid 
has  but  little  oxidizing  effect  after  the  precipitate  has  once  been  ignited. 
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cUoric  acid,  add  10  to  15  c.c.  of  pure  dilute  sulphuric  acid,  remove 
all  the  hydrochloric  acid  by  evaporation,  and  dilute  moderately 
with  vrater.  Occasionally,  but  not  often,  a  residue  of  silica  may  be 
observed  at  this  point,  so  considerable  in  quantity  as  to  render  it 
advisable  to  collect  it  in  a  small  filter  and  deduct  its  weight  f i-ora 
the  precipitate  which  contained  it  and  add  it  to  that  of  the  main 
portion  of  silica.  It  is  necessary  now,  in  order  to  estimate  satisfac- 
torily the  comparatively  small  amount  of  aluminium  usually 
present,  to  determine  very  accurately  the  iron.  Titration  with 
potassium  permanganate  in  the  sulphuric  acid  solution  is  the  best 
of  all  volumetric  methods;  previous  reduction  with  hydrogen 
sulphide  according  to  directions  on  p.  T29  is  to  be  recommended 
as  a  method  of  reduction  involving  least  sources  of  error.  The  Al, 
Oj  is  calculated  by  deducting  Fe^O,  found,  and  also  Tfi* 
(determined  in  another  portion  of  the  ore)  from  the  joint  weight 
of  the  three  substances. 

Concentrate  the  filtrate  from  the  basic  ferric  acetate  to  about 
600  c.c.  and  precipitate  manganese  with  bromine  water  after 
partial  neutralization  of  the  free  acetic  acid  as  directed  on  p. 
749  (second  method  of  determining  manganese).  Neutralize  the 
filtrate  from  the  manganese  dioxide  with  ammonia  and  precipitate 
calcium  with  ammonium  oxalate.  In  the  filtrate  from  calcium 
oxalate  precipitate  (without  concentration  unless  the  volume 
exceeds  600  c.c.)  the  magnesium  with  sodium  phosphate  adding  a 
liberal  quantity  of  ammonia  and  allowing  24  hours  for  complete 
separation  of  the  ammonium  magnesium  phosphate. 

2.  Alkalies. 

Small  quantities  of  potash  or  soda  are  sometimes  found  in 
magnetic  iron  ores  owing  to  the  presence  of  felspars.  More 
rarely  an  appreciable  amount  of  potash  may  be  found  in  brown 

*If  the  amount  of  PjOb  is  very  small,  not  exceeding  say  O'l  percent.,  the 
precipitate  produced  by  boiling  with  sodium  acetate,  instead  of  being  treated  as 
here  recommended,  may  be  washed  sufBciently  to  free  it  from  appreciable 
quantities  of  manganese  and  alkali-earth  metals,  dissolved  in  hydrochloric  acid 
and  reprecipitated  with  ammonia.  The  ferric  and  aluminium  hydroxides  thus 
precipitated  are  easily  washed  free  from  saline  matter,  ignited  and  weighed. 
The  phosphoric  acid,  however,  is  liable  to  be  but  partially  precipitated  by 
ammonia  along  with  the  iron,  so  that  au  error  (not  exceeding  the  amount  of  Pj 
0»)  will  result  in  calculating  the  AlaOs  by  difEerence. 
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hematite  on  acconnt  of  intermixed  mieaeeons  minerals.  For 
qualitative  or  quantitative  examination  use  the  method  of  J.  L. 
Smith.     See  p.  426. 

3.  Ferrous  and  Ferric  Oxides. 

Decompose  "5  grm.  by  boiling  in  a  large  covered  platinum  cruci- 
ble with  a  mixture  of  sulphuric  and  hydrofluoric  acids,  dilute  and 
determine  ferrous  iron  by  titration  with  potassium  permanganate. 
(See  p.  529).  The  amount  of  ferric  oxide  can  of  course  then  be 
calculated,  flie  total  iron  having  being  previously  determined. 

4.  Carhonio  Acid. 

Determine  carbonic  acid  in  1  to  5  grm.  according  to  the  amount 
present  by  decomposing  with  hydrochloric  acid  and  weighing  the 
evolved  CO,  by  the  process  described  on  p.  413.  Or  determine 
carbonic  acid  and  water  at  the  same  time  by  igniting  in  a  com- 
bustion tube  with  lead  chromate  and  potassium  chromate.  (See 
Analysis  of  Silicates  and  Siliceous  E.ocks,§  208,  p.  716).  The 
latter  method,  however,  cannot  be  used  when  the  ore  contains 
carbonaceous  matter. 

5.  Water. 

When  carbonic  acid  and  ferrous  oxide  are  absent,  water  is 
determined  by  loss  on  ignition.  Water  should  be  determined  in 
the  same  pulverized  sample,  kept  carefully  corked  in  a  tube, 
which  has  been  used  for  the  determination  of  the  chief  constit- 
uents. If  the  sample  has  not  been  previously  dried  at  100°  C, 
hygroscopic  and  combined  water  may  be  determined  separately  (if 
desired)  by  drying  a  weighed  portion  (about  1  grm.)  at  100°  C.  to 
constant  weight  in  a  platinum  crucible  and  afterwards  igniting. 

In  the  presence  of  carbonic  acid  or  ferrous  oxide  determine 
water  by  igniting  1  or  2  grm.  in  a  platinum  boat  in  a  combustion 
tube  and  collecting  the  water  in  a  calcium  chloride  tube,  a  slow 
current  of  dried  air  being  meanwhile  drawn  through  the  apparatus 
by  an  aspirator.  Or  the  water  and  at  the  same  time  carbonic 
acid  may  be  determined  as  suggested  above  (under  4.  Carbonic  Acid). 

6.  Presence  of  carhonaceous  or  hituminous  matter  interferes 
with  determination  of  water  by  either  of  the  above  methods,  and 
also  requires  a  modification  of  the  processes  used  for  determining 
some  of  the  other  constituents.     SvljpTiur  should  be  determined  in 
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the  ore  without  previous  ignition,  as  directed  in  §  216  ;  carhonio 
acid  by  decomposition  -with  hydrochloric  acid,  and  weighing  the 
evolved  CO,,,  as  described  p.  413.  In  determining  2>f>'Oi<j)ho7'us 
according  to  §  216,  ignite  the  portion  weighed  out  in  an  open 
crucible  till  carbon  is  burned  out  before  dissolving  it.  Treat  also 
in  the  same  manner  the  weighed  portion  in  which  silica  and  the 
other  chief  constituents  are  to  be  determined. 

For  the  estimation  of  ytvwiM  and y^rric  oajji^es  decompose  '5  gr. 
with  a  mixture  of  hydrochloric  and  hydrofluoric  acids,  proceeding 
as  in  3.  Since  presence  of  organic  matter  may  interfere  with  the 
volumetric  determination  of  either  ferrous  or  ferric  iron,  separate 
ferric  iron  by  barium  carbonate  with  exclusion  of  air,  according  to 
§  160,  p.  513.  Determine  the  amount  of  ferric  iron  thus  precipi- 
tated by  dissolving  in  sulphuric  acid,  reduction  to  ferrous  sulphate, 
and  titration  with  potassium  permanganate. 

From  the  results  of  these  several  operations  the  composition  of 
the  ore  in  its  original  state  can  now  be  calculated,  with  the  excep- 
tion of  water  and  carbonaceous  matter. 

7.  Titanic  acid. 

It  is  rarely  or  never  necessary  to  make  complete  analyses  of  iron 
ores  containing  over  5  or  6  per  cent,  of  titanic  acid,  since  such  ores 
are  usually  rejected  as  unsuitable  for  smelting.  When  ores  con- 
taining this  amount  or  less  are  subjected  to  the  above-described 
process  of  analysis,  a  portion  of  the  titanic  acid  follows  the  silica 
and  is  weighed  along  with  it.  The  remainder  is  precipitated  witli 
the  basic  ferric  acetate  and  is  weighed  with  ferric  oxide.  A 
method  of  separating  the  titanic  acid  from  these  two  products  is 
described  in  §  208  (Analysis  of  Silicates  and  Siliceous  Kocks),  p.  717. 
In  washing  silica  which  contains  titanic  acid,  the  latter  sometimes 
passes  through  the  pores  of  the  paper,  making  the  filtrate  turbid. 
This,  however,  will  occasion  no  error  if  the  filter  retains  the  silica. 

8.  Phosphoric  acid  must  be  determined  in  a  separate  portion 
of  the  ore  as  in  §  216. 

9.  Sulphur  must  also  be  determined  in  a  separate  portion  as  in 
§216. 
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[18.  ANALYSIS  OF  PIG-IROX,  STEEL,  AJSTD  WEOUGHT 

IRON. 

§218. 

I.  Pig-Ieon. 

Preparation  of  the  sample. 

The  chemist  usually  receives  for  analysis  a  short  section  broken 
from  a  pig.  If  the  iron  is  hard  and  brittle  (white  pig  or  spiegel), 
procure,  by  breaking  on  an  anvil  with  a  heavy  hammer,  some  frag- 
ments free  from  the  outer  surface,  to  which  sand  or  other  impuri- 
ties may  adhere.  Pulverize  these  fragments  to  a  coarse  powder  in 
a  mortar  of  the  hardest  steel.  If  the  sample  is  too  tough  to  be 
crushed,  it  must  be  reduced  to  a  suitable  condition  by  drilling.* 
To  obtain  the  necessary  quantity  (40  to  50  grm.)  bore  one  or  more 
holes  in  the  clean  broken  end  of  the  sample,  at  a  distance  half  way 
between  the  centre  and  outside.  Use  no  oil  or  water  in  the  process, 
and  cleanse  the  drill  from  oil  before  beginning.  The  borings  may 
be  taken  up  from  time  to  time  during  the  operation  with  a  magnet 
and  transferred  to  a  bottle  provided  with  a  glass  stopper. 

1.  Determination  of  the  total  amount  of  carion. 

Method  of  Beezelius  (somewhat  modified). 
The  determination  of  carbon  by  the  method  here  recommended 
requires  the  use  of  a  special  reagent,  viz.,  a  strong  solution  of 
cupric  ammonium  chloride  containing  no  free  acid.  This  solution 
may  be  prepared  as  follows :  Dissolve  common  blue  vitriol  (crys- 
tallized cupric  sulphate)  in  10  to  15  times  its  weight  of  water,  filter 
the  solution,  and  heat  to  boiling  in  a  copper  kettle.  Add  solution 
of  common  sal  soda  gradually  to  alkaline  reaction,  keeping  up 
meanwhile  the  boiling.  Basic  cupric  carbonate  (not  entirely  free 
from  basic  sulphate)  is  precipitated  in  a  dense  form  easy  to  wash 
by  decantation.  Wash  it  by  decantation  until  the  sodium  sul- 
phate is  nearly  all  removed.  Transfer  to  a  glass  or  porcelain 
vessel.  Reserve  about  one  tenth,  and  dissolve  the  remainder  in 
concentrated  hydrochloric  acid ;  add  the  reserved  portion  which  is 

*  It  is  best  if  possible  to  employ  the  assistance  of  a  machinist  who  can  use  a 
drill  press  run  by  steam. 


§218.]  PIG-IKOK,  STEEL,   AND    AVKOUUHT   IKON.  759 

designed  to  neutralize  the  acid  completely.  Let  the  solution  stand 
cold  several  hours  with  occasional  agitation.  A  portion  of  the 
basic  carbonate  should  remain  permanently  undissolved.  Filter, 
and  add,  for  five  parts  blue  vitriol  used,  two  parts  ammonium 
chloride  previously  dissolved  in  a  small  volume  of  hot  water  and 
filtered.  Care  should  be  taken  to  conduct  the  above  operations 
so  that  the  final  solution  obtained  may  not  be  too  dilute.  If  its 
volume  does  not  exceed  twice  the  volume  of  the  concentrated 
hydrochloric  acid  used  in  dissolving  the  carbonate,  it  is  satisfactory 
in  respect  to  strength. 

The  Process.  Pour  at  once,  not  gradually,  at  least  200  c.c.  of 
the  cupric  ammonium,  chloride  solution  upon  the  iron  borings  (3  or 
4  grm.  may  be  taken)  in  a  large  beaker.  The  beaker  should  be  set 
in  a  vessel  of  cold  water,  and  the  contents  should  be  frequently 
stirred  during  the  first  15  or  20  minutes  to  prevent  too  great  ele- 
vation of  temperature  by  the  chemical  action ;  otherwise  a  slight 
evolution  of  hydrogen  might  take  place,  carrying  off  with  it  some 
hydrocarbon  compound.  (Evolution  of  hydrogen  and  loss  of  car- 
bon is  sure  to  result  if  the  cupric  ammonium  cliloride  contains  free 
acid.)  Afterwards  the  beaker  is  allowed  to  remain  at  the  common 
temperature  of  the  room.  The  iron  dissolves  as  ferrous  chloride 
with  deposition  of  metallic  copper,  which,  in  presence  of  excess  of 
cupric  chloride,  is  converted  into  cuprous  chloride.  The  latter  is 
soluble  in  the  cupric  ammonium  chloride.  AJter  the  metallic  iron 
has  all  dissolved,  leaving  a  residue  which  crumbles  under  pressure 
(6  to  12  hours  may  be  required  according  to  fineness  of  the  borings), 
add  a  few  c.c.  of  hydrochloric  acid  to  dissolve  ferric  compounds 
which  may  be  deposited  by  tlie  action  of  the  air  on  the  ferrous 
chloride  in  solution.  If,  after  standing  several  hours  longer,  an  accu- 
mulation of  metallic  copper  or  cuprous  chloride  is  observed  remain- 
ing persistently  undissolved,  more  of  the  double  chloride  may  be 
added.  The  complete  solution  of  iron  and  copper  is  generally 
efEected  in  48  hours,  and  often  much  sooner.  When  nothing 
remains  undissolved  except  a  black  carbonaceous  )-esi(hic,  filter 
through  an  asbfestos  filter  prepared  by  packing  well-disintegrated 
asbestos,  neither  too  closely  nor  too  loosely,*  in  a  tube  8  or  9  inches 

*  Let  the  first  3  cm.  of  the  filtering  lube  at  the  very  bottom  have  a  diameter 
of  i  cm.  and  the  next  2  cm.,  above  a  diameter  of  alwut  1  cm.  Leave  tlie  lower 
2  cm.  empty  and  fill  with  asbestos  to  a  point  a  little  above  where  the  tube  has 
its  full  diameter.  After  filling,  pour  water  into  tlie  tulio;  if  it  runs  through  in 
a  continuous  stream,  the  packing  is  too  loose,  but  it  should  drop  rapidly. 
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lono-  and  f  of  an  inch  in  diameter,  narrowed  at  one  end.  "Wash  the 
carbon  residue  until  the  copper  solution  is  completely  removed.  It 
is  not  safe  to  apply  an  exhausting  apparatus  to  hasten  the  filtration 
with  a  filter  prepared  in  this  manner.*  Dilute  the  filtrate  with  dis- 
tilled (or  perfectly  clear)  water,  and  observe  whether  particles  of  the 
carbon  residue  have  passed  through.  Dry  the  residue  in  the  tube  at 
100°,  and  determine  the  amount  of  carbon  in  it  by  combustion 
with  lead  chromate  mixed  with  potassium  dichromate  according 
to  §  1T7.  Remove,  for  this  purpose,  the  carbon  residue  together 
with  the  asbestos  from  the  tube  with  the  aid  of  a  steel  wire  slightly 
curved  at  the  end,  introducing  it  through  the  narrow  end  of  the 
tube,  loosening  and  pushing  the  whole  mass  out  into  a  small  porce- 
lain mortar  already  containing  some  of  the  chromates.  Rinse  out 
the  tube  with  the  remainder  of  that  portion  of  the  chromates 
which  is  to  be  mixed  with  the  substance,  and  mix  with  a  pestle  in 
the  mortar  till  the  asbestos  is  broken  up  to  such  an  extent  that  the 
mixture  can  be  introduced  into  the  combustion  tube  through  a 
funnel. 

2.  Determination  of  the  graphite. 

Treat  4  grm.  with  moderately  concentrated  hydrochloric  acid,  at 
a  gentle  heat,  until  no  more  gas  is  evolved ;  filter  the  solution 
through  an  asbestos  filter  prepared  as  in  1 ;  wash  the  undissolved 
residue,  first  with  boiling  water,  then  with  solution  of  jDOtassa.  after 
this  with  alcohol,  and  lastly  with  ether ;  then  dry,  and  burn  after 
§  177.  Deduct  the  graphite  obtained  here  from  the  total  amount 
of  carbon  found  in  1  ;  the  difference  gives  the  combined  carbon. 

3.  Determination  of  Sulphur. 

The  general  plan  adopted  in  all  good  methods  of  determining 
sulphur  in  iron  is  to  dissolve  the  metal  as  completely  as  is  prac- 
ticable in  hydrochloric  acid,  whereby  the  greater  part  of  the  sul- 
phur, being  converted  into  hydrogen  sulphide,  passes  "off  along 
with  a  large  volume  of  hydrogen  which  is  conducted  through  some 
liquid  capable  cf  absorbing  the  H,S.  For  this  pu'-pose  bromine 
dissolved  in  hydrochloric  acid,  potassium   permanganate  solution, 


*  J.  Creagh  Smith  has  devised,  and  described  in  the  Americal  Chemical 
Jpurnal,  vol.  i  .  p.  368,  an  asbestos  filter  for  filtering  carbon  residues,  which  is 
simple  in  construction,  and  can  be  used  with  the  Bunsbn  pump. 
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alkaline  lead  solution,  amnioniaciil  cadmium  solution,  ammoniacal 
silver  solution  have  all  lieen  employed,  some  suitable  method  in 
each  case  being  devised  for  bring:ng  the  absorbed  sulphur  into  a 
weighable  form.  Only  the  method  in  which  an  ammoniacal  silver 
solution  is  used  will  here  be  described  in  detail.' 

Ajyparatds.  A  flask  of  oW  to  350  c.c.  capacity  is  provided 
with  a  doubly  perforated  rubber  stopper.  Through  one  hole 
passes  a  funnel  tube  for  the  introduction  of  acid.  The  end  of  this 
tube,  which  should  reach  nearly  to  the  bottom  of  the  flask,  is  drawn 
out  narrower  and  bent  upward  with  a  short  curve  to  prevent  gas 
bubbles  from  entering  it  and  escaping.  For  absorbing  the  hydro- 
gen sulphide  from  the  evolved  gas  a  pair  of  coimected  U-tubes  are 
used  like  those  in  fig.  Gi,  p.  435.  The  absorbing  tubes  are  con- 
nected with  the  flask  by  a  strong  (not  too  narrow)  tube  about  8 
inches  long,  bent  downward,  and  contracted  if  necessary,  at  each 
end,  so  as  to  fit  into  the  perforation  in  the  stopper. 

Treat  the  rubber  stoppers  used  in  making  connection  with  warm 
soda  solution,  and  carefully  rub  the  loosened  sulphur  from  the 
surface,  not  neglecting  the  perforations,  till  a  clean  black  surface 
is  obtained. 

The  process.  Dissolve  a  gramme  or  more  of  silver  nitrate  in 
15  to  2()  c.c.  of  ammonia  solution.  Pour  at  least  10  c.c.  of  tliis 
solution  into  the  first  U-tube  and  the  remainder  into  the  second. 
A  little  water  may  be  added  if  the  size  and  form  of  the  U-tu^es 
require  it,  in  order  to  secure  proper  contact  with  the  gas  bubbles 
which  are  to  pass  through  them.  Introduce  10  grm.  of  the  iron  and 
4:0 — 50  c.c.  water  into  the  flask.  Adjust  the  funnel  tube  so  that 
the  lower  end  may  be  under  the  surface  of  the  water.  Connect 
the  several  parts  of  the  apparatus,  and  add  concentrated  hydro- 
chloric acid  in  small  portions  at  a  time  so  as  to  produce  as  nearly 
as  practicable  a  constant  evolution  of  gas.  The  addition  of  acid 
may  be  regulated  according  to  the  appearance  of  the  second  IT-tulie. 
The  first  tube  should  absorb  the  hydrogen  sulphide.  If  a  blacken- 
ing of  the  solution  in  the  second  tube  begins  to  appear,  add  the 
hydrochloric  acid  more  gradually.  Wiien  (usually  after  1  or  5 
hours)  the  addition  of  more  hydrochloric  acid  fails  to  increase  the 
very  slow  evolution  of  gas,  heat  the  flask  gently,  but  not  to  boiling, 
20  or  30  minutes,  with  addition  of  more  hydrochloric  acid,  taking 
care  not  to  distil  over  enough  acid  to  neutralize  the  annnonia  in 
the  first  U-tube.     Collect  the  precipitate  formed  in  the  first  tube 
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on  a  small  filter,  wash  slightly,  and  dry  at  100°  C.  Dry  also  the 
U-tube,  to  which  a  portion  of  the  precipitate  invariably  adheres. 
The  second  tube  will  not  contain  an  appreciable  quantity  of  silver 
sulphide  unless  too  rapid  a  current  of  gas  has  been  unintentionally 
produced.  Place  the  dry  filter  and  its  contents  in  a  small  dry 
beaker.  Dissolve  or  loosen  the  sulphide  of  silver  from  the  U-tube 
by  shaking  with  successive  portions  of  aqua  regia  and  pouring  into 
a  small  beaker,  using  in  all  about  20  c.c.  Then  put  into  the  beaker 
the  dried  silver  sulphide  with  the  filter. 

The  insoluble  residue  in  the  flask,  consisting  chiefly  of  graphite 
and  silica,  often  contains  sulphur,  and  should  never  be  neglected 
in  the  analysis  of  pig-irons.  Collect  it  on  a  filter  and  wash  out  the 
free  acid,  dry  on  the  filter  thoroughly  at  100°,  detach  from  the 
filter  carefully,  rub  the  mass  to  a  powder  in  a  beaker  with  a  glass 
rod,  and  add  aqua  regia. 

Allow  the  aqua  regia  to  act  on  the  two  products  at  the  common 
temperature  6  hours,  and  afterwards  12  to  24  hours,  at  40°  to  54°  C. 
Then  concentrate  to  one  third  the  first  volume,  dilute,  and  filter  each 
throiigh  separate  filters  and  unite  the  filtrates.  After  concentrating 
to  about  50  c.c.  add  barium  chloride,  and  continue  the  concentration 
not  quite  to  dryness,  but  till  only  liquid  enough  remains  to  moisten 
the  residue.  Add  a  small  volume  of  water  and  5  or  6  drops  of 
hydrochloric  acid.  Treat  the  residue  of  impure  barium  sulphate 
thus  obtained  as  in  the  determination  of  sulphur  in  iron  ores  (p. 
746). 

The  aqua  regia  used  for  oxidizing  the  silver  sulphide  and  the 
insoluble  residue  must  be  tested  for  sulphuric  acid  as  directed  in 
"  Analysis  of  Iron  Ores,"  p.  746.  The  process  of  dissolving  the 
iron  in  the  flask  should  be  carried  on  without  interruption. 

This  method  gives  results  agreeing  with  remarkable  closeness 
when  repeated  determinations  are  made  in  the  same  sample. 

The  substitution  of  a  hydrochloric  acid  solution  of  bromine  for 
the  solution  of  silver  nitrate  in  ammonia  requires  no  essential 
change  in  the  details  of  the  process.  The  apparatus,  however, 
must  be  modified  so  as  to  avoid  much  contact  of  rubber  stoppers 
with  the  bromine  vapor.  The  bromine  solution  at  the  close  of  the 
operation  contains  the  sulphur  which  has  been  evolved  at  H,S 
already  in  the  form  of  sulphuric  acid,  which  can  be  detei'mined 
simply  by  precipitation  with  barium  chloride  after  evaporating  off 
the  hydrochloric  acid  to  the  proper  extent.    But  since  the  insoluble 
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residue,  when  accurate  results  are  desired,*  must  be  treated  for 
sulphur,  as  before  described,  there  is  little  saving  of  time  or 
trouble  by  this  shorter  method  of  deteriuiuiog  the  sulphur  which 
passes  iuto  the  U-tube. 

4.  Determination,  of  Pliospliorus. 

If  the  iron  is  known  to  contain  over  0-5  per  cent,  of  phosphorus 
2  grm.  will  suffice.  If  less  is  present  4  grm.  may  be  taken  for  the 
determination. 

Dissolve  with  a  mixture  of  equal  parts  of  concentrated  nitric 
and  hydrochloric  acids,  using  about  30  c.c.  per  gramme  of  iron 
taken,  and  pouring  the  whole  quantity  upon  the  iron  at  once.f 

Proceed  further  in  all  details  precisely  as  directed  for  deter- 
mination of  phosphorus  in  iron  ores. 

5.  Determination  of  Silicon. 

The  residue  from  the  solution  used  for  determining  phosphorus 
may  be  used  for  determining  silicon.  Ignite  it  without  separation 
from  the  filter  until  the  graphite  is  partially  burned  away.  Fuse 
with  sodium  carbonate  mixed  with  a  little  potassium  nitrate,  sulh- 
cient  to  effect  complete  combustion  of  the  carbon  still  present. 
,  Treat  the  fused  mass  first  with  boiling  water,  in  which  it  readily 
dissolves,  except  some  silica  in  light  flocculent  form,  and  traces  of 
metallic  oxides.  Acidify  with  hydrochloric  acid,  or  niti'ic  acid  in 
case  the  solution  is  to  be  in  contact  with  platinum,  and  separate 
sihca  as  iisual.  When  the  quantity  of  silica  is  not  over  1  percent., 
these  operations  may  be  most  conveniently  performed  in  a  large 
platinum  crucible  without  transferring  the  substance  to  any  other 
vessel. 

6.  Determination  of  Manganese. 

Dissolve  3  grm.  in  aqua  regia,  evaporate  to  dryness  to  separate 

*  I  have  frequently  determined  separately  the  sulphur  remaining  in  the 
insoluble  residue  obtained  by  treating  pig-iron  as  descriljed  in  this  process,  and 
seldom  find  it  to  be  free  from  a  weigbable  quantily  of  sulphur;  in  some  cases 
amounting  even  to  one  third  of  the  total  amount  found  — ().  D.  A. 

j  If  the  mixture  of  acids  is  gradually  added  to  Ihj  iron,  especially  if  a  larger 
proportion  of  hydrochloric  is  used,  a  possible  escape  of  phosphoretted  hydrogen 
may  be  apprehended. 
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silica,  redissolve  •witli  liydrocliloric  acid,  filter,  and  determine  man- 
ganese in  the  solution  as  in  iron  ores.     Method  1,  p.  747. 

In  spiegel-iron  the  manganese  may  be  more  accurately  deter- 
mined by  dissolving  '5  grm.,  evaporating  to  dryness,  redissolving 
with  hydrochloric  acid,  and  proceeding  with  the  solution  as  in 
Method  2  for  iron  ores  (p.  749). 

7.  Determination  of  Copper. 

If  a  determination  of  the  minute  quantity  of  copper  sometimes 
present  in  pig-iron  is  required,  it  may  be  done  in  the  same  poi'tion 
used  for  sulphur.  Dilute  the  filtrate  from  the  first  insoluble 
residue  and  pass  hydrogen  sulphide  through  it  nearly  an  hour. 
More  or  less  sulphur  separates.  Allow  it  several  hours  to  settle. 
If  the  deposit  is  darker  in  color  than  pure  sulphur,  presence  of 
copper  is  indicated.  In  that  case  collect  it  on  a  filter  and  Avash 
with  a  dilute  solution  of  hydrogen  sulphide.  Copper  is  also  often 
found  in  the  insoluble  residue.  "When  this  residue  is  treated  with 
aqua  regia  to  extract  the  sulphur  possibly  retained  by  it,  the  copper 
is  dissolved  and  goes  finally  into  the  filtrate  from  the  impure 
barium  sulphate  first  obtained.  Pass  HjS  through  this  filtrate  and 
filter  off  any  precipitate  which  may  result. 

Incinerate  the  two  filters  containing  the  copper  precipitates  in 
a  porcelain  crucible.  Treat  the  residue  in  the  crucible  with  aqua 
regia,  add  finally  a  few  drops  of  sulphuric  acid,  remove  the  other 
acids  by  evaporation,  take  up  the  cupric  sulphate  in  a  small  volume 
of  water,  filter  and  precij)itate  the  copper  again  with  II^S,  and 
weigh  it  as  cuprous  sulphide. 

8.  Presence  of  Other  Mements  in  Pig-iron. 

Besides  the  above-mentioned  elements,  sodium,  potassium, 
lithium,  calcium,  n:agnesium,  aluminium,  chromium,  titanium, 
zinc,  cobalt,  nickel,  tin,  arsenic,  antimony,  vanadium,  and,  accord- 
ing to  some  authorities,  nitrogen,  may  occur  in  minute  quantities 
in  pig-iron.  Their  determination,  however,  is  rarely  imdertaken  ; 
partly  because  it  is  not  known  whether  they  have  any  influence, 
good  or  bad,  on  the  quality  of  the  iron  when  present  in  such 
minute  proportions,  and  partly  because  it  is  very  difficult  to 
determine  them  accurately  on  account  of  lack  of  sufficiently 
pure  reagents,  the  action  of  solutions  on  the  vessels  used  in  the 
process,  &a. 
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II.  Steel  and  Weottgiit  Ikon. 

Determine  carbon,  silicon,  sulphur,  pliospliorns,  and  manganese 
as  in  pig-iron,  -with  the  following  modifications  only  of  the  pro- 
cesses used  for  carhcn,  silicon,  and  &ulj:)h nr. 

Silicon  is  best  determined  in  a  separate  portion,  since  the  quan- 
tity used  for  phosphorus  does  not  afford  enough  silica  to  weigh 
accurately  ;  10  grra.  will  suffice.  Place  the  weighed  quantity  in  a 
platinum  (or  porcelain)  dish,  add  first  30  to  40  c.  c.  water ;  next, 
gradually,  concentrated  hydrochloric  acid  until  with  aid  of  heat 
the  metal  is  dissolved,  leaving  a  residue  of  more  or  less  carbona- 
ceous matter.  Evaporate  to  dryness,  expose  to  a  temperature  of 
120°  to  150°  C.  in  an  air-bath,  redissolve  the  iron  by  adding  first 
concentrated  hydrochloric  acid,  and  next  water.  Filter  through  a 
small  filter,  incinerate  the  filter  and  burn  the  carbon  out  of  the 
residue,  fuse  with  sodium  carbonate,  disintegrate  the  fused  mass 
with  water,  acidify  with  hydrochloric  acid,  and  separate  silica  by 
evaporating  in  the  cmcible.  The  now  pure  silica  is  collected  in  a 
•  very  small  filter,  washed  and  weighed  in  the  usual  manner. 

In  the  analysis  of  Bessemer  steel,  or  any  steel  or  iron  which 
has  been  melted,  it  may  be  assumed  that  the  silica  thus  obtained  is 
formed  by  oxidation,  in  the  process  of  analysis,  of  silicon  existing 
in  the  metal.  In  the  analysis  of  oi'dinary  wrought  iron  the  silica 
obtained  may  come  partly  from  silicon  and  partly  from  mechani- 
cally mixed  particles  of  slag  in  which  it  existed  as  silica. 

Carbon.  Use  for  determination  6  to  10  grm.  of  steel  or  10  grm. 
of  wrought  iron. 

Sulj>/)U)'.  Treat  the  comparatively  small  quantity  of  insoluble 
residue  collected  on  a  small  filter,  washed  and  dried,  directly  with 
aqua  regia  without  removing  from  the  filter.] 
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§219. 

For  technical  purposes,  estimations  of  moisture,  ash,  coke,  and 
volatile  matters  usually  sufiice.  Determination  of  sulphur  is  k>s 
frequently  required,  and  ultimate  analysis  is  only  resorted  to  in 
special  cases. 
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a.  Moisture.  The  finely  pulverized  coal  (3 — 5  grm.)  is  heated 
to  110° — 115°  for  an  hour  or  more  or  until  it  ceases  to  lose  weight 
(see  §  29).  Many  bituminous  coals  gain  weight  after  a  time  from 
oxidation  of  sulphides  or  hydrocarbons  (Whitney).  According 
to  HiNEicHs,*  drying  the  coal  for  one  hour  effects  the  maximum 
loss. 

l).  Coke  and  volatile  matters.  The  dried  coal  of  a  is  sharply 
heated  in  a  closed  platinum,  or,  in  presence  of  sulphides,  in  a 
porcelain  crucible  as  long  as  combustible  matters  issue  from  it.  It 
is  then  cooled  quickly.  The  loss  is  set  down  as  volatile  matters. 
The  residue,  less  the  ash,  is  coke. 

c.  Ash.  The  residue  of  5  is  incinerated  in  a  crucible  placed 
aslant. 

d.  GarhoTb  and  hydrogen  are  determined  by  combustion  with 
chromate  of  lead  and  bichromate  of  potash,  §  177. 

e.  Sulphur  is  best  determined  according  to  §  186,  c,  2,  a,  p. 
658.  The  method  thus  described  gives  the  amount  of  ash  as  well 
as  sulphur. 

Or  the  following  simple  method  recommended  by  EscHKAf  may 
be  employed.  About  1  grm.  of  the  finely  pulverized  substance  is 
intimately  mixed  by  stirring  with  a  platinum  wire  with  1  grm. 
burned  magnesia  (MgO)  and  "5  grm.  dry  sodium  carbonate  in  a 
platinum  crucible.  The  uncovered  crucible  is  then  heated  in  an 
inclined  position  with  an  alcohol  lamp  so  that  only  the  lower  half 
becomes  red  hot.  In  order  to  facilitate  combustion,  which  requires, 
according  to  the  nature  of  the  substance,  f  to  1  hour,  the  mixture  is 
frequently  stirred  with  a  platinum  wire.  After  the  carbon  is  con- 
sumed and  the  color  of  the  mass  has  changed  to  brownish  or 
yellowish,  ^  to  1  grm.  of  pulverized  anhydrous  ammonium  nitrate 
is  added  and  intimately  mixed  with  the  contents  of  the  crucible. 
The  mixture  is  then  ignited  again,  in  the  covered  crucible,  from  5 
to  10  minutes.  Any  sulphites  which  may  have  been  formed  at 
first  are  hereby  converted  into  sulphates.  The  mixture,  which 
retains  its  pulverulent  form,  is  next  transferred  to  a  beaker  and 
warmed  with  150  c.  c.  of  water.  The  solution  is  filtered  and  acidi- 
fied with  hydrochloric  acid.  Sulphuric  acid  is  then  precipitated 
with  barium  chloride. 

*  Chemical  News,  19,  283.  \  Zeitschr.  f.  anal.  Chem.  13,  344. 
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All  the  snlpluir,  whetLer  existing  in  the  form  of  calcinm  sul- 
phate or  pyrites,  in  the  coal  is  obtained  by  this  method. 

The  snlphur  of  calcium  sulphate  in  coal  may  be  separately 
determined  by  boiling  2i  hours  the  finely  powdered  coal  with  an 
equal  weight  of  sodium  carbonate  dissolved  in  water,  filtering, 
acidifying  with  hydrochloric  acid,  and  precipitating  with  barium 
chloride. 

The  calcium  sulphate  is  decomposed  by  the  sodium  carbonate, 
while  sulphides  of  iron  are  not  attacked. 
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1.  Preparation  of  the  sample.  Mix  the  sample  uniformly  and, 
if  need  be,  take  a  portion  of  20 — 50  grms.  which  shall  accurately 
represent  the  whole,  for  further  pulverization.  Bone,  dried  blood, 
guano,  &c.,  should  be  ground  or  pounded  fine  enough  to  pass 
through  sieve  meshes  of  -^-^  in.  diameter. 

Superphosphates  should  be  merely  rubbed  in  a  mortar  to  crush 
lumps  and  secure  uniformity.  Grinding  of  superphosphate's  may 
occasion  a  further  action  of  the  acid  on  the  undissolved  phosphate 
and  increase  the  per  cent,  of  soluble  phosphoric  acid. 

If  the  substance  is  very  moist  and  coarse  dry  20  to  50  grms.  at 
100°,  with  addition  of  a  weighed  amount  of  oxalic  acid  if  ammonia 
is  likely  to  escape,  till  it  can  be  easily  handled,  grind  fine  and  weigh. 
Make  nitrogen  determinations  in  this  portion  and  reckon  the  results 
back  to  the  original  material. 

Analysis  of  Supeephosphate. 

2.  Sohible  Phosphoric  Acid.  Bring  20  grm.  into  a  litre  flask 
with  about  800  c.  c.  of  water  and  shake  frequently  (every  10  min- 
utes) for  2  hours:  then  make  up  to  volume  of  1  litre;  mix 
thoroughly,  pour  on  dry  filter  and  measure  off  100  c.  c.  =  2  grm. 
substance. 

3.  The  determination  of  phosphoric  acid  in  the  solution  thus 
obtained  may  be  made  most  accurately  by  the  molybdic  method. 
(See  p.  .375). 

4.  A  simpler,  more  rapid  and  for  most   purposes  sufficiently 
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accurate  process  is  the  following  "  citric  method,"  first  published 
in  its  present  form  by  Peteemann,  but  worked  out  independently 
in  the  Connecticut  Agricultural  Experiment  Station,  as  follows : 

To  the  solution  add  55  c.  c.  solution  of  ammonium  citrate,* 
(equivalent  to  10  grm.  of  crystallized  citric  acid),  40  c.  c.  of  mag- 
nesia mixturef — in  all  cases  use  about  four  times  as  much  as 
would  be  required  to  combine  with  the  phosphoric  acid — and  then 
add  to  the  solution  75  c.  c.  of  water  and  90  c.  c.  of  ammonia  solu- 
tion of  sp.  gr.  0-96.  The  precipitate  should  be  distinctly  crystal- 
line ;  a  flocculent  precipitate  indicates  that  insufficient  ammonium 
citrate  has  been  added. 

Stir  vigorously  and  repeatedly  and  after  12  hours  filter,  wash 
with  dilute  ammonia,  ignite  and  weigh.  The  use  of  Goooh's  as- 
bestus  filter  greatly  facilitates  the  work. 

5.  Reverted  Phosphoria  Acid.  Place  2  grm.  of  substance  in 
a  mortar.  Take  100  c.  c.  of  neutral  or  slight  alkaline  ammonium 
citrate  solution,  sp.  gr.  1.09,  (the  commercial  citrate  is  strongly 
acid),  pour  50  c.  c.  on  the  substance,  add  dilute  ammonia  to  slight 
alkaline  reaction,  pulverize  the  substance,  let  the  coarser  parts  settle, 
pour  off  the  turbid  liquid  into  a  flask,  grind  the  residue  to  the 
finest  powder  and  wash  it  with  the  remaining  citrate  solution  into 
the  fiask,  keep  the  contents  of  the  latter  at  30° — 40°  for  half  an 
hour,  with  very  frequent  shaking,  then  dilute  to  200  c.  c,  pour 
upon  a  dry  filter,  take  100  c.  c.  of  filtrate=l  grm.  substance,  add  40 
c.  c.  magnesia  mixture,  120  c.  c.  water  and  100  c.  c.  ammonia,  stir, 
filter,  ignite,  etc.,  as  under  4. 

Deducting  the  soluble  phosphoric  acid  from  that  here  found 
gives  the  amount  of  "  reverted  phosphoric  acid.'''' 

6.  Insoluble  Phosphoric  Acid.  5  grm.  of  the  superphosphate 
are  wet  with  5  c.  c.  solution  of  magnesium  nitrate,  sp.  gr.  1.356,:!: 

♦Neutralize  185  grm.  citric  acid  witli  ammonia  or  ammonium  carbonate,  in 
very  slight  excess,  and  bring  to  a  volume  of  1000  c.  c. 

1 110  grm.  crystallized  MgCUeHjO,  140  grm.  NHiCl,  700  c.  c.  solution  of 
ammonia  sp.  gr.  096,  and  water  to  make  3  litres.  Instead  of  MgClaGHjO,  32 
grm.  of  calcined  magnesia  may  be  dissolved  in  the  equivalent  quantity  of  HCl, 
the  solution  boiled  with  a  little  calcined  magnesia  in  excess  and  filtered. 

X  Dissolve  160  grm.  calcined  MgO  in  the  equivalent  quantity  of  HNOs,  boil 
with  a  little  excess  of  MgO,  filter  and  bring  to  volume  of  1  litre.  5  c.  c.  of  this 
solution  is  enough  to  prevent  formation  of  pyrophosphate  in  5  grm.  of  any  com- 
mercial superphosphate.  If  not  enough  to  destroy  organic  matters,  moisten  the 
residue  of  ignition  with  HNOs  and  heat  again. 
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evaporated  to  dryness  and  gently  ignited.  Tlie  residue  is  digested 
witli  liyilroc'liloric  acid,  diluted  to  500  c.  c.  and  filtered  on  a  dry 
filter.  To  100  e.  e.  of  filti-ate  (=  1  grm.  substance)  ai'e  added 
40  c.  e.  ammonium  citrate  solution,  25  c.  c.  magnesium  mixture, 
100  c.  c.  water  and  90  c.  c.  ammonia.  The  precipitate  is  treated 
as  under  4.  Subtracting  the  result  of  5  from  that  of  6,  gives  the 
"  insoluble  phosplioric  acid." 

7.  To  apply  the  molybdic  method  to  the  analysis  of  superphos- 
phates, determine  total  phosphoric  acid  in  2  grm.,  fii'st  ignited  with 
addition  of  magnesium  nitrate,  then  treated  with  nitric  acid  to 
complete  sohition  of  the  phosphates  and  diluted  to  500  c.  c. 
100  c.  c.  of  this  solution  are  used.  Determine  "  insoluble  phos- 
phoric acid"  in  a  suitable  aliquot  of  the  nitric  solution  of  the 
insoluble  residue  of  5.  Keverted  phosphoric  acid  is  found  indirectly 
by  subtracting  from  the  total  the  sum  of  the  soluble  and  insoluble. 

8.  Potash.  Boil  10  gi-m.  with  water  for  10  minutes,  dilute  the 
solution  to  1000  c.c.  and  filter  through  a  dry  filter. 

Tlie  error  of  measurement  due  to  the  presence  of  undissolved 
matters  is  inconsiderable  and  may  be  neglected.  Heat  100  c.c.  of 
the  filtrate  to  boiling,  precipitate  sulphuric  acid  by  barium  chloride 
and  magnesium  iron,  ike,  together  with  phosplioric  acid  by  barium 
hydroxide  and  filter.  In  the  filtrate,  heated  nearly  to  boiling,  pre- 
cipitate the  barium  by  ammonium  carbonate  and  filter.  Evaporate 
the  filtrate  to  dryness,  expel  ammonium  salts  by  ignition,  dissolve 
the  residue  in  a  little  water  and  determine  the  potash  by  excess  of 
platinic  chloride  in  the  usual  way. 

"When  the  substance  contains  much  soluble  organic  matters  it  is 
better  to  destroy  these  at  the  outset  by  heat,  which  should  be  very 
gentle  at  first  and  may  finally  reach  faint  redness. 

NUrogep^  may  exist  in  superphosphates  either  in  organic  com- 
bination, as  ammonium  salts,  or  as  nitrates. 

9.  The  nitrogen  of  ammonium  salts  is  determined  in  all  cases 
by  distilling  with  calcined  magnesia — proceeding  as  directed  p. 
220,  except  that  inagnesia  must  be. used  instead  of  potash  or  lime. 

10.  The  nitrogen  in  organic  combination  when  alone  c-r  together 
with  ammonium  salts  is  determined  by  combustion  with  soda  lime 
(p.  644),  in  the  latter  case  subtracting  from  the  result  the 
amount  of  nitrogen  already  found  to  exist  in  ammonium  salts. 

11.  Nitrogen  in  the  form  of  nitrates  is  determined  by  Sciiulze's 
method  as  described  on  p.  473. 


770  SPECIAL  PART.  [§  220. 

12.  When  nitrates  and  nitrogenous  organic  matters  occur 
together,  it  is  necessary  to  determine  the  total  nitrogen  by  the 
absolute  method  as  described  on  p.  63755. 

The  determination  of  soluble,  reverted,  and  insoluble  phosphoric 
acid,  of  potash  and  of  nitrogen,  is  usually  sufficient  to  fix  the  com- 
mercial value  of  a  superphosphate.  It  is  sometimes  required,  how- 
ever, to  determine  water,  sulphuric  acid  and  chlorine. 

13.  Water.  Dry  one  gramme  for  three  hours  at  100°.  It  is 
often  impracticable,  and  for  commercial  purposes  is  unnecessary, 
to  make  an  accurate  water  determination.  Gypsum,  which  most 
superphosphates  contain  in  considerable  quantity,  does  not  part 
with  all  its  water  readily  or  completely  at  100°,  while  a  higher  heat 
to  some  extent  decomposes  the  organic  matters. 

14.  Sulphuric  acid.  Boil  one  grm.  with  water  acidulated 
with  hydrochloric  acid,  filter,  and  determine  sulphuric  acid  in  the 
filtrate  in  the  usual  way.  It  is  advisable  in  all  cases  to  purify  the 
precipitate  as  desci-ibed  on  p.  366. 

15.  Chlorine  is  estimated  by  Volhaed's  method,  or  by  precipi- 
tation with  silver  nitrate  in  the  clear  hot  water  extract  of  1  grm. 

Guano. 

16.  The  determinations  oi phosphoric  acid,  soluble,  "reverted," 
and  insoluble,  are  made  precisely  as  in  the  case  of  a  superphos- 
phate. The  soluble  phosphoric  acid  consists  of  phosphates  of  the 
alkalies,  and  the  washings,  except  in  the  case  of  "  rectified"  guanos 
which  have  been  treated  with  oil  of  vitriol,  are  alkaline. 

17.  Determine  nitrogen  as  in  superphosphates.  Many  giianos 
contain  ammonium  carbonate  and  therefore  require  care  in  manipula- 
tion to  prevent  its  escape.  If  nitrates  are  present,  add  to  the  0'5 
gr.  taken  for  combustion  with  soda  lime  an  equal  weight  of  pure 
sugar  or  oxalic  acid.  The  quantity  of  nitrate  is  so  small  that  with 
this  precaution  accurate  results  are  obtained  without  resorting  to 
the  absolute  method. 

18.  Potash  is  determined  as  in  superphosphates. 

19.  If  a  determination  of  water  is  required,  weigh  the  guano  in 
a  boat  and  introduce  it  into  a  tube  which  is  heated  to  100°  in  an 
air  or  water  bath.  One  end  of  this  tube  is  connected  with  a  dry- 
ing apparatus  containing  oil  of  vitriol  or  calcium  chloride.  The 
other  is  provided  with  a  U-tube  and  standard  acid  for  receiving 
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ammonia,  and  an  aspirator  to  maintain  a  current  of  dry  air.  The 
volatilized  ammonia  is  measured  with  a  standard  alkali  and  taken 
into  account  in  reckoning  the  loss  of  weight. 

Bone. 

20.  Water.     Dry  1  grm.  at  100°,  and  determine  water  by  loss. 

21.  Fat.  Transfer  the  dry  bone  to  an  extraction  apparatus  and 
extract  with  absolute  ether  as  long  as  anything  is  removed. 

Evaporate  the  ether  extract,  dry  at  100°  for  two  hours  and 
weigh. 

22.  Carbonic  acid.  Determine  carbonic  acid  in  1  grm.  by  the 
method  desciibed  on  p.  412(5. 

23.  Ash.  Incinerate  1  grm.  till  the  ash  is  white  or  light  gray. 
Moisten  with  ammonium  carbonate  solution,  dry,  ignite  gently  and 
weigh. 

24.  Phosphoric  acid.  Dissolve  the  ash,  prepared  as  above,  in 
hydrochloric  acid,  filter,  dilute  to  250-300  c.c,  add  12-15  grm.  of 
citric  acid  as  ammonium  citrate  and  precipitate  with  magnesia 
mixture  in  the  manner  previously  described,  4,  or  dissolve  in 
nitric  acid  and  proceed  by  the  molybdic  process. 

25.  Nitrogen.  Determine  nitrogen  in  1  grm.  by  combustion 
with  soda  lime. 

For  most  purposes  the  determination  of  phosphoric  acid  and 
nitrogen  in  sufficient. 

Potash  Salts. 

26.  Eoil  5  grm.  with  water  for  10  minutes,  dilute  to  1000  c.c. 
and  deteimine  potash  in  100  c.c.  as  described  under  8  or  29. 

27.  In  another  portion  of  100  c.c,  determine  sulphuric  acid  by 
barium  chloride,  and  in  a*  third  portion  chlorine  may  be  deter- 
mined by  precipitation  with  silver  nitrate,  or  more  conveniently 
by  Yolhaed's  method. 

28.  Determine  water  by  heating  2-5  grm.  in  a  platinum  capsule 
to  dull  redness. 

29.  Potash.  Stohmaijn  directs  to  boil  10  grm.  of  substance 
with  about  300  c.c.  of  water,  and  to  add  dropwise  BaCl,  solution 
nntil  no  further  precipitate  appears,  to  let  cool  and  dilute  to  1000 
CO.,  and  after  subsidence  or  filtration  to  take  100  c.c.  of  the  clear 
solution,  add  a  large  excess  of  PtCl,  (equivalent  to  about  2  grm. 
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Pt),  evaporate  and  proceed  as  usual  with  the  precipitate.  As  the 
alkali-earth  platinchlorides  are  all  soluble  ia  alcohol,  the  results  are 
good. 

21.    AiTALYSIS  OF  ATMOSPHEEIC  AIR 
§221. 

In  the  analysis  of  atmospheric  air  we  usually  confine  our  at- 
tention to  the  following  constituents :  oxygen,  nitrogen,  carbonic 
acid,  and  aqueous  vapor.  It  is  only  in  exceptional  cases  that  the 
exceedingly  minute  quantities  of  ammonia  and  other  gases — many 
of  which  may  be  assumed  to  be  always  present  in  infinitesimal 
traces — are  also  determined. 

It  does  not  come  within  the  scope  of  the  present  work  to  de- 
scribe all  the  methods  which  have  been  employed  in  the  capital 
investigations  made  in  the  last  few  years  by  Beunnee,  Bunsen, 
DtJMAs  and  Boussingault,  Regnault  and  Eeiset,  and  others.  To 
these  methods  we  are  indebted  for  a  more  accurate  knowledge  of 
the  composition  of  our  atmosphere,  and  excellent  descriptions  of 
them  will  be  found  in  the  works  below.* 

I  confine  myself  to  those  methods  which  are  found  most  con- 
venient in  the  analysis  of  the  air  for  medical  or  technical  purposes. 

A.   Determination  of  the  "Watee  and  Caebonio  Acm. 

§222. 

It  was  formerly  the  custom  to  effect  these  determinations  by 
Beunnee's  method,  which  consisted  in  slowly  drawing,  by  means 
of  an  aspirator,  a  measured  volume  of  air  through  accurately 
weighed  apparatuses  tilled  with  substa^jces  having  the  property 
of  retaining  the  aqueous  vapor  and  the  carbonic  acid,  and  esti- 
mating these  two  constituents  by  the  increased  weights  of  the  ap- 
paratuses. 

Fig.  103   represents  the  arrangement  recommended  by  Reg- 

NAULT. 

*  Ausfiihrliches  Handbuch  der  analytischen  Chemie,  von  H.  Rose,  II.  853; 
Graham-Otto's  Ausf  illirliches  Lehrbuch  der  Chemie,  Bd.  II.  Abth.  1,  S.  102  ei  seq.; 
Handworterbuch  der  Chemie,  von  Liebig,  PoggendorfE  und  WShler,  2  Aufl.  Bd. 
II.  S.  431  et  seq.;  and  Bunsen's  Gasometry. 
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The  vessel  F  is  made  of  galvanized  iron,  or  of  sheet  zinc ;  it 
holds  from  50  to  100  litres,  and  stands  upon  a  strong  tripod  in  a 
trough  large  enough  to  hold  the  whole  of  the  water  that  V  eon- 
tains.  At  a  a  brass  tube,  c,  with  stopcock,  is  firmly  fixed  in  with 
cement.  Into  the  aperture  b,  which  serves  also  to  fill  the  appara^ 
tus,  a  thermometer  reaching  down  to  the  middle  of  V  is  fixed  air- 
tight by  means  of  a  pei-forated  cork  soaked  in  wax. 

The  efflux  tube,  r,  which  is  provided  with  a  cock,  is  bent  slightly 
upward,  to  guard  against  the  least  chance  of  air  entering  the  vessel 


from  below.  The  capacity  of  the  vessel  is  ascertained  by  filling  it 
completely  with  water,  and  then  accurately  measuring  the  contents 
in  graduated  vessels.  The  end  of  the  tube  c  is  connected  air-tight 
with  i^,  by  means  of  a  caoutchouc  tube ;  the  tubes  A — 2^  are  simi- 
larly connected  with  one  another.  A,  B,  E,  and  i^are  filled  with 
small  pieces  of  glass  moistened  with  pure  concentrated  sulphuric 
acid,  0  and  D  with  moist  slaked  lime.*     Finally,  A  is  also  con- 


*  With  regard  to  G  and  B.  I  have  returned  to  lime,  preferring  it  to  pumice 
saturated  with  solution  of  potash,  oeoause,  ns  ITlasiwctz  (Chem.  Centralbl.  1850, 
575)  has  shown,  the  solution  of  potash  absorbs  not  only  carbonic  acid,  Init  also 
oxygen.  Indeed,  H.  Rose  had  previously  made  a  similar  olwri-vation.  With  ro- 
apect  to  the  other  tubes,  I  prefer  the  concentrated  sulphuric  acid  to  calcium 
chloride  as  the  absorbent  for  water  (see  Pettenliofer,  Sitzungsber.  der  bayer. 
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nected  with  a  long  tube  leading  to  the  place  from  which  the  air 
intended  for  analysis  is  to  be  taken.  The  corks  of  the  tubes  are 
coated  over  with  sealing-wax.  The  tubes  A  and  B  are  intended 
to  withdraw  the  moisture  from  the  air ;  they  are  weighed  together. 
C,  D^  and  E  are  also  weighed  jointly.  G  and  D  absorb  the  car- 
bonic acid ;  E  the  aqueous  vapor  which  may  have  been  withdrawn 
from  the  hydrate  of  lime  by  the  dry  air.  F  need  not  be  weighed ; 
it  simply  serves  to  protect  E  against  the  entrance  of  aqueous  vapor 
from  Y. 

The  aspirator  is  completely  filled  with  water;  c  is  then  con- 
nected with  F,  and  thus  with  the  entire  system  of  tubes ;  the  cock 
r  is  opened  a  little,  just  sufficiently  to  cause  a  slow  efflux  of  water. 
As  the  height  of  the  column  of  water  in  Y  is  continually  dimin- 
ishing, the  cock  must  from  time  to  time  be  opened  a  little  wider, 
to  maintain  as  nearly  as  possible  a  uniform  flow  of  water.  When 
Y  is  completely  emptied,  the  height  of  the  thermometer  and  that 
of  the  barometer  are  noted,  and  the  tubes  A  and  B,  and  C,  Z*,  and 
^weighed  again. 

As  the  increase  of  weight  of  A  and  B  gives  the  amount  of 
water,  that  of  C,  D,  and  E  the  amount  of  carbonic  acid,  in  the  air 
which  has  passed  through  them  ;  and  as  the  volume  of  the  latter 
(freed  from  water  and  carbonic  acid)  is  accurately  known  from  the 
ascertained  capacity  of  Y*  the  calculation  is  in  itself  very  simple ; 
but  it  involves,  at  least  in  very  accurate  analyses,  the  following 
corrections : — 

a.  Keduetion  of  the  air  in  F",  which  is  saturated  with  aqueous 
vapor,  to  dry  air  ;  since  the  air  which  penetrates  through  c  is  dry. 

§.  Reduction  of  the  volume  of  dry  air  so  found  to  0°,  and 
760  mm. 

"When  these  calculations  have  been  made  (see  "  Calculations  of 
Analyses,"  in  Appendix),  the  weight  of  the  air  which  has  pene- 
trated into  Y  is  readily  found  from  the  datum  in  Table  V.  at  the 

Akad.  1862,  II.  Heft  1,  S.  59).  Hlasiwetz's  statement,  that  concentrated  sul- 
phuric acid  also  takes  up  carbonic  acid,  I  nave  found  to  be  unwarranted. 
Calcium  chloride  does  not  dry  the  air  completely,  and,  besides,  Hlasiwetz  says 
that  when  it  is  used  a  trace  of  chlorine  is  carried  away  corresponding  to  tne 
amount  of  ozone  in  the  air  (op.  cit.  p.  517). 

*  Or  from  the  quantity  of  water  which  has  flown  from  V,  as  the  experiment 
may  be  altered  in  this  way,  that  a  portion  only  of  the  water  is  allowed  to  run 
out,  and  received  in  a  measui'ing  vessel. 
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end  of  the  volume ;  and  as  the  carbonic  acid  and  water  have  also 
been  weighed,  the  respective  quantities  of  these  constituents  of  the 
air  may  now  be  expressed  in  per  cents,  by  weight,  or,  calculating 
the  weights  into  volumes,  in  per  cents,  by  measure. 

Considering  the  great  weight  and  size  of  the  absorption  appara- 
tus, in  comparison  to  the  increase  of  weight  by  the  process,  at  least 
25,000  c.  c.  of  air  must  be  passed  through ;  the  air  inside  the  bal- 
ance-case must  be  kept  as  dry  as  possible  by  means  of  a  sufficient 
quantity  of  calcium  chloride,  and  the  apparatus  left  for  some  time 
in  the  balance-case  before  proceeding  to  weigh.  JSTeglect  of  these 
measui-es  would  lead  to  considerable  errors,  more  particularly  as 
regards  the  carbonic  acid,  the  quantity  of  which  in  atmospheric  air 
is,  on  an  average,  about  10  times  less  than  that  of  the  aqueous  vapor 
(comp.  Hlasiwetz,  loo.  cit.). 

For  the  exact  determination  of  the  carbonic  acid  one  of  the  fol- 
lowing methods  is  far  better  suited  : — 

a.  Process  suggested  hy  Fe.  Mohe,  applied  and  carefully  tested 
hj  H.  V.  GiLM.*    Von  Gilm  employed  in  liis  experiments  an  aspira- 
tor holding  at  least  30  litres,  which  was  arranged  like  that  shown 
in  fig.  103,  but  had  a  third  aperture,  bearing  a  small  manometer. 
The  air  was  drawn  through  a  tube,  1  metre  long  and  about  15  mm. 
wide ;  this  tube  was  drawn  out  thin  at  the  upper  end,  and  at  the 
lower  end  bent  at  an  angle  of  140° — 150°.      It  was  more  than 
half  filled  with  coarse  fragments  of  glass  and  perfectly  clear  baryta 
water,  and  fixed  in  such  a  position  that  the  long  part  of  it  was 
inchned  at  an  angle  of  8° — 10°  to  the  horizontal.     A  narrow  glass 
tube,  fitted  into  the  undrawn-out  end  of  the  tube  by  means  of  a 
cork,  served  to  admit  the  air.     Two  small  flasks,  filled  with  baryta 
water,  were  placed  between  the  absorption  tube  and  the  aspirator ; 
these  were  intended  as  a  control,  to  show  that  the  whole  of  the 
carbonic  acid  had  been  retained.     When  about  60  litres  of  air  had 
slowly  passed  through  the  absorption  tube,  the  barium  carbon- 
ate formed  was  filtered  off  out  of  contact  of  air,  and  the  tube  as 
well  as  the  contents  of  the  filter  washed,  first  with  distilled  water 
saturated  with  barium  carbonate,  then  with  pure  boiled  water. 
The  barium  carbonate  in  the  filter  and  in  the  tube  was  then  dis- 
solved in  dilute  hydrochloric  acid,  the  solution  evaporated  to  dry- 

*  Chem.  Centralbl.  1857,  760. 
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ness,  the  residue  gently  ignited,  and  the  chlorine  of  the  barium 
chloride  determined  as  directed  §  141,  h,  a.  2  atoms  of  chlorine 
represent  1  mol.  carbonic  acid.  It  is  obvious  that  one  may  also 
determine  the  barium  in  the  hydrochloric  acid  solution  by  precipi- 
tating with  sulphuric  acid.  For  filtering  the  barium  carbonate, 
V.  GiLM  employed  a  double  funnel  (fig.  104) ;  the  inner  cork  has, 
besides  the  perforation  through  which  the  neck  of  the  funnel 
passes,  a  lateral  slit,  which  establishes  a  commu- 
nication between  the  air  in  the  outer  funnel  and 
the  air  in  the  bottle. 

As,  with  the  absorption  apparatus  arranged 
as  described,  the  air  has  to  force  its  way  through 
a  column  of  fluid,  the  manometer  is  required  to  de- 
termine the  actual  volume  of  the  air ;  the  height 
indicated  by  this  instrument  being  deducted  from 
the  barometric  pressure  observed  during  the  pro- 
cess. 

Fe.  Mohr  *  now  recommends  as  the  absorb- 
ent fluid  a  solution  of  barium  hydroxide  in  pot- 
ash. This  is  prepared  by  dissolving  crystals  of  barium  hydroxide 
in  weak  solution  of  potash  with  the  aid  of  heat,  and  filtering  ofE 
the  barium  carbonate,  which  invariably  forms  in  small  quantity. 
The  clear  filtrate  is  accordingly  saturated  with  barium  carbonate. 
MoiiE  now  leaves  out  the  fragments  of  glass. 

This  method  afforded  v.  Gilm  very  harmonious  results.  Nev- 
ertheless, it  involves  one  source  of  error.  If  clear  baryta  water  is 
passed  through  paper  with  the  most  careful  possible  exclusion  of 
air,  and  the  filter  is  washed  till  the  washings  are  free  from  baryta, 
and  dilute  hydrochloric  acid  is  then  poured  upon  the  filter,  and  the 
filtrate  thus  obtained  is  evaporated,  a  small  quantity  of  barium 
chloride  will  be  left,  showing  that  a  little  baryta  was  kept  back  by 
the  paper.  Al.  MIjllee  f  has  already  called  attention  to  the  capa- 
city of  filter  paper  for  retaining  baryta. 

5.  ]Vr.  Pettenkofee's  process.X 

a.  Principle  and  Requisites.    A  known  volume  of  air  is  made 


Fig.  104. 


*  Lehrbuch  der  Titrirmetliode.  2d  ed.  446. 
f  Journ.  f.  prakt.  Chem.  83,  384. 

X  Abhandl.  der  naturw.  u.  techn.  Commission  der  k.  bayer.  Akad,  der  Wiss. 
II.  1;  Annal.  d.  Chem.  u.  Pharm.  II.  Supplem.  Bd.  p.  1. 
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to  act  upon  a  definite  quantity  of  standard  baryta  water  (standard- 
ized by  oxalic  acid  solution),  in  such  manner  that  the  carbonic  acid 
is  completely  bound  by  the  baryta.  The  baryta  water  is  then 
poxu-ed  out  into  a  cylinder,  and  allowed  to  deposit  with  exclusion 
of  air,  a  part  of  the  clear  fluid  is  then  removed,  and  the  baryta 
remaining  in  solution  is  determined.  The  difference  between  the 
oxalic  acid  required  for  a  certain  quantity  of  baryta  water  before 
and  after  the  action  of  the  air  represents  the  barium  carbonate 
formed,  and  consequently  the  carbonic  acid  present. 

Two  kinds  of  baryta  water  are  used :  one  contains  21  grm.  and 
the  other  T  grm.  crystallized  barium  hydroxide  *  in  the  litre ;  these 
serve  for  the  determination  of  larger  and  smaller  quantities  of  car- 
bonic acid  respectively.  1  c.  c.  of  the  stronger  corresponds  to 
about  3  mgrm.  carbonic  acid,  of  the  weaker  1  c.  c.  corresponds  to 
about  1  mgrm.f 

The  oxalic  acid  solution  which  serves  for  standardizing  the 
baryta  water  contains  2'8636  grm.  cryst.  oxalic  acid  in  1  litre. 
1  c.  c.  corresponds  to  1  mgrm.  carbonic  acid.  The  baryta  water  is 
standardized  as  follows : — Transfer  30  c.  c.  of  it  to  a  flask,  and  then 
run  in  the  oxalic  acid  from  a  Mohe's  burette  with  float;  sliake 
the  fluid  from  time  to  time,  closing  the  mouth  of  the  flask  with 
the  thumb.     The  vanishing  point  of  the  alkaline  reaction  is  ascer- 

•  The  bariam  hydroxide  must  be  entirely  free  from  caustic  potash,  and  soda, 
the  smallest  quantities  of  which  render  the  volumetric  estimation  in  the  presence 
of  barium  carbonate  impossible,  since  the  normal  alkali  oxalates  decompose  the 
alkali-earth  carbonates.  When  a  trace  even  of  barium  carbonate  is  suspended 
in  the  fluid — and  this  is  always  the  case  when  a  baryta  water  which  has  been 
used  for  the  absorption  of  carbonic  acid  is  not  filtered — the  reaction  continues 
alkaline  if  the  smallest  trace  of  potash  or  soda  is  present,  because  the  alkali  oxa- 
late formed  immediately  enters  into  decomposition  with  the  barium  carbonate. 
A  fresh  addition  of  oxalic  acid  converts  the  alkali  carbonate  again  into  oxalate, 
and  the  fluid  is  for  a  moment  neutral,  till,  on  shakingwith  air,  the  carbonic  acid 
escapes,  and  any  barium  carbonate  still  present  converts  the  alkali  oxalate  again 
into  carbonate.  To  test  a  baryta  water  for  caustic  alkali,  determine  the  alkalin- 
ity of  a  perfectly  clear  portion,  and  then  of  a  portion  that  has  been  mixed  with  a 
little  pure  precipitated  barium  carbonate.  If  you  use  more  oxalic  acid  in  the 
second  than  in  the  first  experiment,  caustic  alkali  is  present,  and  some  barium 
chloride  must  be  added  to  the  baryta  watpr  before  it  can  be  used. 

f  [The  baryta  water  is  kept  in  a  bottle  under  a  thin  stratum  of  kerosene 
CMohe).  It  is  drawn  ofl:  through  a  siphon  supported  in  the  stopper,  the  outer 
leg  of  which  is  recurved  upwards  and  closed  with  a  bit  of  rubber  tube  and  cliji. 
By  having  this  leg  of  the  siphon  sufBciently  long  the  burette  may  be  filled  by 
inserting  its  delivery  end  in  the  rubber  tube  and  opening  both  clips.] 
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tained  with  delicate  turmeric  paper.*  As  soon  as  a  drop  of  the 
fluid  placed  on  the  paper  does  not  give  a  brown  ring,  the  end  is 
attained.  If  you  were  obliged,  in  the  first  experiment,  to  take 
out  too  many  drops  for  testing  with  turmeric  paper,  consider  the 
result  as  only  approximate,  and  make  a  second  experiment,  adding 
at  once  the  whole  quantity  of  oxalic  acid  to  within  1  or  ^  c.  c.  and 
then  beginning  to  test  with  paper.  A  third  experiment  would  be 
found  to  agree  with  the  second  to  ^^  c.  c.  The  reaction  is  so  sen- 
sitive that  all  foreign  alkaline  matter,  particles  of  ash,  tobacco 
smoke,  &c.,  must  be  carefully  guarded  against. 

yS.  The  actual  Atialysis.  This  may  be  effected  in  two  differ- 
ent ways. 

aa.  Take  a  perfectly  dry  bottle,  of  about  6  litres  capacity,  with 
well-fitting  ground  glass  stopper,  and  accurately  determine  the 
capacity ;  fill  the  bottle,  by  means  of  a  pair  of  bellows,  with  the 
air  to  be  analyzed ;  add  45  c.  c.  of  the  dilute  standard  baryta  water, 
and  cause  the  baryta  water  to  spread  over  the  inner  surface  of  the 
bottle  by  turning  the  latter  about,  but  without  much  shaking.  In  the 
course  of  about  -J  an  hour  the  whole  of  the  carbonic  acid  is  absorbed. 
Pour  the  turbid  baryta  water  into  a  cylinder,  close  securely,  and 
allow  to  deposit ;  then  take  out,  by  means  of  a  pipette,  30  c.  c.  of 
the  clear  supernatant  fluid,  run  in  standard  oxalic  acid,  multiply 
the  volume  used  b}'  1'5  (as  only  30  c.  c.  of  the  original  45  are  em- 
ployed in  this  experiment),  and  deduct  the  product  from  the  c.  c. 
of  oxalic  acid  used  for  45  c.  c.  of  the  fresh  baryta  water ;  the  dif- 
ference represents  the  quantity  of  baryta  converted  into  carbonate, 
and  consequently  the  amount  of  the  carbonic  acid.  If  the  air  is 
unusually  rich  in  carbonic  acid,  the  concentrated  baryta  water  is 
employed. 

hh.  Pass  the  air  through  a  tube  or  through  two  tubes  contain- 
ing measured  quantities  of  standard  baryta  water  and  finish  the 
experiment  as  in  aa.  For  passing  a  definite  quantity  of  air  we 
should  generally  employ  an  aspirator  (p.  773) ;  Pettenkofee  in  his 
experiments  with  the  respiration  apparatus  forced  the  air  by  means 
of  small  mercurial  pumps  first  through  the  tubes,  and  then  through 
an  apparatus  for  measuring  the  gas.     The  form  and  arrangement 


*  Prepared  with  lime-free  Swedish  filter  paper  and  tincture  of  turmeric.  The 
spirit  used  in  making  the  latter  must  be  free  from  acid.  Dry  the  paper  in  a  dark 
room,  and  keep  it  protected  from  the  light.     It  is  lemon  yellow. 
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of  the  tubes  is  illustrated  by  fig.  105.  Two  such  tubes  were  used ; 
the  first  was  1  metre,  the  second  -3  metres  long ;  they  were  filled 
with  baryta  water — the  former  with  the  stronger  solution,  the  lat- 
ter with  the  wealcer.  The  air  is  introduced  through  the  short 
limbs  of  the  tubes,  and  the  glass  tubes  themselves  are  so  inclined 


Fig.  105. 

that  the  bubbles  of  air  move  on  with  the  necessary  rapidity  with- 
out uniting.  The  motion  of  the  gas  bubbles  keeps  up  a  constant 
mixing  of  the  baryta  water. 


B.     DETEEMmATION    OF   THE    OxTGEN   AND   NiTEOGEN. 

§223. 

The  method  I  shall  give  is  that  proposed  by  v.  Liebig.*  It  is 
based  upon  the  observation  made  by  Cheveeul  and  Dobeeelnee, 
that  pyrogallic  acid,  in  alkaline  solutions,  has  a  powerful  tendency 
to  absorb  oxygen. 

1.  A  strong  measuring  tube,  holding  30  c.  c.  and  divided  into 
^  or  ^  e.  c,  is  filled  to  f  with  the  air  intended  for  analysis.  The 
remaining  part  of  the  tube  is  filled  with  mercury,  and  the  tube  is 
inverted  over  that  fluid  in  a  tall  cylinder,  widened  at  the  top. 

2.  The  volume  of  air  confined  is  measured  (§  12).  If  it  is 
intended  to  determine  the  carbonic  acid — which  can  be  done  with 
sufficient  accuracy  only  if  the  quantity  of  the  acid  amounts  to 
several  per  cents. — tlie  air  is  dried  by  the  introduction  of  a  ball  of  cal- 
cium chloride  before  measuring.    If  it  is  not  intended  to  determine 

*  Annal.  d.  Chem.  u.  Pharm.  77,  107. 
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the  carbonic  acid  this  operation  is  omitted.   A  quantity  of  solution  of 
potassa  of  1-4  sp.  gr.  (1  part  of  dry  potassium  hydroxide  to  2 
n        parts  of  water),  amounting  to  from  ^  to  -^-^  of  the  volume 
11        of  the  air,  is  then  introduced  into  the  measuring  tube  by 
means  of  a  pipette  with  the  point  bent  upwards  (fig.  106), 
and  spread  over  the  entire  inner  surface  of  the  tube  by  shak- 
ing the  latter ;  when  no  further  diminution  of  vohime  takes 
place,  the  decrease  is  read  off.     If  the  air  has  been  dried 
Fig.  106.  previously  with  calcium  chloride,  the  diminution  of  the 
volume  expresses  exactly  the  amount  of  carbonic  acid  con- 
tained in  the  air ;  but  if  it  has  not  been  dried  with  calcium  chloride, 
the  diminution  in  the  volume  cannot  afford  correct  information  as 
to  the  amount  of  the  carbonic  acid,  since  the  strong  solution  of 
potassa  absorbs  aqueous  vapor. 

3.  When  the  carbonic  acid  has  been  removed,  a  solution  of 
pyrogallic  acid,  containing  1  grm.  of  the  acid*  in  5  or  6  c.  c.  of 
water,  is  introduced  into  the  same  measuring  tube  by  means  of 
another  pipette,  similar  to  the  one  used  in  2  (fig.  106) ;  the 
quantity  of  pyrogallic  acid  employed  should  be  half  the  volume  of 
the  solution  of  potassa  used  in  2.  The  mixed  fluid  (the  pyrogallic 
acid  and  solution  of  potassa)  is  spread  over  the  inner  surface  of  the 
tube  by  shaking  the  latter,  and,  when  no  further  diminution  of 
volume  is  observed,  the  residuaiy  nitrogen  is  measured. 

4.  The  solution  of  pyrogallic  acid  mixing  with  the  solution  of 
potassa  of  course  dilutes  it,  causing  thus  an  error  from  the  diminu- 
tion of  its  tension ;  but  this  error  is  so  trifling  that  it  has  no 
appreciable  influence  upon  the  results ;  it  may,  besides,  be  readily 
corrected,  by  introducing  into  the  tube,  after  the  absorption  of  the 
oxygen,  a  small  piece  of  hydrate  of  potassa  corresponding  to  the 
amount  of  water  in  the  solution  of  the  pyrogallic  acid. 

5.  There  is  another  source  of  error  in  this  method  ;  viz.,  on 
account  of  a  portion  of  the  fluid  always  adhering  to  the  inner  sur- 
face of  the  tube,  the  volume  of  the  gas  cannot  be  read  off  with 
absolute  accuracy.  In  comparative  analyses,  the  influence  of  this 
defect  upon  the  results  may  be  almost  entirely  neutralized,  by 
taking  nearly  equal  volumes  of  air  in  the  several  analyses.f 


*  Liebig  lias  described  a  very  advantageous  method  of  preparing  pyrogallic 
acid.    See  Annal.  d.  Chem.  u.  Pharm.  101,  47. 

^  Bunsen  employs  for  the  absorption  of  oxygen  a  papier-mfiche  ball  saturated 
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6.  Notwithstanding  these  sources  of  error,  the  results  obtained 
by  this  method  are  very  accurate  and  constant.  In  eleven 
analyses  which  v.  Liebio  reports,  the  greatest  difference  in  the 
amount  of  oxygen  found  was  between  20-75  and  21-03.  The  num- 
bers given  express  the  actual  and  uncorrected  results. 


[22.  DETECTION  AND  ESTIMATION  OF  AESENIC  IN 
OEGANIC  MATTER 

§221. 
Gautiee's  Method  simplified  hy  Johnson  and  Chittenden. 

The  follovdng  method  for  the  detection  and  estimation  of 
arsenic  in  organic  matter  is  a  modification  of  the  process  recently 
described  by  Gautiek.*  Gadtiee's  method  consists  in  treating  the 
substance  with  certain  quantities  of  nitric  acid,  and  afterwards  of 
sulphuric  acid,  at  a  high  temperature,  whereby  the  organic  matters 
are  partly  destroyed  and  converted  into  slightly  soluble  humus-like 
bodies,  from  which  all  the  arsenic  may  be  extracted  by  boiling 
water.  Gautier  treats  the  brown  solution  thus  6btained  with 
"  sodium  bi-sulphate,  throws  down  the  arsenic  in  the  state  of  sul- 
phide, with  hydrogen  sulphide,  transforms  this  sulphide  into  arsenic 
acid  by  known  means,"  treats  the  solution  thus  obtained  in  the 
Mai'sh  Apparatus,  and  finally  weighs  the  arsenic  in  the  metallic 
state  as  below  described. 

Johnson  and  CnirrENDEN  dispense  with  the  use  of  all  reagents 
but  sulphuric  acid,  nitric  acid,  and  zinc  alloyed  with  a  little  pla- 
tinum, which  are  not  difficult  to  obtain  in  a  state  of  absolute  free- 
dom from  arsenic,  and  they,  together  with  Donaldson,  have  dem- 
onstrated that  the  method,  thus  essentially  simplified,  gives  exact 
results.  The  following  account  of  the  process  is  from  a  paper  by 
Chittenden  and  Donaldson.! 


with  a  concentrated  alkaline  solution  of  potassium  pyrogallate,  ■which  he  intro- 
duces into  the  gaseous  mixture  attached  to  a  platinum  wire.  By  adopting  this 
proceeding  the  source  of  error  mentioned  in  6  is  avoided.  See  also  Russell, 
Jour.  Chcm.  Soc.  1868,  pp.  130,  131. 

*  Bulletin  de  la  Soclete  Chimique,  24,  250. 

t  American  Chemical  Journal,  vol.  ii.  p.  235. 
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L  Eeagents  and  Appaeattjs, 

The  reagents  required  are  pure  granulated  zinc  alloyed  with  a 
small  quantity  of  platinum,  pure  concentrated  nitric  and  sulphuric 
acids,  and  three  dilute  sulphuric  acids  of  increasing  strength,  which, 
for  the  sake  of  convenience,  may  be  prepared  in  considerable  quan- 
tities. 

Acid  JSTo.  1.     180  c.  c.  pure  cone.  H.SO.+IOOO  c.  c.  H,Q. 
Acid  No.  2.     260  c.  c.  pure  cone.  H.SO.+IOOO  c.  c.  H,0. 
Acid  No.  3.     425  c.  c.  pure  cone.  H^SO.+IOOO  c.  c.  H,0. 
The  form  of  Marsh  apparatus  used  is  shown  by  iig.  107. 
The  flask,  a  Bitnsen's  wash-bottle  of  200  c.  c.  capacity,  is  pro- 


Fig.  107. 

vided  with  a  small  separating  funnel  of  65  c.  c.  capacity, 
with  glass  stopcock.  This  is  a  very  material  aid  to  the 
obtaining  of  a  slow  and  even  evolution  of  gas,  and  is  nearly 
indispensable  in  accurate  quantitative  work.  The  gas  generated 
is  dried  by  passing  through  a  calcium  chloride  tube,*  and  then 
passes  through  a  tube  of  hard  glass,  heated  to  a  red  heat  by  a  fur- 
nace of  three  Btinsen  lamps  with  spread  burners,  so  that  a  contin- 
uous flame  of  six  inches  is  obtained,  and  with  a  proper  length  of 

*  Otto  and  also  Dhageitoorff  recommend  to  pass  the  gas  first  over  fragments 
of  caustic  potassa.  We  find,  liowever,  In  accordance  witli  Doebmus,  tliat  arse, 
nic  is  arrested  by  caustic  alltali,— S.  W.  J.  and  R.  H.  C. 
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cooled  tube  not  a  trace  of  arsenic  passes  by.  The  glass  tube  where 
heated  is  wound  with  a  strip  of  wire  gauze,  both  ends  being  sup- 
ported upon  the  edges  of  the  lamp  frame,  so  that  the  tube  does  not 
sink  down  when  heated.  The  small  furnace  is  provided  with  two 
appropriate  side  pieces  of  sheet  metal,  so  that  a  steady  flame  is 
always  obtained.  When  the  quantity  of  arsenic  is  very  small  the 
tube  is  naturally  so  placed  that  the  mirror  is  deposited  in  the  nar- 
row portion,  but  when  the  arsenic  is  present  to  the  extent  of  -005 
grni.  the  tube  should  be  6  millimetres  in  inner  diameter,  and  so 
arranged  that  fully  two  inches  of  this  large  tube  are  between  the 
flame  and  the  narrow  portion.  When  the  quantity  of  arsenic  is 
less  the  tube  can  naturally  be  smaller. 


II.  Peocess. 

a.  Method  for  the  complete  extraction  of  arsenic  from  organic 
matter. 

100  grms  of  the  material  to  be  examined,  cut  into  small  pieces, 
are  placed  in  a  porcelain  casserole  of  600  c.  c.  capacity  and  provided 
with  a  stirring  rod  of  stout  glass.  23  c.  c.  of  pure  concentrated 
nitric  acid  are  added,  and  the  dish  placed  on  a  small  air-bath* 
provided  with  a  thermometer  and  a  single  Btjnsen  burner.  The 
mixture  is  then  heated  at  150° — 160°  C,  with  occasional  stirring.  At 
first  the  tissue  takes  on  a  yellowish  color,  then  swells  up  somewhat, 
becoming  finally  quite  thick;  soon  changes  again,  becoming  liquid, 
and  then  generally  requires  heating  from  1^  to  2  hours,  the  tem- 
perature sometimes  being  raised  to  180°  C. 

At  this  point  the  mass,  being  now  quite  thick  again,  usually 
takes  on  a  deei)Gr  yellow  color  or  orange  shade.  When  this  change 
of  color  is  noticed  the  casserole  is  taken  from  the  bath  and  3  c.  c.  of 
pure  concentrated  sulphuric  acid  added  and  the  mixture  stirred 
vigorously.  The  addition  of  concentrated  sulphuric  acid  to  the 
viscid  residue  rich  in  nitric  acid  and  nitro-com  pounds  naturally 


*  For  air-bath  an  ordinary  flat-bottonifil  tin  basin,  7  Indies  in  diameter,  3 
inches  deep,  is  used  with  a  cover  provided  with  an  opening  5  inches  in  dia- 
meter. This  bath  is  set  in  an  iron  ring  fastened  to  a  stout  lamp-stand,  while  the 
end  of  the  thermometer  passes  through  a  small  hole  near  the  edge  of  the  cover  a 
short  distance  into  the  bath,  so  that  the  temperature  can  be  regulated. 
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gives  rise,  especially  at  this  temperature,  to  a  considerable  com- 
motion: the  mass  becomes  brown,  swells  up,  nitrous  fumes  are 
copiously  evolved,  immediately  followed  by  dense  white  fumes  of 
sufEocating  odor,  while  the  residue  in  the  dish  is  changed  either  into 
a  dry  carbonaceous  mass  or  a  black,  sticky,  tar-like  mass.  Although 
the  oxidation  is  so  powerful,  no  deflagration  takes  place,  and  the 
carbonization  is  effected  in  this  manner  without  the  volatilization 
of  any  arsenic.  The  casserole  is  again  placed  on  the  bath  and 
heated  for  a  few  minutes  at  180°  C,  then,  while  still  on  the  bath, 
8  c.  c.  of  pure  concentrated  nitric  acid  are  added  drop  by  drop  with 
continual  stirring,  the  object  being  to  destroy  more  completely  the 
organic  matter,  and  at  the  same  time  the  nitric  acid  falling  drop  by 
drop  on  the  carbonaceous  residue  tends  to  prevent  the  formation  of 
sulphurous  acid  and  the  consequent  formation  of  insoluble  arseni- 
ous  sulphide. 

After  the  addition  of  the  nitric  acid  the  dish  is  heated  at  200° 
C.  for  fifteen  minutes,  and  when  cold  a  hard  carbonaceous  residue 
is  the  result,  entirely  free  from  nitric  acid.  In  working  with  dif- 
ferent kinds  of  tissue,  slight  deviations  from  the  above  description 
will  frequently  be  observed.  When  much  bony  matter  is  present 
the  last  residue  takes  on  a  somewhat  difEerent  character,  owing  to 
the  presence  of  calcium  sulphate,  and  occasionally  when  the  3  c.  c. 
of  sulphuric  acid  are  added  the  oxidation  does  not  at  once  take 
place,  but  requires  a  little  longer  heating  on  the  air-bath.  "When 
such  is  the  case  the  mixture  needs  constant  watching:  in  order  to 
remove  the  dish  from  the  bath  at  the  first  approach  of  the  oxida- 
tion. 

The  arsenic  now  exists  as  arsenic  acid,  readily  soluble  in 
water.  The  carbonaceous  residue  is  thoroughly  extracted  with 
boiling  water,  and  in  order  to  avoid  all  loss  is  not  previously  pul- 
verized, but  the  casserole  in  which  the  oxidation  took  place  is  filled 
with  water  and  heated  on  the  water-bath  for  several  hours.  The  hard 
mass  soon  softens,  and  by  repeated  treatment  in  this  manner  readily 
gives  up  all  its  arsenic  to  the  aqueous  solutioir;  it  is,  however,  bet- 
ter to  have  the  carbonaceous  residue  in  contact  with  difEerent  por- 
tions of  warm  water  for  about  24  hours  to  insure  the  complete 
extraction  of  the  arsenic. 

The  reddish-brown  fluid  containing  some  organic  matter  and 
arsenic  acid  is  now  evaporated  on  the  water-bath  to  dryness,  care 
being  taken  that  the  entire  residue  is  finally  obtained  in  one  cas- 
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serole.  This  residue*  of  organic  matter  and  arsenic  is  warmed 
with  45  0.  c.  of  sulphuric  acid  No.  1,  and  the  clear  solution  so 
obtained,  or,  as  more  frequently  happens,  the  fluid  with  organic 
matter  in  suspeusion,  is  then  ready  for  introduction  into  the  Maesh 
apparatus. 

h.  Method  for  the  conversion  of  arsenic  acid  into  arsenetted 
hydrogen  and  then  into  metallic  arsenic. 

25-35  grms.  of  granulated  zinc  previously  alloyed  with  a  small 
quantity  of  platinum  are  placed  in  the  generator,  and  everything 
being  in  position,  the  Maesh  apparatus  is  filled  with  hydrogen  by  the 
use  of  a  small  quantity  of  acid  No.  1.  After  a  suflicient  time  has 
elapsed  the  gas  is  lighted  at  the  jet  and  the  glass  tube  heated  to  a 
bright  redness.  The  45  c.  c.  of  acid  No.  1  containing  the  arsenic 
is  then  poured  into  the  separating  funnel,  from  which  it  is  allowed 
to  flow  into  the  generator  at  such  a  rate  that  the  entire  fluid  is 
introduced  in  one  hour  or  one  hour  and  a  half ;  40  c.  c.  of  acid  No. 
2  are  then  poured  into  the  casserole,  to  which  considerable  organic 
matter  usually  adheres,  and  then  transferred  to  the  separating  fun- 
nel and  allowed  to  flow  slowly  into  the  generator,  and  lastly  45  c.  c. 
of  acid  No.  3.  In  this  manner  we  are  sure  to  have  all  of  the 
arsenic  acid  dissolved  and  thus  carried  into  the  generator,  while  at 
the  same  time  the  stronger  acids  Nos.  2  and  3  serve  as  a  rinse  fluid 
and  therel>y  prevent  mechanical  loss,  while,  at  the  same  time,  the 
increasing  strength  of  acid  added  counteracts  the  diluting  effect  of 
the  reaction  so  that  the  strength  of  acid  remains  about  the  same 
during  the  entire  process  of  2-|  to  3  hours  and  thereby  insures  a 
regular  flow  of  gas.  The  amount  of  time  required  will  vary  with 
the  amount  of  arsenic :  2 — 3  mgrms.  of  arsenic  will  require 
about  two  to  three  hours  for  the  entire  decomposition,  while  4 — 5 

*  When  the  residue  left  by  the  evaporation  of  the  water  is  quite  large,  it  is 
sometimes  better  to  reoxidize  it.  This  is  quickly  accomplished  by  adding  a  few 
cubic  centimetres  of  concentrated  nitric  acid  to  the  contents  of  the  casserole  and 
heating  on  the  air-bath  at  150° — 180°  C.  until  a  reddish  solution  is  obtained.  Then 
3—5  c.  c.  of  concentrated  sulphuric  acid  are  added  and  the  mixture  heated  at  the 
above  temperature  until  the  nitric  acid  is  completely  driven  off.  The  thin  black 
fluid  is  then  carefully  mixed  with  the  requisite  quantity  of  No.  1  acid,  and  intro- 
duced into  the  Marsh  apparatus.  Frequently  quite  a  heavy,  flocculent  precipitate 
separates  from  the  sulphuric  acid  solution.  This  does  not  interfere,  but  is  poured, 
togctlier  with  the  fluid,  directly  into  the  receiving  bulb,  which  is  purposely  pro- 
vided with  a  delivery  tube  of  large  calibre. 
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mgrmes.  will  need  perhaps  three  to  four  hours.  "Where  the 
amount  of  arsenic  is  small,  only  25  grms.  of  zinc  are  needed,  and 
but  45  c.  c.  of  acid  No.  1,  30  c.  c.  of  acid  No.  2,  and  30  c.  c.  of  acid 
No.  3  ;  but  when  4 — 5  mgrms.  of  arsenic  are  present  it  is  better 
to  take  the  first  mentioned  quantities  of  zinc  and  acids. 

The  arsenic  being  thus  collected  as  a  large  or  small  mirror  of 
metal,  the  tube  is  cut  at  a  safe  distance  from  the  mirror,  so  that  a 
tube  of  perhaps  2 — 6  grms.  weight  is  obtained.  This  is  carefully 
weighed  and  then  the  arsenic  removed  by  simple  heating ;  or,  if 
the  arsenic  is  to  be  saved  as  in  a  toxical  case,  dissolved  out  with 
strong  nitric  acid.  The  tube  is  then  cleaned,  dried,  and  again 
weighed,  the  difference  giving  the  weight  of  metallic  arsenic,  from 
which  by  a  simple  calculation  the  amount  of  arsenious  oxide  can 
he  obtained.  The  delicacy  of  the  method  is  shown  by  the  fact 
that  "00001  grm.  As^Oj  when  introduced  into  100  grms.  of  beef 
yielded  by  this  method  a  distinct  mirror  of  metallic  arsenic.  In  a 
similar  manner  "000001  grm.  As^O,  yielded  a  faint  mirror  of  arsenic, 
this  amount  appearing  to  be  the  limit. 

In  conducting  these  experiments  with  organic  matter,  after 
the  zinc  is  placed  in  the  generator,  15  drops  of  olive  oil 
are  allowed  to  flow  down  the  side,  and  this  as  the  fluid  is  intro- 
duced floats  on  top  and  thereby  prevents  any  troublesome  frothing. 
The  only  other  thing  to  be  guarded  against  is  the  too  rapid  intro- 
duction of  the  acids,  whereby  loss  as  well  as  frothing  of  the  mix- 
ture may  ensue,  and  secondly  the  heating  of  the  flask  by  the 
chemical  reaction.  If  necessary  this  latter  can  be  prevented  by 
placing  the  generator  in  a  glass  or  other  dish  so  that  a  stream  of 
cold  water  can  continually  play  about  it,  which  will  keep  the  flask 
sufficiently  cool  to  prevent  the  formation  of  any  hydrogen  sulphide 
which  might  sometimes  show  itself  in  slight  quantity. 

The  following  results  show  the  accuracy  of  the  method  :— 

Quantity  of  Arsenic  introduced. 
100  grms.  beefsteak  with  .004  grm.  AsjOa 
"  -004 
"  -004 
"  -003 
"  -005 
••    -005 


Wt.  of  Metallic 
Arsenic  found. 

Theoretical  Wt. 
Metallic  Arsenic. 

•00300 

•00303 

■00300 

•00303 

■00390 

•00303 

•00219 

•00227 

■00369 

•00378 

■00373 

•00378] 
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The  principal  point  kept  in  view  in  the  selection  of  these  exer- 
cises has  been  that  most  of  them,  and  more  particularly  the  first, 
should  permit  an  exact  control  of  the  results.  This  is  of  the 
utmost  importance  for  students,  since  a  well-grounded  self-reliance 
is  among  the  most  indispensable  requisites  for  a  successful  pursuit  of 
quantitative  investigations,  and  this  is  only  to  be  attained  by  ascer- 
taining for  one's  self  how  near  the  results  found  approach  the  truth. 

Now  a  rigorously  accurate  control  is  practicable  only  in  the 
analysis  of  pure  salts  of  known  composition,  or  of  mixtures  com- 
posed of  definite  proportions  of  pure  bodies.  When  the  student 
has  acquired,  in  the  analysis  of  such  substances,  the  necessary  self- 
reliance,  he  may  proceed  to  the  analysis  of  minerals  or  products  of 
industry  in  which  such  rigorous  control  is  unattainable. 

The  second  point  kept  in  view  in  the  selection  of  these  exer- 
cises has  been  to  make  them  comprise  both  the  more  important 
analytical  methods  and  the  most  important  bodies,  so  as  to  afEord 
the  student  the  opportunity  of  acquiring  a  thorough  knowledge  of 
every  branch  of  quantitative  analysis. 

Organic  analysis  offers  less  variety  than  the  analysis  of  inor- 
ganic substances ;  the  exercises  relating  to  the  former  branch  are 
therefore  less  numerous  than  those  relating  to  the  latter. 

I  would  advise  the  student  to  analyze  the  same  substance  re- 
peatedly, until  the  results  are  quite  satisfactory.  [It  is  a  good 
habit  always  to  carry  on  together  duplicate  analyses.  It  requires 
but  little  more  time  to  make  two  analyses  than  to  make  one,  and 
the  operator's  experience  is  thus  very  economically  doubled.] 

It  is  by  no  means  necessary  for  the  student  to  go  through  the 
whole  of  these  examples  ;  the  time  which  he  may  require  to  attain 
proficiency  in  analysis  depends,  of  course,  upon  his  own  abilities. 
One  may  be  a  good  analyst  without  having  tried  every  method  or 
determined  every  body.  A  few  substances  well  analyzed  yield 
more  profit  than  can  be  obtained  from  going  over  many  processes 
in  a  superficial  manner. 
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Finally,  the  student  is  warned  against  prematurely  attempting 
to  discover  new  methods  ;  he  should  wait  until  he  has  attained  a 
good  degree  of  proficiency  in  general  chemistry,  and  more  particu- 
larly in  practical  analysis. 

EXEECISES. 

A.  SIMPLE  DETERMINATIONS  IN  THE  GRAVIMETRIC  WAT,  IN- 
TENDED TO  PERFECT  THE  STUDENT  IN  THE  PRACTICE  OP 
THE  MORE  COMMON  ANALYTICAL  OPERATIONS. 

[We  give  here,  in  the  first  place,  quite  full  details  of  all  the 
steps  in  the  estimation  of  chlorine  in  sodium  chloride,  including 
the  preparation  of  this  salt  in  a  state  of  purity.  This,  it  is  hoped, 
will  relieve  much  of  the  perplexity  which  the  beginner  must  at 
first  experience  in  making  out  a  scheme  of  operations  from  the 
various  separate  paragraphs  where  the  processes  are  described.  The 
student  should  not  fail,  however,  to  study  carefully  the  chapter  on 
operations  while  carrying  on  the  analysis,  nor  to  examine  every 
reference. 

1.  Sodium  Chloeide. 

Preparation.  Sodium  chloride  is  far  less  soluble  in  hydro- 
chloric acid  than  in  water.  On  account  of  this  property  the  crude 
product — common  salt — may  be  purified  from  the  magnesium 
chloride  and  calcium  sulphate  which  it  contains  as  follows : — To 
100  c.  c.  of  a  saturated  solution  add  very  gradually  an  equal  vol- 
ume of  pure  concentrated  hydrochloric  acid.  Drain  the  mass  of 
fine  crystals  which  separate  on  a  funnel,  the  throat  of  which  is 
loosely  closed  with  filter  paper.  Wash  with  a  small  volume  of 
pure  dilute  hydrochloric  acid,  and  at  last,  in  order  to  test  the  purity 
of  the  product,  allow  5  or  6  c.  c.  of  distilled  water  to  pass  through. 
Collect  the  water  that  runs  through  in  a  test  tube  separately,  and  add 
to  it  barium  chloride.  If  no  turbidity  results,  the  sodium  chloride 
is  free  from  sulphates  and  may  be  assumed  to  be  pure  enough  for 
analysis.  Remove  it  from  the  funnel  and  dry  it  in  a  porcelain 
dish.  If  not  free  from  sulphates,  the  product  may  be  subjected  to 
a  repetition  of  the  process.  This,  however,  will  rarely  be  neces- 
sary^  ^ 

*  When  large  quantities  of  pure  sodium  chloride  are  required,  it  is  more 
economical  to  prepare  it  from  a  solution  of  common  salt  by  saturating  the  solu- 
tion with  HCl  gas. 
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A  portion*  of  the  salt  thus  obtained  is  heated  in  a  covered  cru- 
cible until  it  ceases  to  decrepitate,  but  not  to  fusion,  and  preserved 
in  a  weighing  tube  (like  a  small  test  tube,  but  not  flared  at  the 
mouth)  that  is  closed  with  a  soft,  well-fitting,  and  smooth  cork. 

Estimation  of  Ciiloeine. 

1.  We iyJung  out  the  substance.  The  tube  containing  the  pre- 
pared salt  is  wiped,  if  need  be,  from  dust.  The  cork  is  taken  out, 
and  by  means  of  a  bit  of  thin  paper,  or  a  clean  linen  handkerchief, 
any  particles  of  salt  adhering  to  the  cork,  and  to  the  inside  of  the 
tube  as  far  as  the  cork  reaches,  are  removed.  The  cork  is  replaced, 
and  the  whole  is  weighed  (see  §§  9  and  10),  the  weight  being  imme- 
diately recorded  in  the  note-book.  A  clean  beaker  or  assay-flask, 
of  about  200  c.  c.  capacity,  being  ready,  the  weighing-tube  is  held 
over  it  and  the  cork  carefully  removed.  A  portion  of  substance  is 
allowed  to  fall  in  the  vessel,  and,  the  cork  being  replaced,  the  tube 
is  again  counterpoised.  If  two  to  three  decigrammes  have  been 
emptied,  the  operator  is  ready  to  proceed.  If  less,  more  should  be 
transferred  from  the  tulje  to  the  vessel.  If  more,  or  much  more, 
it  is  better  to  begin  anew,  by  weighing  off  another  portion  into 
another  beaker  or  flask.  In  this  manner  weigh  off  two  portions  in 
separate  vessels,  so  as  to  carry  together  duplicate  analyses.  Now 
affix  a  piece  of  gummed  paper  to  each  vessel,  and  label  them  to 
correspond  with  their  designation  in  tlie  note-book. 

2.  Solution  and  precipitation.  Dissolve  the  weighed  portions, 
each  in  about  100  c.  c.  of  cold  distilled  water,  add  a  few  drops  of 
pure  nitric  acid,  and,  lastly,  clear  solution  of  s'lver  nitratef  until 
further  addition  no  longer  produces  a  precipitate. 

Agitate  the  mixture  well,  but  with  care  to  avoid  loss.  This  can 
be  done  by  shaking,  if  a  flask  be  in  use,  or  by  stirring  with  a  glass 
rod,  if  a  Ijeaker  be  employed. 

Set  the  vessel  aside  in  a  dark  place,  covered  with  paper  or  a 
watch-glass  to  exclude  dust,  and  let  stand  for  about  12  hours,  or 
until  the  preciiDitate  has  subsided  and  the  liquid  above  it  \% perfectly 
clear,  then  add  a  drop  of  silver  nitrate  to  make  sure  that  the  pre- 
cipitation is  comi^lete  (if  not  complete,  add  more  solution  of  silver. 


and  let  stand  again  for  some  hours). 


*  Pure  sodium  chloride  is  needed  in  otlier  analyses,  and  the  chief  part  of  what 
Is  thus  prepared  should  he  carefully  bottled  and  reserved  for  future  use. 

\  Solution  of  a  silver  coin  in  nitric  acid  answers  for  this  purpose  as  well  as 
pure  nitrate,  provided  it  be  clear  and  contain  but  little  free  acid. 
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3.  Filtration.  A  filter  is  placed  in  a  funnel  at  least  J  inch 
deeper  than  itself,  and  moistened  with  water,  at  the  same  time 
being  carefully  pressed  down  so  that  its  edges  touch  the  glass  at  all 
points.  The  funnel  being  supported  on  a  stand,  a  clean  beaker  or 
flask  is  put  beneath  it,  and  the  operator  proceeds  to  pour  the  liquid 
— on  whose  surface  some  particles  of  silver  chloride  usually  float — 
into  the  filter,  leaving  the  bulk  of  the  precipitate  undisturbed.  To 
do  this  without  loss  the  following  precautions  may  be  regarded :  a. 
Touch  the  edge  or  lip  of  the  vessel  with  a  very  slight  coat  of  tallow  (a 
small  bit  of  which  is  kept  at  hand  under  the  edge  of  the  work- 
table,  and  is  applied  with  the  finger).  S.  Pour  slowly  over  the 
greased  place,  along  a  glass  rod  held  nearly  vertical,  so  directing 
the  stream  that  it  shall  strike  against  the  side,  not  into  the  vertex 
of  the  filter,  c:  When  the  filter  is  filled  to  within  -J  inch  of  the 
top  discontinue  the  pouring,  bringing  the  rod  into  the  vessel  con- 
taining the  precipitate,  after  it  has  drained  so  that  nothing  will  fall 
from  it. 

The  pouring-rod  may  be  simply  straight,  and  an  inch  longer  than  the  diago- 
nal of  the  vessel,  or  when  it  is  desirable  not  to  disturb  a  precipitate,  it  may  be 
3 — 4  inches  long  and  bent  siphon  fashion  so  as  to  hang  on  the  edge  of  a  beaker 
or  flask.  In  either  case  its  end  should  be  rounded  by  fusion,  and  those  portions 
along  which  the  liquid  flows  must  not  be  handled. 

The  vessel  containing  the  precipitate,  as  well  as  that  which 
receives  the  filtrate,  and  likewise  the  funnel,  should  be  kept  covered 
as  much  as  possible  in  all  cases  when  nicety  is  required,  to  prevent 
access  of  dust,  insects,  &c. 

The  most  convenient  covers  are  large  watch-glasses,  but  square  plates  of 
glass,  or  even  cards,  will  generally  answer. 

The  filtration  of  silver  chloride  should  be  conducted  without 
exposing  it  to  strong  light,  whereby  it  is  blackened,  with  loss  of 
chlorine,  p.  168. 

4.  When  all,  or  nearly  all,  the  liquid  has  passed  the  filter,  it 
remains  to  wash  and  to  transfer  the  precipitate. 

These  operations  may  be  carried  on  as  folloM's :  pour  about  100 
c.c.  of  cold  distilled  water  upon  the  precipitate,  which  mostly 
remains  in  the  vessel  where  it  Avas  formed,  and  agitate  vigorously, 
in  order  to  break  up  and  divide  the  lumpy  silver  chloride,  and  bring 
every  part  of  it  perfectly  in  contact  with  the  water. 
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Wben  in  a  beaker,  the  agitation  must  be  made  with  great  caution,  by  means 
of  a  glass  stirring-rod ;  when  in  a  narrow-mouthed  flanged  flaslc,  this  may  be 
tightly  closed  by  a  perfectly  smooth  cork  (softened  for  the  purpose  by  squeezing) 
and  then  shaken  violently. 

The  water  and  precipitate  are  now  poured  together  upon  the- 
filter,  with  the  precautions  before  detailed.  The  last  portions  of  the 
precipitate  are  removed  from  the  beaker  or  flask  by  repeated  rins- 
ings, in  which  a  wash-bottle  like  fig.  36,  p.  81,  may  be  conveniently 
employed. 

Any  portions  of  precipitate  that  adhere  to  the  sides  of  the  ves- 
sel too  strongly  to  be  removed  by  a  stream  from  the  wash-bottle 
must  be  i^ubbed  of\     For  this  purpose  the  feather  is  employed. 

It  is  made  from  a  goose-quill,  by  cutting  off  the  extreme  tip  for  an  inch  or 
so,  and  smoothly  trimming  awaj'  the  beard,  except  a  portion  of  one  half-inch  in 
length  on  the  inside  of  the  curve.  The  tubular  part  may  be  removed  or  not, 
to  suit  the  depth  of  the  dish  which  is  to  be  washed. 

The  dish  being  wiped  clean,  externally,  a  little  water  is  put  in  it, 
and,  it  being  held  up  to  the  light,  its  whole  interior  surface  is  gently 
mbbed  with  the  feather,  then  rinsed,  rubbed  again  and  rinsed,  so 
long  as  careful  inspection  discovers  any  portions  of  adhering  pre- 
cipitate ;  finall}',  the  feather  is  rinsed  in  a  stream  of  water,  the 
rinsings  in  each  case  being  poured  upon  the  filter. 

The  washing  is  now  continued  by  help  of  the  wash-bottle.  A 
jet  of  cold  water  is  directed,  first,  upon  the  interior  of  the  funnel, 
just  above  the  filter,  then  upon  the  edge  of  the  filter  itself.  If 
thrown  immediately  against  the  paper,  this  is  liable  to  be  perfo- 
rated. The  stream  of  water  is  carried  around  the  edge  of  the  filter 
until  the  latter  is  nearly  full,  and  the  liquid  is  then  allowed  to  drain 
off.  This  process  is  repeated  until  a  portion  of  the  wash-water, 
collected  to  the  depth  of  an  inch  in  a  test  tube  containing  a  drop 
of  hydrochloric  acid,  gives  no  turbidity  of  silver  chloride.  When 
this  is  accomplished,  the  precipitate  is  washed  down  into  the  ver- 
tex of  the  filter.  The  funnel  is  then  closely  covered  with  paper 
(p.  85),  labelled,  allowed  to  drain  thoroughly,  and  set  away  in  a 
warm  place  for  drying. 

5.  Drying  the  filter.  In  public  laboratories  a  heated  closet  is 
usually  provided  for  drying  filters.  Its  temperature  should  not 
exceed  100°  0.  In  default  of  such  special  arrangement,  the  dry- 
ing may  be  effected  over  the  register  of  a  hot-air  furnace,  or  over  a 
common  stove  or  kitchen  range. 
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The  funnel  may  also  be  supported  on  a  retort-etand  over  a  sheet 
of  iron,  which  is  heated  beneath  by  a  lamp,  or  may  be  placed  at 
once  in  the  water-bath.     See  §  50. 

6.  "When  the  precipitate  is  perfectly  dry  we  proceed  to  ignite 
■it  for  weighing. 

A  smkll  porcelain  crucible  (platinum  must  not  be  used)  is 
cleaned,  gently  ignited,  and  when  cool  (after  15 — 20  minutes) 
weighed. 

The  work-table  being  clean,  two  small  sheets  of  fine  and  smooth 
writing  or  glazed  paper  are  opened  and  laid  down  side  by  side. 
The  filter  is  removed  from  the  funnel  and  carefully  inverted  upon 
one  of  the  papers.  The  precipitate  is  loosened  from  the  filter  by 
squeezing  and  rubbing  gently  between  the  fingers,  and  when  it  has 
mostly  separated  the  filter  is  lifted,  reversed,  and  any  portions  of 
silver  chloride  still  adhering  are  loosened  by  rubbing  its  sides 
together.  What  is  thus  detached  is  poured  or  shaken  out  on  the 
paper. 

The  filter  is  now  spread  out  as  a  half-circle  upon  the  other  sheet 
of  paper,  and,  beginning  with  the  straight  edge,  is  folded  up  into 
a  narrow  flattened  roll,  the  two  ends  of  which  are  then  brought 
together.  In  this  way  those  central  portions  of  the  filter  to 
which  particles  of  precipitate  adhere  are  thoroughly  enveloped  by 
the  exterior  parts,  so  that  in  the  subsequent  burning  nothing  can 
easily  escape. 

The  crucible  being  placed  on  the  glazed  paper,  the  filter  is 
taken  by  the  two  free  ends  in  a  clean  pincers  or  tongs,  put  to  the 
flame  of  a  lamp  to  set  it  on  flre,  and  then  held  over  the  crucible 
until  it  is  completely  charred.  It  is  then  dropped  into  the  cnicible 
and  moistened  with  two  or  three  drops  of  nitric  acid.  The  cruci- 
ble is  covered  and  placed  over  a  low  flame  until  its  contents  are  dry ; 
it  is  then  heated  somewhat  stronger,  whereby  the  carbon  is  nearly 
or  entirely  consumed. 

The  crucible  being  allowed  to  cool,  one  more  drop  of  nitric 
acid,  and  afterwards  a  drop  of  hydrochloric  acid,  is  added  to  the 
residue,  and  it  is  heated  cautiously,  without  the  cover,  until  fumes 
cease  to  escape.  This  treatment  with  nitric  acid  serves  to  destroy 
carbon  and  convert  any  reduced  silver  to  nitrate,  which  the  hydro- 
chloric acid  in  turn  transforms  into  chloride.  When  the  crucible 
is  cool,  it  is  placed  again  on  the  paper,  and  the  pi-eeipitate  is  poured 
into  it  from  the  other  sheet,  the  last  particles  being  detached  by 
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cautions  tapping  with  the  fingers  underneath,  or  by  the  use  of  a 
clean  camel's-liair  pencil. 

The  crucible  is  now  put  over  a  low  flame  and  heated  cautiously 
until  the  silver  chloride  begins  to  fuse  on  the  edges.  It  is  then 
covered  and  let  cool.  When  cold  it  is  weighed.  Eead  §  115,  1, 
and  the  references  there  made. 

7.  Record  and  calculation  of  results.  The  amount  of  silver 
chloride  is  learned  by  subtracting  from  the  total  the  joint  weight 
of  the  crucible  and  filter-ash.  The  quantity  of  chlorine  is  obtained 
by  multiplying  the  amount  of  silver  chloride  by  the  decimal  0-2473. 
In  order  to  compare  results  they  are  reduced  to  per  cent,  statements 
by  the  following  proportion  : 

Substance  :  chlorine  in  substance  :  :  100  :  chlorine  in  100 ;  i.e. 
per  cent. 

The  record  may  be  made  as  follows:  It  is  well  to  work  out  the  calculations 
in  full  in  the  weight-book,  as  in  case  of  mistake  the  data  are  at  hand  for  revision. 

No.  1.  No.  8. 

NaClandtube 6-615  6-180 

"    —substance 6180  5-765 

Substance -435  -415 

Crucible,  AgCl  and  Ash 15-3630  143270 

Cr 14-298     (...ooor;  13309     ho.qmr; 

Ash -0015  r*  "'"^''  -OOlsr    ^^''^ 

AeCl 1-0635  1-0165 

0-2473  0-2473 

31905  30495 

74445  71155 

42540  40660 

31270  20330 

a =   -26300355  -25138045 

•485)  26-300355  (6046  -415)  25138045  (6057 

2610  2490 

~^03  2880 

1740  2075 

"2635  3054 

261%  2905 

Found.  Calculated. 

No.  1.  No.  2. 

Chlorine 60-48  60-57  6062 

We  have  here  employed  the  simplest  arithmetical  calculation.  It  is  well  to 
duplicate  the  calculation  with  help  of  the  tables  given  in  the  Appendix. 

The  first  determination  given  above  is  not  only  fair  for  this  method,  but 
answers  all  ordinary  purposes.  The  second  Is  very  good,  though  with  care  still 
closer  accordance  with  theory  can  be  easily  attained.] 
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2.  Ieon. 

Procure  10 — 15  grms.  of  fine  bright  pianoforte  wire,  cut  it  info 
lengths  of  about  0'3  grm.  and  keep  it  free  from  rust  in  a  dry  bottle. 

Weigh,  on  a  watch-glass,  for  each  estimation,  about  0'3  grm. 
of  wire,  and  dissolve  in  hydrochloric  acid,  with  addition  of  nitric 
acid.     The  acids  are  diluted  with  a  little  water. 

The  solution  is  effected  by  heating  in  a  moderate-sized  beaker 
covered  with  a  watch-glass.  "When  complete  solution  has  ensued, 
and  the  color  of  the  fluid  shows  that  all  the  iron  is  dissolved  as 
ferric  chloride  (if  this  is  not  the  case  some  more  nitric  acid  must 
be  added),  rinse  the  watch-glass,  dilute  the  fluid  to  about  150  c.c, 
heat  to  incipient  ebullition,  add  ammonia  in  moderate  excess, 
filter  through  a  filter  exhausted  with  hydrochloric  acid,  &c. 
(Comp.  §  113,  1,  a.)  If  Bunsen's  filtering  apparatus  is  employed, 
proceed  as  described  on  p.  97. 

As  the  ferric  oxide  generally  contains  a  small  quantity  of  silica 
partially  arising  from  the  silicon  in  the  wire,  partially  taken  up 
from  the  glass  vessels),  after  it  is  weighed,  digest  with  fuming 
hydrochloric  acid  for  some  hours ;  when  the  ferric  oxide  is  all 
dissolved,  dilute,  collect  the  silica  on  a  small  filter,  ignite  and 
weigh.     The  weight  is  the  silica  -|-  the  aslies  of  both  filters. 

The  records  are  made  as  follows : — 

Watch-glass  +  iron 10-3192 

"  empty 9-9T50 

Iron -3442 

Crucible  -|-  ferric  oxide  +  silica  +  filter  ash.  17'0703 
"       empty 16-5761 

-4942 
Ash  of  large  filter -0008 

Ferric  oxide  -f-  silica -4934 

Crucible  -|-  silica  -f-  ashes  of  both  filters .  j . .   16-5809 
"       -  empty 16-5761 

-0048 
Ashes  of  the  filters -0014 

Silica -0034 

•4934  —  -0034  =  -4900  ferric  oxide  =  -343  iron 
which  gives  99-65  per  cent. 
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3.  Leax)  Acetate. 
Determination  of  Lead. -Tvituv^tQ  the  dry  and  non-effloresced 
crystals*  in    a  porcelain  mortar,   and  press  the  powder  between 
sheets  of  blotting  paper  until  fresh  sheets  are  no  longer  moistened 
by  it. 

a.  Weigh  about  1  grm.,  dissolve  in  water,  with  addition  of  a 

few  drops  of  acetic  acid,  and  proceed  exactly  as  directed  §  116, 1,  a. 

i.  Weigh  about  1  grm.,  and  proceed  exactly  as  directed  §  lie',  4. 

PbO 223-00  58-84 

(C,H30X0     .     .  '  .      102-00  26-91 

3H,0 54-00  14-25 


379-00  100-00 


4.  Potash  Altjm. 

Determination  of  Aluminium. —Yress  pure  triturated  potash 
alum  between  sheets  of  blotting  paper ;  weigh  off  about  2  grm., 
dissolve  in  water,  and  determine  aluminium  as  directed  p.  241,  a. 

K,0 94-26  9-93 

Al^O,        ....  103-00  10-85 

4S0, 320-00  33-Yl 

24H,0      ....  432-00  45-51 


949-26  100-00 


5.  Potassium  Dicheomate. 

termination  of  Chromic  Acid. — Fuse  pure  potassium  dichro- 
mate  at  a  gentle  heat,  weigh  off  -4 — -6  grm.,  dissolve  in  water, 
reduce  with  hydrochloric  acid  and  alcohol,  and  proceed  as  directed 
§  130,  I.,  a,  a. 

K,0 94-26  31-93 

2CrO,       ....     200-96  68-07 


295-22  100-00 


*  Obtained  by  dissolving  the  pulverized  commercial  salt  in  Ijot  water  nearly 
to  saturation,  filtering,  adding  a  drop  or  two  of  acetic  acid  to  tlie  solution,  and 
slowly  evaporating  to  crystallization. 
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6.  Aesenious  Oxide. 
Dissolve  about  0*2  grm.  pure  arsenioiis  oxide  in  small  lumps  in 
a  middle-sized  flask,  with  a  glass  stopper,  in  some  solution  of  soda, 
by  digesting  on  the  water-bath ;  dilute  with  a  little  water,  add 
hydrochloric  acid  in  excess,  and  then  nearly  fill  the  flask  with  clear 
hydrogen  sulphide  water.  Insert  the  stopper  and  shake.  If  the 
hydrogen  sulphide  is  present  in  excess,  the  precipitation  is  termi- 
nated ;  if  not,  conduct  an  excess  of  hydrogen  sulphide  gas  into  the 
fluid ;  proceed  in  all  other  respects  exactly  as  directed  §  127,  4. 

As,    .......     .     150  75-76 

0, 48  24-24: 


198  100-00 


B.  COMPLETE  ANALYSIS  OF  SALTS  IN  THE  GRAVIMETRIC  WAY; 
CALCULATION  OF  THE  FORMULA  FROM  THE  RESULTS  OB- 
TAINED (see  "  Calculation  of  Analyses,"  in  the  Appendix). 

7.  Calcium  Caebonate.* 

Heat  pure  calcium  carbonate  in  powder  (no  matter  whether 
Iceland  spar  or  the  artificially  prepared  substance,  see  "  Qual. 
Anal.,"  Am.  Ed.,  p.  87)  gently  in  a  platinum  crucible. 

a.  Determination  of  Calcium. — Dissolve  in  a  covered  beaker 
about  1  grm.  in  dilute  hydrochloric  acid,  heat  gently  until  the 
carbonic  acid  is  completely  expelled,  and  determine  calcium  as 
directed  §  103,  2,  5,  a. 

i.  Determination  of  Carbonic  Acid. — Determine  in  about  0-8 
grm.  the  carbonic  acid  after  §  139,  II.,  e. 

CaO 56  56-00 

CO, 44  44-00 


100  100-00 

8.    CtJPEIO    SuLPHATE.f 

Triturate  the  pure  crystals :(:  in  a  porcelain  mortar,  and  dry  as 
directed  p.  47,  a. 

*  Ca  <  3  >  CO.  t  Cu  <  3  >  80,  -f  5H,0. 

X  [Boil  a  solution  of  commercial  blue  vitriol  with  a  little  pure  hinoxide  of 
lead  to  oxidize  the  iron,  then  with  a  little  barium  carbonate  to  precipitate  it, 
mter  and  crystallize.— H.  "Wtjbtz,  Am.  Jour.  (3),  XXVI.  367.] 
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a.  Determination  of  Water  of  Crystallization.— 1.  Weigh  off 
in  a  crucible  1—2  gnn.  of  the  sah,  and,  having  first  heated  the  air- 
bath  (fig.  22,  p.  52)  so  that  tlie  thermometer  stands  steadily  at 
120° — 140°,  introduce  the  crucible,  uncovered,  and  maintain  the 
heat  for  two  hours.  Then  cool  the  crucible  in  a  desiccator  and 
weigh.  Heat  again  as  before,  for  an  hour,  and  weigh.  If  need  be, 
repeat  the  heating  until  no  more  loss  occurs.  The  loss  expresses 
the  amount  of  water  expelled  at  the  temperature  of  140°,  or  four 
molecules.  2.  Eaise  the  temperature  of  the  air-bath  to  between 
250°— 260°  and  proceed  as  before.  The  loss  is  the  one  molecule 
of  strongly  combined  water  of  crystallization,  or,  as  some  term  it, 
luater  of  halhydration. 

I.  Determination  of  Sulphuric  Acid.— Ixy  another  portion  of 
the  copper  sulphate  (about  1-5  grm.)  determine  the  sulphuric  acid 
according  to  §  132,  I.,  1. 

d.  Determination  of  Copper.— In  about  1-5  grm.  determine 
the  copper  as  cuprous  sulphide,  as  directed  §  119,  3,  a. 

CuO 79-40  31-83 

SO, 80-00  32-08 

H,0 18-00  7-22 

4,H0 72-00  28.87 

249-40  100-00 

9.  Crystallized  Hydrogen  Sodium  Phosphate.* 

a.  Determination  of  the  Water  of  Crystallization.  —  Heat 
about  1  grm.  of  the  pure  uneffloresced  salt  in  a  platinum  crucible, 
slowly  and  moderately,  first  in  the  water-bath,  then  in  the  air-bath, 
and  finally  some  distance  above  the  lamp  (not  to  visible  redness) ; 
the  loss  of  weight  gives  the  amount  of  water  of  crystallization. 

h.  Determination  of  the  Hydrogen  in  the  Anhydrous  Salt. — 
Ignite  the  residue  of  a.     The  loss  is  water. 

c.  Determination  of  Phosphoric  Acid. 

a.  Treat  1-5 — 2  grm.  of  the  salt  as  directed  §  134,  5,  a. 
13.  Treat  about  0-2  grm.  of  the  salt  as  directed  §  134,  h,  /?. 

I  recommend  the  student  to  perform  the  determination  by  each 
of  these  methods,  as  they  are  both  in  common  use  in  the  analytical 
laboratory. 

»  HO    ->. 
NaO  — ^  PO  -1-  12HjO. 
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d.  Determination  of  Sodium. — Treat  about  1-5  grm.  of  the 
salt  according  to  §  135,  a,  a.  After  the  excess  of  lead  has  been 
separated  with  hydrogen  sulphide,  the  fluid  is  to  be  evaporated  to 
diyness  and  weighed  in  a  platinum  dish;  comp.  §  69,  5,  and 
§  98,  2. 

P,0 142-00  19-83 

2]S'a,0 124-16  17-34 

H,0        18-00  2-51 

24H,0 432-00  60-32 

716-16  100-00 

10.  Silver  Chloeide. 

Ignite  pure  fused  silver  chloride  in  a  stream  of  pure  dry  hydro- 
gen till  complete  decomposition  is  effected,  and  weigh  the  silver 
obtained.  The  ignition  may  be  performed  in  a  light  bulb  tube,  or 
in  a  porcelain  boat  in  a  glass  tube,  or  in  a  porcelain  crucible  with 
perforated  cover  (§  115,  4). 

The  chlorine  may  be  in  this  case  estimated  by  difference ;  if 
you  want  to  determine  it  directly,  proceed  as  directed  §  141,  II.,  h. 

Ag 107-93  75-27 

CI 35-46  24-73 

143-39  100-00 

11.  Meectxric  Sulphide. 

Reduce  to  a  fine  powder,  and  dry  at  100°. 

a.  Determination  of  Sulphur. — Treat  about  0-5  grm.,  as 
directed  §  148,  /?,  p.  466,  using  nitric  acid  and  potassium  chlorate. 
Precipitate  with  barium  chloride,  and  after  decanting  the  clear 
liquid  into  a  filter,  boil  the  barium  sulphate  twice  with  dilute 
solution  of  ammonium  acetate  and  finally  wash  with  hot  water. 

5.  Deter TThination  of  Jiferciir?/.— Dissolve  about  05  grm.  as 
before,  dilute,  and  allow  to  stand  in  a  moderately  warm  place 
until  the  smell  of  chlorine  has  nearly  gone  off ;  filter  if  necessary, 
add  ammonia  in  excess,  heat  gently  for  some  time,  add  hydro- 
chloric acid  until  the  white  precipitate  of  mercuric  chloride  and 
amide  of  mercury  is  redissolved,  and  treat  the  solution,  which  now 
no  longer  smells  of  chlorine,  as  directed  §  118,  3. 

Hg 200-00  86-21 

S 32-00  13-79 


232-00  100-00 
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12.  Cbystaxlized  Calcium  Sulphate.* 

Select  clean  and  pure  cystals  of  selenite,  triturate  to  a  coarse 
powder,  avoiding  as  much  as  possible  exposure  to  the  ah-,  and  coiii 
up  in  a  weighing  tube. 

a.  Determination  of  Water. — After  §  35,  a,  a. 

h.  Determination  of  Suljphxuio  Add  and  Calcium  {%  132, 
II.,  J,  a). 

CaO 56  32-56 

SO, 80  46-51 

2H,0 36  20-93 

172  100-00 


C.  SEPARATION  OF  TWO  BASIC  OR  TWO  ACID  RADICALS  PROM 
EACH  OTHER,  AND  DETERMINATIONS  IN  THE  VOLUMETRIC 
WAY. 

13.  Sepaeation  of  Ikon  feom  Manganese. 

Dissolve  in  hydrochloric  acid  about  0-2  grm.  fine  pianoforte 
wire,  and  about  the  same  quantity  of  ignited  protosesquioxide  of 
manganese  (prepared  as  directed  §  109,  1,  a) ;  heat  with  a  little 
nitric  acid,  and  separate  the  two  metals  by  means  of  sodium  acetate 
(p.  517).     Determine  the  manganese  as  directed  §  109,  3. 


14.    YOLUMETEIC    DeTEEMINATION    OF    IeON   BY    SOLUTION   OF 

Potassium  Permanganate. 

a.   Graduation  of  the  Solution  of  Potassium  Perviati- 
ganate. 
a.  By  metallic  iron  (fine  piano  wire)  dissolved  in  dilute  sul- 
phuric acid  (p.  268). 

yS.  By  ammonium  oxalate  (p.  270). 

h.  Determination  of  Iron  in  Ammonium  Ferrous  Sul- 
phate. 
In  solution  acidified  with  sulphuric  acid  (p.  272,  ft). 
The  formula  requires  18-37  per  cent,  of  FeO. 

*Ca  <  Q>  S0,  +  3H,0. 
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c.  Determination  of  the  Iron  in  a  Limonite. 
Powder  finely,  dry  at  100°,  weigh  ofE  2  grin.,  heat  with  strong 
hydrochloric  acid  till  the  ferric  oxide  is  completely  dissolved,  dilute 
the  acid  solution  with  twice  its  volume  of  water,  filter,  evaporate 
with  sulphuric  acid,  dilute  the  ferric  sulphate  to  500  c.c,  and  in 
two  or  three  portions  of  100  c.c.  each  reduce  ferric  to  ferrous 
sulphate,  and  determine  iron  as  directed  in  §  113,  a,  p.  278. 

15.    YOLUMETEIC    DeTEEMINATION    OF    IeON   WITH     SoDIUM 

Thiosulphate. 
a.  Graduation  of  tlie  Solution  of  Sodium  Thiosulphate. 

a.  By  solution  of  ferric  chloride  (p.  280). 

fi.  By  ammonia-iron-alum  (p.   119).      2  grms.  to  be  weighed 
ofi,  dissolved  in  water  with  addition  of  hydrochloric  acid. 

h.  Determination  of  Iron  in  limonite. 
Decompose  2  to  3  grms.  with  concentrated  hydrochloric  acid. 
Transfer  to  a  500  c.c.  flask,  mix  well  the  solution  diluted  to 
500  c.c,  and  determine  repeatedly  iron  in  portions  of  100  c.c. 
each,  after  §  113,  3,  h.  (If  the  ore  contains  ferrous  iron,  oxidize  the 
hydrochloric  acid  solution  with  potassium  chlorate,  avoiding  need- 
less excess,  and  concentrate  it  one  half  to  remove  excess  of  chlorine. 
See  §  112,  1,  p.  266.) 

16.  Deteemination  of  Nitric  Acid  in  Potassium  Niteate. 

Heat  pure  nitre,  not  to  fusion,  and  transfer  it  to  a  tube  provided 
with  a  cork. 

Treat  0-5  grm.  as  directed  p.  473,  (i. 

K,0 94-26  46-59 

KO, 108-08  53-41 


202-34  100-00 

17.  Sepaeation  of  Magnesium  feom  Sodium. 

Dissolve  about  0-4  grm.  pure  recently  ignited  magnesia  and 
about  0-5  grm.  pure  well-dried  sodium  chloride  in  dilute  hydro- 
chloric acid  (avoiding  a  large  excess),  and  separate  by  one  of  tlie 
methods  described  in  §  153,  4. 
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18.  Separation  of  Potassium  from  Sodium. 

Triturate  crystallized  sodium  potassium  tartrate  (Rochelle  salt), 
press  between  blotting  paper,  weigh  off  about  1-5  grra.,  heat  in  a 
platinum  crucible,  gently  at  first,  then  for  some  time  to  gentle 
ignition.  The  carbonaceous  residue  is  first  extracted  with  water, 
finally  with  dilute  hydrochloric  acid,  the  acid  fluid  is  evaporated  in 
a  weighed  platinum  dish,  and  the  chlorides  are  weighed  together 
(§  97,  2).  Then  separate  them  by  platinic  chloride  (p.  481, 1),  and 
calculate  from  the  results  the  quantities  of  soda  and  potassa  sever- 
ally contained  in  the  Rochelle  salt. 

K,0 94-26  16-70 

]SXO 62-08  11-00 

CJisO,.     ....  264-00  46-78    ' 

811,0 144-00  25-52 

564-34  100-00 

•19.  Volumetric  Determination  of  Chlorine  in  Chlorides. 

a.  Preparation  and  examination  of  the  solution  of  silver  nitrate 
(§  141,  I.,  b,  a). 

h.  Indirect  determination  of  the  sodium  and  potassium  in 
Eochelle  salt,  by  volumetric  estimation  of  the  chlorine  in  the 
alkali  chlorides  prepared  as  in  No.  18.  For  calculation,  see  "  Cal- 
ciilation  of  Analyses,"  in  the  Appendix. 

20.  Acidimetey. 

a.  Preparation  of  standard  acid  and  alkali  solutions.  Sulphuric 
acid  and  potash,  or  hydrochloric  acid  and  ammonia  may  be  used 

(§  192). 

I.  Determination  of  acid  in  hydrochloric  acid,  by  the  speciiic 

gravity  (p.  677). 

c.  Determination  of  acid  in  the  same  hydrochloric  acid,  by  an 
alkaline  fluid  of  known  strength  (p.  684). 

d.  Determination  of  acid  in  colored  vinegar,  by  saturation  with 
a  standard  alkaline  solution.     (Application  of  test-papers,  p.  684). 

21.  Alkalimetry. 
a.  Preparation  of  the  normal  acid  after  Desckoizilles   and 
Gay-Lussac  (§  195). 
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5.  Yaliiation  of  a  soda-ash  after  expulsion  of  the  water  by  gentle 
ignition. 

a.  After  Desceoizilles  and  Gay-Lussac  (§  195). 
/J.  After  MoHR  (§  196). 

22.  DETEESimATioN  OF  Ammonidm. 

Treat  about  0"8  grm.  chloride  of  ammonium  as  directed  §  99, 
3,  a. 

NH,   .  .  18-01  .  .  33-Y2         NH,    .  .  .  17-04  .  .  31-85 
CI     .  .  .  35-46  .  .  66-28  HCl    .  .  .  36-46  .  .  68-15 


53-50       100-00  53-50       100-00 


D.  ANALYSIS   OP  ALLOYS,   MINERALS,  INDUSTRIAL   PRODUCTS, 
&c.,  IN  THE  GRAVIMETRIC  AND  VOLUMETRIC  WAY. 

23.  Am-alysis  of  Beass. 

Brass  consists  of  from  25  to  35  per  cent,  of  zinc  and  from  75  to 
65  per  cent,  of  copper.  It  also  contains  usually  small  quantities  of 
tin  and  lead,  and  occasionally  traces  of  iron. 

Dissolve  about  2  grm.  in  nitric  acid,  evaporate  on  the  water- 
bath  to  dryness,  moisten  the  residue  with  nitric  acid,  add  some 
water,  warm,  dilute  still  further,  and  filter  off  any  residual  meta- 
stannic  acid  (§  126,  1,  a).  Add  to  the  filtrate,  or,  if  the  quantity 
of  tin  is  very  inconsiderable,  directly  to  the  solution,  about  20  c.c. 
dilute  sulphuric  acid  ;  evaporate  to  dryness  on  the  water-bath,  add 
50  c.c.  water,  and  apply  heat.  If  a  residue  remains  (lead  sul- 
phate), filter  it  off,  and  treat  it  as  directed  §  116,  3.  In  the  filtrate, 
separate  the  copper  from  the  zinc  by  sodiiim  thiosulphate  (p.  540). 
If  the  quantity  of  iron  present  can  be  determined,  determine  it  in 
the  weighed  oxide  of  zinc  (§  160). 

24.  Analysis  of  Soldee  (Tin  and  Lead). 

Introduce  about  1-5  grm.  of  tlie  alloy,  cut  into  small  pieces, 
into  a  flask,  treat  it  with  nitric  acid,  and  proceed  as  directed  p.  339, 
to  effect  the  separation  and  estimation  of  the  tin. 

Mix  the  filtrate  in  a  porcelain  dish  with  pure  dilute  sulphuric 
acid,  evaporate  the  nitric  acid  on  the  water-bath,  and  proceed  with 
the  lead  sulphate  obtained  as  directed  §  116,  3.     Test  the  fiuid 
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filtered  from  the  lead  sulphate  with  hydrogen  sulphide  and  ammo- 
nium sulphide  for  the.  other  metals  which  the  alloy  might  contain 
besides  tin  and  lead.  The  stannic  oxide  may  contain  small  quan- 
tities of  iron  or  copper ;  it  is  tested  for  these  by  fusion  with 
sodium  carbonate  and  sulphur  (p.  658). 

25.  Analysis  of  a  Dolomite. 
See  §  210. 

26.  Analysis  of  Felspab. 

a.  Decomposition  by  sodium  carbonate  (§  140,  II.,  5) ;  removal 
of  the  silicic  acid  ;  precipitation  of  the  aluminium  with  the  small 
quantity  of  iron  as  hydroxides  by  ammonia  (in  platinum  or  Berlin 
porcelain,  not  in  glas6  vessels)  after  §  156,  1,  (37) ;  sepai-ation  of 
barium,  if  present,  from  the  filtrate  with  dilute  sulphuric  acid,  and 
then  of  calcium  with  ammonium  oxalate,  §  154  (28).  Finally,  solu- 
tion of  the  weighed  alumina  in  concentrated  hydrochloric  acid, 
separation  and  weighing  of  traces  of  silica  if  present ;  evaporation 
with  sulphuric  acid  and  volumetric  determination  of  iron,  generally 
present  in  small  quantities  after  §  113,  p.  279. 

h.  Decomposition  by  Smith's  method,  p.  426.  Separate  the 
alkalies  after  §  152,  1. 

c.  Determine  loss  by  ignition. 

27.  Assay  of  a  Calamine  ok  Smithsontte. 

After  §  215. 

Volumetric  determination  of  the  zinc. 

28.  Assay  of  Galena. 
Determination  of  the  lead,  as  directed  §  213. 

29.  Valuation  of  Ciilokide  of  Lime  (§  199). 

a.  After  Penot  (p.  699). 
I.  After  Otto  (p.  701). 

30.  Valuation  of  Manganese  (§  202). 
a.  After  Fkeseniub  and  Will  (p.  7u5).     The  evolved  00,  to 
be  weighed  (p.  708). 

h.  After  Bunsen  (p.  709). 
c.  By  means  of  iron  (p.  709). 
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31.  Complete  Analysis  of  Ieon  Oee  (§  217). 

E.  DETERMINATION  OP  THE  SOLUBILITY  OF  SALTS. 

32.  Deteemikation  of  the  Degeee  of  Solubility  of  Common 

Salt. 

a.  At  hoiling  heat. — Dissolve  perfectly  pure  pulverized  sodium 
chloride  in  distilled  water,  in  a  flask,  heat  to  boiling,  and  keep  in 
ebullition  until  part  of  the  dissolved  salt  separates.  Filter  the 
fluid  now  with  the  greatest  expedition,  through  a  funnel  surrounded 
with  boiling  water  and  covered  with  a  glass  plate,  into  an  accu- 
rately tared  capacious  measuring  flask.  As  soon  as  about  100  c.c. 
of  fluid  have  passed  into  the  flask,  insert  the  cork,  allow  to  cool, 
and  weigh.  Fill  the  flask  now  up  to  the  mark  with  water,  and 
determine  the  salt  in  an  aliquot  portion  of  the  fluid,  by  evaporating 
in  a  platinum  dish  (best  with  addition  of  some  ammonium  chloride, 
which  will,  in  some  measure,  prevent  decrepitation) ;  or  by  deter- 
mining the  chlorine  (§  141). 

h.  At  14°. — Allow  the  boiling  saturated  solution  to  cool  down 
to  this  temperature  with  frequent  shaking,  and  then  proceed  as 
in  a. 

100  parts  of  water  dissolve  at  109-Y°. . .  .40-35  of  sodium  chloride. 
100  "  "  14°     ....35-87  "  " 

33.  Deteemxnation  of  the  Degeee  of  Solubility  of   Calcium 

Sulphate. 

a.  At  100°. 

l.  At  12°. 

Digest  pure  pulverized  calcium  sulphate  for  some  time  with 
water,  in  the  last  stage  of  the  process  at  40° — 50°  (at  which  tempera- 
ture sulphate  of  lime  is  most  soluble) ;  shake  the  mixture  frequently 
during  the  process.  Decant  the  clear  solution,  together  with  a 
little  of  the  precipitate,  into  two  flasks,  and  boil  the  fluid  in  one  of 
them  for  some  time ;  allow  that  in  the  other  to  cool  down  to  12°, 
with  frequent  shaking,  and  let  it  stand  for  some  time  at  that 
temperature.  Then  filter  both  solutions,  weigh  the  filtrates,  and 
determine  the  amount  of  calcium  sulphate  respectively  contained 
in  them,  by  evaporating  and  igniting  the  residues. 

100  parts  of  water  dissolve  at  100'    0-217  of  anhydrous  calcium  sulphate. 

100  "  "  12°     ....0-233 

34.  Analysis  of  Atmospheeic  Aie. 
See  §  221. 
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F.   ORaANIO   ANALYSIS   AND    ANALYSES   IN    WHICH    ORGANIC 
ANALYSIS  IS  APPLIED. 

35.  Ajq^AXYSis  of  Taetaeio  Acid. 

Select  clean  and  white  crystals.     Powder  and  dry  at  100°. 
a.  Burn   with    lead    chromate   after   §  1Y7.      For   details    of 
manipulation  see  §§  174  and  175. 

J.  Burn  with  oxygen  gas  in  a  tray,  §  178. 

C 48  32 

H. 6  4 

O. 96  64 

150  100 

36.  Determination  of  the  E'iteogen  in  Ceystallized  Potas- 

sium  Feeeoctanide. 
Triturate  the  perfectly  pure  crystals,  press  in  blotting  paper, 
and  determine  the  nitrogen  as  directed  §  185.     (Combustion  with 
soda  lime.)     The  formula  requires  19'93  per  cent,  of  nitrogen. 

37.  Analysis  of  Ueic  Acid  (or  any  other  perfectly  pure  organic 

compound  of  carbon,  hydrogen,  oxygen,  and  nitrogen). 

Dry  pure  uric  acid  at  100°. 

a.  Determination  of  the  carbon  and  hydrogen  (§  183). 

5.  Determination  of  the  nitrogen. 

a.  After  §  185.  , 

p.  After  §  184,  II. 

C. 60-00  35-68 

N 56-16  33-40* 

H 4-00  2-38 

0 48-00  28-54 

168-16  100-00 

38.  Analysis  of  a  Superphosphate  (§  220). 

39.  Analysis  of  Coal  (§  219.) 

40.  Analysis  of  a  Cast  Ieon. 


After  §  218. 


*  Taking  14  for  the  atomic  weight  of  N  gives  33  SS  per  cent,  of  nitrogen. 
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ANALYTICAL  EXPERIMENTS.* 

1.  Action  op  Water  upon  Glass  and  Porcblaet  Vessels,  m  the 
Process  op  Ev-u-okation  (to  g  41). 

A  large  bottle  was  filled  with  water  cautiously  distilled  from  a  copper  boiler 
■with  a  tia  condensing  tube.  All  the  experiments  in  1  were  made  with  this 
water. 

a.  300  c.c,  cautiously  evaporated  in  a  platinum  dish,  left  a  residue  weighing, 
after  ignition,  00005  grm.=00017  per  1000. 

b.  600  c.c.  were  evaporated,  boiling,  nearly  to  dryness,  in  a  wide  flask  of 
Bohemian  glass;  the  residue  was  transferred  to  a  platinum  dish,  and  the  flask 
rinsed  with  100  c.c.  distilled  water,  which  was  added  to  tlie  residue  in  the  dish; 
the  fluid  in  the  latter  was  then  evaporated  to  dryness,  and  the  residue  ignited. 

The  residue  weighed 00104  grm. 

Deducting  from  this  the  quantity  of  fixed  matter  originally 
contained  in  the  distilled  water,  viz O'OOIS     " 

There  remains  substance  taken  up  from  the  glass 0  0092     " 

=0  0153  per  1000. 

In  three  otlier  experiments,  made  in  the  same  manner,  300  c.c.  left,  in  two 
0'0049  grm.,  in  the  third  00037  grra. ;  which,  calculated  for  600  c.c,  gives  an 

average  of 00090  grm. 

And  after  a  deduction  of 00012     " 

0'0078     " 
=0  013  per  1000. 

We  may  therefore  assume  that  1  litre  of  water  dissolves,  when  boiled  down 

to  a  small  bulk  in  glass  vessels,  about  14  milligrammes  of  the  constituents  of  the 

glass. 

c.  600  c.c.  were  evaporated  nearly  to  dryness  in  a  dish  of  Berlin  porcelain,  and 
in  all  other  respects  treated  as  in  b. 

The  residue  weighed 00015  grm. 

Deducting  from  this  the  quantity  of  fixed  matter  contained  in 
the  distilled  water,  viz 0'0013     " 

There  remains  substance  taken  up  from  the  porcelain 0'0003     " 

=0  0005  per  1000. 

*  The  experiments  are  numbered  as  In  the  original  edition,  but  some  are  omitted. 


810  ANALYTICAL  EXPERIMENTS. 

3.  Action  op  Hydbochlokic  Acid  upon  Glass  and  Pohcelain  Vessels, 

IN   THE   PkOCESS   OF   EVAPOBATION   (tO  §  41). 

The  distilled  water  used  in  1  was  mixed  with  ^  of  pure  hydrochloric  acid. 

a.  300  grm.,  evaporated  in  arlatinum  dish,  left  0'002  grm.  residue. 

b.  300  grm.,  evaporated  first  in  Bohemian  glass  nearly  to  dryness,  then  in  a 
platinum  dish,  left  0  0019  residue;  the  dilute  hydrochloric  acid,  therefore,  had 
not  attacked  the  glass. 

c.  300  grm.,  evaporated  in  Berlin  porcelain,  &c.,  left  0'0036  grm.,  accordingly 
after  deducting  0-002,  0-0016=0-0053  per  1000. 

d.  In  a  second  experiment  made  in  the  same  manner  as  in  c,  the  residue 
amounted  to  0-0034,  accordingly  after  deducting  0003,  0-0014=0-0047  per  1000. 

Hydrochloric  acid,  therefore,  attacks  glass  much  less  than  water,  whilst 
porcelain  is  about  equally  affected  by  water  and  dilute  hydrochloric  acid.  This 
shows  that  the  action  of  water  upon  glass  consists  in  the  formation  of  soluble 
basic  silicates. 

3.  Action  oif  SoLrrTioN  of  Ammonium  Chloridb  upon  Glass  and 
Porcelain  Vessels,  in  the  Process  op  Evaporation  (to  §  41). 

In  the  distilled  water  of  1,  ^V  of  ammonium  chloride  was  dissolved,  and  the 
solution  filtered. 

a.  300  c.c,  evaporated  in  a  platinum  dish,  left  0-006  grm.  fixed  residue. 

b.  300  c.c,  evaporated  first  nearly  to  dryness  in  Bohemian  glass,  then  to  dry 
ness  in  a  platinum  dish,  left  0-0179  grm. ;  deducting  from  this  0-006  grm.,  there 
remains  substance  taken  up  from  the  glass,  0-0119=0-0397  per  iOOO. 

c.  300  CO.,  treated  in  the  same  manner  in  Berlin  porcelain,  left  0-0178 
deducting  from  this  0-006,  there  remains  0-0118=0-0393  per  1000. 

Solution  of  ammonium  chloride,  therefore,  strongly  attacks  both  glass  and 
porcelain  in  the  process  of  evaporation. 

4.  Action  of  Solution  op  Sodium  Cabbonate  upon  Glasp  and  Porce- 
lain Vessels  (to  §  41). 

In  the  distilled  water  of  1,  yV  of  P^re  crystallized  sodium  carbonate  was  dis- 
solved. 

a.  300  CO.,  supersaturated  with  hydrochloric  acid  and  evaporated  to  dryness 
in  a  platinum  dish,  &c.,  gave  0-0036  grm.  silica=0-0087  per  1000. 

b.  300  c.c.  were  gently  boiled  for  three  hours  in  a  glass  vessel,  the  evaporat- 
ing water  being  replaced  from  time  to  time;  the  tolerably  concentrated  liquid 
was  then  treated  as  in  a;  it  left  a  residue  weighing  0  1376  grm.;  deducting  from 
this  the  00036  grm.  left  in  a,  there  remains  0  135  grm.  =  0  450  per  1000. 

c.  300  c.c,  treated  in  the  same  manner  as  in  b,  in  a  porcelain  vessel,  left 
0-0099;  deducting  from  this  0-0026  grm.,  there  remains 0-0073=0-0343  per  1000. 

Which  shows  that  boiling  solution  of  sodium  carbonate  attacks  glass  very 
strongly,  and  porcelain  also  in  a  very  marked  manner. 

5.  Water  Distilled  pbom  Glass  Vessels  (to  §  56,  1). 

42-41  grm.  of  water  distilled  with  extreme  caution  from  a  tall  flask  with  a 
LiEBio's  condenser,  left  upon  evaporation  in  a  platinum  dish,  a  residue  weighing, 
after  ignition,  0-0018  grm.,  consequently  sila- 
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6.  Potassium  Sulphate  aito  Alcohol  (to  §  68,  a). 

a.  Ignited  pure  potassium  sulphate  was  digested  cold  with  absolute  alcohol 
for  several  days,  with  frequent  shaking;  the  fluid  was  filtered  off,  the  filtrate 
diluted  with  water,  and  then  mixed  with  barium  chloride.  It  remained  perfectly 
clear  upon  the  addition  of  this  reagent,  but  after  the  lapse  of  a  considerable  time 
it  began  to  exhibit  a  slight  opalescence.  Upon  evaporation  to  dryness,  there 
remained  a  very  trifling  residue,  which  gave,  however,  distinct  indications  of  the 
presence  of  sulphuric  acid. 

b.  The  same  salt  treated  in  the  same  manner,  with  addition  of  some  pure 
concentrated  sulphuric  acid,  gave  a  filtrate  which,  upon  evaporation  in  a  plati- 
num dish,  left  a  clearly  perceptible  fixed  residue  of  potassium  sulphate. 

7.  Deportment  op  Potassium  Chlpkide  in  the  Am  and  at  a  High 
Temperatukb  (to  §  68,  b). 

0  97^7  grm.  of  ignited  (not  fused)  pure  potassium  chloride,  heated  for  10 
minutes  to  dull  redness  in  an  open  platinum  dish,  lost  00007  grm.;  the  salt  was 
then  kept  for  10  minutes  longer  at  the  same  temperature,  when  no  further  dimi- 
nution of  weight  was  observed.  Heated  to  bright  redness  and  semi-fusion,  the 
salt  suffered  a  further  loss  of  weight  to  the  extent  of  O'OOOQ  grm.  Ignited 
intensely  and  to  perfect  fusion,  it  lost  0  0034  grm.  more. 

Eighteen  hours'  exposure  to  the  air  produced  not  the  slightest  increase  of 
weight. 

8.  SoLUBiLiTT  OP  Potassium  Platinic  Chloride  in  Alcohol  (to  §  68,  c). 
a.  In  absence  of  free  Hydrochloric  Acid. 

a.  An  excess  of  perfectly  pure,  recently  precipitated  potassium  platinic 
chloride  was  digested  for  6  days  at  15 — 20°,  with  alcohol  of  075  per  cent.,  in  a 
stoppered  bottle,  with  frequent  shaking.  725  grm.  of  the  perfectly  colorless 
filtrate  left  upon  evaporation  in  a  platinum  dish  a  residue  which,  dried  at  100°, 
weighed  0'006  grm.;  1  part  of  the  salt  requires  therefore  12083  parts  of  alcohol 
of  975  per  cent,  for  solution. 

ft.  The  same  experiment  was  made  with  alcohol  of  76  per  cent.  The  filtrate 
might  be  said  to  be  colorless;  upon  evaporation,  slight  blackening  ensued,  on 
which  account  the  residue  was  determined  as  platinum.  75  5  grm.  yielded 
O'OOS  grm.  platinum,  corresponding  to  0'02  grm.  of  the  salt.  One  part  of  the 
salt  dissolves  accordingly  in  3775  parts  of  alcohol  of  76  per  cent. 

y.  The  same  experiment  was  made  with  alcohol  of  55  per  cent.     The  filtrate 
was  distinctly  yellowish.    63-2  grm.  left  0'0241  grm.  platinum,  corresponding  to 
0'06  grm.  of  the  salt.     One  part  of  the  salt  dissolves  accordingly  in  1053  parts  of 
alcohol  of  55  per  cent. 
b.  In  presence  of  free  Hydrochloric  Acid. 

Recently  precipitated  potassium  platinic  chloride  was  digested  cold  with 
alcohol  of  76  per  cent.,  to  which  some  hydrochloric  acid  had  been  added.  The 
solution  was  yellowish;  67  grm.  left  00146  grm.  platinum,  which  corresponds  to 
0-0365  grm.  of  the  salt.  One  part  of  the  salt  dissolves  accordingly  in  1835  parts 
of  alcohol  mixed  with  hydrochloric  acid. 

9.  Sodium  Sulphate  and  Alcohol  (to  §  69,  a). 

Experiments  made  with  pure  anhydrous  sodium  sulphate,  in  the  manner 


8153  ANALYTICAL  EXPERIMENTS. 

described  in  6,  showed  that  this  salt  comports  itself  both  with  pure  alcohol,  and 
with  alcohol  containing  sulphuric  acid,  exactly  like  potassium  sulphate. 

10.  Deportment  of  ignited  Sodium  Sulphate  in  the  Am  (to  §  69,  a). 

2  5169  grm.  anhydrous  sodium  sulphate  were  exposed,  in  a  watch-glass,  to 
the  open  air  on  a  hot  summer  day.  The  first  few  minutes  passed  without  any 
increase  of  weight,  but  after  the  lapse  of  5  hours  there  was  an  increase  of  0'0061 
grm. 

12.  Deportment  op  Sodium  Chloride  in  the  Air  (to  §  69,  b). 

4'3281  grm.  of  chemically  pure,  moderately  ignited  (not  fused)  sodium 
chloride,  which  had  been  cooled  under  a  bell-glass  over  sulphuric  acid,  acquired 
during  45  minutes'  exposure  to  the  (somewhat  moist)  air  an  increase  of  weight 
of  0-0009  grm. 

13.  Deportment  of  Sodium  Chloride  upon  Ignition  by  itself  and 
■with  Ammonium  Chloridb  (to  §  69,  i). 

4'3281  grm.  chemically  pure,  ignited  sodium  chloride  were  dissolved  in 
water,  in  a  moderate-sized  platinum  dish,  and  pure  ammonium  chloride  was 
added  to  the  solution,  which  was  then  evaporated  and  the  residue  gently  heated 
until  the  evolution  of  ammonium  chloride  fumes  had  apparently  ceased.  The 
residue  weighed  4'3334grm.  It  was  then  very  gently  ignited  for  about  2  minutes, 
and  after  this  re-weighed,  when  the  weight  was  found  to  be  4'3314  grm.  A  few 
minutes'  ignition  at  a  red  heat  reduced  the  weight  to  4-3275  grm.,  and  2  minutes' 
further  ignition  at  a  bright  red  heat  (upon  which  occasion  white  fumes  were 
seen  to  escape),  to  4-3249  grm. 

14.  Deportment  of  Sodium:  Carbonate  in  the  Air  and  on  Ignition 
(to  §  69,  c). 

2-1061  grm.  of  moderately  ignited  chemically  pure  sodium  carbonate  were 
exposed  to  the  air  in  an  open  platinum  dish  in  July  in  bad  weather;  after  10 
minutes  the  weight  was  2-1078,  after  1  hour,  2-1113,  after  5  hours,  2-1257. 

1-4212  grm.  of  moderately  ignited  chemically  pure  sodium  carbonate  were 
ignited  for  5  minutes  in  a  covered  platinum  crucible;  no  fusion  took  place,  and 
the  weight  was  unaltered.  Heated  more  strongly  for  5  minutes,  it  partially 
fused,  and  then  weighed  1-4302.  After  being  kept  fusing  for  5  minutes,  it 
-weighed  1  -4135. 

15.  Deportment  of  Ammonium  Chloride  upon  Evaporation  and 
Drying  (to  §  70,  a). 

0-5625  grm.  pure  and  perfectly  dry  ammonium  chloride  was  dissolved  in 
water  in  a  platinum  dish,  evaporated  to  dryness  in  the  water-bath  and  com- 
pletely dried;  the  weight  was  now  found  to  be  0-5622  grm.  (ratio  100:99-94).  It 
was  again  heated  for  15  minutes  in  the  water-bath,  and  afterwards  re-weighed, 
when  the  weight  was  found  to  be  0-5612  grm.  (ratio  100: 99-77).  Exposed  once 
more  for  15  minutes  to  the  same  temperature,  the  residue  weighed  0-5608  grm. 
(ratio  100:99-69). 

16.  Solubility  op  Ammonium  Platinic  Chloride  in  Alcohol  (to  §  70,  J). 
«,.  Tn  absence  of  free  Hydrochloric  Acid. 

a.  An  excess  of  perfectly  pure,  recently  precipitated  ammonium  platinic 
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chloride  was  digested  for  6  days,  at  15—20°,  with  alcohol  of  97-5  per  cent.,  in  a 
stoppered  bottle,  with  frequent  agitation. 

74-3  grm.  of  the  perfectly  colorless  filtrate  left,  upon  evaporation  and  ignition 
in  a  platinum  dish,  0-0012  grm.  platinum,  corresponding  to  0-0028  of  the  salt. 
One  part  of  the  salt  Requires  accordingly  26535  parts  of  alcohol  of  97  5  per  cent. 

(i.  The  same  e.xperiment  was  made  with  alcohol  of  76  per  cent.  The  filtrate 
was  distinctly  yellowish. 

81-75  grm.  left  0-0257  platinum,  which  corresponds  to  0-0584  grm.  of  the  salt. 
One  part  of  the  salt  dissolves  accordingly  in  1406  parts  of  alcohol  of  76  per  cent. 

y.  The  same  experiment  was  made  with  alcohol  of  55  per  cent.  The  filtrate 
was  distinctly  yellow.  Slight  blackening  ensued  upon  evaporation,  and  56-5 
grm.  left  00364  platinum,  which  corresponds  to  0-08272  grm.  of  the  salt.  Con- 
sequentlj',  1  part  of  the  salt  dissolves  in  665  parts  of  alcohol  of  55  per  cent. 

J.  In  presence  of  Eydrochlm-ic  Acid. 

The  experiment  described  in  /J  was  repeated,  with  this  modification,  that 
some  hydrochloric  acid  was  added  to  the  alcohol.  76-5  grm.  left  00501  grm.  of 
platinum,  which  corresponds  to  01139  grm.  of  the  salt.  672  parts  of  the  acidi- 
fied alcohol  bad  therefore  dissolved  1  part  of  the  salt. 

17.  SoLTJBrLiTT  OP  Babixjm  Cakbonatb  in  Watek  (to  §  71,  b). 

a.  In  Cold  Water. — Perfectly  pure,  recently  precipitated  BaCOs  was  digested 
for  5  days  with  water  of  16 — 20°,  with  frequent  shaking.  The  mixture  was 
filtered,  and  a  portion  of  the  filtrate  tested  with  sulphuric  acid,  another  portion 
■with  ammonia;  the  former  reagent  immediately  produced  turbidity  in  the  fluid, 
the  latter  only  after  the  lapse  of  a  considerable  time.  84-82  grm.  of  the  solution 
left,  upon  evaporation,  0-0060  BaCOs.  One  part  of  that  salt  dissolves  conse- 
quently in  14137  parts  of  cold  water. 

b.  In  Hot  Water. — The  same  barium  carbonate  being  boiled  for  10  minutes 
with  pure  distilled  water,  gave  a  filtrate  manifesting  the  same  reactions  as  tliat 
prepared  with  cold  water,  and  remaining  perfectly  clear  upon  cooling.  8482 
grm.  of  the  hot  solution  left,  upon  evaporation,  0  0055  grm.  of  barium  carbonate. 
One  part  of  that  salt  dissolves  therefore  in  15421  parts  of  boiling  water. 

18.  SOLtTBrLITT   OP   BARIUM   CARBONATE   IN  WATER  CONTAINING   AmJIONIA 

AND  Ammonium  Carbonate  (to  §  71,  b). 

A  solution  of  chemically  pure  barium  chloride  was  mixed  with  ammonia  and 
ammonium  carbonate  in  excess,  gently  heated  and  allowed  to  stand  at  rest  for  12 
hours;  the  fluid  was  then  filtered  oil;  the  filtrate  remained  perfectly  clear  upon 
addition  of  sulphuric  acid;  but  after  the  lapse  of  a  very  considerable  time,  a 
hardly  perceptible  precipitate  separated.  84 '83  grm.  of  the  filtrate  left,  upon 
evaporation  in  a  small  platinum  dish,  and  subsequent  gentle  ignition,  0-0006 
grm.  One  part  of  the  salt  had  consequently  dissolved  in  141000  parts  of  the 
fluid. 

19.  Solubility  of  Barium  Silico-Fluokide  in  Water  (to  §  71,  c). 

a.  Recently  precipitated,  thoroughly  washed  barium  silico-fluoride  was 
digested  for  4  days  in  cold  water,  with  frequent  shaking;  the  fluid  was  then 
filtered  off,  and  a  portion  of  the  filtrate  tested  with  dilute  sulphuric  acid,  another 
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portion  with  solution  of  calcium  sulphate ;  both  reagents  produced  turbidity — 
the  former  immediately,  the  latter  after  one  or  two  seconds — precipitates  sepa- 
rated from  both  portions  after  the  lapse  of  some  time.  84.83  grm.  of  the  filtrate 
left  a  residue  which,  after  being  thoroughly  dried,  weighed  0'0233  grm.  One 
part  of  the  salt  had  consequently  required  3803  parts  of  cold  water  for  its  solu- 
tion. 

b.  A  portion  of  another  sample  of  recently  precipitated  barium  silico-fluoride 
was  heated  with  water  to  boiling,  and  the  solution  allowed  to  cool  (upon  which 
a  portion  of  the  dissolved  salt  separated).  The  cold  fluid  was  left  for  a  consider- 
able time  longer  in  contact  with  the  undissolved  salt,  and  was  then  filtered  oflf. 
The  filtrate  showed  the  same  deportment  with  solution  of  sulphate  of  lime  as 
that  of  a.  84 '82  grm.  of  it  left  0  035  grm.  One  part  of  the  salt  had  accordingly 
dissolved  in  3393  parts  of  water. 

20.  Solubility  of  Barium  Silico-Pluobidb  n?  Water  acidified  with 
Hydrochloric  Acid  (to  §  71,  e). 

a.  Recently  precipitated  pure  barium  silico-fluoride  was  digested  with  frequent 
agitation  for  3  weeks  with  cold  water  acidified  with  hydrochloric  acid.  The 
filtrate  gave  with  sulphuric  acid  a  rather  copious  precipitate.  84'83  grm.  left 
01155  grm.  of  thoroughly  dried  residue,  which,  calculated  as  barium  silico- 
fluoride,  gives  733  parts  of  fluid  to  1  part  of  that  salt. 

J.  Recently  precipitated  pure  barium  silico-fluoride  was  mixed  with  water 
very  slightly  acidified  with  hydrochloric  acid,  and  the  mixture  heated  to  boiling. 
Cooled  to  12°,  84'83  grm.  of  the  filtrate  left  a  residue  of  0'1822  grm.,  which  gives 
640  parts  of  fluid  to  1  part  of  the  salt. 

N.B.  The  solution  of  barium  silico-fluoride  in  hydrochloric  acid  is  not  effected 
without  decomposition;  at  least,  the  residue  contained,  even  after  ignition,  a 
rather  large  proportion  of  barium  chloride. 

21.  Solubility  of  Strontium  Sulphate  in  Water  (to  §  73,  a), 
a.  In  Water  of  14°. 

84'83  grm.  of  a  solution  prepared  by  4  days'  digestion  of  recently  precipitated 
strontium  sulphate  with  water  at  the  common  temperature,  left  O'OISB  grm.  of 
strontium  sulphate.  One  part  of  strontium  sulphate  dissolves  consequently  in 
6895  parts  of  water. 

5.  In  Water  of  100°. 

84'82  grm.  of  a  solution  prepared  by  boiling  recently  precipitated  strontium 
sulphate  several  hours  with  water,  left  0'0088  grm.  Consequently  1  part  of 
strontium  sulphate  dissolves  in  9638  parts  of  boiling  water. 

32.  Solubility  op  Strontium  Sulphate  in  Water  coNTAnnNU  Hydro- 
chloric Acid  and  Sulphuric  Acid  (to  §  72,  a). 

a.  84-82  grm.  of  a  solution  prepared  by  3  days'  digestion,  left  0-0077  grm. 
SrSOi. 

h.  43-41  grm.  of  a  solution  prepared  by  4  days'  digestion,  left  0-0036  grm. 

e.  Pure  strontium  carbonate  was  dissolved  in  an  excess  of  hydrochloric  acid, 
and  the  solution  precipitated  with  an  excess  of  sulphuric  acid  and  then  allowed 
to  stand  in  the  cold  for  a  fortnight.     84-82  grm.  of  the  filtrate  left  0  0066  grm. 
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In  a.  1  part    of   SrS04  required  11016  parts. 

b.  1  "  "        11780      ■• 

c.  1  "  •■        12791      " 

Mean 11863  parts. 

23.  SOLTTBILITT  OP  StKONTIUM  StLPHATE  IN  DILUTE  NiTKIC  ACH),  HYDRO- 
CHLORIC Acid,  and  Acetic  Acid  (io  §  73,  a). 

a.  Recently  precipitated  pure  stroutium  sulphate  was  digested  for  2  days  in 
the  cold  with  nitric  acid  of  4-8  per  cent.  150  grm.  of  theliltrate  left  0-3451  grm. 
One  part  of  the  salt  required  accordingly  435  parts  of  the  dilute  acid  for  its 
solution;  in  another  experiment  1  part  of  the  salt  was  found  to  require  429  parts 
of  the  dilute  acid.     Mean,  433  parts. 

b.  The  same  salt  was  digested  for  2  days  in  the  cold  with  hydrochloric  acid 
of  8'5  per  cent.  100  grm.  left  0'3115,  and  in  another  experiment,  02104  grm. 
One  part  of  the  salt  requires,  accordingly,  in  the  mean,  474  parts  of  hydrochloric 
acid  pf  8-.5  per  cent,  for  its  solution. 

c.  The  same  salt  was  digested  for  3  days  in  the  cold  with  acetic  acid  of  15 '6 
per  cent.  CaHiOj.  100  grm.  left  00126,  and  in  another  experiment,  00129  grm. 
One  part  of  the  salt  requires,  accordingly,  in  the  mean,  7843  parts  of  acetic  acid 
of  15  6  per  cent. 

24.  Solubility  op  Strontium  Carbonate  m  Cold  Water  (to  §  73,  J). 

Recently  precipitated,  thoroughly  washed  strontium  carbonate  was  digested 
several  days  with  cold  distilled  water,  with  frequent  shaking.  84'83  grm.  of  the 
filtrate  left,  upon  evaporation,  a  residue  weighing,  after  ignition,  0'0047  grm. 
One  part  of  strontium  carbonate  requires  therefore  18045  parts  of  water  for  its 
solution. 

25.  Solubility  op  Strontium  Carbonate  in  Water  containing  Ammonia 
and  Ammonium  Carbonate  (to  §  73,  b). 

Recently  precipitated,  thoroughly  washed  strontium  carbonate  was  digested 
for  4  weeks  with  cold  water  containing  ammonia  and  ammonium  carbonate, 
with  frequent  shaking.  84'82  grm.  of  the  filtrate  left  O'OOIS  grm.  SrCOs. 
Consequently,  1  part  of  the  salt  requires  56545  parts  of  this  fluid  for  its  solution. 

If  solution  of  strontium  chloride  is  precipitated  with  ammonium  carbonate 
and  ammonia  as  directed  §  103,  3,  a,  sulphuric  acid  produces  no  turbidity  in  the 
filtrate,  after  addition  of  alcohol. 

26.  Solubility  op  Calcium  Carbonate  in  Cold  and  in  Boiling  Water 
(to  §  73,  b). 

a.  A  solution  prepared  by  boiling  as  in  26,  J,  was  digested  in  the  cold  for  4 
weeks,  with  frequent  agitation,  with  the  undissolved  precipitate.  84  83  grm. 
left  00080  CaCOs.     One  part  therefore  required  10601  parts. 

6.  Recently  precipitated  calcium  carbonate  was  boiled  for  some  time  with 
distilled  water.  43'41  grm.  of  the  filtrate  left,  upon  evaporation  and  gentle 
ignition  of  the  residue,  00048  CaCOa.  One  part  requires  consequently  8834 
parts  of  boiling  water. 
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27.  Solubility  of  CaCOs  in  Watek  containing  Ammonia  and  Ammo- 
NnjM  Cakbonatb  (to  §  73,  b). 

Pure  dilute  solution  of  calcium  chloride  was  precipitated  witli  ammonium 
carbonate  and  ammonia,  allowed  to  stand  34  hours,  and  then  filtered.  84'82 
grm.  left  0'0013  grm.  Ca  CO3.     One  part  requires  consequently  65246  parts. 

28.  Deportment  of  Calcium  Cabbonate  upon  Ignition  in  a  Platinum 
Crucible  (to  §  73,  J). 

0'7955  grm.  of  perfectly  dry  calcium  carbonate  was  exposed,  in  a  small  and 
thin  platinum  crucible,  to  the  gradually  increased  and  finally  most  intense  heat 
of  a  good  Berzelius'  lamp.  The  crucible  was  open  and  placed  obliquely. 
After  the  first  15  minutes  the  mass  weighed  0'6483 — after  half  an  hour  0'6256 — 
after  one  hour  0  '5927,  which  latter  weight  remained  unaltered  after  15  minutes' 
additional  heating.  This  corresponds  to  74'5  per  cent.,  whilst  the  proportioQ  of 
CaO  in  the  carbonate  is  calculated  at  56  per  cent. ;  there  remained  therefore 
evidently  still  a  considerable  amount  of  the  carbonic  acid. 

29.  Composition  of  Calcium  Oxalate  dried  at  100°  (to  §  73,  c). 

08510  grm.  of  thoroughly  dry  pure  calcium  carbonate  was  dissolved  in 
hydrochloric  acid;  the  solution  was  precipitated  with  ammonium  oxalate  and 
ammonia,  and  the  precipitate  collected  upon  a  weighed  filter  and  dried  at  100°, 
until  the  weight  remained  constant.  The  calcium  oxalate  so  produced  weighed 
1  '2461  grm.  Calculating  this  as  CaC204  +  H2O,  the  amount  found  contained 
04772  CaO,  which  corresponds  to  56 '07  per  cent,  in  the  calcium  carbonate;  the 
calculated  proportion  of  CaO  in  the  latter  is  56  per  cent. 

30.  Deportment  of  Magnesium  Sulphate  in  the  Air  and  upon  Igni- 
tion (to  I  74,  a). 

0-8135  grm.  of  perfectly  pure  anhydrous  MgSOi  in  a  covered  platinum 
crucible  acquired,  on  a  fine  and  warm  day  in  June,  in  half  an  hour,  an  increase 
of  weight  of  0004  grm.,  and  in  the  course  of  12  hours,  of  0-067  grm.  The  salt 
could  not  be  accurately  weighed  in  the  open  crucible,  owing  to  continual  increase 
of  weight. 

0-8135  grm.,  exposed  for  some  time  to  a  very  moderate  red  heat,  suffered  no 
diminution  of  weight;  but  after  5  minutes'  exposure  to  an  intense  red  heat,  the 
substance  was  found  to  have  lost  00075  grm.,  and  the  residue  gave  no  longer  a 
clear  solution  with  water.  About  0-2  grm.  of  pure  magnesium  sulphate  exposed 
in  a  small  platinum  crucible,  for  15  to  20  minutes,  to  the  heat  of  a  powerful 
blast  gas  lamp,  gave,  with  dilute  hydrochloric  acid,  a  solution  in  which  barium 
chloride  failed  to  produce  the  least  turbidity. 

31.  Solubility  of  Ammonium  Magnesium  Phosphate  in  pure  Water 
(to  §  74,  *). 

a.  Eecently  precipitated  ammonium  magnesium  phosphate  was  thoroughly 
washed  with  water,  then  digested  for  24  hours  with  water  of  about  15°,  with 
frequent  shaking. 

84-42  grm.  of  the  filtrate  left 0-0047  grm. 

of  magnesium  pyrophosphate. 
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J.  The  same  precipitate  was  digested  in  the  same  manner  for  72 
hours. 

84-43  grm.  of  the  filtrate  left 0-0043     " 


Mean 00045     " 

■which  corresponds  to  000553  grm.  of  the  anhydrous  double  salt.     One  part  of 
that  salt  dissolves  therefore  in  15293  parts  of  pure  -water. 

The  cold  saturated  solution  gavu,  -with  ammonia,  after  the  lapse  of  a  short 
time,  a  distinctly  perceptible  crystalline  precipitate;— on  the  addition  of  sodium 
phospliatc,  it  remained  perfectly  clear,  and  even  after  the  lapse  of  2  days  no 
precipitate  had  formed ;— ammonium  sodium  phosphate  produced  a  precipitate 
as  large  as  that  by  ammonia. 

33.  Solubility  of  AMMONitrM  Magnesium  Phosphate  m  Watkk  con- 
TAiNiKG  Ammonia  (to  §  74,  b). 

a.  Pure  ammonium  magnesium  phosphate  -was  dissolved  in  the  least  possible 
amount  of  nitric  acid ;  a  large  quantity  of  -water  was  added  to  the  solution,  then 
ammonia  in  excess.  The  mixture  was  allowed  to  stand  at  rest  for  24  hours, 
then  filtered;  its  temperature  was  14°.  84  43  grm.  left  00015  magnesium  pyro- 
phosphate, which  corresponds  to  0-00184  of  the  anh3'drous  double  salt.  Conse- 
quently 1  part  of  the  latter  requires  45880  parts  of  ammoniated  water  for  its 
solution. 

b.  Pure  ammonium  magnesium  phosphate  was  digested  for  4  weeks  with 
ammoniated  water,  with  frequent  shaking;  the  fluid  (temperature  14°)  was  then 
filtered  off;  136-63  grm.  left  0-0034  magnesium  pyrophosphate,  which  corresponds 
to  0-00296  of  the  double  salt.  One  part  of  it  therefore  dissolves  m  42780  parts  of 
ammoniated  water.  Taking  tlie  mean  of  a  and  b,  1  part  of  the  double  salt 
requires  44330  parts  of  ammoniated  water  for  its  solution. 

33.  Another  Experiment  on  the  same  Subject  (to  §  74,  J). 

Recently  precipitated  ammonium  magnesium  phosphate,  most  carefully 
washed  with  water  containing  ammonia,  was  dissolved  in  water  acidified  with 
hydrochloric  acid,  ammonia  added  m  excess,  and  allowed  to  stand  in  the  cold 
for  24  hours.  169-64  grm.  of  the  filtrate  left  00031  magnesium  pyrophosphate, 
corresponding  to  00038  of  anhydrous  ammonium  magnesium  phosphate.  One 
part  of  the  double  salt  required  therefore  44600  parts  of  the  fluid. 

34.  SoLnsiLiTT  OF  Ammonium  Magnesium  Phosphate  in  Water  con- 
taining Ammonium  Chloride  (to  §  74,  b). 

Recently  precipitated,  thoroughly  washed  ammonium  magnesium  phosphate 
was  dis^estcd  in  the  cold  with  a  solution  of  1  part  of  ammonium  chloride  in  5 
parts  of  water.  18  4945  grm.  of  the  filtrate  left  0  003  magnesium  pyrophosphate, 
whicli  corresponds  to  0-00245  of  the  double  salt.  One  part  of  the  salt  dissolves 
therefore  in  7548  parts  of  the  fluid. 

35.  Solubility  op  Ammonium  Magnesium  PnospiiATB  in  Water  con- 
taining Ammonia  and  Ammonium  Chloride  (to  §  74,  J). 

Recently  precipitated,  thoroughly  washed  ammonium  magnesium  phosphate 
was  din-ested  in  the  cold  with  a  solution  of  1  part  of  ammonium  chloride  in  7 
parts  o"f  ammoniated  water.     231383  grm.  of  the  filtrate  left  0  0013  magnesium 
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pyrophosphate,  -which  corresponds  to  0'00148  of  the  double  salt.     One  part  of 
the  double  salt  requires  consequently  15627  parts  of  the  fluid  for  its  solution. 

36.  Deportment  of  Acid  Solutions  of  Magnesium  Pybophosphate 
WITH  Ammonia  (to  §  74,  e). 

0'3985  grm.  magnesium  pyrophosphate  was  treated  for  several  hours,  at  a  high 
temperature,  with  concentrated  sulphuric  acid.  This  exercised  no  perceptible 
action.  It  was  only  after  the  addition  of  some  water  that  the  salt  dissolved. 
The  fluid,  heated  for  some  time,  gave,  upon  addition  of  ammonia  in  excess,  a 
crystalline  precipitate,  which  was  filtered  off  after  18  hours;  the  quantity  of 
magnesium  pyrophosphate  obtained  was  0'3805  grm.,  that  is,  95'48  per  cent. 
Sodium  phosphate  produced  in  the  filtrate  a  trifling  precipitate,  which  gave 
0'0150  grm.  of  magnesium  pyrophosphate,  that  is,  3"76  per  cent. 

0'8565  grm.  magnesium  pyrophosphate  was  dissolved  in  3  grm.  nitric  acid, 
of  I'S  sp.  gr. ;  the  solution  was  heated,  diluted,  and  precipitated  with  ammonia: 
the  quantity  of  magnesium  pyrophosphate  obtained  amounted  to  0'3485  grm., 
that  is,  9842  per  cent.;  0'4975  grm.  was  treated  in  the  same  manner  with  7'6 
grm.  of  the  same  nitric  acid:  the  quantity  re-obtained  was  0  4935  grm.,  that  is, 
99 '19  per  cent. 

0  786  grm.  treated  in  the  same  manner  with  16 '2  grm.  of  nitric  acid,  gave 
0-7765  grm.,  that  is,  98-79  per  cent. 

The  result  of  these  experiments  may  be  tabulated  thus: 

Proportion  ot  MgaPjO 

to  nitric  acid.  Re-obtained.  Loss. 

1:9  ,        98-43  per  cent.  1-58 

1  :  15  99-19      "  0-81 

1  :  20  98-79      "  1-21 

37.  Solubility  of  pure  Magnesia  in  Water  (to  §  74,  d). 
a.  In  Gold  Water. 

Perfectly  pure  well-crystallized  magnesium  sulphate  was  dissolved  in  water, 
and  the  solution  precipitated  with  ammonium  carbonate  and  caustic  ammonia; 
the  precipitate  was  thoroughly  washed — in  spite  of  which  it  still  retained  a  per- 
ceptible trace  of  sulphuric  acid — then  dissolved  in  pure  nitric  acid,  an  excess  of 
acid  being  carefully  avoided.  The  solution  was  then  re-precipitated  with  ammo- 
nium carbonate  and  caustic  ammonia,  and  the  precipitate  thoroughly  washed. 
The  so-prepared  perfectly  pure  magnesium  carbonate  was  ignited  in  a  platinum 
crucible  until  the  weight  remained  constant.  The  residuary  pure  magnesia  was 
then  digested  in  the  cold  for  24  hours  with  distilled  water,  with  frequent  shaking. 
The  distilled  water  used  was  perfectly  free  from  chlorine,  and  left  no  fixed 
residue  upon  evaporation. 

a.  84-82  grm.  of  the  filtrate,  cautiously  evaporated  in  a  platinum  dish,  left  a 
residue  weighing,  after  ignition,  0-0015  grm.     One  part  of  the  pure  magnesia 

dissolved  therefore  in 56546 

parts  of  cold  water. 

The  digestion  was  continued  for  48  hours  longer,  when 

13.  84-82  grm.  left  0-0016  grm.     One  part  required  therefore 63012 

y.  84-82  grm.  left  0-0015  grm.     One  part  required 56546 

Average 55368 
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The  solution  of  magnesia  prepared  in  the  cold  way  has  a  feeble  yet  distinct 
alkaline  reaction,  whicli  is  most  easily  perceived  upon  the  addition  of  very 
faintly  reddened  tincture  of  litmus;  the  alkaline  reaction  of  the  solution  is 
perfectly  manifest  also  with  slightly  reddened  litmus  paper,  or  with  turmeric 
or  dahlia  paper,  if  these  test-papers  are  left  for  some  time  in  contact  with  the 
solution. 

Alkali  carbonates  fall  to  render  the  solution  turbid,  even  upon  boiling. 

Sodium  phosphate  also  fails  to  impair  the  clearness  of  the  solution,  but  if 
the  fluid  is  mixed  with  a  little  ammonia  and  shaken,  it  speedily  becomes  turbid, 
and  deposits  after  some  time  a  perceptible  precipitate  of  ammonium  magnesium 
phosphate. 

J.  In  Hoi  ^Vater. 

Upon  boiling  pure  magnesia  with  water,  a  solution  is  obtained  which  com- 
ports itself  in  every  respect  like  the  cold-prepared  solution  of  magnesia.  A 
hot-prepared  solution  of  magnesia  does  not  become  turbid  upon  cooling,  nor 
does  a  cold-prepared  solution  upon  boiling.  8482  grm.  of  hot-prepared  solution 
of  magnesia  left  0'0016  grm.  MgO. 

38.  SoLUBrLiTT  OF  Pure  Magnesia  in  Solutions  op  Potassium  CnLonrDB 
AND  SoDR-ji  Chloride  (to  §  74,  cT). 

3  flasks  of  equal  size  were  charged  as  follows: — 

1.  "With  1  grm.  pure  potassium  chloride,  200  c.c.  water  and  some  perfectly 
pure  magnesia. 

2.  "With  1  grm.  pure  sodium  chloride,  200  c.c.  water  and  some  pure  magnesia. 

3.  "With  200  c.c.  water  and  some  pure  magnesia. 

The  contents  of  the  3  flasks  were  kept  boiling  for  40  minutes,  then  filtered, 
and  tlie  clear  filtrates  mixed  with  equal  quantities  of  a  mi.xture  of  sodium 
phosphate,  ammonium  chloride  and  ammonia.  After  12  hours  a  very  slight 
precipitation  was  visible  in  3,  and  a  considerably  larger  precipitation  had  taken 
place  in  1  and  3. 

39.  Precipitation  of  Aluminium  by  Ammonia,  etc.  (to  §  75,  a). 

a.  Ammonia  produces  in  neutral  solutions  of  aluminium  salts  or  of  alum,  as 
is  well  known,  ;i  gelatinous  precipitate  of  aluminium  hydroxide.  Upon  further 
addition  of  ammonia  in  considerable  excess,  the  precipitate  redissolves  gradually, 
but  not  completely. 

h.  If  a  drop  of  a  dilute  solution  of  alum  is  added  to  a  copious  amount  of 
ammonia,  and  the  mixture  shaken,  the  solution  appears  almost  perfectly  clear; 
however,  after  standing  at  rest  for  some  time,  slight  flakes  separate. 

f.  If  ii  solution  of  aluminium,  mixed  with  a  large  amount  of  ammonia,  is 
fllteied,  and 

«.  The  filtrate  boiled  for  a  considerable  time,  flakes  of  aluminium  hydroxide 
separate  gradually  in  proportion  as  the  excess  of  ammonia  escapes. 

ft.  The  filtrate  mixed  with  solution  of  ammonium  chloride,  a  very  percep- 
tible flocculent  precipitate  of  aluminium  hydroxide  separates  immediately;  tl\e 
whole  of  the  aluminium  present  in  the  solution  will  thus  separate  if  the 
ammonium  chloride  be  added  in  sufficient  quantity. 

y.  The  filtrate  mixed  with  ammonium  sesquicarbonate,  the  same  reaction 
takes  place  as  in  ft. 
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S.  The  filtrate  mixed  'witli  solution  of  sodium  chloride  or  of  potassium 
chloride,  no  precipitate  separates,  but,  after  several  days'  standing,  slight 
flakes  of  aluminium  hydroxide  subside,  owing  to  the  loss  of  ammonia  by 
evaporation.  ' 

d.  If  a  neutral  solution  of  aluminium  is  precipitated  with  ammonium  car- 
bonate, or  if  a  solution  strongly  acidified  with  hydrochloric  or  nitric  acid  is 
precipitated  with  pure  ammonia,  or  if  to  a  neutral  solution  a  sufficient  amount 
of  ammonium  chloride  is  added  besides  the  ammonia;  even  a  considerable 
excess  of  the  precipitants  will  fail  to  redissolve  the  precipitated  aluminium 
hydroxide,  as  appears  from  the  continued  perfect  clearness  of  the  filtrates  upon 
protracted  boiling  and  evaporation. 

40.  Pkecipitation  of  ALUMrNruM:  by  AinroNiUM  Sulphide  (to  |  75,  a). 
{Experiments  made  by  Mr.  3.  PuoHS,  formerly  Assistant  in  my  Lahoratoi-y .) 

a.  50  c.c.  of  a  solution  of  pure  ammonium-alum,  which  contained  0-3939 
AI2O3,  were  mixed  with  50  c.c.  water  and  10  c.c.  solution  of  ammonium 
sulphide,  and  filtered  after  ten  minutes.  The  ignited  precipitate  weighed 
0-3825  grm. 

b.  The  same  experiment  was  repeated  with  100  c.c.  water;  the  precipitate 
weighed  03759  grm. 

c.  The  same  experimeut  was  repeated  with  200  c.c.  water;  the  precipitate 
weighed  03643  grm. 

41.  PKEcrpiTATioN  OF  Cheomium  bt  Ammonia  (to  §  76,  a). 

Solutions  of  chromic  chloride  and  of  chrome-alum  (concentrated  and  dilute, 
neutral  and  acidified  with  hydrochloric  acid)  were  mixed  with  ammonia  in 
excess.  All  the  filtrates  drawn  off  immediately  after  precipitation  appeared 
red,  but  when  filtered  after  ebullition,  they  all  appeared  colorless,  if  the  ebullition 
had  been  sufiiciently  protracted. 

42.  SOLinSILITY   OF    THE   BASIC    ZiNC    CARBONATE  IN  WaTEB  (tO  §  77,  a). 

Perfectly  pure,  recently  (hot)  precipitated  basic  zinc  carbonate  was  gently 
heated  with  distilled  water,  and  subsequently  digested  cold  for  many  weeks, 
with  frequent  shaking.  The  clear  solution  gave  no  precipitate  with  ammonium 
sulphide,  not  even  after  long  standing. 

84-82  grm.  left  0-0014  grm.  zinc  oxide,  which  corresponds  to  0  0019  basic 
zinc  carbonate  (74  per  cent,  of  ZnO  being  assumed  in  this  salt).  One  part  of 
the  basic  carbonate  requires  therefore  44642  parts  of  water  for  solution. 

In  EACH  OP   THE   THREE   FOLLOWrNG  NUMBERS  THE  SULPHIDE  "WAS  PEECIPI- 

tated  from  the  solution  of  tlie  normal  salt  with  addition  of  ammonium  chloride 
by  yellow  ammonium  sulphide,  and  allowed  to  stand  in  a  closed  vessel.  After 
24  hours  the  clear  fluid  was  poured  on  to  6  filters  of  equal  size,  and  the 
precipitate  was  then  equally  distributed  among  them.  The  washing  was  at 
once  commenced  and  continued,  without  interruption,  the  following  fluids 
being  used : — 

I.  Pure  water. 
II.  Water  containing  hydrogen  sulphide. 

III.  Water  containing  ammonium,  sulphide. 

IV.  Water  containing  ammonium  chloride,  afterwards  pure  water. 
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V.  "Water  containing  liydrogen  sulpliide  and  ammonium  cliloride,  after- 
wards water  containing  liydrogen  sulphide. 
VL  Water  containing  ammonium  sulphide  and  ammonium  chloride,  after- 
wards water  containing  ammonium  sulphide. 

43.  Deportment  op  Zinc  Sulphide  on  Washino  (to  §  77,  c). 

The  filtrafes  were  at  tirst  colorless  and  clear.  On  washing,  the  first  three 
filtrates  ran  tbrougli  turbid,  the  turbidity  was  strongest  in  II.  and  weakest  in 
III. ;  the  last  three  remained  quite  clear.  On  adding  ammonium  sulphide  no 
change  took  place ;  the  turbidity  of  the  first  three  was  not  increased,  the  clearness 
of  the  last  three  was  not  impaired.  Ammonium  chloride  therefore  decidedly 
exercises  a  favorable  action,  and  the  water  containing  it  may  be  displaced  by 
water  containing  ammonium  sulphide. 

44.  DEPORTilENT   OP   MANGANESE    SULPHIDE   ON    WASHING  (tO  §  78,  «). 

The  filtrates  were  at  first  clear  and  colorless.  But  after  the  washing  had 
been  continued  some  time,  I.  appeared  colorless,  slightly  opalescent;  II.  whitish 
and  turbid;  III.  yellowish  and  turbid;  IV.  colorless,  slightly  turbid;  V.  slightly 
yellowish,  nearly  clear;  VI.  clear,  yellowish.  To  obtain  a  filtrate  that  remains 
clear,  therefore,  the  wash-water  must  at  first  contain  ammonium  chloride. 
Addition  of  ammonium  sulphide  also  cannot  be  dispensed  with,  as  all  the 
filtrates  obtained  without  this  addition  gave  distinct  precipitates  of  manganese 
sulphide  when  the  reagent  was  subsequently  added  to  them. 

45.  Deportment  op  Nickel  Sulphide  (also  op  Cobalt  Sulphide  and 
Ferhoi-s  Sulphide)  on  Washing  (to  §  79,  e). 

In  the  experiments  with  nickel  sulphide  the  clear  filtrates  were  put  aside, 
and  then  the  washing  was  proceeded  with.  The  wa.<5hings  of  the  first  3  ran 
through  turbid,  of  the  last  three  clear.  When  the  washing  was  finished,  I.  was 
colorless  and  clear;  II.  blackish  and  clear;  III.  dirty  yellow  and  clear;  IV. 
colorless  and  clear;  V.  slightly  opalescent;  VI.  slightly  brownish  and  opal- 
escent. On  addition  of  ammonium  sulphide,  I.  became  brown;  II.  remained 
unaltered;  III.  remained  unaltered;  IV.  became  black  and  opaque;  V.  became 
brown  and  clear;  VI.  became  pure  yellow  and  clear. 

Cobalt  sulphide  and  feiTous  sulphide  behaved  in  an  exactly  similar  manner. 
It  is  plain  that  these  sulphides  oxidize  more  rapidly  when  the  wash-water  con- 
tains ammonium  chloride,  unless  ammonium  sulphide  is  also  present.  Hence 
it  is  necessary  to  wash  with  n.  fluid  containing  ammonium  sulphide;  and  the 
addition  of  ammonium  chloride  at  first  is  much  to  be  recommended,  as  this 
diminishes  the  likelihood  of  our  obtaining  a  muddy  filtrate. 

46.  Deportment  op  Cobaltous  Hydroxide  precipitated  by  Alkalies 
(to  §  80,  a). 

A  solution  of  cobaltous  chloride  was  precipitated  boiling  with  solution  of 
soda,  and  the  precipitate  washed  with  boiling  water  until  the  filtrate  gave  no 
longer  the  least  indication  of  presence  of  chlorine.  The  dried  and  ignited 
residue,  heated  with  water,  manifested  no  alkaline  reaction.  It  was  reduced  by 
ignition  in  hydrogen  gas,  and  the  metallic  cobalt  digested  hot  with  water.  The 
decanted  water  manifested  no  alkaline  reaction,  even  after  considerable  con- 
centration ;  but  the  metallic  cobalt,  brought  into  contact,  moist,  with  turmeric 
paper,  imparted  to  the  latter  a  strong  brown  color. 
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47.  Solubility  of  Lead  Cakbonate  (to  §  83,  a), 
a.  In  pure  Water. 

Recently  precipitated  and  thoroughly  washed  pure  lead  carbonate  was 
digested  for  8  days  with  water  at  the  common  temperature,  with  frequent 
shaking.  84 '42  grm.  of  the  tiltrate  were  evaporated,  with  addition  of  some 
pure  sulphuric  acid;  the  residuary  lead  sulphate  weighed  0  0019  grm.,  which 
corresponds  to  0 '00167  lead  carbonate.  One  part  of  the  latter  salt  dissolves 
therefore  in  50551  parts  of  water.  The  solution,  mixed  with  hydrogen  sulphide 
water,  remained  perfect!)'  colorless,  not  the  least  tint  being  detected  in  it,  even 
upon  looking  through  it  from  the  top  of  the  test-cylinder. 

b.  Ill  Water  containing  a  httle  Ammonium  Acetate  and  also  Ammonium 

Carbonate  and  Ammonia. 

A  highly  dilute  solution  of  pure  lead  acetate  was  mixed  with  ammonium 
carbonate  and  ammonia  in  excess,  and  the  mixture  gently  heated  and  then 
allowed  to  stand  at  rest  for  several  days.  84-42  grm.  of  the  filtrate  left,  upon 
evaporation  with  a  little  sulphuric  acid,  0'0041  grm.  lead  sulphate,  which 
corresponds  to  0'0036  of  the  carbonate.  One  part  of  the  latter  salt  requires 
accordingly  23450  parts  of  the  above  fluid  for  solution.  The  solution  was 
mixed  with  hydrogen  sulphide  water;  when  looking  through  the  fluid  from  the 
top  of  the  test-cylinder,  a  distinct  coloration  was  visible;  but  when  looking 
through  the  cylinder  laterally,  this  coloration  was  hardly  perceptible.  Traces 
of  lead  sulphide  separated  after  the  lapse  of  some  time. 

c.  In   Water  containing  a  large  proportion  of  Ammonium  Nitrate,  together 

with  Ammonium  Carbonate  and  Caustic  Ammonia. 

A  highly  dilute  solution  of  lead  acetate  was  mixed  with  nitric  acid,  then 
with  ammonium  carbonate  and  ammonia  in  excess;  the  mixture  was  gently 
heated,  and  allowed  to  stand  at  rest  for  8  days.  The  filtrate,  mixed  with 
hydrogen  sulphide,  exhibited  a  very  distinct  brownish  color  upon  looking 
through  it  from  the  top  of  the  cylinder;  but  this  color  appeared  very  slight 
only  when  looking  through  the  cylinder  laterally.  The  amount  of  lead  dissolved 
was  unquestionably  more  considerable  than  in  b. 

48.  Solubility  of  Lead  Oxalate  (to  §  83,  b). 

A  dilute  solution  of  lead  acetate  was  precipitated  with  ammonium  oxalate 
and  ammonia,  the  mixture  allowed  to  stand  at  rest  for  some  time,  and  then 
filtered.  The  filtrate,  mixed  with  hydrogen  sulphide,  comported  Itself  exactly 
like  the  filtrate  of  No.  47,  b.  The  same  deportment  was  obsei-ved  in  another 
similar  experiment,  in  which  ammonium  nitrate  had  been  added  to  the  solution. 

49.  Solubility  of  Lead  Sulphate  in  Puke  Watee  (to  §  83,  d). 

Thoroughly  washed  and  still  moist  lead  sulphate  was  digested  for  5  days 
with  water,  at  10 — 15°,  with  frequent  shaking.  84-42  grm.  of  the  filtrate  (filtered 
off  at  11°)  left  0  0037  grm.  lead  sulphate.  Consequently  1  part  of  this  salt 
requires  22816  parts  of  pure  water  of  11°  for  solution. 

The  solution,  mixed  with  hydrogen  sulphide,  exhibited  a  distinct  brown 
color  when  viewed  from  the  top  of  the  cylinder,  but  this  color  appeared  very 
Blight  upon  looking  through  the  cylinder  laterally. 
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50.  Solubility  of  Lead  Sulphate  in  Water  contahting  Sulphubic 
Acid  (to  §  83,  d). 

A  higbly  dilute  solution  of  lead  acetate  was  mixed  with  an  excess  of  dilute 
pure  sulphuric  acid;  the  mixture  was  very  gently  heated,  and  the  precipitate 
allowed  several  days  to  subside.  80-31  gnu.  of  the  filtrate  left  0-0032  grm.  lead 
sulphate.  One  part  of  this  salt  dissolves  therefore  in  36504  parts  of  water  con- 
taining sulphuric  acid.  The  solution,  mixed  with  hydrogen  sulphide,  appeared 
colorless  to  the  eye  looking  through  the  cylinder  laterally,  and  very  little  darker 
when  viewed  from  the  top  of  the  cylinder. 

51.  Solubility  op  Lead  Sulphate  m  Wateb  coNTArftiNa  Ammonium 
Salts  and  free  Sulphuric  Acid  (to  §  83,  d). 

A  highly  dilute  solution  of  lead  acetate  was  mixed  with  a  tolerably  large 
amount  of  ammonium  nitrate,  and  sulphuric  acid  in  excess  added.  After 
several  days'  standing,  tlie  mixture  was  filtered.  The  filtrate  was  nearly 
indifferent  to  hydrogen  sulphide  -water;  viewed  from  the  top  of  the  cylinder,  it 
looked  hardly  perceptibly  darker  than  pure  water. 

52.  Deportment  of  Leab  Sulphate  upon  Ignition  (to  §  88,  d). 

Speaking  of  the  determination  of  the  atomic  weight  of  sulphur,  Ekdmann 
and  Marchand*  state  that  lead  sulphate  loses  some  sulphuric  acid  upon 
ignition.  In  order  to  inform  myself  of  the  extent  of  this  loss,  and  to  ascertain 
how  far  it  might  impair  the  accuracy  of  the  method  of  determining  lead  as  a 
sulphate,  I  heated  2-2151  grm.  of  absolutely  pure  PbSoi  to  the  most  intense 
redness,  over  a  spirit-lamp  with  double  draught.  I  could  not  perceive  the 
slightest  decrease  of  weight;  at  all  events,  the  loss  did  not  amount  to  0  0001  grm. 

53.  Deportment  of  Lead  Sulphedb  on  Drying  at  100°  (to  §  88,  /). 

Lead  sulphide  was  precipitated  from  a  solution  of  pure  lead  acetate  with 
hydrogen  sulphide,  and  when  dry,  kept  for  a  considerable  time  at  100°  and 
weighed  occasionally.  The  following  numbers  represent  the  results  of  the 
several  weighings: — 

L  0-8154.        II.  0-8164.        IIL  0-8813.        IV.  0-8460.        V.  0864 

54.  Deportment  of  Metallic  Mercury  at  the  Common  Temperature 
AND  upon  Ebullition  with  Water  (to  §  84,  a). 

To  ascertain  in  what  manner  loss  of  metallic  mercury  occurs  upon  drying, 
and  likewise  upon  boiling  with  water,  and  to  detennine  which  is  the  best 
method  of  drying,  I  made  the  following  experiments:— 

I  treated  6-4418  grm.  of  perfectly  pure  mercury  in  a  watch-glass,  with  dis- 
tilled water,  removed  the  water  again  as  far  as  practicable  (by  decantation  and 
finally  by  means  of  blotting-paper),  and  weighed.  I  now  had  6-4412  grm.  After 
several  hours'  exposure  to  the  air,  the  mercury  was  reduced  to  6-4411.  I  placed 
these  6-4411  grm.  under  a  bell-jar  over  sulphuric  acid,  the  temperature  being 
about  17°.  After  the  lapse  of  34  hours  the  weight  had  not  altered  in  the  least. 
I  introduced  the  6-4411  grm.  mercury  into  a  flask,  treated  it  with  a  copious 
quantity  of  distilled  water,  and  boiled  for  15  minutes  violently.  I  then  placed 
the  mercury  again  upon  the  watch-glass,  dried  it  most  carefully  with  blotting- 


*  Journ.  (Ur  Prakt.  Chem.  81,  885. 
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paper,  and  weighed.  The  weight  was  now  6 '4402  grm.  Finding  that  a  trace 
of  mercury  liad  adhered  to  the  paper,  I  repeated  the  same  experiment  with  the 
6'4403  grm.  After  15  minutes'  boiling  with  water,  the  mercury  had  again  lost 
0'0004  grm.  Tlie  remaining  6  4398  grm.  were  exposed  to  the  air  for  6  days  (in 
summer,  during  very  hot  weather),  after  which  they  were  found  to  have  lost 
only  0-0005  grm. 

55.  Deportment  of  JIercueic  Sulphide  with  Solution  of  Potassa, 
Ammoniuii  Sulphide,  etc.  (to  §  84,  c). 

a.  If  recently  precipitated  pure  mercuric  sulphide  is  boiled  with  pure  solu- 
tion of  potassa,  not  a  trace  of  it  dissolves  in  tliat  fluid;  hydrochloric  acid 
produces  no  precipitate,  nor  even  the  least  coloration,  in  the  filtrate. 

b.  If  mercuric  sulphide  is  boiled  with  solution  of  potassa,  with  addition  of 
some  hydrogen  sulphide  water,  ammonium  sulphide,  or  sulphur,  complete 
solution  is  effected. 

c.  If  freshly  precipitated  mercuric  sulphide  is  digested  in  the  cold  with 
3-ellowish  or  very  yellow  ammonium  sulphide,  slight  but  distinctly  perceptible 
traces  are  dissolved,  wliile  in  the  case  of  hot  digestion  scarcely  any  traces  of 
mercury  can  be  detected  in  the  solution.* 

d.  Thoroughly  washed  mercuric  sulphide,  moistened  with  water,  suffers  no 
alteration  upon  exposure  to  the  air;  at  least,  the  fluid  which  I  obtained  by 
washing  mercuric  sulphide  which  had  been  thus  exposed  for  24  hours,  did  not 
manifest  acid  reaction,  nor  did  it  contain  mercury  or  sulphuric  acid. 

56.  Deportment  of  Cupric  Oxide  upon  Ignition  (to  §  85,  b). 

Pure  cupric  oxide  (prepared  from  cupric  nitrate)  was  ignited  in  a  platinum 
crucible,  then  cooled  under  a  bell-jar  over  sulphuric  acid,  and  finally  weighed. 
The  weight  was  3 '542  grm.  The  oxide  was  then  most  intensely  ignited  for 
5  minutes,  over  a  Berzelius'  lamp,  and  weighed  as  before,  when  the  weight 
was  found  unaltered ;  the  oxide  was  then  once  more  ignited  for  5  minutes,  but 
with  the  same  result. 

57.  Deportment  op  Cupric  Oxide  in  the  Air  (to  §  85,  b). 

A  platinum  crucible  containing  4'8921  grm.  of  gently  ignited  cupric  oxide 
(prepared  from  the  nitrate)  stood  for  10  minute.s,  covered  with  the  lid,  in  a 
warm  room  (in  winter);  the  weight  of  the  oxide  was  found  to  have  increased  to 
4-3939  grm. 

The  oxide  was  then  intensely  ignited  over  a  spirit-lamp;  after  10  minutes' 
standing  in  the  covered  crucible,  the  weight  had  not  perceptibly  increased; 
after  24  hours'  it  had  increased  by  0  0036  grm. 

58.  Deportment  op  Bismuth  Sulphide  upon  drying  at  100°  (to  §  86,  g). 

04558  grm.  of  bismuth  sulphide  prepared  in  the  wet  way  were  placed  in 
the  desiccator  on  a  watch-glass,  and  allowed  to  stand  at  the  common  tempera- 
ture. After  3  hours  the  weight  was  0-4270,  after  6  hours  0-4258,  after  2  days 
the  same. 

0-3602  grm.  of  the  bi.smuth  sulphide  so  dried  was  put  into  a  water-bath,  in 
15  minutes  it  weighed  0-3596,  half  an  hour  afterwards  0-3599,  in  half  an  hour 

*  Comp.  my  experiments  in  the  Zeitschrift  f .  Anal.  Chem.  3,  140. 
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more  0'3603,  in  two  hours  0'8626.    In  a  second  experiment  tlie  drying  was  kepi 
up  for  4  days,  and  a  continual  increase  of  weiglit  was  observed. 

05081  grm.  of  bismutli  sulpiiide  dried  in  the  desiccator  was  Iieated  in  a 
boat  in  a  stream  of  carbonic  acid.  After  gentle  ignition  the  weight  was  0-5002, 
after  repeated  heating  0-4993.  The  bismuth  sulphide  was  visibly  volatilized  on 
ignition  in  the  current  of  carbonic  acid. 

59.  Deportment  op  Cadmitjji  Sulphide  with  AjntoKiA,  etc.  (to  §  87,  c). 

Recently  precipitated  pure  cadmium  sulphide  was  diffused  through  water, 
and  the  following  experiments  were  made  with  the  mixture; 

a.  A  portion  was  digested  cold  with  ammonia  in  excess,  and  filtered.  The 
filtrate  remained  perfectly  clear  upon  addition  of  hydrochloric  acid. 

b.  Another  portion  was  digested  hot  with  excess  of  ammonia,  and  filtered. 
This  filtrate  likewise  remained  perfectly  clear  upon  addition  of  hydrochloric 
acid. 

c.  Another  portion  was  digested  for  some  time  with  solution  of  potassium 
cyanide,  and  filtered.  This  filtrate  also  remained  perfectly  clear  upon  addition 
of  hydrocliloric  acid. 

d.  Another  portion  was  digested  with  ammonium  hj'drosulphide,  and 
filtered.  The  turbidity  which  hydrochloric  acid  imparted  to  this  filtrate  was 
pure  white. 

(A  remark  made  by  Wackenroder,  in  Buciixer's  Repertor.  d.  Pharm., 
xlvi.  226,  induced  me  to  make  these  experiments.) 

60.  Deportment  op  Precipitated  Antimonious  SrLPUiDE  on  Drying 
(to  §  90,  a). 

0-2899  grm.  of  pure  precipitated  antimonious  sulphide  dried  in  the  desiccator 
lost,  when  dried  at  100°,  0-0007. 

0-44.j7  grm.  of  the  substance  dried  at  100°  lost,  when  heated  to  blackening 
in  a  stream  of  carbonic  acid,  00011  water. 

0-1932  grm.  of  the  substance  dried  at  100°  gave  up  00012,  when  heated  to 
blackening  in  a  stream  of  carbonic  acid,  and  after  stronger  heating,  during 
which  fumes  of  antimony  sulphide  began  to  escape,  the  total  loss  amounted  to 
0-0022  grm. 

0-1670  grm.  of  the  substance  dried  at  100°  lost  0-0005  grm.  on  being  heated 
to  blackening  in  a  stream  of  carbonic  acid. 

61.  Amount  op  Water  in  Hydrated  Silica  (to  §  93,  9). 

(Experiments  made  by  my  assistant,  Mr:  Lippert.) 
A  dilute  solution  of  soluble  glass  was  .'ilowly  dropped  into  hydrochloric  acid, 
as  long  as  the  precipitate  continued  to  dissolve  rapidly,  then  the  clear  fluid  was 
heated  in  the  water-bath,  till  it  set  to  a  transparent  jelly.  This  jelly  was  dried 
as  far  as  possible  with  blotting  paper,  diilused  in  water,  and  washed  by  decan- 
tation  till  the  fluid  altogether  ceased  to  give  the  chlorine  reaction.  It  was  then 
transferred  to  a  filter,  and  the  latter  spread  on  blotting  paper  and  exposed  till  a 
crumbly  mass  was  left  from  the  spontaneous  evaporation  of  water.  One  half 
(I.)  was  dried  for  8  weeks  in  the  desiccator  over  sulphuric  acid,  with  occasional 
trituration,  the  other  half  (11.)  was  dried  under  similar  circumstances,  btit  in 
a  vacuum.  Both  were  transferred  to  closed  tubes  and  these  were  kept  in  the 
desiccator. 
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The  weigMng  of  the  substance  dried  at  100°  was  effected  between  watch 
glasses.  For  the  purpose  of  igniting  the  residue,  it  was  allowed  to  satiate  itself 
with  aqueous  vapor  by  exposure  to  the  air,  otherwise  a  considerable  quantity  of 
the  substance  would  have  been  lost,  then  water  was  dropped  upon  it  in  the 
watch-glass,  then  it  was  rinsed  into  a  platinum  crucible,  dried  in  a  water-bath, 
and  ignited,  at  first  cautiously,  towards  the  end  intensely. 

The  substance  I.  contained                                         Expt.  1.  Expt.  3. 

Water,  escaping  at  or  below  100° 4-19  )  n.na 

above  100° 4-76  ) 

Silica 91-05  9072 

100  00         10000 

Consequently  the  hydrate  dried  at  100°  consists  of  4'97  water  and  95'03  silica. 
In  the  substance  dried  in  the  desiccator  the  oxygen  of  the  total  water:  the 
oxygen  of  the  silica  (SiO^),  according  to  the  first  experiment  :  ;  1  :  6'1,  according 
to  the  second  experiment  : :  1  :  5 '86.  And  in  the  substance  dried  at  100°  the 
oxygen  of  the  water  ;  the  oxygen  of  the  silica  :  :  1  .  11  '5. 

The  substance  II.  contained                       Expt.  1.  Expt.  2.  Expt.  3. 

Water,  escaping  at  or  below  100° 4'75            471  )  q.gc 

above  100° 5-26  5-21  ) 

Silica 89-99  .90  08  9005 

100-00        100-00         100-00 

Consequently  the  hydrate  dried  at  100°  consists  on  the  average  of  5-49  water 
and  94-51  silica.  In  the  substance  dried  in  a  vacuum  over  sulphuric  acid  the 
oxygen  of  the  total  water  •  the  oxygen  of  the  silica — on  an  average  :  :  1  :  5-41. 
And  in  the  substance  dried  at  100°  the  oxygen  of  the  water  :  the  oxygen  of  the 
silica  :  :  1  ;  10-43. 

63.  Detbkmination  of  Barium  by  Precipitation  with  Ammonium  Car- 
bonate (to  §  101,  2,  a). 

0-7553  grm.  pure  ignited  barium  chloride  precipitated  after  §101,  2,  «,  gave 
0-7142  BaCOa,  which  corresponds  to  0-554719  BaO  =  73-44  per  cent.  (100  parts 
of  BaClj  ought  to  have  given  73-59  parts).  The  result  accordingly  was  99-79 
instead  of  100. 

63.  Determination  of  Barium  in  Organic  Salts  (to  §  101,  2,  &). 

0-686  grm.  barium  racemate,  treated  according  to  §  101,  2,  J,  gave  0-408 
barium  carbonate  =  0-3169  BaO  =  46-20  per  cent,  (calculated  46-38  per  cent.); 
i.e.,  99-61  instead  of  100. 

64.  Determination  of  Strontium  as  Strontium  Sulphate  (to  §  102, 
1,  a). 

a.  An  aqueous  solution  of  1  -2398  grm.  SrCU  was  precipitated  with  sulphuric 
acid  in  excess,  and  the  precipitated  strontium  sulphate  washed  with  water.  It 
weighed  1-4113,  which  corresponds  to  0-795408  SrO  =  64-15  per  cent,  (calculated 
65-38  per  cent.);  i.e.,  98-12  instead  of  100. 

b.  1-1510  grm.  SrCoa  was  dissolved  in  excess  of  hydrochloric  acid,  the  solu- 
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tion  diluted,  and  then  precipitated  with  sulplmric  acid;  the  precipitated  SrS04 
was  washed  with  water;  it  weighed  14024  =  079039  SrO  =  68-68  per  cent, 
(calculated  7007  per  cent.);  i.e.,  98.03  instead  of  100. 

65.  Determination  op  Strontium  as  SntPHATE,  with  Correction  (to 
§  103,  1,  a). 

ThQ  filtrate  obtained  in  No.  64,  d,  weighed  190'84  grm.  According  to  experi- 
ment No.  22,  11863  parts  of  water  containing  sulphuric  acid  dissolve  1  part  of 
strontium  sulphate;  therefore,  19084  grm.  dissolve  0-0161.  The  wasliiTigs 
weighed  63-61  grm.  According  to  experiment  No.  31,  6895  parts  of  water 
dissolve  1  part  of  SrSO,;  therefore,  6361  grm.  dissolve  0-0093  grm. 

Adding  0-0161  and  00093  to  the  1-4034  actually  obtained,  we  find  the  total 
amount  =  14377  grm.,  which  corresponds  to  0-80465  SrO  =  69-91  per  cent,  in 
SrCOi  (calculated  7007  per  cent.);  i.e.,  9977  instead  of  100. 

66.  Determination  op  Strontium  as  Strontium  Carbonate  (to  §  103,  3). 

1-3104  grm.  strontium  chloride,  precipitated  according  to  §  103,  3,  gave 
1-3204  SrCOa,  containing  0-8551831  SrO  =  6o-36  per  cent,  (calculated  6o-38); 
i.e.,  99-83  instead  of  100. 

In  the  four  following  experiments,  and  also  in  No.  72,  pure  air- 
dried  calcium  carbonate  was  used,  in  a  portion  of  which  the  amount  of  anhydrous 
carbonate  had  been  determined  by  very  cautious  heating.  0-7647  grm.  left 
0-7581  grm.,  which  weight  remained  unaltered  upon  further  (extremely  gentle) 
ignition;  tlie  air-dried  carbonate  contained  accordingly  55-516  per  cent,  of  lime. 

67.  Determination  op  Calcium  as  Calcium  Sulphate  by  Precipitation 
(to  §  103,  1,  a). 

1-186  grm.  of  "the  airdried  calcium  carbonate"  was  dissolved  in  hydro- 
chloric acid,  and  the  solution  precipitated  with  sulphuric  acid  and  alcohol,  after 
§  103,  1,  a.  Obtained  1-5949  grm.  CaSO,,  containing  065598  CaO,  i.e.,  55-31 
per  cent,  (calculated  55-51),  which  gives  99  64  instead  of  100. 

68.  Determination  op  Calcium  as  CaCOa,  by  Precipitation  with 
Ammonium  Carbonate  and  washing  with  Pure  Water  (to  ^  103,  3,  a). 

A  hydrochloric  acid  solution  of  1-1437  grm.  of  "the  air-dried  calcium  car- 
bonate" gave  upon  precipitation  as  directed,  1-1243  grm.  anhydrous  calcium 
carbonate,  corresponding  to  0-639608  CiiO  =  55-05  per  cent,  (calculated  55-51 
per  cent.),  which  gives  99-17  instead  of  100. 

69.  Determin.vtion  op  Calcium  as  CaCOa,  by  Precipitation  -mTH  Ammo- 
nium 0.\;alate  from  Alkaline  Solution  (to  §  103,  3,  ft,  a). 

11734  grm.  of  "the  air-dried  calcium  carbonate"  dissolved  in  hydrochloric 
acid,  and  treated  as  directed  §103,  3,  ft,  a,  gave  1-1633  grm.  CaCOa  (reaction 
not  alkaline),  containing  0-651893  of  CaO  =  55513  per  cent,  (calculated  55-516 
per  cent.),  which  gives  99-99  instead  of  100. 

70.  Determination  op  Calcium  as  Oxalate  (to  §  103,  2,  ft,  a). 

0-857  "TTn.  of  "the  air-dried  calcium  carbonate"  were  dissolved  in  hydro- 
chloric  acid;    the    solution   was    precipitated  with    ammonium    oxalate    and 
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ammonia,  the  precipitate  washed,  and  then  dried  at  100°,  until  the  weight 
remained  constant.  The  precipitate  (CaCjO,  -|-  H2O)  weighed  1'2461  grm.  con- 
taiuing  0 '477879  CaO  =  55-76  per  cent,  (calculated  55'516  per  cent.),  which  gives 
100-45  instead  of  100. 

71.  Volumetric  Detebmenation  of  Calcium  Pkboipitated  as  Oxalate 
(to  §  103,  2,  b,  a). 

Six  portions,  of  10  c.c.  each,  were  taken  of  a  solution  of  pure  calcium 
chloride ;  in  2  portions  the  calcium  was  determined  in  the  gravimetric  way  (by- 
precipitation  with  ammonium  oxalate,  and  weighing  CaCOa) ;  in  two  by  the 
alkalimetric  method  (p.  236),  and  in  two  by  precipitation  with  ammonium 
oxalate,  and  estimation  of  the  oxalic  acid  in  the  precipitate  by  solution  of  potas- 
sium permanganate.     The  following  were  the  results  obtained : 

a.  In  the  gravimetric  b   By  the  alkalimetric        c.  By  solution  of  potas- 

way.  method.  sium  permanganate. 

0-5617  CaCOa  0-5614  0-5613 

0-5620      "  0-5620  0-5620 

72.  Detekmixation  op  Calcium  as  CaCOs  by  Peecipitation  as  Calcium 
Oxalate  feom  Acid  Solution  (to  §  103,  2,  b,  p). 

0-857  grm.  of  "the  air-dried  calcium  carbonate"  dissolved  in  hydrochloric 
acid  and  precipitated  from  this  solution  according  to  the  directions  of  §  108,  2, 
b,  13,  gave  08476  calcium  carbonate  (which  did  not  manifest  alkaline  reaction, 
and  the  weight  of  wliich  did  not  vary  in  the  least  upon  evaporation  with 
ammonium  carbonate),  containing  0-474656  CaO  =  55'39  per  cent,  (calculated 
55-51),  which  gives  99-78  instead  of  100. 

73.  Determination  of  Magnesium  as  MgjPaO,  (to  §  104,  2). 

a.  A  solution  of  1-0587  grm.  pure  anhydrous  magnesium  sulphate  in  water, 
precipitated  according  to  §  104,  2,  gave  0-9834  magnesium  pyrophosphate,  con- 
taining 0-35438  JIgO  =  33-476  per  cent,  (calculated  83-33  per  cent.),  which  gives 
100  -43  instead  of  100. 

b.  0-9672  JlgSO^  gave  0-8974  Mg^P^O,  =  33-43  per  cent,  of  MgO  (calculated 
33-33,  which  gives  100-80  instead  of  100. 

74.  Precipitation  of  Zinc  Acetate  by  Hydrogen  Sulphide  (to  §  108,  b). 
u.  A  soluble  of  pure  zinc  acetate  was  treated  with  the  gas  in  excess,  allowed 

to  stand  at  rest  for  some  time,  and  then  filtered.  The  filtrate  was  mixed  with 
ammonia.  It  remained  perfectly  clear  at  first,  and  even  after  long  standing  a 
few  hardly  visible  flakes  only  had  separated. 

b.  A  solution  of  zinc  acetate  to  which  a  tolerably  large  amount  of  acetic  acid 
had  been  added  previously  to  the  precipitation  with  hydrogen  sulphide,  showed 
exactly  the  same  deportment. 

75.  Determination  of  Iron  as  Sulphide  (to  §  113,  2). 

10  c.c.  of  a  pure  solution  of  ferric  chloride  was  precipitated  with  ammonia; 
obtained  0-1453  Fe^Oa  =  0  10171  Fe. 

10  c.c.  was  precipitated  with  ammonia  and  ammonium  sulphide,  and  treated 
after  §  113,  3,  obtained  0-1596  FeS  =  0-10157  Fe. 

10  c.c.  again  yielded  0.1605  FeS  =  0-1021  Fe. 
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7C.  Determination  of  Lead  as  CuRomate  (to  §  116,  4). 

1-0083  gnn.  pure  lead  nitrate  wore  treated  according  to  §  116,  4.  Tiie  pre- 
cipitate was  collected  on  a  weighed  filter,  and  dried  at  100',  obtained  09871 
grm.  =  0(!7833  PbO.     This  gives  67-3  per  cent.     Calculation  67-4. 

09814  lead  nitrate  again  yielded  0-9625  ehromate  =  67.4  jDer  cent. 

77.  Determination  of  MERCniiT  in  the  Metallic  State,  in  the  Wet 
Way,  by  JIeans  of  Stannous  CnLoiiiuE  (to  g  118,  1,  J). 

2-01  grm.  mercuric  chloride  gave  1465  grm.  metallic  mercury  =  73-88  per 
cent,  (calculated  73-83  per  cent.),  which  gives  98-71  instead  of  100  (Schapfner). 
The  loss  is  not  inherent  in  the  method,  i.e.,  it  does  not  arise  from  mercury- 
evaporating  during  the  ebullition  and  desiccation  (Expt.  No.  54);  but  its  origin 
lies  in  the  fact  that  one  usually  does  not  allow  sufficient  time  for  the  mercury  to 
settle  quite  completely,  and  in  general  is  not  careful  enough  in  decanting,  and 
drying  with  paper,  &c. 

78.  Determination  of  Copper  by  Precipitation  with  Zinc  in  a  Pla- 
tinum Disn  (to  §  119,  3). 

30-883  grm.  pure  cupric  sulphate  were  dissolved  in  water  to  250  c.c;  10  c.c. 
of  the  solution  contained  accordingly  0-31387  grm.  metallic  copper. 

a.  10  c.c.  precipitated  with  zinc  in  a  platinum  dish,  gave  0-3140  =  100-06 
per  cent. 

b.  In  a  second  experiment  10  c.c.  gave  0-3138  =  100  per  cent. 

80.  Determination  op  Copper  as  Cuprous  Sulphocyanate  (to  §  119, 
3,  i). 

0-5965  grm.  of  pure  cupric  sulphate  was  dissolved  in  a  little  water,  and,  after 
addition  of  an  excess  of  sulphurous  acid,  precipitated  with  potassium  sulphocy- 
anate. The  well-washed  precipitate,  dried  at  100',  weighed  0-3893,  correspond- 
ing to  0-1893  CuO  =  31-73  percent.  As  cupric  sulphate  contains  31-83  per 
cent.,  this  gives  99  66  instead  of  100. 

81.  Determination  of  Copper  by  De  Haen's  Method  (to  §  119,  4,  a). 

Four  10  c.c. 's  of  a  solution  of  cupric  sulphate,  each  10  c.c,  containing  00254 
grm.  Cu,  were  severally  mixed  with  potassium  iodide,  then  with  50  c.c.  of  a 
solution  of  sulphurous  acid  (50  c.c.  corresponding  to  12  94  c.c.  iodine  solution). 
After  addition  of  starch  paste,  iodine  solution  was  added  until  the  fluid 
appeared  blue. 
This  required, — 

In  a,  4-09 

b,  3-95 

c,  4-06 

d,  3-95 

As  100  c.c.  of  iodine  solution  contained  0-5S043  grm.  iodine,  this  gives— 
For  a,  0-0256  Cu  instead  of  00254 

"    b,  0-0260 

"    c,  0  0257 

'■    d,  0-0260 
Another  experiment,  made  with  100  c.c.  of  the  same  solution  of  cupric  sul- 
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pbate,  gave,  0'2606  instead  of  0-254  of  copper.  Ammonium  nitrate  having  been 
added  to  10  c.c.  of  the  solution  of  cupric  sulphate,  then  some  dilute  hydro- 
chloric acid,  3'4  and  3'5  c.c.  of  iodine  solution  were  required  instead  of  4  c.c. — 
a  proof  that  considerably  more  iodine  had  separated  than  corresponded  to  the 
copper. 

83.  Precipitation  op  Bismuth  Niteatb  by  Ammonium  Cakbonate  (to 
§  120,  1,  a). 

If  a  solution  of  bismuth  nitrate,  no  matter  whether  containing  much  or  little 
free  nitric  acid,  is  mixed  with  water,  precipitated  with  ammonium  carbonate 
and  ammonia,  and  filtered  without  applying  heat,  the  filtrate  acquires,  upon 
addition  of  hydrogen  sulphide  water,  a  blackish-brown  color.  But  if  the 
mixture  before  filtering  is  heated  for  a  short  time  nearly  to  boiling,  hydrogen 
sulphide  fails  to  impart  this  color  to  the  filtrate,  or,  at  all  events,  the  change  of 
color  is  hardly  visible  to  the  eye  looking  through  the  full  test-tube  from  the  top. 

84.  Determination  of  Antimont  as  Sulphide  (to  §  125,  1). 

0'5o9  grm.  of  pure  air-dried  tartar  emetic,  treated  according  to  §  125, 1,  gave 
0'2902  grm.  antimonious  sulphide  dried  at  100°  =  '2492  grm.  or  44'58  per  cent, 
of  antimonious  oxide.  Heated  to  blackening  in  a  current  of  carbonic  acid,  the 
precipitate  lost  0'0079  grm.  (reckoned  from  a  part  to  the  whole),  leaving  accord- 
ingly 0  2823  grm.  of  anhydrous  antimonious  sulphide,  which  corresponds  to 
0'24245grm.,  or  4337  per  cent,  of  antimonious  oxide.  As  the  tartar  emetic 
contains  43'70  per  cent,  of  antimonious  oxide,  the  process  gives,  if  the  precipitate 
is  dried  at  100°,  102-01;  if  heated  to  blackening,  99-22  instead  of  100. 

89.  Determination  op  Phosphoric  Acid  as  Magnesium  Pyrophosphate 
(to  §  134,   b,   a). 

1-9159  and  2.0860  grm.  pure  crystallized  sodium  hydrogen  phosphate,  treated 
as  directed  §  134,  b,  a,  gave  0-5941  and  0-6494  grm.  of  magnesium  pyrophos- 
phate respectivel}'.  These  give  19-83  and  1991  per  cent,  of  P^Ou  in  sodium 
hydrogen  phosphate,  instead  of  19-83  per  cent. 

90.  Determination  op  Phosphoric  Acid  as  TJranyl  Pyrophosphate 
(to  §  134,  c). 

30  c.c.  of  a  solution  of  pure  sodium  hydrogen  phosphate,  treated  with 
magnesium  sulphate,  ammonium  chloride,  and  ammonia,  as  directed  §  134,  b,  a, 
gave  0-3269  grm.  of  magnesium  pyrophosphate.  10  c.c.  contained  accordingly 
0  06982  grm.  of  phosphoric  anhydride. 

10  c.c.  of  the  same  solution  were  then  precipitated  with  uranyl  acetate  as 
directed  §  134,  c.  The  ignited  precipitate  was  treated  with  a  little  nitric  acid, 
then  again  ignited  ;  after  cooling,  it  weighed  0-3478  grm.  corresponding  to 
0-06954  grm.  of  phosphoric  anhydride. 

91.  DETEEinNATiON  OP  Free  Hydrogbn  Sulphide  by  Means  of  Solu- 
tion op  Iodine  (to  §  148,  I.,  a). 

The  experiments  were  made  to  settle  the  following  questions: — 
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a.  Does  the  quantity  of  iodine  required  remain  tlie  same  for  solutions  of 
hydrogen  sulphide  of  different  degrees  of  dilution? 

b.  Does  the  equation  HjS  +  la  =  2H8  +  S  really  represent  the  decomposition 
which  takes  place? 

The  hydrogen  sulphide  water  was  contained  in  a  flask  closed  hy  a  doubly- 
perforated  cork;  into  one  aperture  a  siphon  with  pinchcock  was  fitted,  to  draw 
off  the  fluid;  into  the  other  aperture  a  siiort  open  tube,  which  did  not  dip  into 
the  fluid. 

Question  a. 

a.  About  30  c.c.  of  iodine  solution  were  introduced  into  a  flask,  which  was 
then  tared;  hydrogen  sulphide  water  was  added  until  the  yellow  color  had  just 
disappeared.  The  flask  was  then  closed,  weighed,  starch  paste  added,  and  then 
solution  of  iodine  until  the  fluid  appeared  blue. 

70-2  grm.  HjS  water  required  33-4  c.c.  iodine  solution,  100  accordingly 
33  33  c.c. 
68'4  grm.  required  22'7  c.c.  iodine  solution,  100  accordingly  33'20  c.c, 
/3.   Same  process;  but  the  fluid  was  diluted  with  water  free  from  air. 

615  grm. HjS  water-)- 200  grm.  water  required  20 '7  c.c.  iodine  solution, 
100  accordingly  83  65  c.c. 

52'4  grm.  -|-  400  grm.  water  required  17.7  c.c.  iodine  solution,  100  accord- 
ingly 33-77. 

Tlie  iodine  solution  contained  0  00498  iodine  in  1  c.c.  Considering  that 
addition  of  a  larger  volume  of  water  necessarily  involves  a  slight  increase  in 
the  quantity  of  iodine  solution,  these  results  may  be  considered  sufiiciently 
coiTesponding. 
Question  b. 
According  to  a,  100  grm.  of  the  HaS  water  contained  0'02215  grm.  HsS, 
assuming  the  proportion  to  be  100  :  83'2. 

173'6  grm.  of  the  same  water  were,  immediately  after  the  experiments  in  a, 
drawn  off  into  a  hydrochloric  acid  solution  of  arsenious  acid;  after  24  hours,  the 
arsenious  sulphide  was  filtered  off,  dried  at  100°,   and  weighed.     0  0930  grm. 
were  obtained,  which  coiTesponds  to  0  03814  HjS,  or  a  percentage  of  0 '02197. 
The  second  question  also  is  therefore  answered  in  the  affirmative. 

92.  Solution  of  Magnesium  CnLonmE  dissolves  Calcium  Oxalate  (to 
%  154,  6). 

If  some  calcium  chloride  is  added  to  a  solution  of  magnesium  chloride,  then 
a  little  ammonium  oxalate,  no  precipitate  is  formed  at  first;  but  upon  slightly 
increasing  the  quantity  of  ammonium  oxalate,  u.  trifling  precipitate  gradually 
separates  after  some  time. 

If  an  excess  of  ammonium  oxalate  is  added,  the  whole  of  the  calcium  is 
thrown  down,  but  the  precipitate  contains  also  magnesium  oxalate.  This  shows 
that  to  effect  the  separation  of  the  two  bases  by  ammonium  oxalate,  the  reagent 
must  be  added  in  excess;  whilst,  on  the  other  hand,  in  the  presence  of  much 
magnesium,  the  operator  must  expect  to  precipitate  some  of  the  magnesium,  as 
the  following  experiments  (No.  93)  clearly  show. 

93.  Separation  of  Calcium  from  Magnesium  (to  §  154,  6). 

The  fluids  employed  in  the  following  experiments  were,  a  solution  of  calcium 
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chloride,  10  c.c.  of  which  corresponded  to  0-5618  CaCOa;  a  solution  of  magne- 
sium chloride,  containing  0'250  MgO  in  10  c.c;  a  solution  of  ammonium 
chloride  (1  :  8);  solution  of  ammonia,  containing  10  per  cent.  NHa;  solution  of 
ammonium  oxalate  (1  :  24);  acetic  acid,  containing  30  per  cent.  C2H4O2. 

The  precipitation  was  effected  at  the  common  temperature;  the  precipitate 
of  calcium  oxalate  was  filtered  off  after  30  hours. 
a.  Influence  of  the  degree  of  dilution. 

a.  10  c.  c.  MgCU,  10  c.  c.  CaCU,   10  c.  c.  NH4CI,  4  drops  NH4OH,  50 
c.c.  water,  20  c.  c.  (jSrH4)jC204.     Result,  0-5705  CaCOs. 

ft.  Same  as  a,  with  150  c.c.  water  instead  of  50  c.c.     Result,  0-5870 
CaCOs. 
h.  Influence  of  excess  of  ammonia. 

Same  as  a,  ft -\- 10  c.c.  NHiOH.     Result,  0-5614  grm.  CaCOs. 

c.  Influence  of  excess  of  ammonium  chloride. 

Same  as  a,  ^  +  40  c.c.  NH4CI.    Result,  0-5653  grm. 

d.  Influence  of  excess  of  ammonia  and  ammonium  chloride. 

Same  as  a,  /3  +  30  c.c.  NH4CI  + 10  c.c.  NH4OH.     Result,  0-5613  grm. 

e.  Influence  of  free  acetic  acid. 

Same  as  a,  ft,  only  with  6  drops  CjH40a,  instead  of  the  4  drops  NH4OH. 
Result,  0-5594  grm. 

f.  Influence  of  excess  of  ammonium  oxalate  in  feebly  alkaline  solution. 

Same  as  a,  /i  +  30  c.c.  (NH4)2C204.     Result,  0-5644  grm.  CaCOa. 

g.  Influence  of  excess  of  ammonium  oxalate  in  strongly  alkaline  solution. 

Same  as  a,  ft,  +  10  c.c.  NHjOH  +  20  c.c.  (H'B.i)^G^Oi.    Result, 
0-6644. 
Ti.  Influence  of  excess  of  ammonium  oxalate  in  presence  of  much  NH4CI  and 
NH4OH. 

Same  as  a, /?,  + 10  NH.OH  +  SO  NH4CI  +  2O  (]SrH4)2C204.     Result, 
0-5709  grm. 
i.  Influence  of  excess  of  ammonium  oxalate  in  solution  slightly  acidified 
with  C3H4O2. 

Same  as  a,  ft,  -  4  drops  NH4OH  +  6  drops  CjH.O^  +  20  c.c.  (]SrH4)2 
C5O4.    Result,  0-5661  grm. 
Consequently,  when  a  notable  amount  of  magnesium  is  present  there  is 
always  a  chance  of  magnesium  oxalate,  or  ammonium  magnesium  oxalate  pre- 
cipitating along  with  the  calcium  oxalate. 

Another  series  of  experiments  in  which  a  solution  of  magnesium  oxalate  in 
hydrochloric  acid  was  mixed  with  ammonia  under  varying  circumstances,  proved 
also  that,  in  presence  of  a  notable  quantity  of  magnesium,  magnesium  oxalate, 
or  magnesium  ammonium  oxalate,  will  always  separate  after  standing  for  some 
time,  no  matter  whether  in  a  cold  or  a  warm  place. 

In  a  third  series  of  experiments,  the  separation  was  effected  by  double  pre- 
cipitation, in  accordance  with  §154,  28.  The  same  solutions  were  employed  as 
in  the  first  series,  with  the  exception  of  the  magnesium  chloride,  for  which  a 
solution  was  substituted  containing  0-2183  grm.  MgO,  in  10  c.c. 

10  c.c.  CaCls  +  30  c.c.  MgClj  +  30  c.c.  NH4CI,  -+-  300  c.c.  water,  -f  6  drops 
ammonia,  +  a  sufficient  excess  of  ammonium  oxalate.  Results,  in  two  experi- 
ments, 0-5621  and  05652,  mean  0-5636,  instead  of  0-5618  CaCOs;  also  06660 
and  0-6489  MgO,  mean  0-6574,  instead  of  0-6546. 
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94.  Sepahation  of  Iodine  fbom  Chlorine  by  Pisani's  MsTnoD. 

0  2338  grm.  potassium  iodide,  dissolved  in  water,  -\-  i  c.c.  of  solution  of 
iodide  of  starch,  required  14  c.c.  of  decinormal  silver  solution  =  0 '2323  grm. 
potassium  iodide. 

0  30i5  grm.  potassium  iodide,  mixed  with  about  double  the  quantity  of 
sodium  chloride,  required  18'2  c.c.  silver  solution  =  0'3021  KI. 

0':3i60  grm.  potassium  iodide,  mixed  with  about  100  times  as  much  sodium 
chloride,  required  13  7  c.c.  silver  solution  =  0-2273  KI. 

95.  Sepabation  of  Iodinb  from  Bromine,  by  Pisani's  Method. 

0'3198  grm.  potassium  iodide,  mixed  with  double  the  quantity  of  potassium 
bromide,  required  19'2  c.c.  of  decinormal  silver  solution  —  0"3187  KI. 

99.  Chlorimetrical  Experiments  (to  §  199). 

10  grm.  of  chloride  of  lime  were  rubbed  up  with  water  to  one  litre,  with 
which  the  following  experiments  were  made: 

a.  By  Pexot's  method  (§  200);  obtained  23  5  and  23-5  per  cent. 

b.  By  means  of  iron  (§  201,  modification);  obtained  236  per  cent. 

c.  By  Bunsen's  method  (§  201);  results,  23-6— 23-6  per  cent. 

100.  Drying  op  Manganese  (to  §  202,  I.). 

Four  small  pans,  containing  each  8  grm.  of  manganese  of  53  per  cent. ,  were 
first  heated  in  the  water-bath.  After  3  hours,  I.  had  lost  0'145;  after  6  hours, 
II.  015;  after  9  hours,  III.  015;  after  12  hours,  IV.  015  grm.  I.  and  II. 
having  been  left  standing,  loosely  covered,  in  the  room  for  12  hours,  II.  was 
found  to  weigh  exactly  as  much  as  at  first;  I.  wanted  only  O'Ol  grm.  of  the 
original  weight. 

The  four  pans  were  now  heated  for  2  hours  to  120°.  After  cooling,  they 
were  found  to  have  lost  each  O'lSO  of  the  original  weight.  I.  and  II.  having  been 
left  standing,  loosely  covered,  in  the  room  for  60  hours,  were  found  to  have  again 
acquired  their  original  weight  by  attracting  moisture.  III.  and  IV.  were  heated 
for  2  hours  to  150°.  The  loss  of  weight  in  both  cases  was  0'215  grm.  Having 
been  left  standing,  loosely  covered,  in  the  room  for  72  hours,  both  were  found 
to  weigh  0'05  less  than  at  first.  Assuming  the  hygroscopic  moisture  expelled  to 
be  reabsorbed  by  standing  in  the  air,  this  shows  that  at  150°  a  little  chemically 
combined  water  escapes  along  with  the  moisture,  and  accordingly  that  the  tem- 
perature must  not  exceed  120°. 

My  experiments  will  be  found  described  in  detail  in  Dlngler's  polyt.  Journ., 
135,  277  et  seq. 


834  CALCULATIOJr   OF  ANALYSIS. 


CALCULATION  OF  ANALYSES. 

The  calculation  of  the  results  obtained  by  an  analysis  presupposes,  as  an  in- 
dispensable preliminary,  a  knowledge  of  the  general  laws  of  the  combining 
proportions  of  bodies,  on  the  one  hand,  and  of  the  more  simple  rules  of  arith- 
metic on  the  other.  It  is  a  great  error  to  suppose  that  the  ability  to  make 
chemical  calculations  involves  an  extensive  acquaintance  with  mathematics,  a 
knowledge  of  decimal  fractions  and  simple  equations  being  for  the  most  part 
sufficient.  These  remarks  are  not  intended  to  dissuade  students  of  chemistry 
from  pursuing  the  highly  important  study  of  mathematics;  but  merely  to 
encourage  those  who  have  had  no  opportunity  of  entering  more  deeply  into  this 
science,  and  who,  as  experience  has  shown  me,  are  often  afraid  to  venture  upon 
chemical  calculations.  For  this  reason,  I  have  made  the  whole  of  the  calculations 
given  in  the  following  paragraphs,  in  the  most  intelligible  manner  possible,  and 
without  logarithms. 

I.  Calculation  of  ths  GonstituenU  sov/jM  from  tlie  Compound  obtained  in  the 
Analytical  Process,  and  exMbition  of  the  Result  in  Per-cenis. 

The  bodies  the  weight  of  which  it  is  intended  to  determine,  are  separated,  as 
we  have  seen  in  Division  I.,  treating  of  the  "  Execution  of  Analysis,"  either  in 
the  free  state,  or — and  this  most  frequently — in  combinations  of  known  com- 
position. The  results  are  usually  calculated  upon  100  parts  of  tlie  examined 
substance,  since  this  gives  a  clearer  and  more  intelligible  view  of  the  composi- 
tion. In  cases  where  the  several  constituents  have  been  separated  in  the  free 
state,  the  calculation  maybe  made  at  once;  but  if  the  constituents  have  been 
separated  in  combination  with  other  substances,  they  must  first  be  calculated 
from  the  compounds  obtained. 

1.   Calculation  of  the  Results  into  Per-cents  by  Weight,  in  Cases  where  the 
Substance  sought  has  been  separated  in  the  Free  State. 

a.  Solid  Bodies,  Liquids,  and  Oases,  which  have  been  determine  by  Weight. 

The  calculation  here  is  exceedingly  simple. 

Suppose  you  have  analyzed  mercurous  chloride,  and  separated  the  mercury 
in  the  metallic  state.  2'945  grm.  mercurous  chloride  have  given  say  2'499  grm. 
metallic  mercury. 

2-945  :  2-499  ;:  100  :  x 
X  =  84-85, 

which  means  that  your  analysis  shows  100  parts  of  mercurous  chloride  to  con- 
tain 84-85  of  mercury,  and  consequently  15-15  of  chlorine. 

Now  as  mercurous  chloride  is  known  to  consist  of  2  at.  mercury  and  2  at. 
chlorine,  and  as  the  atomic  weights  of  both  these  elements  are  also  known,  the 
true  percentage  composition  of  the  body  may  be  readily  calculated  from  these 
data.  When  analyzing  substances  of  known  composition  for  practice,  the 
results  theoretically  calculated  and  those  obtained  by  the  analysis  are  usually 
placed  in  juxtaposition,  as  this  enables  the  student  at  once  to  perceive  the  degree 
of  accuracy  with  which  the  analysis  has  been  performed. 
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Thus  for  instance — 

Mercury Ws  .^'';?!!''.'r^  ''^Tr  «  ^'  "'• 

Chlorine 1515  1506 


10000  100-00 

6.   GMes  whieh  have  been  determined  by  Measure. 

If  a  gas  has  been  determined  by  measure,  it  is,  of  covirse,  necessary  first  to 
ascertain  the  weight  corresponding  to  the  volume  found,  before  the  percentage 
by  weight  can  be  calculated. 

But  as  the  exact  weights  of  a  definite  volume  of  the  various  gases  have  been 
severally  determined  by  accurate  experiments,  this  calculation  also  is  a  simple 
rule-of-three  question,  if  the  gas  may  be  measured  under  the  same  circumstances 
to  which  the  known  relation  of  weight  to  volume  refers.  The  circumstances  to 
be  taken  into  consideration  here,  are: 

Temperature  and  Atmospheric  Pressure. 
Besides  these,  the 

Tension  of  tlie  Aqueous  Vapor 
may  also  claim  consideration  in  cases  where  water  is  used  as  the  confining  fluid, 
or  generally  where  the  gas  has  been  measured  in  the  moist  state. 

The  respective  weights  assigned  in  Table  V.*  to  1  litre  of  the  gases  tliere 
enumerated,  refer  to  a  temperature  of  0°,  and  an  atmospheric  pressure  of  0-76 
metre  of  mercury.  We  have,  therefore,  in  the  first  place,  to  consider  the  manner 
in  which  volumes  of  gas  measured  at  another  temperature  and  another  height 
of  the  barometer,  are  to  be  reduced  to  0°  and  0'76  of  the  barometer. 

a.  Reduction  of  a  Volume  of  Oas  of  any  given  Temperature  to  0°,  or  any  other 
Temperature  between  0°  and  100°. 

The  following  propositions  regarding  the  expansion  of  gases  were  fonaierly 
universally  adopted : 

1.  All  gases  expand  alike  for  an  equal  increase  of  temperature. 

The  expansion  of  one  and  the  same  gas  for  each  degree  of  the  thermometer 
is  independent  of  its  original  density. 

Although  the  correctness  of  these  propositions  has  not  been  fully  confirmed 
by  the  minute  investigations  of  JIagntjs  and  Regnadlt,  yet  they  may  be  safely 
followed  in  reductions  of  the  temperature  of  those  gases  which  are  most 
frequently  measured  in  the  course  of  analytical  processes,  as  the  coefficients  of 
expansion  of  these  gases  scarcely  differ  from  each  other,  and  as  there  is  never 
any  very  considerable  difference  in  the  atmospheric  pressure  under  which  the 
gases  are  severally  measured. 

The  investigations  just  alluded  to  have  given 

0-3665 
as  the  coefficient  of  the  expansion  of  gases  which  comes  nearest  to  the  truth;  in 
other  words,  as  the  extent  to  which  gases  expand  when  heated  from  the  freezing 
to  the  boiling  point  of  water.     They  expand,  therefore,  for  every  degree  of  the 
centigrade  thermometer, 

0-3665 


100 


=  0-003665. 


*  See  Tables  at  the  end  of  the  volume. 
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If  we  wish  to  ascertain  how  much  space  1  c.  e.  of  gas  at  0°  will  occupy  at 
10°,  we  find 

1  X  [1  +  (10  X  0-003665)]  =  1-03665. 

If  we  wish  to  ascertain  how  much  space  100  c.  c.  at  0°  will  occupy  at 
10°,  we  find 

100  X[l  + (10x0-003665)] 
=  100X1-03665-103-665. 

If  we  wish  to  know  how  much  space  1  c.  c.  at  10°  wUl  occupy  at  0°,  we  find 

1  +  (10  X  0-003665)  ^  ^^^^' 
How  much  space  do  103-665  c.  c.  at  10°  occupy  at  0°? 
103-665 


1  +  (10  X  0-003665) " 


100. 


The  general  rule  of  these  calculations  may  be  expressed  as  follows: 
To  calculate  the  volume  of  a  gas  from  a  lower  to  a  higher  temperature,  we 
have  in  the  first  place  to  find  the  expansion  for  the  volume  unit,  which  is  done 
by  adding  to  1  the  product  of  the  multiplication  of  the  thermometrical  difference 
by  0-003665;  and  then  to  multiply  this  by  the  number  of  volume  units  found  in 
the  analytical  process.  On  the  other  hand,  to  reduce  the  volume  of  a  gas  from 
a  higher  to  a  lower  temperature,  we  have  to  divide  the  number  of  volume  units 
found  in  the  analytical  process,  by  1  +  the  product  of  the  multiplication  of  the 
thermometrical  difference  by  0-003665. 

/3.  Seduction  of  tlw  Volume  of  a  Oas  of  u,  certain  given  Density  to  -76  Metre 
Barometric  Pressure,  or  any  other  given  Pressure. 

Aocording  to  the  law  of  Mariotte,  the  volume  of  a  gas  is  inversely  as  the 
pressure  to  which  it  is  exposed ;  in  accordance  with  this,  a  gas  occupies  the 
greater  space  the  less  the  pressure  upon  it,  and  the  less  space  the  greater  the 
pressure  upon  it. 

Tims,  supposing  a  gas  to  occupy  a  space  of  10  c.  c.  at  a  pressure  of  1  atmos- 
phere, it  will  occupy  1  c.  c.  at  a  pressure  of  10  atmospheres,  and  100  c.  c.  at  a 
pressure  of  -^-^  atmosphere. 

Nothing,  therefore,  can  be  more  easy  than  the  reduction  of  a  gas  of  a  certain 
given  tension  to  760  mm.  bar.  pressure,  or  any  other  given  pressure,  e.g.,  1000 
mm.,  which  is  frequently  used  in  the  analysis  of  gases. 

Supposing  a  gas  to  occupy  100  c.  c.  at  780  mm.  bar.,  how  much  space  will  it 
occupy  at  760  mm.  1 

760  •  780  ::  100  :  x 
a;  =  102-63. 

How  much  space  will  100  c.  c.  at  750  mm.  bar.  occupy  at  760  mm.  ? 

760  :  750  ::  100  :  x 
X  =  98-68. 

How  much  space  will  150  c.  c.  at  760  mm.  bar.  occupy  at  1000  mm.? 

1000  :  760  ::  150  :  x 
X  =  114. 
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y.  Beduetion  of  the  Volume  of  a  Oas  saturated  with  Aqueous  Vapor,  to  its  actual 
Volume  in  the  Di-y  State. 

It  is  a  well-known  fact  that  water  has  a  tendency,  at  all  temperatures,  to 
assume  the  gaseous  state.  The  degree  of  this  tendency  (the  tension  of  the  aque- 
ous vapor) — which  is  dependent  solely  and  exclusively  upon  the  temperature, 
and  not  upon  the  circumstance  of  the  water  being  in  vacuo  or  in  any  gaseous 
atmosphere— is  usually  expressed  by  the  height  of  a  column  of  mercury  counter- 
balancing it.  The  following  table  Indicates  the  amount  of  tension  for  the 
various  temperatures  at  which  analyses  are  likely  to  be  made.* 


TABLE. 


Tension  of  the 

Tension  of  the 

Temperature 

aqueous  vapor 

Temperature 

aqueous  vapor 

(in  degrees  C.) 

expressed  in 
millimetres. 

(in  degrees  C.) 

expressed  in 

millimetres. 

0 

4-585 

21 

18-505 

1 

4-867 

22 

19-675 

2 

5-231 

23 

20-909 

3 

5-619 

24 

23-311 

4 

6-032 

25 

23-583 

5 

6-471 

26 

25-026 

6 

6-939 

27 

26-547 

7 

7-436 

28 

28-148 

8 

7-964 

29 

29-833 

9 

8-525 

30 

31-603 

10 

9-126 

31 

33-464 

11 

9-751 

33 

35-419 

13 

10-421 

33 

37-473 

13 

11-130 

34 

39-630 

14 

11-883 

35 

41-893 

15 

13-677 

36 

44-368 

16 

13-519 

37 

46-758 

17 

14-409 

38 

49-368 

18 

15-351 

39 

53-103 

19 

16-345 

40 

54-969 

20 

17-396 

Therefore,  if  a  gas  is  confined  over  water,  its  volume  is,  cateris  paribus, 
always  greater  than  if  it  were  confined  over  mercury;  since  a  quantity  of  aque- 
ous vapor,  proportional  to  the  temperature'of  the  water,  mixes  with  the  gas,  and 
the  tension  of  this  partly  counterbalances  the  column  of  air  that  presses  upon  the 
gai,  anil  to  that  extent  neutralizes  the  pressure.  To  ascertain  the  actual  pressure 
upon  the  gas,  we  must  therefore  subtract  from  the  apparent  pressure  so  much  as 
is  neutralized  by  the  tension  of  the  aqueous  vapor. 

Suppose  we  had  found  a  gas  to  measure  100  c.c.  at  759  mm.  bar.,  the  tempera- 
ture of  the  confining  water  being  15°;  how  much  space  would  this  volume  of 
gas  occupy  in  the  dry  state  and  at  760  mm.  of  the  barometer-? 

Our  table  gives  the  tension  of  aqueous  vapor  at  15°  =  13-677;  the  gas  is  con- 
sequently not  under  the  apparent  pressure  of  759  mm.,  but  under  the  actual 
pressure  of  759  -  13-677  =  746-333  mm. 

*  Compare  Magnus,  Pogg.  Annal.  Gl,  847. 
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The  calculation  is  now  very  simple;  it  proceeds  in  the  manner  shown  in  /3; 
we  say, 

760  :  746-323  :;  100  :  x 
X  =  98-20. 

When  the  volume  of  a  gas  has  thus  been  adjusted  by  the  calculations  in  a 
and  /3,  or  x,  to  the  thermometrical  and  barometrical  conditions  to  which  the 
data  of  Table  V.  refer,  the  percentage  by  weight  may  now  be  readily  calculated 
by  substituting  the  weight  for  the  volume,  and  proceeding  by  simple  rule  of 
three. 

What  is  the  percentage  by  weight  of  nitrogen  in  an  analyzed  substance,  of 
which  0-5  grm.  have  yielded  30  c.  c.  of  dry  nitrogen  gas  at  0°,  and  760  mm. 
bar.? 

In  Table  V.  we  find  that  1  litre  (1000  c.  c.)  of  nitrogen  gas  at  0°,  and  760  mm. 
bar.,  weighs  l-254.')6  grm. 
We  say  accordingly: 

1000  :  1-25456  ::  SO  :  x 
X  =  0-0376. 
And  then : 

0-5  :  0-0376  ::  100  :  x 
X  =  7-53. 

The  analyzed  substance  contains  consequently  7-52  per  cent,  by  weight  of 
nitrogen. 

Dr.  Gibbs'  method  of  finding  at  once  the  total  correction  for  temperature,  press- 
ure, and  moisture  in  absolute  determinations  of  nitrogen,  or  other  gases:  * 

' '  I  take  a  graduated  tube,  which  I  flU  with  mercury,  then  displace  about 
two- thirds  of  the  mercury  with  air,  and  invert  the  tube  into  a  cistern  of  mercury. 
Then  I  make  four  or  five  determinations  of  the  volume  of  the  included  (moist) 
air  in  the  usual  manner,  and  find  the  volume  of  the  air  at  0°  and  760  mm.  as  a 
mean  of  all  the  determinations.  This  tube  I  call  the  companion  tube,  and  it 
always  hangs  in  the  little  room  I  use  for  gas  analyses.  Suppose  the  volume  of 
(dry)  air  at  0"  and  760  mm.  is  132-85  c.  c. 

"Now,  in  making  an  absolute  nitrogen  determination  I  collect  the  nitrogen 
moist  over  mercury  in  a  graduated  tube,  and  then  suspend  the  measuring  tube 
by  the  side  of  the  companion  tube.  I  then  by  a  cord  and  pulley  bring  the  level 
of  the  mercury  in  the  two  tubes  to  correspond  exactly,  and  then  read  off  the 
volume  of  air  in  the  companion  tube  and  the  volume  of  nitrogen  in  the  measur- 
ing tube.  I  ought  to  have  stated  that  the  two  tubes  hang  in  the  same  cistern  of 
mercury.  Suppose  the  volume  of  air  in  the  companion  tube  to  be  143  c.  c. ;  then 
the  total  correction  for  temperature,  pressure,  and  moisture  will  be  143  —  132 -85 
=  10-65  c.c.  The  correction  for  the  nitrogen  will  then  be  found  by  rule  of 
three.  As  the  observed  volume  of  air  in  the  companion  tube  is  to  the  observed 
volume  of  nitrogen,  so  is  (in  this  case)  10-65  to  the  required  correction.  In  this 
way,  when  the  volume  of  air  in  the  companion  tube  is  once  found,  no  further 
observations  of  temperature,  pressure,  or  height  of  mercury  above  the  mercury  in  the 
cistern  are  necessary.  The  companion  tube  lasts  for  an  indefinite  time.  I  have 
even  used  it  filled  with  water,  without  any  appreciable  change  in  some  weeks, 
but  I  prefer  mercury.     As  the  two  tubes  hang  side  by  side,  there  is  never  an 

♦  Private  commuiiicatioii. 
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appreciable  difference  of  temperature.  My  results  are  most  satisfactory.  Wil- 
liiimson  it  Russell  have,  as  you  know,  used  a  companion  tube  for  equating 
pressures,  but  not  for  finding  the  total  value  of  the  temperature  and  pressure 
correction  at  once ;  and  I  believe  that  my  process  is  vrhoUy  new.  Certainly  it  is 
wonderfully  convenient,  and  saves  all  tables  and  labor  of  computation." 

2.  Calculation  of  tlie  Results  into  Per-eents  by  Weight,  in  Gases  where  the  Body 
sought  has  been  separated  in  Combination,  or  wJiere  a  Compound  has  to  be  deter- 
mined from  one  of  its  Constituents. 

If  the  body  to  be  determined  has  not  been  weighed  or  measured  in  its  own 
form,  but  in  some  other  form,  e.g.,  carbonic  acid  as  calcium  carbonate,  sulphur 
as  barium  sulphate,  ammonia  as  nitrogen,  chlorine  by  a  standard  solution  of 
iodine,  &c.,  its  quantity  must  first  be  reckoned  from  that  of  the  compound  found 
before  the  calculation  described  in  1  can  be  made. 

This  may  be  accomplished  either  by  rule  of  three  or  by  some  abridged  method. 

Suppose  we  have  weighed  hydrogen  in  the  form  of  water,  and  have  found  1 
grm.  of  water;  how  much  hydrogen  does  this  contain? 

A  molecule  of  water  consists  of: 

Hydrogen 3  at.  =    2  pts. 

Oxygen 1  at.  =  18    " 

18   " 
We  say  accordingly: 

18  :  2  ::  1  :  s 
X  =  011111. 

Or,  expressed  in  general  terms : 

Water  X  011111  =  Hydrogen. 
Example. — 

517  of  water;  how  much  hydrogen? 

517  X  011111  =  57-444. 

The  following  equation  results  also  from  the  above  proportion: 

-    =    1 

2     ~     iB 

18 


2 


X 

1 

•••    ^    =    9- 

Or,  expressed  in  general  terms, 

Water  divided  by  Q  —  Hydrogen. 

Example. — 

517  of  water,  how  much  hydrogen? 

517      „  ... 
-—  =  57 '444. 


In  thi-^  manner  we  may  find  for  every  compound  constant  numbers  by  which 
to  multiply  or  divide  the  weight  of  the  compound,  in  order  to  find  the  weight  of 
the  constituent  sought  (comp.  Table  III*). 


*  See  Tables  at  the  end  of  the  volume. 
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Thus,  for  instance,  the  nitrogen  contained  in  ammonium  platinic  chloride 
may  be  obtained  by  multiplying  the  weight  of  the  latter  by  0'06296 ;  thus  the 
carbon  may  be  calculated  from  carbonic  acid  by  multiplying  the  weight  of  the 
latter  by  0-3727,  or  dividing  it  by  3-666. 

These  numbers  are  by  no  means  so  simple,  convenient,  and  easy  to  remember 
as  in  the  case  of  hydrogen.  It  is  therefore  advisable,  in  the  case  of  carbonic 
acid,  for  instance,  to  fix  upon  another  general  expression,  viz., 


Oarlonic  add  X  3 

n 


=  Carbon; 


12  parts  in  44  (=  ^y  In  carbonic  acid  being  carbon,  as  may  be  seen  from  the 
composition: 

C    12 

O2  32 

44 

The  object  in  view  may  also  be  attained  in  a  very  simple  manner,  by  refer- 
ence to  Table  IV.,*  which  gives  the  amount  of  the  constituent  sought  for  every 
number  of  the  compound  found,  from  1  to  9  ;  the  operator  need,  therefore, 
simply  add  the  several  values  together. 

As  regards  hydrogen,  for  instance,  we  find: 

TABLE. 


Found, 
water 

Sought, 
hydrogen 

1 

0-imi 

2 

0-5B322 

3 
0-33333 

4 

0-44444 

5 

0-55555 

6 

0-66667 

7 

0-VVVV8 

8 
0-88889 

9 

1-00000 

From  this  table  it  is  seen  that  1  part  of  water  contains  0-11111  of  hydrogen, 
that  5  parts  of  water  contain  0-55555  of  hydrogen;  9  parts,  1-00000,  &c. 

Now  if  we  wish  to  know,  for  instance,  how  much  hydrogen  is  contained  in 
5-17  parts  of  water,  we  find  this  by  adding  the  values  for  5  parts,  for  -^^  part, 
and  for  -jfj  parts,  thus: 

0-55555 

0-011111 

0-0077778 


0-5744388 

Why  the  numbers  are  to  be  placed  in  this  manner,  and  not  as  follows: 

0-55555 
0-11111 

0-77778 


1-44444 


is  self-evident,  since  arranging  them  in  the  latter  way -would  be  adding  the  value 
for  5,  for  1,  and  for  7  (5  +  1  +  7  =  13),  and  not  for  5-17.    This  reflection  shows 


*  See  Tables  at  the  end  of  the  volume. 
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also  that,  to  find  the  amount  of  hydrogea  contained  in  517  parts  of  water,  the 
points  must  be  transposed  as  follows: 

55-555 
Mill 
0-77778 


67-44388 


3.  Calculation,  of  Vie  Besults  of  Indirect  Analyses  into  Per-cents  by  Weight. 

The  import  of  th,i  term  "  indirect  analysis,''  as  defined  in  §  151,  p.  478  shows 
sufliciently  that  no  universally  applicable  rules  can  be  laid  down  for  the  calcula- 
tions which  have  to  be  made  in  indirect  analyses.  The  selection  of  the  right 
way  must  be  left  in  every  special  case  to  the  intelligence  of  the  analyst.  I  will 
here  give  the  mode  of  calculating  the  results  in  the  more  important  indirect 
separations  described  in  Section  V.  They  may  serve  as  examples  for  other 
similar  calculations. 

a.  Indirect  Determination  of  Sodium  and  Potassium. 

This  is  effected  by  determining  the  sum  total  of  the  chlorides,  and  the  chlo- 
rine contained  in  them. 

The  calculation  may  be  made  as  follows: 

Suppose  we  have  found  3  grm.  of  sodium  and  potassium  chlorides,  and  in 
these  3  grm.  1-6877  of  chlorine. 


At.  Chlorine. 

Mol.  KCl. 

Chlorine  found. 

35-46              : 

74-59 

:: 

1-6877     :    X 

X 

= 

3-55007. 

If  all  the  chlorine  present  were  combined  with  potassium,  the  weight  of  the 
chloride  would  amount  to  3'55007.  As  the  chloride  weighs  less,  sodium  chloride 
is  present,  and  this  in  a  quantity  proportional  to  the  difference  {i.e.,  355007  —  3 
=  -55007),  which  is  calculated  as  follows: 

The  difference  between  the  mol.  weight  of  KCl  and  that  of  NaCl  (16-09)  is 
to  tlie  mol.  weight  of  NaCI  (5850),  as  the  difference  found  is  to  the  sodium 
chloride  present: 

16-09  :  58-50  ::  -55007  :  x 
x=   2  NaCl 
and  3  -  2  =   1  KCl. 

From  this  the  following  short  rule  is  derived: 

Multiply  the  quantity  of  chlorine  in  the  mixture  by  2'1085,  deduct  from  the 
product  the  sum  of  the  chlorides,  and  multiply  the  remainder  by  3  6358;  the 
product  expresses  the  quantity  of  sodium  chloride  contained  in  the  mixed  chlo- 
ride. 

J.  Indirect  Determination  of  Strontium  and  Calcium. 

This  may  be  effected  by  determining  the  sum  total  of  the  carbonates,  and  the 
carbonic  acid  contained  in  them  (§  154,  31).  Suppose  we  have  found  2  grm.  of 
mixed  carbonate,  and  in  these  2  grm.  0-7888  of  carbonic  acid. 


Mol.  ro. 

Mol.  SrOO, 

00,  found. 

44 

147  50 

:: 

0-7888     ;    X 

X 

= 

3-47498. 
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If,  therefore,  the  whole  of  the  carbonic  acid  were  combined  with  strontia, 
the  weight  of  the  carbonate  would  amount  to  2-47498  grm.  The  deficiency, 
=  0-47498,  is  proportional  to  the  calcium  carbonate  present,  which  is  calculated 
as  follows: 

The  difference  between  the  molecule  of  SrCOa  and  the  molecule  of  CaCOa 
(47-50)  is  to  the  molecule  of  CaCOs  (100)  as  the  difference  found  is  to  the 
calcium  carbonate  contained  in  the  mixed  salt: 

.-.     47-5  :  100  ::  0-47498  :  x 
x  =  l. 

The  mixture,  therefore,  consists  of  1  grm.  calcium  carbonate  and  1  grm. 
strontium  carbonate. 

From  this  the  fallowing  short  rule  is  derived: 

Multiply  the  carbonic  acid  found  by  3-3533,  deduct  from  the  product  the  sum 
of  the  carbonates,  and  multiply  the  difference  by  3-10526;  the  product  expresses 
the  quantity  of  the  calcium  carbonate. 

c.  Indirect  Determination  of  Chlorine  and  Bromine  (§  169,  1). 

Let  us  suppose  the  mixture  of  silver  chloride  and  bromide  to  have  weighed 
3  grm.,  and  the  diminution  of  weight  consequent  upon  the  transmission  of 
chlorine  to  have  amounted  to  01  grm.  How  much  chlorine  is  there  in  the  mixed 
salt.,  and  how  much  bromine? 

Tlie  decrease  of  weight  here  is  simply  the  difference  between  the  weight  of 
the  silver  bromide  originally  present,  and  that  of  the  silver  chloride  which  has 
replaced  it;  if  this  is  borne  in  mind,  it  is  easy  to  understand  the  calculation 
which  follows: 

The  difference  between  the  molecules  of  silver  bromide  and  silver  chloride  is 
to  the  molecule  of  silver  bromide  as  the  ascertained  decrease  of  weight  is  to  x, 
i.e.,  to  the  silver  bromide  originally  present  in  the  mixture: 

44-49  :  187-88  ::  0-1  :  a; 

X  =  0-422297. 

The  3  grm.  of  the  mixture  therefore  contained  0-422297  grm.  silver  bromide, 
and  consequently  2  —  0-423297  =  1-577703  grm.  silver  chloride. 

It  results  from  the  above,  that  we  need  simply  multiply  the  ascertained 
decrease  of  weight  by 

to  find  the  amount  of  silver  bromide  originally  present  in  the  analyzed  mixture. 
And  if  we  know  this,  we  also  know  of  course  the  amount  of  the  silver  chloride; 
and  from  these  data  we  next  calculate  the  quantities  of  chlorine  and  bromine  in 
the  ordinary  way. 

Supplement  to  I. 

EEMAEKS  ON  LOSS  AND  EXCESS  IN  ANALYSES,    AND  ON  TAKING  THE  AVERAGE. 

If,  in  the  analysis  of  a  substance,  one  of  the  constituents  is  estimated  from 
the  loss,  or,  in  other  words,  by  subtracting  from  the  original  weight  of  the  analyzed 
substance  the  ascertained  united  weight  of  the  other  constituents,  it  is  evident 
that  in  the  subsequent  percentage  calculation  the  sum  total  must  invariably  be 
100.    Every  loss  suffered  or  excess  obtained  in  the  determination  of  the  several 
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constituents  will,  of  course,  fall  exclusively  upon  the  one  constituent  which  is 
estimated  from  the  loss.  Hence  eslimatioas  of  this  kind  cannot  be  considered 
accurate,  unless  the  other  constituents  have  been  determined  by  good  methods, 
and  with  the  greatest  care.  The  accuracy  of  the  results  will,  of  course,  be  the 
greater,  the  less  the  number  of  constituents  determined  in  the  direct  way. 

If,  on  the  other  hand,  every  constituent  of  the  analyzed  compound  has  been 
determined  separately,  it  is  obvious  that,  were  the  results  absolutely  accurate, 
the  united  weight  of  the  several  constituents  must  be  exactly  equal  to  the  origi- 
nal weight  of  the  analyzed  substance.  Since,  however,  as  we  have  seen  in  §  96, 
certain  inaccuracies  attach  to  every  analysis,  without  exception,  the  sum  total  of 
the  results  in  the  percentage  calculation  will  sometimes  exceed,  and  sometimes 
fall  short  of,  100. 

In  all  cases  of  this  description,  the  only  proper  way  is  to  give  the  results  as 
actually  found. 

Thus,  for  instance,  Pelouze  found,  in  his  analysis  of  chromate  of  potassium 
chloride, 

Potassium 21-88 

Chlorine 19  41 

Chromic  acid 5821 

99-50 
BEKZELros,  in  his  analysis  of  potassium  uranate, 

Potassa 13  8 

TJranic  oxide 868 

99  8 
Plattijer,  in  his  analysis  of  pyrrhotite, 

Of  Fahlun.  Of  Brasil. 

Iron 59-72  5964 

Sulphur 40-33  40-43 

99-94  100-07 

It  is  altogether  inadmissible  to  distribute  any  chance  deficiency  or  excess 
proportionately  among  the  several  constituents  of  the  analyzed  compound,  as 
such  deficiency  or  excess  of  course  never  arises  from  the  several  estimations  m 
the  same  measure ;  moreover,  such  "doctoring"  of  the  analysis  deprives  other 
chemists  of  the  power  of  judging  of  its  accuracy.  No  one  need  be  ashamed  to 
confess  having  obtained  somewhat  too  little  or  somewhat  too  much  in  an  analysis, 
provided,  of  course,  the  deficiency  or  excess  be  confined  within  certain  limits, 
which  diHer  in  different  analyses,  and  which  the  experienced  chemist  always 
knows  how  to  fix  properly. 

In  cases  where  an  analysis  has  been  made  twice,  or  several  times,  it  is  usual 
to  take  the  mean  as  the  most  correct  result.  It  is  obvious  that  an  average  of  the 
kind  deserves  the  greater  confidence  the  less  the  results  of  the  several  analyses 
differ.  The  results  of  the  ."several  analyses  must,  however,  also  be  given,  or,  at 
all  events,  the  maximum  and  minimum. 

Since  the  accuracy  of  an  analysis  is  not  dependent  upon  the  quantity  of  sub- 
stance employed  (provided  always  this  quantity  be  not  altogether  too  small),  the 
average  of  the  results  of  several  analyses  is  to  be  taken  quite  independently  of 
the  quantities  used;  in  other  words,  you  must  not  add  togetlicr  the  quantities 
used,  on  the  one  hand,  and  the  weights  obtained  in  the  several  analyses  on  the 
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other,  and  deduce  from  these  data  the  percentage  amount;  but  you  must  cal 
culate  the  latter  from  tlie  results  of  each  analysis  separately,  and  then  take  the 
mean  of  the  numbers  so  obtained. 

Suppose  a  substance,  which  we  will  call  AB,  contains  fifty  per  cent,  of  A; 
and  suppose  two  analyses  of  this  substance  have  given  the  following  results : 

(1)  3  grm.  AB  gave  0  99  grm.  of  A. 
(3)  50  "  "  3400  " 

From  1,  it  results  that  AB  contains  49'50  per  cent,  of  A. 

"     2,  "  "         4800 


Total 97-50 

Mean   4875 

It  would  be  quite  erroneous  to  say 

2  +  50  =  53  of  AB  gave  0-99  +  3400  =  34-99  of  A, 
therefore  100  of  AB  contain  48-06  of  A; 

for  it  will  be  readily  seen  that  this  way  of  calculating  destroys  nearly  altogether 
the  influence  of  the  more  accurate  analysis  (1)  upon  the  average,  on  account  of 
the  proportionally  small  amount  of  substance  used. 

II.— DEDUCTION  OF  FORMULA. 

1.  From  the  percentages  of  single  elements  in  compounds. 
The  process  of  deducing  an  empirical  formula  from  the  expression  of  the 
composition  of  a  compound  in  parts  per  hundred  of  its  constituents  {i.e.,  its  per- 
centage composition)  will  be  readily  undei-stood  by  considering  first  the  some- 
what simpler  reverse  process  of  calculating  percentage  compositions  from 
formulffi. 

Applying  this  latter  process  to  the  formula,  for  instance,  of  mannite,  CsHnOe, 
we  first  compute  from  the  relative  number  of  atoms  of  the  elements  shown  by 
the  formula  the  relative  quantities  by  weight  of  each,  by  means  of  their  known 
atomic  weights. 

Carbon 6  at.  X  13  =    73  pts.  by  weight. 

Hydrogen..  14  "    X    1  =    14   " 
Oxygen 6  "   X  16  =    96   " 

183   "        "  of  mannite. 

Since  183  pts.  of  the  compound  contain  73  pts.  of  carbon,  the  number  of  pts. 
of  carbon  which  100  contain  may  be  found  by  the  rule  of  three: 

183  :  100  :■  72  :  X 

^  X  73  =    89-66  carbon. 

lo^ 

In  like  manner  Tsa  ^  ■^^  ~     '^  ^^  hydrogen. 

"^"^  X  96  =    53-75  oxygen. 


183 


100-00 
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Returning  now  to  the  first  expression  of  tlie  relative  quantities,  wliich  was 
obtained  by  multiplying  the  relative  number  of  atoms  of  carbon,  oxygen,  and 
hydrogen  by  their  atomic  weights,  it  is  evident  by  dividing  the  r'elative  quantities 
by  the  atomic  weights,  the  relative  number  of  atoms  will  again  be  obtained: 

Parts  of  carbon 73  -i-  13  =    6  carbon  atoms. 

"     "hydrogen 14-;-    1  =  14  hydrogen  " 

"     "oxygen 96-1-16=    6  oxygen      " 

It  is  moreover  evident  that  if  numbers  obtained  by  increasing  or  diminishing 
73,  14,  and  96  proportionally,  be  divided  by  13,  1,  and  16  respectively,  the 
resulting  quotients  will  express  the  atomic  ratio  also: 

Carbon 73  x  ^  =    39-56  -=-  13  =  3-396  carbon  atoms. 

Hydrogen. ...  14  x  ^  =      7-69  -f-    1  =  7-690  hydrogen  " 
Oxygen 96  X  ^-^  =    53  75  -.-  16  =  3  396  oxygen     " 

183  100-00 

The  atomic  ratio  is  found  therefore  by  dividing  the  percentages  of  the  elements 
by  their  atomic  weights.  In  the  present  case,  the  formula  Cs.aBaHi.tooOs.sso 
expresses  the  relative  number  of  atoms. 

It  now  remains  to  find  the  smallest  whole  numbers  that  express  exactly,  or 
approximately,  the  same  atomic  ratio  as  those  directly  obtained  by  such  calcula- 
tion. This  is  usually  best  done  by  dividing  each  number  by  the  smallest,  and 
multiplying,  if  necessary,  the  resulting  quotients  by  some  number  that  will 
wholly  or  nearly  eliminate  their  fractional  parts : 

3-396  s-  3-396  =  1         X  3  =  3 
7-690  -=-  3-396  =  3  333  X  3  =  6  999 
3-396  -^  3-396  =  1         X  3  =  8. 

It  can  now  be  seen  that  3,  7,  3  are  the  smallest  whole  numbers  which  can 
express  the  relative  number  of  atoms  of  carbon,  hydrogen,  and  oxygen  respec- 
tively, i.e.,  that  C3H7O3  is  the  empirical  formula. 

When,  as  in  the  present  example,  the  percentage  composition  is  calculated 
from  a  formula,  the  empirical  formula  deduced  from  it  will,  of  course,  exhibit 
the  same  relative  number  of  atoms  as  the  original  formula,  except  the  slight 
variation  arising  from  neglecting  fractions  in  divisions.  But  when  the  empirical 
formula  is  deduced  from  a  percentage  composition  found  by  analysis,  it  cannot 
be  expected  that  the  calculated  atomic  ratio  can  be  expressed  exactly  by  small 
whole  numbers. 

Oppebmann  found  by  actual  analysis  of  mannite: 

C 39  31 

H 771 

0 5398 

which,  calculated  as  above,  gives  Ca.j7»H7.7ioOs.s,,  as  the  first  formula.     Divid- 
ing each  number  by  the  least,  this  becomes  CJIi.siisOi.oio,  which  multiplied  by 
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3  gives  CsHv.ojoOs.oso.  These  last  numbers  show  that  the  carbon,  hydrogen, 
and  oxygen  atoms  found  by  analysis  are  so  nearly  in  the  proportion  3,  7,  3,  that 
it  is  reasonable  to  believe  that  C3H7O3  is  a  correct  empirical  formula,  and  that 
the  slight  differences  from  these  numbers  exhibited  by  the  numbers  actually 
obtained,  are  due  to  defects  inherent  in  the  method  of  analysis  used.  We 
can  judge  better  whether  such  differences  are  greater  than  may  be  due  to  error 
in  analysis  by  calculating  from  the  deduced  formula  the  percentage  composition 
which  it  requires  and  comparing  it  with  that  found.  The  composition  found 
may  also  be  compared  with  that  required  by  any  other  assumed  formula  which 
it  indicates  to  be  possible. 

Found.      Calculated  for  CjHiOa.    ForCjHsOi. 

Carbon 89-31  39-56  39-67 

Hydrogen 7-71  7  69  7-44 

Oxygen 53-98  52-75  53-89 

100-00  100-00  100  00 

2.  From  the  percentages  of  groups  of  elements  in  compounds, 
a.    When  isomm'plious  constituents  are  not  present. 

In  the  analysis  of  oxygen  salts,  although  data  are  obtained  from  which  the 
percentage  of  each  element  or  each  radical  present  might  be  computed,  it  is  far 
more  convenient,  and  in  fact  customary,  to  calculate  the  percentage  of  oxides 
and  water  equivalent  in  quantity  to  the  elements  (see  §  67,  p.  131)  ^^mS/dC^ 
For  example,  tlie  results  of  the  analysis  of  sodium  ammonium  pbesphate 
were  presented  in  this  form : 

Na^O       17-93 

(]SrH4).0     15-23 

SO3  46-00 

HjO         20-84 


100-00 


From  this  statement  the  percentage  of  each  element  might  first  be  calculated, 
and  next  the  empirical  formula  by  the  method  already  described.  The  same 
end  may  be  attained  by  the  following  shorter  course. 

Applying  the  term  "molecule"  to  each  group  of  elements  hero  presented,  it 
is  evident  that  the  relative  number  of  molecules  of  sodium  oxide,  ammonium 
oxide,  sulphuric  anhydride  and  water  can  be  found  by  dividing  the  quantity  of 
each  by  its  molecular  weight — a  process  the  same  in  principle  as  that  employed 
for  calculating  atomic  ratio  (p.  848). 

Relative  quantities.      Molecular  -weights.       Relative  number  of  molecules. 


NajO  17-93 

(NH4)20  15-33 

SO3  46-00 

H,0  20-84 


63-08      =        -2888      h-      -3888      =      1 


53  08      =        -3928 


18-         =      1-1577 


-2888      =      1-01 


5750      -V-      -3888      =      1-99 


•3888      =      4-00 


The  numbers  1,  1-01,  1-99,  4,  are  so  nearly  in  the  same  proportion  as  1,  1,  2,  4, 
that  there  can  be  no  doubt  that  (]Sra30),(XH,)jO)i(S03)2(HjO)4  is  a  correct 
formula.  This  formula  shows  necessarily  the  same  grouping  of  elements  that 
was  used  in  stating  the  percentage  composition.  Rearranging  the  order  in 
which  the   symbols   of   the  elements  stand,  (Na20)i(NHi)20)i(803)a(H20)4   = 
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NaaNaSjHieOia,  and  dividing  by  3,  we  obtain  tlie  strictly  cmpirictil  formula 
NaNSH„Oe. 

national formulm. — Having  obtained  tlic  empirical  formula  of  a  corapound, 
any  theoretical  conclusion  regarding  its  molecular  weights  may  be  expressed  by 
increasing  (if  necessary)  each  atom  au  equal  number  of  times;  and  any  supposi- 
tion, suggestion,  or  conclusion  regarding  its  chemical  constitution  may  be 
expressed  by  a  conformable  arrangement  of  the  atoms.  From  the  empirical 
formuliB  of  most  oxygen  salts  rational  formulas  may  be  readily  deduced.  In 
the  above  case,  for  instance  (sodium  ammonium  sulphate),  NhNSHbOb  = 
XaNH4SOiH404;  a  rational  formula  implying  that  the  nitrogen  exists  in  the 
form  of  ammonium  and  the  sulphur  in  the  form  of  the  acid  radical  SOa 
(sulphuryl). 

By  inspection  of  the  component  parts  of  this  formula  it  is  seen  that  the  sum 
of  the  quantivalence  of  the  two  basic  radicals  Na'  and  (NH.i)'  equals  that  of  the 
acid  radical  (SOa)".  The  salt  must  therefore  be  a  normal  salt,  and  none  of  the 
hydrogen  can  be  in  combination  with  either  basic  or  acid  radical.  Two  atoms 
of  oxygen  are  required  to  unite  the  radicals,  leaving  (HaO)!.  This  leads  to  the 
conclusion  that  the  4  atoms  of  hydrogen  exist  in  the  form  of  water,  which  is  in 
a  state  of  combination  called  water  of  crystallization — 

NaNHiSOaHiOi  =  ^^  ~q>  SOa  +  2HaO. 

b.    WTien  isomorphous  constituents  are  present. 

In  deducing  formuloe,  it  must  be  borne  in  mind  that  closely  related  elements 
or  radicals,  more  especially  tlie  basic  metals,  may  replace  each  other  in  all  pro- 
portions. Elements  of  like  quantivalence  are  oftenest  found  replacing  each 
other,  but  in  some  case^  equivalent  amounts  of  elements  having  different  valence 
appear  to  replace  each  other.  The  following  example  will  illustrate  the  kind 
of  formula  and  method  of  deducing  it  commonly  used  in  such  cases. 

S.  L.  Penfibld  found  by  analysis  of  triphylite  the  following  composition: 


■633 
•634 


99-84 

Disregarding  the  small  amount  of  water,  the  relative  numbers  of  molecules 
of  the  oxides  (mol.  ratio)  are  first  found  by  dividing  quantities  by  molecular 
weidits,  as  in  the  preceding  example.  Nexl  the  atoms  contained  liy  the  mole- 
cules ore  written  in  another  column  (at.  ratio).  T/iis  rolmiui,  iri/h  the  ailjuiiicd 
syinhols,  i.1  the  empirical  formula.  It  is  apparent,  or  can  be  proved  liy  trial,  that 
the  numbers  of  different  atoms  are  not  in  any  simple  lalio.  Such  an  atomic 
relation  is  to  be  expected  when  isomorphous  constituents  are  present.  It 
remains  now  to  unite  tlie  atoms  of  such  elements  as  are  supposed  to  be  capable 
of  mutually  replacing  each  other,   and  ascertain  whether  the  numbers  thus 


I 

ilolec 

ular  weigMs. 

Mol 

ratio. 

At 

ratio. 

PaO. 

44-76 

^_ 

142 

= 

•315 

X     3 

=      P 

■630 

FeO 

26-40 

~i- 

73 

= 

•366 

Fe 

•366  ■] 

-351 

>InO 

17-84 

-s- 

71 

' — 

-251 

Mn 

=  R 

CaO 

•24 

-f. 

56 

= 

•004 

Ca 

•004  ■ 
•012 

>r-o 

•47 

-i. 

40 

= 

•013 

Mg 

LiaO 

9  36 

-H 

30 

— 

•312 

X     2 

=     Li 

-d'Jl  1 

=  R 

Na./> 

-3.5 

-L- 

78  •OS 

= 

•005 

X     2 

=     Na 

■010  )' 

HaO 

•43 

O 

3  525 
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obtained  are  in  any  simple  proportion.  For  this  purpose  let  R"  represent  one 
atom  of  any  dyad  basic  metal  and  R'  one  atom  of  any  monad  basic  metal  present. 
The  sum  of  the  dyad  atoms  is  '633 ;  that  of  the  monad  atoms,  '634,  as  above  shown. 
The  atomic  ratio  thus  obtained  is  expressed  by  the  formula  R"8a3R'iis4P63o02BS6; 
or  simpler,  dividing  by  630,  almost  exactly  by  R"RP04  which  is  equal  to 

(Poy"^o>^ 

\0-R', 

anhydrous  normal  lithium  ferrous  phosphate  in  which  iron  is  partially  replaced 
by  manganese,  magnesium,  and  calcium;  and  lithium  to  a  slight  extent  by 
sodium. 

It  may  be  here  observed  that  in  presenting  atomic  ratios  in  connection  with 
analyses  of  natural  oxygen  salts  (minerals),  computation  and  statement  of 
oxygen  atoms  is  often  omitted,  since  they  may  be  deduced  from  a  formula  show- 
ing the  other  constituents.  Omitting  oxygen  in  the  above  example  we  have 
R"R'P.  By  referring  to  the  percentage  composition  it  is  seen  that  for  two  P 
five  O  must  be  present, — for  two  R'  one  O, — for  one  R"  one  O.  Doubling 
R"R'P  and  appending  to  each  constituent  the  required  oxygen  atoms,  we  have: 
R^OjR'sOPaOe  =  R'sR'aPjOa,  and  dividing  by  3,  R'R'POi,  as  before. 
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Table  I. 

ATOMIC   WEIGHTS 

OF  THE 

ELEMENTS 

OONSIDEKED   D 

Alumiuium 

Alt 

37-50 

!  Magnesium 

Autiinony 

Sbt 

122-00 

JIuuganese 

Arsenic 

As 

75-00 

Mercury 

Barium 

Ba 

137-00 

Molybdenum 

Bismuth 

Bi 

308-00 

Nickel 

Boron 

B 

11-00 

Nitrogen 

Bromine 

Br 

79  95 

Oxygen 

Cadmium 

Cd 

113-00 

Palladium 

Csesium 

Cs 

133  00 

Phosphorus 

Clalcium 

Ca 

40-00 

Platinum 

Carbon 

C 

12  00 

Potassium 

Chlorine 

CI 

35  46 

Rubidium 

Chromium 

Cr 

52-48 

Selenium 

Cobalt 

Co 

59-00 

Silicon 

Copper 

Cu 

63-40 

Silver 

Fluorine 

Fl 

19  00 

Sodium 

Gold 

Au 

196-71 

Strontium 

Hydrogen 

H 

1-00 

Sulphur 

Iodine 

I 

126-85 

Tin 

Iron 

Fe 

56  00 

Titanium 

Lead 

Pb 

207-00 

Uranium 

Lithium 

Li 

7-00 

Zinc 

Mff 

24  00 

Mn 

55-00 

Hg 

200-00 

Mo 

92  00 

Ni 

59-00 

JS 

1404 

O 

16  00 

Pd 

106-58 

P 

31-00 

Pt 

19718 

K 

39-13 

Kb 

85-40 

8e 

79-00 

Si 

28-00 

Ag 

107-93 

Na 

23  04 

Sr 

87  50 

8 

32-00 

Sn 

118-00 

Ti 

50-00 

Ur 

237-60 

Za 

65-06 

TABLE  11 


COMPOSITION  OF   THE   BASIC  AND   ACID  OXIDES. 


GkOUP  I.  a.    BASIC  OXIDES. 

CEEsia Cs, 266 

0 16 

Cs,0 282 

Rubidia Rb, 170 

0 16 

Rb,0 186 


00 94-33 

00 5-67 

00 100-00 

80 91-43 

00 8-57 

80 100.00 


•  [The  numbers  here  given  are  based  on  the  atomic  weights  used  in  the  sixth  German 
edition,  the  atomic  weights  of  the  "old  system"  being  doubled  when  necessary.] 

t  Recent  critical  investigations — by  J.  P.  CooKc,  on  the  atomic  weight  of  antimony— 6y 
J.  -W.  Mallet,  on  that  of  aluminium,  have  conclusively  shown  that  120  and  i!7-fti  respectively 
should  be  taken  as  the  atomic  weights  of  these  elements.  See  Transactions  of  Am.  Acad, 
rci.  13  15  Atomic  -Weight  of  Antimony,  and  Philosophical  Transactions  of  the  Eoyal  Society 
(London),  Eevision  of  the  Atomic  -Weight  of  Aluminium. 
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Potassa K, 78-26 83-03 

O 16-00 16-97 


E,0 94-26 10000 

Soda Naj 46-08 74-33 

0 16-00 25-77 


NajO 62-08 10000 

LitMa Lis, 14-00 46-67 

0 16-00 53-33 


LijO 30-00 100-00 

Ammonium  oxide (NH4)i 36-16 69-28 

0 1600 30-72 


(NHOaO 52-16 100-00 

Group  II. 

Baryta  Ba 137-00 89-54 

0 16-00 10-46 


BaO 153-00 10000 

Strontia Sr 87-50 84-54 

0 16-00 15-46 


SrO 103-50 100-00 

Lime Ca 40-00 71-43 

0 16-00 28-57 


CaO 56-00 100-00 

Magnesia Mg 24-00 6003 

0 16-00 39-97 


MgO 40-00 lOo-OO 

Group  III. 

Alumina AU 55.-00 53-40 

Oa 48-00 46-60 


Al,Oa 103-00 10000 

Chromic  oxide Cr^ 104-96 68-62 

O3 48-00 31-38 


CriOa 152-96  10000 

Group  IV. 

Zinc  oxide Zn 6506 8026 

0 16-00 19-74 


ZnO 81-06 100  ■  00 
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Manganous  oxide Mn 

O. .. 


55 
16 


MnO. 
Manganic  oxide Mdq.  . 

Oa... 


.  71 

.110 
.  48 


MnjOa 158 


Nickelous  oxide Ni. 

O.. 


NiO. 


Cobaltous  oxide Co. 

O.. 


CoO. 


Cobaltic  oxide , Coj. 

O3.. 


CojO,. 


FeiTous  oxide Fe. 

O.. 


Ferric  oxide. 


FeO. 

.Fe,.. 
O3... 


Fe,Oa 


59 
16 


75 

59 
16 


00. 
00. 


77 
33 


00. 

00. 
00. 


.100 

.  69 
.  30 


00. 

00. 
00. 


.100 

.  78 
.  31 


00. 

00. 
00. 


.100 

.  78 
.  21 


75  00 100 


118 

00 

48 

00 

166 

00 

56 

00 

16 

00 

73 

00 

112 

00 

48 

00 

160 

00 

71 
28 


.100 


23 


..100 

. .  70 
. .  30 


.100 


00 

63 

38 


00 

67 
33 


00 

67 
33 


00 

08 
93 


00 

00 
00 


00 


Group  V. 

Silver  oxide Agj 

O.. 


Ag,0. 


Lead  oxide Pb. 

O.. 


PbO. 


Mercuroua  oxide Hgi 

O. 


Hg,0. 


Mercuric  oxide Hg. 

O.. 


HgO. 


215 
16 

86 
00 

231 

207 
16 

86 

00 
00 

233 

400 
16 

00 

00 
00 

416 

200 
16 

00 

00 
00 

216 

00 

93 

10 

6 

90 

100 

00 

92 

83 

7 

17 

100 

00 

96 

15 

3 

85 

100 

00 

92 

59 

7 

41 

100 

00 

852 
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Cuprous  oxide Cu^ 

O.. 


CUiO. 


Cupric  oxide Cu. 

O.. 


CuO. 


Bismutli  trioxide Bu 

Oa. 


BijOa 


Cadmium  oxide Cd. 

O.. 


CdO. 


Gnoup  VI. 


Auric  oxide Au^, 

Oa. 


AujOa 440 


Platinic  oxide. 


.Pt. 


PtO^ 


Antimonious  oxide Sbj 

Oa., 


SbjOs 


Stannous  oxide Sn.. 

O.. 


SnO. 
Stannic  oxide Sn... 


SnO, 


Arsenious  oxide Asj. 

Oa.. 


ASaOa 


Arsenic  oxide Asa. 

Oa... 


ASjOa 


.136 

80. . . . 

. . . ,  88 

80 

16 

00. . . . 

11 

30 

142 

80. . . . 

....100 

00 

63 

40. . . . 

....  79 

85 

16 

00. . . . 

....  30 

15 

79 

40. . . . 

....100 

00 

416 

00.... 

....  89 

66 

48 

00.... 

....  10 

34 

464 

00. . . . 

. . .  .100 

00 

112 

00. . . . 

....  87 

50 

16 

00. . . . 

....  13 

50 

128 

00.... 

. . .  .100 

00 

892 

00. . . . 

....  89-09 

48 

00.... 

....  10 

91 

440 

00. . . . 

....100 

00 

197 

18.... 

.  ..  86 

04 

32 

00.... 

....  13 

96 

229 

18.... 

....100 

00 

244 

00. . . . 

....  83 

56 

48 

00. . . . 

....  16 

44 

393 

00.... 

....100 

00 

118 

00.... 

....  88 

06 

16 

00.... 

....  11 

94 

134 

00... 

....100 

00 

118 

00. . . . 

....  78 

67 

33 

00. . . . 

....  31 

33 

150 

00  ... 

. . . .100 

00 

150 

00.... 

....  75 

76 

48 

00. . . . 

....  34 

34 

198 

00. . . . 

....100 

00 

150 

00. . . . 

....  65 

33 

80 

00. . . . 

....  34 

78 

330 

00. . . . 

....100 

00 

TABLE   II. 

b.    ACID   OXIDBS   (anhydrides). 

Chromic  anhydride Cr 

O. '.'. .'..'.. 

CrOa 

Sulphuric  anhydride S 

O3 

SO3 

Phosphoric  anhydride Pj 

0» 

P,0. 

Boracic  anhydride Bq 

O3 

B3O3 

Oxalic  anhydride Cj 

O3 

C,03 

Carbonic  anhydride C 

O. 

COj 

Silicic  anhydride Si 

O, 

SiO, 

Nitric  anhydride N2 

O5 

N,03 

Chloric  anhydride CI3 

O5 

Cl,Os 
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53 

48.... 

....  53 

33 

48 

00.... 

. . . .  47 

77 

100 

48. . . . 

....100 

00 

33 

00. . . . 

....  40 

00 

48 

00. . . . 

....  60 

00 

80 

00.... 

....100 

00 

63 

00. . . . 

....  43 

66 

80 

00.... 

....  56 

34 

143 

00. . . . 

...  100 

00 

33 

00. . . . 

....  31 

43 

48 

00.... 

....  68 

57 

70 

00. . . . 

....100 

00 

34 

00. . . . 

....  33 

33 

48 

00. . . . 

....  66 

67 

73 

00. . . . 

....100 

00 

13 

00.... 

....  37 

37 

33 

00. . . . 

....  73 

73 

44 

00  ... 

....100 

00 

38 

00.... 

....  46 

67 

33 

00.... 

.  ..  53 

33 

60 

00. . . . 

. . .  .100 

00 

38 

08. . . . 

....  35 

98 

80 

00. . . . 

. ...  74 

03 

108 

08. . . . 

....100 

00 

70  93..  . 

....  46 

99 

80-00.... 

....  53 

01 

150 

93. . . . 

....100 

00 
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TABLE   III. 

REDUCTION    OF    COMPOUNDS    FOUND    TO    CONSTITUENTS    SOUGHT    BY    SIMPLE 
MULTIPLIOATION    OR    DIVISION. 

This  Table  contains  only  some  of  the  more  frequently  occurring  compounds 
the  formulae  preceded  by  1  give  absolutely  accurate  results. 

For  Inorganic  Analysis. 
carbon  dioxide. 
I  Calcium  Carbonate  X  0.44  =  Carbon  dioxide. 

CHLORINE. 

Silver  chloride  X  0-2473  ==  Chlorine. 

COPPER. 

Cupric  oxide  X  0-79849  —  Copper. 

IRON. 

!  Ferric  oxide  X  0-7  =  Iron. 

!  Ferric  oxide  X  0-9  =  Ferrous  oxide. 

LEAD. 

Lead  oxide  x  0-9383  =  Lead. 

MAGNESIA. 

Magnesium  pyrophosphate  x  0  -86086  =  Magnesia. 

MANGANESE. 

Protosesquioxide  of  manganese  X  0-73053  =  Manganese. 
Protosesquioxide  of  manganese  X  0-93013  =  Manganous  oxide. 

PHOSPHORIC   ANHYDRIDE   (P2O5). 

Magnesium  pyrophosphate  X  0-6896  =  Phosphoric  acid. 
Uranyl  pyrophosphate  ((UOj)2PjO,)  X  0-1991  .■=:  PaOo. 

POTASSIUM. 

Potassium  chloride  x  0-5346    =  Potassium. 
Potassium  sulphate  X  0-54092  =  Potassa. 
Potassium  platinic  chloride  X  0-30557. 

or 

Potassium  platinic  chloride 

3-3725 

Potassium  platinic  chloride  X  0-19308 

or 
Potassium  platinic  chloride  '   ~  Potassa. 

5-179 


=  Potassium  chloride. 


TABLE  III.  855 


Sodium  chloride  X  0-5306    =  Soda. 
Sodium  sulphate  X  0  ■48694  =  Soda- 

SULPHUB. 

Barium  sulphate  X  0-13734  =  Sulphur. 

STJLPiruiiic  Acm. 
Barium  sulphate  X  0-34335  =  Sulphuric  anhydride  (SOj). 

FoK  Okganic  Asaltsis. 

CABBON. 

Carbon  dioxide  X  0-2737 

or 
Carbon  dioxide 


3-666 
or 
Carbon  dioxide  X  3 


11 


Water  X  0-11111  ) 

or 
Water 
9^ 


=  Carbon. 


HTDBOQEN. 


Hydrogen. 


NTTEOGEN. 


Ammonium  platinic  chloride  X  0  06396  =  Nitrogen. 
Platinum  X  0-1424  =  Nitrogen. 
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TABLE  IV. 


TABLE 

Showing  the  Amount  of  the 
Number  of  the 


Elements. 

Found. 

Sought. 

1 

Aluminium . . 

Alumina 

Aluminium 

0.53398 

AI2O3 

Al 

(Ammonium). 

Ammonium  chloride 

Ammonia 

0.31850 

NH4CI 

NH3 

Ammonium  platinic  chloride 

Ammonium  oxide 

0.11677 

(NH4CI),   PtCl* 

(ISfH4).0 

Ammonium  platinic  chloride 

Ammonia 

0.07641 

(NH4Cl),;PtCl4 

NH3 

Antimony 

Antimonious  oxide 

Antimony 

0.83563 

Sb.03 

Sb 

Antimonious  sulphide 

Antimony 

0.71765 

Sb^Sa 

Sb 

Antimonious  sulphide 

Antimonious  oxide 

0.85882 

Sb.Sa 

SbjOs 

Antimony  tetroxide 

Antimonious  oxide 

0.94805 

SbsOi 

Sb203 

Arsenious  oxide 

Arsenic 

0.75758 

Arsenic 

AsjOs 

As 

Arsenic  oxide 

Arsenic 

0.65217 

AS2O5 

As 

Arsenic  oxide 

Arsenious  oxide 

0.86087 

As^Os 

AS2O3 

Arsenious  sulphide 

Arsenious  oxide 

0.80488 

AssSs 

As,03 

Arsenious  sulphide 

Arsenic  oxide 

0.93496 

AS303 

AS2O5 

Barium 

Baryta 

Barium 

0.89542 

BaO 

Ba 

Barium  sulphate 

Baryta 

0.65665 

BaSO, 

BaO 

TABLE  IV. 
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IV. 

Constituent  sought  for  every 
Compound  found. 


2 

3 

4 

5 

8 

7 

8 

9 

1.06796 

1.60194 

2.13592 

2.66990 

3.20389 

3.73T87 

4.27185 

4.80583 

0.63701 

0.95531 

1.27402 

1.59252 

1.91103 

2.229.53 

2.54804 

2.86654 

0.23353 

0.35030 

0.46706 

0.58383 

0.70060 

0.81736 

0.93413 

1.05089 

0.15282 

0.22923 

0.30564 

0.38205 

0.45846 

0.53487 

0.61128 

0.68769 

1.67123 

2.50685 

8.34247 

4.17808 

5.01370 

5.84932 

6.68194 

7.52055 

1.43529 

2.15294 

2.87059 

3.58834 

4.80588 

5.02353 

5.74118 

6.45882 

1.71765 

2.57647 

3.43530 

4.29412 

5.15294 

6.01177 

6.87059 

7.72942 

1.89610 

2.84416 

3.79221 

4.74026 

5.68831 

6.63636 

7.58442 

8.58247 

1.51516 

2.27274 

8.03032 

8.78790 

4.54548 

5.30306 

6.06064 

6.81822 

1.30435 

1.95652 

2.60870 

8.26087 

3.91804 

4.56522 

5.21789 

5.86957 

1.72174 

2.58261 

8.44348 

4.30435 

5.16521 

6.02608 

6.88695 

7.74782 

1.60975 

2.41463 

3.21951 

4.02439 

4.82927 

5.68415 

6.48902 

7.24390 

1.86992 

2.80488 

3.73984 

4.67480 

5.60975 

6.54471 

7.47967 

8.41463 

1.79085 

2.68627 

3.58170 

4.47712 

5.37255 

6.26797 

7.16340 

8.05882 

1.31330 

1.96996 

2.62661 

8.28326 

3.93991 

4.59656 

5.25322 

5.90987 
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TABLE  IT. 


TABLE  IV. 


Elements. 

Found. 

Sought. 

1 

Barium 

Barium  carbonate 

Barj'ta 

0.77665 

BaCOs 

BaO 

Barium  silico-fluoride 

Baryta 

0.54839 

BaFU-SiFU 

BaO 

Bismuth 

Bismuth  trioxide 

Bismuth 

0.89655 

BisOa 

Bi 

Boron 

Boracic  anhydride 

Boron 

0.31429 

B,03 

B 

Bromine 

Silver  bromide 

Bromine 

0.42554 

AgBr 

Br 

Cadmium 

Cadmium  oxide 

Cadmium 

0.87500 

CdO 

Cd 

Calcium 

Lime 

Calcium 

0.71429 

CaO 

Ca 

Calcium  sulphate 

Lime 

0.41176 

CaSOi 

CaO 

Calcium  carbonate 

Lime 

0.56000 

CaCOs 

CaO 

r 

Carbon 

Carbonic  acid 

Carbon 

0.27273 

CO, 

C 

Calcium  carbonate 

Carbonic  acid 

0.44000 

CaCOa 

COa 

Clilorine 

Silver  chloride 

Chlorine 

0.24730 

AgCl 

CI 

Silver  chloride 

Hydrochloric  acid 

0.25427 

AgCl 

HCl 

Cliromium . . . 

Chromic  oxide 

Chromium 

0.68619 

Cr^Os 

Cr 

Chromic  oxide 

Chromic  anhydride 

1.31381 

CrjOs 

CrOs 

Lead  chromate 

Chromic  anhydride 

0.81063 

PbCrO, 

CrOs 

Cobalt 

Cobalt 

Cobaltous  oxide 

1.27119 

Co 

CoO 

Cobaltous  sulphate 

Cobaltous  oxide 

0.48387 

CoSO, 

CoO 

TABLE   IV. 
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( Continued). 


6 


9 


1.55330 
1.09677 
1.79310 


0.62857 
0.85107 
1.75000 


1.42857 
0.82353 
1.12000 


0.54546 
0.88000 
0.49460 


0.50854 
1.37238 
2.62762 


0.62124 
2.54237 


2.32995 
1.04516 
2.68965 


0.94286 
1.27661 

2.G2500 


2.14286 
1.23529 
1.68000 


0.81818 
1.32000 
0.74188 


0.76281 
2.05858 


0.93187 
3.81356 


3.10660 
2.19355 
3.58620 


1.25714 
1.70215 
3.50000 


2.85714 
1.G4706 
2.24000 


1.09091 
1.76000 
0.98919 


1.01708 
2.74477 


3.94142   5.25523 


0.96774   1.45161 


1.24249 
5.08474 
1.93548 


3.88325 
2.74194 
4.48275 


4.65990 
3.29032 
5.37930 


1.57143 

1.88573 

2.12768 

2.5.5323 

4.37500 

5.35000 

3.57143 

4.28571 

2.05883 

2.47059 

3.80000 

3.36000 

1.36364 

1.63636 

3.30000 

3.64000 

1.33649 

1.48378 

1.27135 

1..52563 

3.43096 

4.11715 

6.56904 

7.88385 

1.55311 

1.86373 

6.35593 

7.02712 

2.41935 

2.90323 

5.43655 
3.83871 
6.27586 


2.20000 
3.97876 
6.12500 


5.00000 
2.88235 
3.92000 


1.90909 
3.08000 
1.73108 


1.77990 
4.80334 
9.19666 


2.17435 
8.89830 
3.38710 


6.21320 
4.38710 


6.98985 
4.93548 


7.17240   8.06895 


2.51429 
3.40430 
7.00000 


2.82857 
3.82983 
7.87500 


5.71429  !  6.42857 


3.29412 
4.48000 


3.70588 
5.04000 


2.18181  I  2.45455 
3.52000  I  3.96000 
1.97838   2.23568 


3.03417 

5.48954 

10.51046 


2.48498 

10.16949 

3.87097 


3.28844 

0.17.573 

11.82437 


2.795C0 

11.44007 

4.354S4 
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TABLE  IV. 


TABLE  IV. 


Elements. 

Found. 

Sought. 

1 

Cobalt 

Cobaltous  sulphate  +  potassium 

sulphate 

2(CoS04)  +  3(K2S04) 

Cobaltous  sulphate  +  potassium 

sulphate 

2(CoS04)  +  3(K2S04) 

Cobaltous  oxide 
CoO 

Cobalt 
Co 

0.18013 
0.14170 

Copper 

Fluorine - 

Cupric  oxide 

CuO 

Cuprous  sulphide 

CujS. 

Calcium  fluoride 

CaFU 

Copper 

Cu 
Copper 

Cu 
Fluorine 

Fl 

0.79849 
0.79849 

0.48718 

Hydrogen 

Silicon  fluoride 

SiFU 

Water 

H,0 

Silver  iodide 

Agl 

Fluorine 

Fl 

Hydrogen 

H 

Iodine 

I 

0.73077 
0.11111 

Iodine 

0.54039 

Iron 

Palladious  iodide 

Pdlj 

Ferric  oxide 

Fe^Oa 

Ferric  oxide 

FejOa 

Iodine 

I 

Iron 

Fe 

Ferrous  oxide 

FeO 

0.70417 
0  7nnnn 

0.90000 

Lead 

Ferrous  sulphide 

FeS 

Lead  oxide 

PbO 

Lead  sulphate 

PbSOi 

Iron 

Fe 
Lead 

Pb 

Lead  oxide 

PbO 

0.63636 

0.92835 
0.73597 

Lithium 

Lead  sulphate 

PbSO, 

Lead  sulphide 

PbS 

Lithium  carbonate 

LisCOa 

Lead 
Pb 
Lead  oxide 
PbO 
Lithia 
LiaO 

0.68317 
0.93305 
0.40541 

TABLE  IV. 
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(^Continued). 


8 


0.36034 
0.28339 


1.59698 
1.59698 
0.97436 


1.46154 
0.22222 
1.08059 


1.40835 
1.40000 
1.80000 


1.27273 
1.85650 
1.47195 


1.36634 
1.86611 
0.81081 


0.54036 
0.42508 


2.39547 
2.39547 
1.46154 


2.19231 
0.33333 
1.62088 


2.10000 
2.70000 


1.90909 
2.78475 
2.20792 


2.04950 
2.79916 
1.31622 


0.72048 
0.56676 


3.19396 
3.19396 
1.94872 


2.92308 
0.44444 
2.16118 


2.11253      2.81670 


3.80000 
3.60000 


2.54546 
3.71300 
2.94390 


3.73267 
3.73322 
1.62163 


0.90060 
0.70847 


3.99244 
8,99344 
2,43590 


3.65385 
0.55555 
2.70147 


3.52087 
3.50000 
4.50000 


4.64126 
3,67987 


3.41584 
4.66527 
2.03703 


1.08073 
0.85016 


4.79093 
4.79093 
3.93307 


4.38461 
0.66667 
8.24176 


4.22505 
4.30000 
5.40000 


8.18183      3.81818 


5.56951 

4.41584 


4.09901 
5.59833 
2.48243 


1.26084 
0.99186 


5.58942 
5.58942 
8.41027 


5.11538 
0.77778 
3.78206 


4.92922 
4.90000 
6.30000 


4.45455 
6.49776 
5.15182 


4.78218 
6.53138 

2.83784 


1.44096 
1.13355 


6.38791 
6.38791 
3.89743 


5.84615 
0.88889 
4.32335 


5.63340 
5.60000 
7.30000 


5.09091 
7.43601 
5.88779 


5.46534 
7.46443 
3.34824 


1.62108 
1.27525 


7.18640 
7.18640 
4.38461 


6.57693 
1.00000 
4.86264 


6.33757 
6.30000 
8.10000 


5.72728 
8.35426 
6.62877 


6.14851 
8.89749 
8.64865 
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TABLE   IV. 


TABLE  IV. 


Elements. 


Found. 


Sought. 


1 


Lithium  . 


Magnesium. 


Manganese.  . 


Mercury . 


Nickel.. . 
Nitrogen. , 


Lithium  sulphate 

Li^SOi 

Lithium  phosphate 

LisPO, 

Magnesia 

MgO 


Magnesium  sulphate 

MgSO, 

Magnesium  pyrophosphate 

Mg.PjO, 

Manganous  oxide 

MnO 


Protosesquioside  of  manganese 

MnO  +  Mn-,03 

Manganic  oxide 

Mn^Os 

Manganous  sulphate 

MnSOi 


Manganous  sulphide 

MnS 

Manganous  sulphide 

MnS 

Mercury 


Mercury 

Hg 

Mercurous  chloride 

Hg,Cl, 

Mercuric  sulphide 

HgS 


Nickelous  oxide 

NiO 

Ammonium  platinic  chloride 

(NH.Ci),,  PlCL 

Platinum 

Pt 


Lithia 

LUO 
Lithia 

LijO 
Magnesium 

"Mg 


Magnesia 

MgO 
Magnesia 

MgO 

Manganese 

Mn 


Mansanese 

Mn 
Manganese 

Mn 
Manganous  oxide 

MnO 


Manganous  oxide 

MnO 

Manganese 

Mn 

Mercurous  oxide 

Hg.O 


Mercuric  oxide 

HgO 

Mercury 

Hg 

Mercury 

Hg 


Nickel 

Ni 
Nitrogen 

N       ^ 
Nitrogen 

N 


0.27273 
0.38793 
0.60030 


0.38350 
0.36036 
0.77465 


0.72052 
0.69620 
0.47020 


0.81609 
0.63218 
1.04000 


1.08000 
0,84940 
0.86207 


0.78667 
0.06296 
0.14241 


TABLE  IV, 
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2 

3 

4 

5 

6 

7 

8 

9 

0.54545 

0.81818 

1.09091 

1.36364 

1.63636 

1.90909 

2.18182 

2.45454 

0.77586 

1.16379 

1.55172 

1  93966 

3.33759 

2.71.553 

3.10345 

3.49138 

1.80061 

1.80091 

3.40121 

3.00151 

3.60183 

4.30313 

4.80242 

5.40273 

0.66700 

1.00051 

1.33401 

1.66751 

3.00101 

3.33451 

2.66803 

3.00152 

0.73075 

1.08108 

1.44144 

1.80180 

3.16316 

2.53252 

3.88288 

3.34334 

1.54930 

2.32394 

3.09859 

8.87334 

4.64789 

5.43354 

6.19718 

6.97183 

1.44105 

3.16157 

3.88310 

3.60363 

4.33314 

5.04367 

5,76419 

6.48472 

1.39241 

2.08861 

3.78481 

3.481C3 

4.17733 

4.87342 

5.56963 

6.26583 

0.94040 

1.41060 

1.88080 

2.35099 

2.82119 

3.39139 

3.76159 

4  23179 

1.63318 

2.44838 

3.36437 

4.08046 

4.89655 

5.71264 

6.52874 

7.34483 

1.26437 

1.89655 

3.53874 

3.16093 

3.79310 

4.42529 

5.05747 

5.68966 

2.08000 

3.12000 

4.16000 

5.30000 

6.24000 

7.38000 

8.33000 

9.36000 

2.16000 

3.24000 

4.33000 

5.40000 

6.48000 

7.56000 

8.64000 

9.73000 

1.69880 

2.54820 

3.39760 

4.34701 

5.09641 

5.94581 

6.79521 

7.64461 

1.72414 

2.58621 

3.44838 

4.81034 

5.17241 

6.03448 

6.89655 

7.75863 

1.57333 

2.36000 

8.14667 

3.93333 

4.73000 

5.50667 

6.39334 

7.08000 

0.12.591 

0.13887 

0.35183 

0.31478 

0.37774 

0.4-1069 

0.50365 

0.56660 

0.38482 

0.43733 

0.56963 

0.71304 

0.85445 

0.99686 

1.13936 

1.38167 

864 


TABLE  IV. 


TABLE  IV 


Elements. 


Found. 


Sought. 


Nitrogen. 


Oxygen. 


Silver  cyanide 

AgCN 
Silver  cyanide 

AgCN 
Alumina 

AlaOa 


Antimonious  oxide 
Sb^Os 
Arsenious  oxide 

AsjOs 

Arsenic  oxide 

AsjOs 


Baryta 

BaO 
Bismuth  trioxide 

Bi=03 
Cadmium  oxide 

CdO 


Chromic  oxide 

CrjOa 

Cobaltous  oxide 

CoO 

Cupric  oxide 

CuO 


Ferrous  oxide 

FeO 
Ferric  oxide 

Fe^Oa 

Lead  oxide 

PbO 


Lime 
CaO 

Maenesia 

lylgO 

Manganous  oxide 

MnO 


Cyanogen 

CN 

Hydrocyanic  acid 

HCN 

Oxygen 

O 


Oxygen 

O 
Oxygen 

Oxygen 


Oxygen 

O 
Oxygen 

O 
Oxygen 


Ogygen 

O 
Oxygen 

O 
Oxygen 

O 


Oxygen 

O 
Oxygen 

Oxygen 


Oxygen 

Oxygen 

O 
Oxygen 


0.19437 
0.30184 
0.46602 


0.16438 
0.24342 
0.34783 


0.10458 
0.10345 
0.12500 


0.31381 
0.21333 
0.20151 


0.22233 
0.30000  . 
0.07175 


0.28571 
0.89970 
0.22535 
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2 

s 

4 

6 

6 

7 

8 

9 

0.3f:*S74 

0.58313 

0.77749 

0.97186 

1.16623 

1.36060 

1.55498 

1.74935 

0.40367 

0.60551 

0.80734 

1.00918 

1.31102 

1.41285 

1.61469 

1.81653 

0.93304 

1.39806 

1.86408 

3.33010 

3.79611 

3.26213 

3.72815 

4.19417 

0.328T7 

0.49315 

0.65754 

0.83192 

0.98630 

1.15069 

1.31507 

1.47946 

0.48484 

0.73736 

0.96968 

1.21210 

1.45453 

1.69694 

1.93936 

3.18178 

0.69565 

1.04348 

1.39130 

1.73913 

3.08696 

3.43478 

2.78261 

3.13043 

0.20915 

0.31373 

0.41830 

0.53288 

0.63745 

0.73303 

0.83660 

0.94118 

0.20690 

0.31035 

0.41380 

0.51735 

0.63070 

0.73415 

0.83760 

0.93105 

0.25000 

0.37500 

0.50000 

0.63500 

0.75000 

0.87500 

1.00000 

1.13500 

0.62763 

0.94143 

1.35534 

1.56905 

1.88386 

2.19667 

2.51048 

3.83429 

0.42667 

0.64000 

0.85333 

1.06667 

1.38000 

1.49333 

1.70666 

1.93000 

0.40303 

0.60453 

0.80604 

1.00756 

1.20907 

1.41058 

1.61209 

1.81360 

0.44444 

0.66667 

0.88889 

1.11111 

1.33333 

1.55555 

1.77778 

2.00000 

0.60000 

0.90000 

1.30000 

1.50000 

1.80000 

2.10000 

2.40000 

2.70000 

0.14350 

0.21525 

0.38700 

0.35874 

0.43049 

0.50234 

0.57399 

0.64574 

0.57143 

0.85714 

1.14386 

1.42857 

1.71439 

3.00000 

3.38571 

2.57143 

0.79939 

1.19909 

1.59879 

1.99849 

3.39818 

2.79788 

8.19758 

3.59727 

0.45070 

0.67606 

0.90141 

1.12676 

1.35211 

1.57746 

1.80383 

3.03817 
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TABLE  IV. 


Elements. 


Found. 


Sought. 


1 


Oxygen Protosesquioxide  of  Manganese 

MnO  +  MdjOs 
Manganic  oxide 

MnjOa 

Merourous  oxide 

Hg.O 


Mercuric  oxide 

HgO 
Nickelous  Oxide 

NiO 
Potassa 

KjO 


Silicic  anhydride 
SiOj 
Silver  oxide 
Ag,0 
Soda 
Na,0 


Strontia 

SrO 

Stannic  oxide 

SuOj 

Water 

HjO 


Zinc  oxide 
ZnO 

Phosphorus...  Phosphoric  anhydride 

P.O. 
Magnesium  pyrophosphate 
MgjP.O, 


Ferric  phosphate 

FePO, 

Silver  phosphate 

Ag,P04 

Uranyl  pyrophosphate 


Oxygen 

O 
Oxygen 

O 
Oxygen 


Oxygen 

O 
Oxygen 

Oxygen 


Oxygen 

O 
Oxygen 

O 
Oxygen 

"O 


Oxj-gen 

O 
Oxyt^en 

^O 
Oxygen 

O 


Oxygen 

Phosphorus 

P 

Phosphoric  anhydride 

PsOs 


Phosphoric  anhydride 

P.Ob 
Phosphoric  anhydride 

PsOs 

Phosphoric  anhydride 


0.27947 
0.30380 
0.03846 


0.07407 
0.21383 
0.16974 


0.53338 
0.06901 
0.25773 


0.15459 
0.21333 
0.88889 


0.19740 
0.43662 
0.68964 


0.47020 
0.16953 
0.19910 
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i 


6 


0,55895 
0.60759 
0.07692 


0.14815 
0.43667 
0.33949 


1.06667 
0.13801 
0.51546 


0.30918 
0.42667 

1.77778 


0.39480 
0.87324 
1.27928 


0.94040 
0.33907 
0.39821 


0.83843 
0.91139 
0.11539 


0.23232 
0.64000 
0.50923 


1.60000 
0.20702 
0.77320 


0.46377 
0.64000 
2.66667 


0.59220 
1.30986 
1.91892 


1.41060 
0.50860 
0.59731 


1.11790 
1.21519 
0.15385 


0.29630 
0.85333 
0.67897 


2.13333 
0.27603 
1.03093 


0.61836 
0.85333 
3.55556 


0.78960 
1.74648 
2.55856 


1.39738 
1.51899 
0.19231 


0  37037 
1.06607 
0.84871 


1.1 

0.67814 

0.79641 


1.67686 
1.82278 
0.23077 


0.44444 
1.28000 
1.01846 


2.66667 

3.20000 

0.34503 

0.41404 

1.28866 

1.54639 

0.77395 

0.92753 

1.06667 

1.28000 

4.44445 

6.33333 

0.98700 

1.18440 

2.18309 

3.61971 

3.19820 

3.83784 

2.35099 

2.83119 

0.84767 

1.01721 

0.99551 

1.19462 

1.95633 
2.12658 
0.26928 


0.51852 
1.49333 
1.18820 


3.73333 
0.48305 
1.80412 


1.49333 
6.32222 


1.38180 
3.05633 

4.47748 


3.29139 

1.18674 
1.39373 


3.23581 
2.43038 
0.30770 


0.59259 
1.70667 
1.35794 


4.26667 
0.55206 
2.06186 


1.08212   1.23671 


1.70667 
7.11111 


1.57920 
3.49295 

5.11712 


8.76159 

1.35C2S 
1.59283 


3.51538 
2.73417 
0.34616 


0.66667 
1.92000 
1.52768 


4.80000 
0.62106 
2.31959 


1.39130 
1.92000 
8.00000 


1.77660 
3.93957 
5.75676 


4.23179 
1.52581 
1.79193 


TABLE  IV. 


TABLE  IV. 


Elements. 

Found. 

Sought. 

1 

Potassium .  . . 

Potassa 

Potassium 

0.83026 

K,0 

K 

Potassium  sulphate 

Potassa 

0.54091 

K^SO, 

K,0 

Potassium  chloride 

Potassium 

0.52460 

KCl 

K 

Potassium  chloride 

Potassa 

0.63185* 

KCl 

K2O 

Potassium  platinic  chloride 

Potassa 

0.19308 

(KCDoPtCL 

K,0 

Potassium  platinic  chloride 

Potassium  chloride 

0.30557 

(K01)aPtCl4      ■ 

KCl 

Silicon 

Silicic  anhydride 

Silicon 

0.46667 

SiO, 

Si 

Silver 

Silver  chloride 

Silver 

0.75270 

AgCl 

Ag 

Silver  chloride 

Silver  oxide 

0.80849 

AgCl 

Ag,0 

Sodium 

Soda 

Sodium 

0.74227 

Na,0 

Na 

Sodium  sulphate 

Soda 

0.43694 

Na2S04 

Na^O 

Sodium  chloride 

Soda 

0.53060 

NaCl 

Na.O 

Sodium  chloride 

Sodium 

0.39384 

NaCl 

Na 

Sodium  carbonate 

Soda 

0.58522 

Na^COs 

NasO 

Strontium. . . . 

Strontia 

Strontium 

0.84541 

SrO 

Sr 

Strontium  sulphate 

Strontia 

0.56403 

SrSO, 

SrO 

Strontium  carbonate 

Strontia 

0.70169 

SrCOs 

SrO 

Sulphur 

Barium  sulphate 
BaSO, 

Sulphur 

0.13734 
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2 

8 

i 

5 

0 

7 

8 

9 

1.66051 

2.49077 

3.33103 

4.15128 

4.98154 

5.81180 

6.64306 

7.47331 

1.08183 

1.63274 

3.16866 

2.70457 

3.24549 

3.78640 

4.32733 

4.86823 

1.04920 

1.57380 

3.09840 

3.62300 

3.14761 

3.67231 

4.19681 

4.73141 

1.36371 

1.89556 

3.53743 

3.15927 

3.79112 

4.42298 

5.05483 

5.68669 

0.38615 

0.57933 

0.77230 

0.96538 

1.15846 

1.35153 

1.54461 

1.73768 

0.61114 

0.91671 

1.22238 

1.53785 

1.83343 

3.13900 

2.44457 

3.75014 

0.93333 

1.40001 

1.86667 

3.33333 

2.80000 

3.36667 

3.73333 

4.30000 

1.50540 

2.35811 

3.01081 

3.76351 

4.51621 

5.26891 

6.02162 

6  77432 

1.61700 

2.42548 

3.23398 

4.04247 

4.85096 

5.65946 

6.46795 

7.27645 

1.48454 

2.22680 

2.96907 

3.71134 

4.45361 

5.19588 

5.93814 

6.68041 

0.87387 

1.31081 

1.74775 

2.18468 

3.62163 

3.05856 

3.49550 

3.93343 

1.06130 

1.59179 

2.13339 

3.65399 

3.18359 

3.71419 

4.24478 

4.77538 

0.78769 

1.18154 

1.57538 

1.96923 

2.36308 

2.75693 

3.15077 

8.54461 

1.17044 

1.75566 

3.34088 

3.93610 

3.51133 

4.09654 

4.68176 

5.26698 

1.69083 

2.53623 

3.38164 

4.33705 

5.07347 

5.91788 

6.76339 

7.60870 

1.13807 

1.69210 

2.35613 

3.82017 

3.38430 

3.94823 

4.51326 

5.07630 

1.40339 

2.10508 

2.80678 

3.50848 

4.31017 

4.91186 

5.61356 

6.31536 

0.37468 

0.41203 

0.54936 

0.68670 

0.82403 

0.96137 

1.09871 

1.23605 

870 
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TABLE  IV. 


Elements, 

Found. 

Sought. 

1 

Sulphur 

Tin 

Arsenious  sulphide 

As.Ss 

Barium  sulphate 

BaSOi 

Stannic  oxide 

SnOs 

Stannic  oxide 

SnOj 
Zinc  oxide 

ZnO 
Zinc  sulphide 

ZnS 
Zinc  sulphide 

ZnS 

Sulphur 

8 

Sulphuric  anhydride 

SO3 

Tia 

Sn 

Stannous  oxide 
SnO 
Zinc 
Zn 
Zino  oxide 
ZnO 
Zinc 
Zn 

0.39024 
0.34335 
0.78667 

Zinc 

0.89383 
0.80260 

0.83515 
0.67081 

TABLE   IV, 
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8 

3 

4 

5 

G 

7 

8 

9 

0.78049 

1.17073 

1.56097 

1.95133 

3.34146 

3.73170 

3.12194 

3.51219 

0.68670 

1.03004 

1.37339 

1.71674 

2.06009 

2.40844 

3.74678 

3.09013 

1.57333 

3.36000 

3.14667 

3.93333 

473000 

5.50667 

6  39334 

7.08000 

1.78667 

3.68000 

3.57333 

4.46667 

5,36000 

6.35333 

7.14666 

8.04000 

1.60530 

3.40780 

3.31040 

4.01300 

4.81560 

5.61820 

6.42080 

7.33340 

1.67031 

2.50546 

3.34062 

4.17577 

5.01092 

5.84608 

6.68133 

7.51639 

1.34061 

3.01092 

3.68123 

3.35154 

4.03184 

4.69215 

5.36346 

6.03276 

872 
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TABLE  V. 

SPECIFIC   GKAVnr  AND  ABSOLUTE  ■WEIGHT  OF   SEVERAL   GASES. 


Specific  gravity,  atmos- 
pheric air  =  1 '0000. 


!  litre  (1000  cubic  centi- 
metres) of  gas  at  0°  and 
0'76  metre  bar.  pressure 
■weighs  grammes. 


Atmospheric  air 

Oxygen 

Hydrogen 

Water,  vapor  of 

Carbon,  vapor  of 

Carbon  dioxide 

Carbon  monoxide. . . . 

Marsli  gas 

Elayl  gas 

Pliosphonis,  vapor  of. 
Sulpliur,  vapor  of. . . . 
Hydrosulphuric  acid. 

Iodine,  vapor  of 

Bromine,  vapor  of. . . . 

Clilorine 

Nitrogen 

Ammonia 

Cyanogen 


1-0000 

1-29866 

1-10832 

1-43379 

0-06937 

0-08961 

0-62343 

0-80651 

0-83124 

1-07534 

1-53394 

1-97146 

0-96978 

1  -35456 

0-55416 

0-71689 

0^96978 

1-25456 

4^29474 

5-55593 

6^64992 

8-60273 

1-17759 

1-52340 

8-78898 

11-36995 

5-53953 

7-16625 

2-45631 

3-17763 

0-96978 

1-25456 

0-58879 

0-76169 

1  80103 

2  32991 

TABLE  VI. 


COMPAKISON'  OF  THE  DEGEEES  OF  THE  -MERCCTRIAL  THEKMOMETBR  ■WITH 
THOSE  OF  THE  AIR  THERMOMETER. 

According  to  Magnus. 

Degrees  of  the  mercurial  Degrees  of  the  air 

thermometer.  thermometer. 

100 10000 

150  14874 

200 19749 

250  245-39 

300  29451 

330 320-92 


ALPHAEETICAL  INDEX, 


PAGE 

Acetic  Acid  (reagent),  see  Qual.  Anal. 

Table  of  specific  gravities 679 

Acidimetry 675 

Air,  analysis  of  atmospheric 722 

Air-pump,  Sprengel's  mercury 639 

Alcoliol  (reagent),  see  Qual.  Anal,  and 106 

Allcalimetry 691 

Aluminium 149 

Determination 240 

Basic  acetate  of 151 

Basic  formate  of 151 

Hydroxide 149 

Oxide 150 

Separation  from  alkali  metals 499 

alkali-eartli  metals 500 

chromium 500 

Ammonia  (reagent) 109 

Ammonium 137 

Arsenio-molybdate 193 

Carbonate  (reagent),  see  Qual.  Anal. 

Chloride 137 

Chloride  (reagent),  see  Qual.  Anal. 

Determination 217 

Ferrous  sulphate  (reagent)  118 

Molybdate  (reagent),  see  Qual.  Anal. 

Magnesium  arsenate 191 

Nitrate  (reagent) 115 

Oxalate  (reagent),  see  Qual.  Anal. 

Phosphomolybdate 198 

Platinic  chloride 137 

Separation  from  metals  of  group  IV -. 507 

other  alkali  metals 481 

Sulphide  (reagent),  see  Qual.  Anal. 
Succinate  (reagent),  see  Qual.  Anal. 

Antimonious  sulphide 186 
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Antimony , 185 

Determination 231 

Separation  from  oilier  metals  of  group  VI 569 

metals  of  groups  I. — V 554 

Tetroxide 187 

Arsenic,  detection  and  estimation  in  presence  of  organic  matter 781 

Arsenic  (arsenious  and  arsenic  acids). 

Separation  from  other  metals  of  group  VI 569 

metals  of  groups  I. — V 554 

Arsenic  acid,  determination  344 

Separation  from  other  acids 580 

Arsenious  acid,  determination 344 

Separation  from  other  acids 580 

arsenic  acid 574 

Oxide 190 

Sulphide.- 190 

Asbestos  filters 100 

Auric  sulphide 574 

Azotometer,  SchifE's '638 

Balance. 

Barium 138 

Acetate  (reagent) , 113 

Carbonate  (reagent),  see  Qual.  Anal. 

Carbonate 140 

Chloride  (reagent) 113 

Chromate 194 

Hydroxide  (reagent),  see  Qual.  Anal. 

Determination 237 

Separation  from  other  alkali-earth  metals 498 

alkali  metals 488 

Silicofluoride 141 

Sulphate 138 

Bismuth 180 

Basic  chloride ISl 

Basic  nitrate 181 

Carbonate 181 

Chromate  181 

Determination 318 

Separation  from  other  metals  of  group  V 543 

metals  of  groups  I. — IV 536 

Trioxide 180 

Trisulphide 182 

Borax  fused  (reagent) 114 

Boric  acid 200 

Determination 389 

Separation  from  basic  radicals 393 

Bromine,  determination 436 

Separation  from  acid  radicals  of  group  1 588 

group  II 593 
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Bunsen's  Altering  apparatus 93 

Burette,  Mohr's 36 

Qay-Lussac's 40 

Giessler's 41 

Cadmium 183 

Carbonate ^  .^ ...  185 

Determination ?. .  833 

Oxide 183 

Separation  from  other  metals  of  group  V 543 

metals  of  groups  I. — IV 586 

Sulphide 183 

Calcium 148 

Carbonate  148 

Chloride  (reagent),  see  Qual.  Anal. 

reagent  for  organic  analysis 137 

Determination 333 

Fluoride 300 

Hydroxide  (reagent) 109 

Oxalate  145 

Oxide  146 

Sulphate 143 

Separation  from  the  alkali  metals 488 

other  alkali-earth  metals 493 

Calculation  of  analyses 834 

Carbonic  acid 201 

Determination 403 

in  atmospheric  air. 733 

Separation  from  basic  radicals 407 

all  other  acids 587 

Chloric  acid 306 

Determination 476 

Separation  from  basic  radicals 476 

acids  of  groups  I.  and  II 603 

nitric  acid 603 

Chlorine,  determination 438 

in  silicates 589 

(Reagent) 116 

Separation  from  basic  radicals 481 

other  acids  of  group  II 593 

acids  of  group  1 588 

fluorine 590 

Chlorine  water  (reagent),  see  Qnul.  Anal. 

Chlorimetry 698 

Chromic  acid 193 

Determination 355 

Separation  from  basic  radicals 358 

other  acids  of  group  1 580 

Chromium 151 

Determination 342 
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Chromium — Hydroxide 1 51 

Oxide 153 

Separation  from  alkali  metals 499 

alkali-earth  metals 500 

aluminium 499 

Coal,  analysis 765 

Cobalt 161 

Determination 263 

Ore,  assay 731 

Cobaltous  hydroxide 161 

Sulphate 163 

Sulphide 162 

(Cobaltic  compound),  tripotassium  cobaltic  nitrite 163 

Combustion,  see  Organic,  Analysis. 

Copper 177 

Metallic  (reagent  for  organic  analysis) 126 

Determination 311 

Ore,  assay 728 

Separation  from  other  metals  of  group  V ^ 543 

metals  of  groups  I. — IV 536 

Cupric  oxide 177 

(Keagent  for  organic  analysis) 123  and  637 

Sulphide 179 

Cuprous  oxide 1 79 

Sulphide 180 

Sulphocyanate 179 

Cyanogen,  determination  449 

Separation  from  basic  radicals 451 

acid  radicals  of  group  II 600 

group  1 588 

Cylinder,  graduated 33 

Distilled  water 105 

Dolomite,  analysis 720 

Drying  precipitates ,    ..  84 

Drying  substances  for  analysis  46 — 55 

Ether  (reagent) 106 

Errors  in  gravimetrical  analyses 209 

Evaporation 66 

Ferric  acetate  (basic) 166 

Chloride  (reagent),  see  Qual.  Anal. 

Hydroxide 164 

Formate  (basic) 166 

Oxide 165 

Phosphate 195 

Succinate  (basic) 166 

Ferrous  sulphate  (reagent),  see  QiiM.  Anal. 

Sulphide 165 

Ferro-  and  ferricyanogen,  determination 454 

Fertilizers,  analysis 767 
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PAOE 

Pilteriug  apparatus 77 

Formulse,  calculations  required  for  deducing 844 

Gold 184 

Determination 326 

Separation  from  other  metals  of  group  VI 569 

groups  I. — V 554 

Gooch's  method  of  filtering  and  igniting  precipitates 100 

Guano,  analysis 770 

Gunpowder,  analysis 713 

Hydrlodic  acid 304 

Hydrobromic  acid 203 

Hydrochloric  acid 203 

(Reagent) 107 

Hydrocyanic  acid  205 

Hydrofluoric  acid  200 

Use  for  testing  silica 422 

Hydrofluosillcic  acid,  determination 372 

(Reagent),  see  Qval.  Anal. 

Hydrosulphuric  acid 205 

Hydrogen  gas  (reagent),  preparation  of 116 

Hydrogen  sulphide  (reagent),  see  Qual.  Anal. 

Igniting  precipitates 71 — 85 

Bunsen's  method 98 

Gooch's  method 100 

Iodic  acid,  determination 364 

Iodine,  determination 439 

(Reagent) 1 20 

Separation  from  basic  radicals 442 

acid  radicals  of  group  1 588 

group  II 592 

Iron 164 

Determination  in  ferric  compounds 275 

Ferrous  compounds 265 

Separation  from  alkali-earth  metals 509 

metals  of  groups  III.  and  IV 512 

Determination  of  ferrous  in  presence  of  feme 526 

Iron  ore,  partial  analysis 740 

Complete  analysis , 753 

Iron,  wrought,  analysis 765 

Pig,  analysis 758 

Lead 170 

Acetate  (reagent),  see  Qual.  Anal. 

Arsenate 190 

Carbonate 170 

Chloride 172 

Chromate 193 

Chromate  (reagent  for  organic  analysis) 124 

Determination 297 

Oxalate 170 
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Lead— Oxide , 171 

(Heagent) 110 

Ore,  assay 730 

Phosphate 195 

Separation  from  other  metals  of  group  V 543 

metals  of  groups  I. — IV 538 

Sulphide 173 

Levigation 44 

Limestone,  analysis 720 

Lithium  carbonate 236 

Determination 226 

Phosphate 226 

Separation  from  other  alkali  metals 481 

Sulphate 226 

Litmus 117 

Litre  flask 31 

Magnesia  (or  magnesium)  mixture  (reagent) 118 

Magnesium 146 

Ammonium  magnesium  phosphate 147 

Determination 237 

Oxide 149 

Phosphate 195 

Pyroarsenate 193 

Pyrophosphate 148 

Separation  from  other  alkali-earth  metals 493 

the  alkali  metals 488 

Sulphate 146 

Manganese 155 

Ammonium  manganese  phosphate 158 

Carbonate 155 

Determination 251 

Dioxide 156 

Hydroxide 156 

Ore,  estimation  of  oxygen  in 705 

Protosesquioxide 156 

Pyrophosphate 159 

Separation  from  alkali-earth  metals 509 

metals  of  groups  III.  and  IV 513 

Measuring  of  gases 25 

Measuring  of  fluids 30 

Mercuric  chloride  (reagent),  see  Qual.  Anal. 

Oxide 176 

Sulphide 178 

Mercurous  chromate 194 

Chloride 174 

Phosphate 193 

Mercury 174 

Determination  in  mercuric  compounds 308 

mercurous  compounds 804 
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Mercury— Separation  from  other  metals  in  group  V 543 

metals  of  groups  I. — IV 536 

Melastannic  acid 188 

Metastannic  chloride 188 

Molybdio  acid,  determination 353 

Nickel 159 

Determination 258 

Hydroxide 159 

Metallic 160 

Oxide 159 

Sulpliate 160 

Sulpliide 160 

Separation  from  alkali-earth  metals 509 

metals  of  groups  IIL  and  IV 513 

Nickel  ore,  assay 731 

Nitric  acid 208 

(Reagent) 106 

Determination 469 

Separation  from  basic  radicals 469 

chloric  acid  603 

acids  of  groups  I.  and  II 602 

Nitrogen 138 

Determination  in  organic  compounds 634,  637  644, 

Nitrohydrochloric  acid  (reagent),  see  Qual.  Anal. 

Nitrous  acid,  determination 365 

Normal  solutions,  mode  of  preparing 687 

Obgai^ic  analysis 604 

By  combustion  with  cupric  oxide 610 

lead  chromate 620 

oxygen  gas 621 

Organic  analysis  of  compounds  containing  nitrogen 631 

alkalies 664 

alkali-earth  metals 664 

halogens 661 

sulphur 649 

Organic  analysis,  qualitative 606 

Oxalicacid 200 

Pure  (reagent) 117 

Determination 394 

Separation  from  basic  radicals 395 

Oxygen  gas  (reagent  for  organic  analysis) 125 

Palladious  iodide 205 

Palladium,  determination 825 

Phosphoric  acid 195 

Determination 378 

Separation  from  basic  radicals , 883 

all  other  acids 582 

Phosphomolybdate  of  ammonium 198 

Phosphorus,  determination  in  organic  compounds 660 
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PiOB 

Pipette,  graduated 33 

Platinic  chloride  (reagent),  see  Qual.  Anal. 

Potassium  platinic  chloride 1^^ 

Sulphide 185 

Platinum 184 

Determination 329 

Separation  from  other  metals  of  group  VI "°" 

metals  of  groups  L — V ^^^ 

Potassa  (reagent) l'^^ 

(Fused  reagent  for  organic  analysis) 1-'' 

Solution  (for  organic  analysis)  l^''' 

Potassium  133 

Borofluoride 200 

Chloride 133 

Cyanide,  see  Qual.  Anal. 

Determination 310 

Dichromate  (reagent),  see  Qual.  Anal. 

Disulphate  (reagent) 115 

Iodide  (reagent) 131 

Nitrate  (reagent),  see  Qual.  Anal. 
Nitrite  (reagent),  see  Qual.  Anal. 

Permanganate  (reagent) 118 

Platinic  chloride 134, 

Separation  from  other  alkali  metals 481 

metals  of  group  IV 508 

Silicotluoride 134 

Sulphate  133 

(reagent),  see  Qual.  Anal. 

Precipitates,  separation  from  fluids 75 — 76 

Precipitation 74 

Reagents 105 

Rocks,  analysis 714 

Salt,  analysis  of  common 711 

Samples,  selection  of 43 

Mechanical  division  of 48 

Selenious  acid,  determination 361 

Separation  of  acid  radicals  from  each  other 579 

Sifting 45 

Silicates,  analysis 714 — 719 

Decomposition  hy  fusion 433 

Separation  of  alkalies  from 436 

Silicic  acid 301 

Determination 419 

Separation  from  basic  radicals 419 

other  acids 586 

Silver 167 

Bromide 303 

Chloride 167 

Cyanide 170 
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Silver — Determination 283 

Iodide 204 

Metallic  (reagent) 122 

Nitrate  (reagent),  see  Qual.  Anal. 

Phosphate 198 

Separation  from  other  metals  of  group  V 543 

metals  of  groups  I. — IV 536 

Sulphide 169 

Soda  lime 125 

Soda  lime  for  nitrogen  determinations , 126 

Sodium 135 

Acetate  (reagent),  see  QuaZ.  Anal. 
Carbonate  (reagent),  see  Qual.  Anal. 

Chloride  (reagent) • 122 

Chloride 135 

Determination 215 

Hydrogen  sulphide  (reagent),  see  Qual.  Anal. 
Nitrate  (reagent),  see  Qual.  Anal. 
Platinic  chloride  (reagent),  see  Qual.  Anal. 

Platinic  chloride 136 

Separation  from  other  alkali  metals 481 

metals  of  group  IV 508 

Sulphate 135 

Thiosulphate  (reagent) Ill 

Solution  of  substances  for  analysis 63 

Sprengel's  mercury  air-pump 639 

Stannic  oxide 188 

Phosphate 198 

Sulphide 189 

Stannous  chloride  (reagent),  see  QvmI.  Anal. 

Sulphide 189 

Steel  analysis 765 

Strontium 141 

Carbonate 142 

Chloride  (reagent) 118 

Determination 230 

Separation  from  the  alkali  metals 488 

other  alkali-earth  metals 493 

Sulphate 141 

Sulphur,  determination 457 

in  organic  compounds 649 — 658 

in  presence  of  carbonates , 591 

in  silicates 590 

Separation  from  metals 461 

Sulphuric  acid,  determination 366 

(Beagent),  see  Qual.  Anal,  and 106 

Separation  from  basic  radicals 370 

other  acids 580 

Sulphurous  acid,  determination  863 
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Tables  showing 

Atomic  weights 849 

Absorption  of  nitrogen  in  bromized  hypochlorite  solution.  223 

Weights  of  volumes  of  nitrogen 225 

Composition  of  oxides 849 

Strength  of  acids  corresponding  to  various  specific  gravities.  670 
Strength  of  alkalies  corresponding  to  various  specific  gravi- 
ties   691 

/o7' Calculation  of  analyses 854 — 871 

Tartaric  acid  (reagent),  see  Qual.  Anal. 

Tin,  determination 338 

Thiosulphuric  acid,  determination 364 

Uranium,  determination 281 

TJranyl  (uranic)  acetate  (reagent) 114 

Pyroarsenate 192 

Pyrophosphate 197 

Volumetric  analysis  (general) 102 

VoLUMETEic  determination  of 

Acids  in  the  free  state,  see  Acidimetry. 
Alkali  h3-droxide8  and  carljouates,  see  Alka- 
limetry. 

Alkali-earth  metals 697 

Antimony 335 

Arsenic  acid 351,  579 

Arsenious  acid 350 

Bromine  (in  bromides) 437 

free 443 

Cadmium 324 

Calcium 235,  697 

Copper 317 

Chloric  acid 476 

Chlorine  (in  chlorides) 428 

free 434 

Chromic  acid 356,  357 

Cyanogen 450 

Ferric  iron 278—280 

Ferro-  and  f emcyanogen 454 

Ferrous  iron 267 

Fluorine 402 

Iodine  (in  iodides) 440 

free 443 

Lead 303 

Manganese 257 

Mercury 805,  310 

Oxalic  acid 394 

Potassium 214 

Phosphoric  acid 380 

Silver -. 288 

Sulphuric  acid 367 
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VoruMETEic  detei-mination  o/— Tin 342 

Ziuc 737 

Zinc ^ 1.53 

Carbonate 153 

Determination 347 

Metallic  (reagent) 110 

Oxide 153 

Ore,  assay 737 

Separation  from  alkali-earth  metals 509 

metals  of  groups  Hi.  and  IV 513 

Sulphide : 154 
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